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No.  49.3                            JANUARY,  1828.  CVot.  V. 
MEMOIR  OF  THE  LATE  REV.  JOHN  FAWCETT,  I>.D. 

MINISTER   OF    THE   GOSPEL    AT    HEBDENURIDOE^    YORKSHIRE. 

To  those  who   are  interested  in  tury,  is  to  be  criminated  for  having 

watching  the  progress  of  the  hu-  admitted  uneducated  men  into  theiv 

man  intellect^  and  who  are  eap^  pulpits,  their  apology  may  be  made 

ciaUy  gratified  in  witnessing  the  by  replying,  that  they  have  been 

development  of  its  faculties^  nndec  tatigbt    to  do  so  by  churchmen 

fimidiible. difficulties  and  dificou--  themselves ;   for   it  was  Aot  tiU 

cagementEi,  tiie  history  of  the  EfigH  Mesers^  "V^itefi^ld   4nd   \^ealey& 

Ibh  DftBflenliing  ministry,  sioeethe  Imd  samtiQOAd  the  practice.  t}i«| 

Act  of  Uniformiity,  most  afford  an  Dissenters  ever  adi^ted  it.     TiU 

unrivalled  gratification..  We  hazard  that  time,  Hj^e  Independents  and 

Ikde  in  affirming,  that  among  tbia  Presbyterians    hs^  been  sorupu« 

dass.  of  men,  there  have  be^  more  lously  attached  to  a  well-edid^^ed 

instanoes  of  that  native  and  irre<*  and   learned    ministry ;    and  the 

presstble  geoiua,  which  neither  ob-*  former,  who  have  been  the  princi-i 

scimty  of  birA,  nor  limited  edu«  pal  deviatprs  fVom  the  wise  exam-* 

catioii,  nor  ecdesiastical  bigotry,  pie  of  their  ancestors;  we  are  happy 

CQtuld  depress,    or  prevent  from  to  perceive,  are  again  gradually 

eempetii^  for  the  honours  of  literal  returning  to  their  ancient  and  more 

tare,  than  among  any  other  equal  CQ?reet  taste.      . .    * 

numbet  of  our  countrymen^  how-^  The  truth  qf  the  ^regoing  re^ 

ever  &voared  by  popular  opinion,  mark,  is  amply  elucidated  in  the 

at  assisted  by  superioi;  immunities  lives  of   those    ministers,    whose 

Wethink  it  is  an  unequalled  feature  views  were  fir$t  directed  toward^ 

in  ecdesiastieal  history,  that  a  body  the  sacred  office  at  the  period  of 

of  men>  separated  from  the  mass  of  the  revival  of  reli^on,  ^bout  the 

the    population    bj  conscientious  middleof  the  last  century.    There 

dUkJ^Tm  lel^ioHs  apinioiu,  was  a  great  portion  of  origvial>t7» 

and  d^>arred  by  ui^ust  and  uima«-  and  native  talent,  in  the  coptetiv- 

tural    impoaittons  from'  enjoying  p0r4n^  pf  tjie  excellent  men  to 

the  advantages  of  refined  educay-  whom  we  have  now  refeired;  and 

ticsi^  ;at  the  accredited  schools  of  ti¥>ugh  there  Yfeve  glaring  eccen- 

liteniture^  sfaQuId  yet.  have  been  tric^ties  in  thdr  d)ara^ri9,  they 

aUe  tn  produce  sucb  schclars,  as  were  the  eceentrieilie^  of  genius, 

Watte^  Doddridge,  Lardner,  Le-  aod  qualities  which  gendered  them 


laBd>   Henry,..  Gdbuay,  Lowman,  more  decisive,  and  m^.^  prominent 

Foster,  Grill,  Jonea,  Chandler^  and  in.  that  age  of  inactivity,  and,  pej^- 

a  host,  of  others.     These  weremi^a,  haps,  more  extensively  useful  than 

4!Qa8idering  them  merely  as  scha-  most  of  their  successors, 
lars^  whom  any  denomination  might        The  subject  of  this  memmr  is 

have  been  glad  to  enroll  among  its  entitled  to  a  distinguished  place 

members.   And,  indeed,  if  the  body  among  that  numerous  addition  to 

of  Dissattera,  during  the  \si^t  oeo-  the  ranks  of  nonopnformity  made 
Cong.  Mag.  No.  49*  B 


2  Memcnr  of  live  late  Rev.  John  WmmceH,  D.D,        [[January, 

by  the  preaduh^  of  tiie  early  Me-  With  'flib  genUemaoi  and  with 
thodists.  He  wasa  ccmtemporary'  Mr/ David  Pratt,  aho^er  member 
of  Venii,  and  Grimshaw,  and  Ro-'  of  the  Presbyterian  body,  Mr.  F* 
maiae,  and  in  habits  c^  intimacy  became  very  intimate,  and  was 
with  many  of  the  leading  men  assisted  by  the  latter  in  the  ae- 
of  the  evangelical  party  of  those  quirement  of  the  Latin  language, 
days.  and  with  the  loan  of  some  valuable 
'  Mr.  Fawcett  was  bom  near  Brad-  books  in  divinity.  From  him  also, 
ford,  in  Yorkshire,  in  the  year  Mr.  F.  derived  that  alRsction  for 
1740.  His  early  life  was  chiefly  the  writings  of  Flavel,  which  he 
remarkable  for  an  intense  love  of  .ever  after  cherished.  Mr.  Pratt 
reading,  a  passion;  which  has  been  appears  to  have  inherited  tlie  piety 
the  invariable  characteristic  of  those  of  the  ancient  Presbyterians,  and 
who  have,  in  more  mature  life,  to  have  followed  them  in  that  ex- 
arisen  to  respectable  acquirements  cellent  practice  of  catechising  the 
in  literature.  And  though  his  fa-  young,  which  was  90  peculiarly 
ther's  limited  number  of  books  their  characteristic, 
seem  to  have  afforded  but  little  -  However  Mr.  Fawcetfs  lite- 
sccqpe  to  his  literary  taste,  yet  those  rary  atUinments  may  have  in-* 
to  which,  through  other  diannels,  creased  by  his  aicgnaintance  with 
be  could  gain  access;  were  dili-  these  respectable. men,  or  however 
gently  and  constantly  per^sed.^  moral  or  correct  lie  may  have 
The,  works  of  Bunyan,  Allein's  been  in  his  conduct,  it  does  notap- 
Alarm,  and  Baxter's  Odl,  appear  pear  that  he  received  the  blessings 
to  have  been  the  favourite  objects  of  vital  religion,  till  that  man  of 
of  his  youthful  reading,  v  About  God,  Mr.  Whitefield,  visited  the 
the  age  of  thirteen,  he  was  appren-  part  of  the  country  where  he  re- 
ticed  to  a  tradesman  in  Bradford,  sided,  and  revived  the  almost  ex- 
where  his  regularity  and  attention  piring  flame  of  Christianity,  which 
to  the  public  services  of  the  church  had  shone  so  brilliantly  in  that 
gained  him  the  friendship  of  the  neighbourhood  in  the  days'  of 
lecturer,.  Mr.  Butler. — From  this  the  first  nonconformists'.  To  Mr. 
gentleman  he  received  the  loan  of  Whitefield's  faithful  and  energetic 
such  books  as  he  could  not  other-  .preaching,  he  always  attributed 
wise  procure,  and  was  favoured  by  his  conversion  to  God,  and  ever 
'  some  occasional  instruction  in  lite-  retained  for  his  character  a  pro- 
rature.  His  sabbath  evenings  were  found  reverence  and  affection, 
sometimes  occupied  in  attending  at  Shortly  after  Mr.  Fawcett's 
the  old  Presbyterian  meetiiig-house,  mind  was  awakened  to  the  im- 
where  the  remembranceof  the  piety  portance  of  personal  religion,  he 
of  their  puritan  ancestors  had  not  became  acquainted  with  ^e  non- 
entirely  ^forsaken  the  worshippers,  conformist  controversy,  and  gra* 
As  there  was  no  regular  minister  dually  lost  his  predilei:tion  for 
settled  over  the  congregation  at  the  establishment.  In  conjuncticMi 
this  time,  the  service  was  generally  with  some  others,  who  had  been 
conducted  by  an  ancient  member,,  converted  by.  Mr.  Whitefield's 
a  Mr.  Swain,  who  read  to  the  as-  preaching,  he  endeavoured  to  orl 
sembly  those  sermons  of  the '  old  ganize  a  diiirch  on  congregational 
nonconformists,  which  he  had  heard  principles ;  but  this  desigii  was,  at 
in  his  early  days,  and  which,  ac-  length,  relinquished.  The  Anti- 
cording  to  the  custom  of  the  primi-  psedobaptists  of  Bradford,  h6w*. 
tive  Dissenters,  he  had  taken  ever,  succeeded  in  a  similar  at- 
down.  To  these  sermons  he  occa-  tempt,  and  en^ged,  for  their  first 
tonally  added  remarks  of  his  own.  pastor,  Mr.  Crabtree,  of  Wains- 


isn.'2       .  Minid^  '^ihe  GoMpd  at  HMentritlge,  Yoriishire.  d 

gate,  on  irlMe  mhiiatrjr  Mr.  F.  many  aerioas  deures  to  undertake 
occasipnall  J  attended.  Under  this  the  ministry  of  the  Gospel^  and 
gentleman's  preaching,  his  views  that,  in  consequence,  the  church  of 
on  baptism  experienced  a  change ;  which  he  was  a  member  desired 
he  was  accordingly  immersed,  and  him  to  exercise  his  talents  at  one 
became  a  member  of  that  body.  of  their  private  meetings,  that  they 
Mr.  Fawcett  continued  to  in«  might  be  enable  to  judge  of  his 
dulge,  with  unabated  ardour,  his  abilities  for  that  important  office : 
strong  attachment  to  learning.  So  he  received  their  approbation,  and 
insatiable  was  his  thirst  for  infor-  shortly  after,  occasionally,  spoke  at 
mation,  that  the  purchase  of  books  a  small  meeting  held  at  Little  Hor- 
led  him  ocpasionally  into  pecuniary  ton.  He  engaged  in  these  services 
embarrassments.  Tong's  life  ai  with  considerable  trepidation ;  knd 
Matthew  Henry .  appears,  about  contemplated  the  responsibility  of 
this  time,  to  have  become  one  the  character  he  had  assumed  with 
among  his  favourite  works ;  nor,  those  feelings  of  awe,  which  will 
indeed,  do  we  wonder  at  such  a  always  accompany  the  man  who 
selection,  as  we  scarcely  know  is  sensible  of  the  importance,  and 
any  book  of  human  composition,  alive  to  the  claims,  of  so  great  a 
that  has  so  many  charms  for  a  stu-  work.  He  endeavoured  to  acquire 
dent  of  evangelical  principles,  or  the  self-possession  necessary  to  a 
which  so  abounds  in  varied  and  public  speaker,  by  reading,  in  small 
useful  instruction  to  those  who  companiesof  iHends,  someof  thos6' 
are  devoted  to  the  Christian  'mini-  outlmes  of  sermons,  which  he  had 
stry.  It  may  be  called  a  summary  sketched,  a^  they  were  delivered 
of  the  pastor's': duties,  -and  is :  one  by  the  various  ministers  he  had 
of  the  best  incentives  to  a  careful  heard,  and  thus  gradually  over- 
and  conscientious  dischai^'  of  mi«  came  that  diffidence  and  timidity 
oisterial  functions,  that-  perhaps  which  are  no  less  unpleasant  to 
has  ever  appeared.  It  was  Mr.  the  auditory,  than  embarrassing 
F.'s  regular  practice,  in  this  period  to  the  speaker ;  and  which,  while 
of  his  life,  atid  before  the  urgent  they  are  the  almost  invariable  at- 
duties  of  constant  preaching  ren-  tendants  of  the  first  efforts  of  real 
dered  it  impracticable,  to  keep  a  excellence,  and  even  of  superior 
diary,  a  custom  which  has  had  too  vigour  of  mind,  are  nevertheless 
many  advocates  to  require  our  their  greatest  impediments  and 
sanction,  and  which,  under  proper  obstructions. 
discipline,  we  have  no  doubt.  In  1764,  Mr.  Fawcett  accepted 
would  :  greatly  conduce  to  that  the  pastoral  charge  of  a  small  con- 
constant  watchfulness  over  the  gregation  at  Wainsgate.  Thi» 
heart  and  conduct,  which  it  is  the  church  had  arisen  from  the  labours 
duty  of  every  Christian  to  exer-  of  Mr.  Richard  Smith,  aiid  was 
rise.  Immersed  in  a  constant  first  constituted  according  to  the 
attention  to  the  concerns  of  his  order  of  the  Gospel,  in  the  year 
trade,  it  canpot  be  expected  that  1750.  The  meeting-house,  which 
mudi  timbe  could  be  employed  in  was  built  upon  the  most  simple* 
literary  .  pursuits ; .  iii.  tiie  little,  and  primitive  plan,  and  situated 
however,  that  could  be  rescued,  in  a  barren  and  inhofipitable  tract, 
and  that  little  increased  by  early  was  erected  by  the  poor  labourers 
rinng,  Mr. .  F.  found  leisure  to  who  attended  Mr.  Smith's  minis- 
store  his  mind  witli  information,  try.  If  this  humble  structure  af- 
and  particularly  on  subjects  im-  forded  no  proof  of  the  elegance  of 
mediately  connected  with  divinity,  their  taste,  it  was,  at  least,'  a  de- 
It  appears  from  his .  diary,  thut  dded.  testlmbny  of  their  sincere 
■bout  this  tiine   (itfiO,)  he  had  love  to  religion,  arid  of  their  car-T 


4  Memir  qfikte  ka€  R^  John  F&wM,  JXfK        HJaiT tmftr> 

HeBt  desire  to  ev^f  tlie  contiaual  c£  mM:  of  ihe  popolair  tlivines  ^ 

BUBlstratkm  of  ks  ordinanees.    Ite  the  day  ^  and  Iraii  exoeediiigly  ^r»« 

internal  economy  was  altogetbetr  tified  by  a  penxittal  interview  ^witk 

singular.      Having   inadvtertentiy  muiy  of  those  excellent  inen  W 

eoQstructed  the  widls  too  low^  both  had  known  before  only  by  tHor 

for  the  convenknce  and  the  eytii*  writings^  or  their  gemval  efaanie^ 

faetry   of  the  bailding^  and  not  ter.     On  his  return  to  Yorkshire, 

willing  to  go  to  the  expense  of  he  received  an  invitation  to  be- 

raising  them,    they  lowered  the  come  the  stated  pastor  of  one  of 


ground  within,  about  half  a  yard 
under  the  sur&ce,  to  remedy  their 
oversight  A  stone  arch  suppcHrt- 
ed  the  roof,  and  rendered  the  build- 
ing truly  remarkable,  Oy&c  the 
humble  but  pious  individuals  ga- 
thered in  thb  place,  Mr.  F.  was 
ordained  in  1765. 


those  churches  he  had  si^pHed 
when  in  London ;  and  though  the 
increase  of  his  flEonily,  and  tSie 
"veiy  narrow  income  raised -for  his 
subsistence,  by  his  present  ^toek, 
were  etrong  arguments  to  induce 
his  departure,  and,  indeed,  ope- 
rated so  far  as  to  cause-  him  to 


Here  Mr.  F.  laboured  with  so  make  some  preparatiens  for  his 
much  success,  that  the  neighbour-  removal ;  yet,  when  the  parting* 
ii^   population^   whose  character    hour  arrived,  he  could  not  leave 


had  before  but  too  much  trem- 
bled the  barren  and  uncultivated 
country  m  whieh  they  dwelt,  un^ 
derwent  a  pleasing  and  propitious 
change.  The  old  meeting-house 
became  too  narrow  to  t:ontain  the 
multitudes  that  flocked  to  hear  the 
unwonted  sound  of  divine  mercy, 
and  a  gallery  was  added  to  the  ori- 
ginal structure.  Among  the  many 
youBg  persons  to  whom  the  la- 
bours of  Mr.  F.  w^e  blessed  dur- 
ing his  residence  at  Wainsgate*  we 
iknd  the  name  of  the  late  excellent 
Mr,  SutcUfife,  of  Dlney, 

Mr.  Fawcett's  attempts  to  im- 
prove the  habits,  and  effect  the 
moral  renovation  of  his  neighbours. 


his  beloved  churdi  and  firielkls^ 
The  designed  removal  was  relm** 
quished,  and  the  resolution  takvn 
to  finish  his  ministerial  tsourae  in 
his  native  county. 

In  the  year  1773,  by  the  ad- 
tice  of  Messrs.  Evans  «iA  ityhftid, 
and  other  gentlemen  of  the  Atiti- 
peedobaptist  body,  Mr.  F^awcett, 
in  conjunction,  with  Mr.  JoAin 
Sandys,  was  induced  to  iissue  pro- 
posals  to  undertake  the  tuitiod  of 
young  men  for  the  ministry  of  the 
Gospel.  This  |^bn  met  with  eon- 
siderable  auceess,  and  many  young 
men  were  sent  out  £rom  under 
their  instructuxis,  wbo  reflected 
great  credit  upon  t^e  talents  >im.d. 


were  not  confined  to  his  pulpit*  assiduity  of  their  tutors.    In  addi- 

^xercises.     He  instituted  various  tion  to  this  laborious  engagement, 

plans/ which  were  subsidiary  to  this  he  also  undertook 'the  tahioti  tsf 

great  purpose.     A  constant  system^  y^ung  men  in  the  more  gentitol 

of  pi^blic  and  private  catechiaing  range  of  literature,  which  he  con- 

of  the  younger  part  of  his  oonglre-  tinued   -after    his    removal    fnm, 

gatioii>  was  not  die  least  useful  of  Wainsgate.      Among  the   young' 

these    plans,   and  the.  institution  persons  educated  by  Mn  Fi  in 'his 


of  various  hook  societies,  chiefly 
through  hid  instrumentality^  ooii'* 
tributed  much  to  cultivate  the  un- 
derstandings, and  palish  the  man- 
uers»  o£  the  inhalntiuits  of  this  hi- 
therto neglected  spot. 
.  in  the  year  177^,  Mr.  F.  paid 
hi^  first  visit  to  the  metropolis. 


new  seminary,  *  was  Mr.  Ward, 
now  Mifistonary  at  Calcutta^  who, 
at  this  early  period  of  hia  IMe, 
gave  a  pleasing*  earnest  of  what 
his  future  course  would  be.  Hia 
time  was  then  devoted  to  mis- 
sionary emplo3^nients,  and  he  seized 
every  opportunity  that-pie^eDted 


^hc^e  he  wm  invited  to  the  pulpita    itself  to  preach  in  -tiie  ncighbottr* 


mg  vUlftges  t^  8och  coti^galions    wt  take  ^  view  of  lits  d^arader  te 
as  could  be  oellected.  an  author. 

My.  Fawc^tfs  labours  became        In  hts  new  situation  aft  Htebden- 
inciieasingly  ussftil^  and  his  con*    bridge^  Mr.  F.^a  labours  hi  ^e  tm- 
gregation  mere  numerous.     The    nisterial  office  were  not  decreased, 
old  meedng-house  at  Wainsgate    The  same  zeal  in  his  profesedonal 
was  ifound  too  small  to  accommo-    duties^  the  same  simplicity  in  his 
date  the-  numbers  that  attended,    private  deportment^  which  charac- 
The  situation  was^  moreover^  not    terised  his  younger  days,  were  still 
central  enough  to  render  it  convent-    manifest  The  wmter  of  ag6,  though 
ent  to  all.  It  was  determined,  there-    it  may  have  sobered  his  judgment 
fore,  to  build  a  new  and  more  con  ve-    upon  some  points,  did  not  cool  his 
nient  meeting-'house  in  the  imme«-    ardour;  and  though  the  fruits  of 
diatenei^bourhood«Thevilli^of    his  imagination  were   mellowed^ 
Hebdenbridge  was  chosen  for  this    they  did  not  perish  in  the  autumn 
purpose,  and  a  neat  edifice,  capa*    of  his  years.    Age  produced  no 
ble  of  holding  six  or  seven  bun-    imbecility  in  his  faculties,  no  abate- 
dred  attendants,  was  erected  in    ment  of  his  zeal ;  he  inherited  its 
the  year  1777*     Here  Mr.  F.  con-    honours,  but  not  its  weaknesses, 
tinned  his  k^Knirs  to  the  day  of        in  1811,  he  was  honoured  with 
his  dis^lutibn.    Some  of  the  t>ld    the  degree  of  Doctor  in  Divinity 
members  of  the  church  could  not,    by  one  of  die  American  universi- 
however,  be  persuaded  to  leave    ties.     After  tbis  period^  Dr.  l^aw- 
Wmns^ite,  but  continued  to  hover    cett  gradually  declined  in  healthy 
round  its  mined  walls,  with  a  lin-    and  tended  towards  the  close  df  his 
gering  a'ifection  to  the  place  of   mortal    existence.       A    paralytic 
th^  fonner  enjojonents.     Mr.  F«    stroke  deprived  him  of  the  use  of 
bad,    shortly  before    this   event,    One  eye,  which  debarred  him  irom 
^und  it  convenient  to  remove  fh>m    one  of  his  principal  sources  of  en- 
his  old  residence  at  Wainsgate,  to    joyment^- reading.       About   the 
a  house  in  the  vicinity,  where,  in    middle  of  the  year  1817,  he  was 
add^aon  to  his  t)tlier  regular  en-    attacked  by  a  succession  of  convul- 
jgagements,  he  commenced  a  Sab-    dive  filts>  which,  leaving  him  in  a 
bath  evening  lecture.  ^(tate  of  perfect  debility,  he  expired 

In  the  year  1794,  Mr.  Fawcett    ^er  a  ibw  days  of  languishing 
was  fortunate  enough  to  procure,    pain,  aged  77  y^ars.     To  his  last 
at  a  moderate  rate,  a.  printing  press,    hours,  he  joined  m  those  prayers 
which  he  comr^^eted,  widi  thene^    which  his  affectionate  fViends  of- 
cessaAry  addition  of  types,  &;c.     As    fered  at  his  bed-side,  and  exclaimed 
he  h»i  already  i^ften  ventured  be-    shortlybeforehisdeparture,"**Come 
fore  the  public  $n  the  character  of   Lord  Jesus,  and  come  qcdckly."On& 
an  Mitihor,    this    acquisition  was    of  his  friends  having  said,  ^' There 
esteemed  invaluable,  it  affording    renudnetii  a  rest  for  the  people  bf 
him  an  easriet  way  c^  multiplying    God,"  he  finiidied  his  testimony  to 
Ins  publieaAiohs,  togetherwith those    the  truths  he  had  believed  and 
of\)«h«  ftuthons,  which' stood  high    preached,  by  exclaiming;,  ''*  O  re- 
in his  esteem.    He  undertook  also,    teive  tti'e  to  thy  diildren." 
about  ^i^^me,  the  management        Dr.  Fawcett  married  very  ^My 
and  priifting  of  a  periodical  work,    in  life.     He  has  left  one  son,  who 
called  '* Miscellanea  Sacra" which    has  published  a  full  and  interest- 
was  contimiied/  in  monthly  nmm-    isig  account  of.  his  father's  life, 
bers,  until  the  completion  of  two    in  an  octavo  Volume,  from  whidi 
volumes.     His  writings  now  mul-    the  facts  of  the  above  nicmoir  are 
Iq4i«d  rapidly,  but  we  -shall  ab-    derived^  and  which  we  take  this 
stain  firom  Speaking  of  them,  till   oppwtnnity  of  earnestly  recom- 


^  .Memoir  qfitie  late  Rev. 

vfk&ading  to  the  attention  of  our 
ircaders. 

After  the  ^ummarjp  we  have  al- 
^eapy  given  of  the  pri^idpal  events 
of  6r.  F/s  life,  any  specific  account 

of  his  PRIVATE  CHARACTER,  WOUld 

be  perhaps  needless.  The  minute 
and  delicate  traits,  that  contribute 
to.individualize  a  man,  and  sepa- 
rate him  from  the  mass  of  his 
species,  are  sometimes  so  difficult 
to  discern,  and  always  require  such 
exactness  in  their  delineation,  that 
we  might  well  be  excused  from 
attempting  it  in  the  present  in- 
stance. But'Dr.  F/s  peculiarities 
were  marked  and  definite,  and,  un- 
like those  of  most  men  who  ascend 
from  comparative  obscurity,  were 
all  on  the  side  of  virtue  and  good 
sense*  Jf  be  diverged  froQi  the 
common  and  beaten  circle  of  man- 
kind, his  eccentricities  were  di- 
rected to  a  noble  end.  Had  he  ne- 
ver been  enlightened  by  the  grace 
of  God,  a  mediocrity  of  excellence, 
and  an  unobtrusi  veness  of  character, 
might  have  rendered  him  undis- 
tin^uishable  from  the  generality  of 
mankind ;  but  religion  kindled  an 
ardent  fire  in  his  bosom,  which  in- 
cited him  to  as  devoted  and  zealous 
an,pbedience  to  his  Master  s  com- 
mands, as  was  attained  to  by  any 
of  his  contemporaries.  The  ener- 
gies of  his  soul  were  exclusively 
directed,  to  the  extension  of  the 
kingdom  of  Christ,  land  in  this  re- 
spect, perhaps,  no  individual  in 
the  part  of  England  where  he  dwelt 
was  more  honourably  conspicuous. 
As  an  Author,  Dr.  F.  was  much 
above  mediocrity.  His  Essay  on 
jigger,  is,  we  believe,  generally 
the  most  esteemed  of  his  works. 
tiiaf^e  cf  Oliver  Hey  wood  is  an 
interesting  and  able  memoir,  and 
highly  instructive  to  ministers. 
The  Devotional  Bible  has  long 
maintained  a  high  reputation  as  an 
excellent  and  judicious  summary 
of  elucidations  of  the  sacred  vo- 
lume. His  other  works  are  gene- 
ralhr  small,  but  have  been  rendered 
extensively  useful,  particularly  his 
tract  entitled  T/ie  History  of  John 
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Wise.  Ameng  Mr.  Fawcett's  lite-T 
rary  correspondents,  he  occasional!  jf^ 
numbered  Dr.  Hugh  Blair,  of  £dini« 

.  burgh,  and  Mr.  Boswell,  the  bio-*' 
grapher  of  Johnson.  .With  An- 
drew Fuller,  and  most  of  the  prin- 
cipal men  among  the  dissenters,  he 
was  intimately  connected. 

As  a  PREACHER,  Dr.  F.  was  held 
in  high  estimation  by  his  brethren. 
No  one  was  blind  to  his  merits 
but  himself.  He  was  accustomed 
to  say,  when  speaking  of  his  ser- 
vices, not  that  he  had  preached, 
but  that-  he  had  .  attempted  to 
preach.  He  never  entirely  lost 
that  timidity  and  diffidence  which 
oppressed  him  in  his  earlier  days, 
though  these  feelings  were  sof- 
tened down  into  a  sedatenesis  of 
mapner,  and  earnestness  of  deli- 
very, which  increased  the  general 

'  interest  of  his  auditory.  In  his 
opinions  on  the  controverted  poiiits 
of  doctrine,  he  was  a  moderate 
Calyinist,  thoqgh,  in  his  earlier 
years,  he  had  belonged  to  a  church 
which  inclined  towards  the  Supra- 
iapsarian  sentiments;  but  in  these 
notions  Dr.  F.  never  concurred. 
In  his  views  as  an  Antipsedobap-^ 
tist,  though  decided,  he  was  liberal 
and  candid  to  those  ^who  had,  like 
himself,  sought  the  truth;  but  come 
to  opposite  conclusions.  ,  He  was 
happily  free  from  that  dogmatismi 
and  bigotry  which^  on  tins  subject, 
but  too  frequently  diaracterise  those 
ministers  who  arise  from  obscurity, 
wi^out  having  enjoyed  a  regular 
education.  His  mode  of  preach- 
ing displayed  a  judicious  union  of 
the  doctrinal  and  preceptive  parts 
of  Scripture;  being  firmly;  con- 
vinced that  the  strength  of  the 
foundation,  and  the  subsequent 
rearing  of  the  superstructure,  were 
equally  necessary  to  the  completer 
ness  and  beauty  of  the  Christian 
edifice ;  and  tibat  the  fruits  of 
Christian  holiness  are  as  essential 
to  evince  the  presence  of  spirituid. 
life,  as  the  principle  of  faith  is. ne- 
cessary to  connect,  the  branches 
with  the  stem  and  root.  .* 
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[  The  JtifUnnng  it  the  Subttance  of  a  Sermon 
de&vered  hy  the  Rev,  Mr,  Toi&er,  on  Jan. 
9, 180^,  after  expounding,  in  ^t^^mom- 
ing,  the  Jirst  nine  venet  of  the  ^utpter 
from  wTiich  the  Text  wot  taken,'\ 

**  And  he  answering  said  unto  him, 
Lord,  let  it  alone  this  year  also,  till  I 
shall  dig  -about  it,  and  dung  it :  and  if 
it  bear  fruit,  well ;  and  if  not,  then  af- 
ter that  tihoushidt  cut  it  down." 

i:»iJK£,  chap.  ziii.  yer.  8  and  9* 

This  pmi^  happening  to  come 
in  the  cotiiHe  of  exposition  so  soon 
after  we  (inter  on  a  tiew  year, 
heing  so  ekpressive  In  itself,  and 
suitable  to  tiie  season,  I  thought 
it  my  duty  to  call  your  attention 
to  it,  without  confining  myself  to 
that  mode  of  enlarging  on  it  which 
I  adopted  in  the  morning.  '  I  can 
fairly  draw  those  sentiments  •  firom 
it  whi€:h  wiU  be  calculated,  through 
the  ctivine  blessing,  to  be  useful  to 
us  all,  but  especially  those  who 
are  living  from  year  to  year  with* 
out  being  sensible  of  the  impor- 
tance of  life,  and  time,  and  useful- 
ness,  to  themsjelves  and  others; 

I.  Renewed  seasons  of  Christian 
priyilege,  may  be  justly  consider- 
ed as  a  kind  of  providential  expe- 
riment on  men's  characters,  like  a 
tree  spared  from  year  to  year,  and 
cultivated. 

II.  Every  renewal  of  such  sea- 
sons makes  every  individual  case 
growingly  critical  and  important  $ 
like  the  case  of  a  tree,  about  which 
the  dresser  of  the  vineyard  is  he- 
ntirting.  . 

III.  These  providential  experi- 
ments, or  trials,  will  at  length  ter- 
minate in  an  issue,  inexpressibly 
momentous.  - 

Now^  understand  when  I. speak 
x)f  seasons  of  Christiain  privilege  as 
providential  experiments,  I  mean 
nothing  inconsistent  with  the  infi- 
nite ioiowledge' of  God,  .nor  the 
necessity  and  sovereignty  of  his 
gnu!e, :  bttt  I  mean  precisely  what 


the  Scripture  does,  where  it  speaks 
of  trying  and  proving  Israel  of  old, 
seeing  what  was  in  their  hearts. 
I  mean  the  thought  our  Lord  in- 
tiended  to  convey,  in  the  answer  of 
the  dresser  of  the  vineyard,  "  Lord, 
let  it  alone  this  year,"  I'll  put  it  to 
the  test;    I'll  seie  what  is  to  be 
done.    I  mean  something  answer- 
able to  what  some  of  you  have 
said  to  a  diild,  or  a  servant — ^Well, 
I'll  try  you  a  litde  longer ;  I'll  see 
how  you  bdmve  and  turn  out. 
There  is  an  important  sense  in 
which  divine    dispensations    and 
Christian  privileges  are  to  be  con- 
sidered as  experiments  on  the  cha- 
racter, which  will  have  a  good  e^ 
feet,  or  none,  or  a  bad  one.     The 
experiment  is  made  on  some  with 
prosperity ;    they  have    all   that 
heart  can  wish,  the  candle  of  ^the 
Lord  shines  on  their  tabernacle. 
God  is  trying  the  melting  infiu- 
ence  of  mercy  on  th^m.  '  On  others, 
the  experiment  of  painful  and  cut- 
ting afflictions ;  long  and  pun^nt 
illness;  or  the  pinchings  of  pover- 
ty, or  the  loss  of  a  bosoiii  friend; 
Joseph's  temptation,  the  plagues  of 
Pharaoh  in  Egypt,   the  trials  of 
Jacob's  fkmily,  the  wanderings  of 
Israel  in  the  wilderness,  are  to  be 
viewed  as  experiments  on  the  cha- 
hieter.     Hence  the  restraints  of 
education,  the  earnestness  of  pa- 
rental instruction  and  prityer,  .the 
tendemeiss  of  parental  tears,-— these 
are  experiments  on  young  minds. 
Access  to  the  Bible,  >  regular  Sab- 
baths, plenty  of  the  means  of  grace, 
ridihess  of  ^  spiritual  cultivation, 
•are  experiments  on  heart  Und  cha- 
racter.    The  renewal  of  such  sea^ 
sons,  fresh  providential  dispensa^ 
tions,    richer  spiritual  privileges, 
more  .valuable  means  being  .thrown 
An  a  person's  way,  r~  these  ^  are  to 
be  considered  as  a  renewal  of  fuis> 
ther  experiments.       - 
^    U. .  Every  reneii^ed  seasoii..  of 
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ihich  means  and  experiments^  makes  impoitance  of  these  seasons  will 
every  such  c^e  grMiiigfy  critical  appear,  if  you  enter  into  the  force 
and  important.     Every  year  a  man  of  habiL     There  is  nothing  he- 
begins,  and  spends,  and  ends,  un-  longing  'to  human    natiure  more 
der  this  expocimiMital  discipline  of  evident  than  tibe  force  of  habit, 
providence,  and  means  of  grace.  It  is  ^-  much  so  with  respect  to 
pecpiaa^s  more,  important  than  the  our  spiritual  concerns  as^to  the  mo- 
last;,  every  increasing  advantage  tions4Uid  actions  <^  the  body.    The 
from  friends,  ministers,  preaching.  Scripture  says,  that  a  man  may  be 
ai»4  >11  other  sources  of  improve-*  so  accustomed  to  do  evil,  that  liis 
ment,  make  additional  increase  to  learning  to  do  well  is  like  the 
the  responsibUity  of  a  m^a  cir-  Ethiopian   changing  his  skin,  oc 
oumstances,  in  a  moral  and  reli-  the  leopard  his  spots.     The  man 
gioujs  view.     The  <^oee  of  the  year  that  goes,  from  year  to  year,  re- 
jiist  finished  is  ju^^re.  important  to  sisting  these  providential  experi- 
evei^. person  here  itmn  the  close  ments  on  his  character,  turning  s 
of  any  precedipg  yMr,  because  this  deaf  ear  to  the  word  of  God^  is 
more  serioiis  sermoiQs  he  has  heard,  less  and  less  likely  to  b^.  made 
the  more  anxious  his  ftiends  have  fruitful.     I  don't  say  that  the  aU 
he&x  in  prayiiig  for  him^  the  more  mighty  grape  of  God  caimot  reach 
serious  providences  he  has  been  his  heart;  for  if  he  please  he  can 
ea^rcised  with,  jtbe  case  is  more  turn  a  stone  into  an  obedient  child: 
cijlical-    It  i^pei^s  so,  if  you  con-  but  when  a  maiiriB  in  the  habit  of 
sider  the  season  of  providential  ex?  resisting  the  metios  of  improve* 
p^iments  w9l.  not  always  last ;  it  ment,  stifling  his  convictions,  ai|d 
is  necessarily  g^ng  njearet  to  its  hardening  h^  heart,  it  is  in  the 
final  dose,  and  the  case  will  be  last  de^ee  unlikely  that  God  will. 
UA  one  way  or  other.      Every  bless  the  means:   the  more  iniproH. 
year  when  the  proprietor  came  to  bable  does  an  effectual  ehas^  be-^ 
8«e  this  tree,  was  more  important  come.     I  am  far  from  being  ^- 
than  the  former,  because  there  was  gular  on  this  point.    A  man  may 
ft  time^qtiproaching  when  he  would  have  got  to  such  a  pitch  of  hard- 
dome,  no  more^    It  would  a|»pear  ness,  hennay  have  outlived  his  day 
ao  to  every  person,  if  be  (£d  but  oi  grace,,  and  be  so  confirmed  in 
realize,-^this  may  be  my  kst  year,  evil  habits,  that  hi«  &te  may  be 
Think  of  a  eu^it  under  sentence  as  fixed,  and  his  doom  as  pertain, 
<xf  death;  he  knows  it  is  intended  in  the  eye  of  God,  as  if  he  wero 
he.  should  be  excseuted  on  a  certain  now  in  the  eternal  world.     '^  He 
day,  a  mcmdi  or  six  wed^s  bence^  is  Joined  to  idols,  why  should  he 
in  these  circumstances^  every  mori^  be  strick^  any  ntoreV'  iii4iich  19 
ing  that  man  risea  appears  more  one  of  the  moat  dreadlul  stat^  on 
important   thaa    yesterday,    and  this  side  beU.  lQtbatcase,a]na]:vii| 
every  succeeding  morning  masc  all  but  damned  I  Suchistibegrowr 
«o.  still;  and.  as  the  last  day  ad-  ing  importance  of  these  renewed 
vaaces,  the  hours  rise  into  more  seasons  of  grace:  because  the  more 
importance  and  value;  and,  when  of  these  experiments    are  made 
the  last  hour  comes,  the  minutes  without  effect,  (such  is  the  natiice 
4md  seconds  seem  as  if  tinged  wi^  and  force  of  habit,)  it  Is  less  likely 
gold,  as. if  he  would  give  a  world  any  future  efi^ct  ^ould.l^e  made, 
to    command    their    continuance.  It  is  a  iact,  without  being  unean«- 
Thns  would  every  new  year,,  and  did,  serious  experienced  perscffis 
every  renewed  privilege,  appear^  if  have  remarked,  that  you  seldom 
you  wene  to  realize  what  is  b^ore  know  a  conversion   late  in  life, 
you,  for  there  is  a  day  when  yon  where  a  person,  has  lived  all.  his 
will  ciartftinly  die.     The.  growing  days    mid^    xnatmctive   ipcams  ; 


ni^r\  Short  DUcourse,— No.  XXXr.  5 

wherepeoplearebroughtupinigno-    me  to  my  knees,  and  a  throne  6f 
rance/there  are  many  instances  (not   grace,  deaden  me' to  sin  and  the 
otherwise)  of  late  conversions.  world  ?  Then  the  end  is  answered. 

III.  These  providential  experi-  Have  I  privileges.  Sabbaths,  a  Bi- 
ments  will  terminate  in  an  issue  ble,  and  pious  friends  ?  Are  these 
inexpressibly  mbmentoas.  *'  If  blessed  to  lead  me  to  a  Saviour,  as 
it  b^  fruit,  well;  if  not,  then  af«  my  all ;  to  endear  the  temper  and 
ter  that  thou  shalt  cul  it  down."  precepts  of  the  Gospel  ?  These  are 
Every  thinking  man  estimates  the  evidences  in  my  favour, 
importance  of  any  thing  by  its  Snd,  How  desirable  it  is  that 
consequence;  here  lies  the  weight  young  people  should  be  early  sen- 
of  this  subject — ^the  consequence  sible  of  the  importance  of  habit, 
of  the  effect  of  providential  experi-  I  do  think,  my  friends,  next  to  the 
ments.  Bearing  fruit,  and  being  grace  of  God  itself,  nothing  is  so  im- 
well ;  or  being  irrecoverably  cut  portant  to  instil  into  a  child's  mind 
down.  In  many  other  cases,  if  a  as  a  deep  sense  of  the  force  of  habit, 
man  misses  of  good,  it  is  not  to-  Suppose  a  child  of  six  or  seven 
tally  lost.  Suppose  he  has  a  farm,  years  old  begin  to  form  a  habit  of 
and,  by  mismanagement  and  indo-  turning  a  deaf  ear  to  its  parents' 
lence,  loses  his  money;  the  year  orders;  this  habit  grows  uncheck- 
^fter-he  may  go  on  a  new  plan,  ed  and  unchanged;  at  length  he 
and  ientirely  recover  himself.  If  a  will  form  a  habit  of  being  deaf  to 
man  sets  up  in  trade,  and  spends  all  instruction,  divine,  as  well  as 
his  property,  and  becomes  a  bank-  human:  deaf  to  the  means  of  grace; 
mpty  *he  may,  afte^  a  while,  reco-  and,  if  left  to  himself,  will  turn  out 
ver  every  thing,  and  make  a  for-  a  monster..  '*  Can  the  £thi<^ian 
time.  But  here  the  uUimalum  of  change  his  skin,  &c"  This  is 
these  means  of  grace  is  ^so  final,  only  a  strong  way  of  saying,  how 
the  alternative  so  widely  different,  prodigiously  forcible  is  habit  !-^ 
the  crisis  of  the  soul,  so  awful,  *'  Train  up  a  child  in  the  way' he 
either  bearing  fruit,  and  being  well,  should  go ;  and  when  he  is  old  he 
OT'Cut  down  and  lost!  will  not  depart  from  it"    This  is 

To  apply  this, — 1st,  We  learn  a  strong  way  of  saying,  how  great 
what  is '  oiie  evidential  circum-  is  the  force  of  good  habit !  Not 
stance  with  respect  to  our  charac-  one  man  under  this  roof  is  suffi- 
ter  in  the  sight  of  God;  viz.  a  cientlv  sensible,  how  important 
humble  conscientiousness  that  the  this  is.  There  are  some  whose 
experiments  God  is  making  on  .  characters  are  so  «e/ ;  their  mental 
me  are  blessed  to  have  their  ge-  habits  so  fixed,  that  nothing-but  a 
ntiine  essential  efiect. — ^When  the  miracle  of  grace  can  make  them 
mind  is,  in  a  Scripture  sense,  other  than  they  are.  Let  me  so- 
turned  to  the  word  as  clay  to  the  leitmly  warn  such.  *  The  man  who 
seaL  Does  he  crown  my  days  goes  on  carelessly,  resisting  prpvii< 
with  prosperity,  smile  on  my  cir-  dances,  trifiing  with  the  word,  tum- 
ciimstances  and  family  ?  Do  these  ing  a  deaf  ear  to  the  Gospel  calls 
blessings  tend  to  melt  my  heart  in  and  warnings,  is  forming  habits 
gratitude,  and  love,  to  bind  my .  which  God  ffiay_suffer  to  be  invin- 
soul  to  God,  andhis'servipe?  Do  cible;  forging  chains  that  nothing 
I  take  mcn*e  deligh§  in  devotion  but  a  miracle  may  be  able  to  break, 
and  converse  with  God?  Then  it  Srd,  We  derive  a  comfortable 
is  aii  evidence  in  thy  favour.  Does  evidence  that  a  mian  is  not  past  all 
God.  wound /and  afflict  me,  and  intercession,  when  the  tree,  though 
takeaway  the  desire  of  mine  eyes  it  has  been  barren,  is  let  alone  for 
with  k  stroke?  Dcies  this  humble  further  cultivation ;  when  there  ia 
mfc  iri  the  dust  before  him,  drive  a  returning  tenderness  of  mind,  a 
Cong.  Mao.  No,  49.  C 
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falling  under  reproof^  a  I^umble    real  i^eaningi  lu^ye,  pa9^.  in  the 


senile  of  tHe  mefficacy  of.  meaus. 
and  the  necessity  of  divine  grace, 
to  make  his  soul  effectually  fruit- 
ful. I  think  this,  an  excellent 
symptom  that  the  heart  and  life 
are  not  given  up  in  righteous 
judgment.  Tliese  views  are  so 
important,  that  I  shall  repeat  them. 
A.  deep,  humiliatihgi  self-abasing 
sense  of  the  w|*etched  unfryiitful- 
ness  of  your  heart;  a  powerful 
sense  of  the  necessity  of  grace 
from  our  Lord  Jesus  Christ,  to 
render  the  heart  fruitful;  and  a 
humble  daily  application  for  the 
blessing,  is  a  good  evidence.  If  I 
knew  any  person  in  th^t  situation^ 
I  Should  turn  him  to  that  passage^ 
Ezekiel  xxxvi.  26,  and  following 
verses, — "  A  new  heart  also  will  I 
give  you,  and  a  hew  spirit  will  I 
put  within  you^  and  I  will  take 
away  the  stony  heart  out  of  your 
flesh,  and  will  give  you  an  "Heart 
of  flesh,  &c.^  I  ihink,  my  defjar 
hearers,  what,,  if  tliis  should  be 
the  last  year  of  experiment  with 


divine  mind  with  respect  to  some 
here.     Ypu  have  been  plant^  for. 
yea.rs  in  the  Gospel  vineyard ;  the 
proprietor  has  come  seeking  fruit, 
and.  found  nqne;   he  may  haye 
been  on .  the ,  jjoint  of,  uttering  itje 
<Mr4^rT-*''  cut  ii  down*"    The  inter? 
cession^  p|^rha];»>^  of  that  SayiQii|r 
ypu   sligbteiijf  ha^  prevailed.    It,^ 
may  be  said  in  the  divine  mQ\d, 
'*  WfiWl    he   shall  have  ai^^o^ier 
year."     It  may  be  now,  or  neverv 
If  the  sermons  andj)fpvi4eno§s,of . 
this  year  have  no  ettect,  atthe  b^-^ 
ginniiig  of  another  it  may  be  all , 
over  and  every  thing  fettled.^    Re-i 
specting  your  character  and  docxo^ 
there  may  be  a  sense  in  wtiich  an- 
sels  and  devils  are  watc^]j[^  ^Wt : 
IS  the  effe9t  of  this^ye^^  upon  you^ 
Life  and  .death>  the  blessu^^,  aiid 
the  curisiet  may  be  set.  before  you  ia 
a  way  tibey  never  .were  befqr^. 
This    nmy  be  the ,  moat,  critical. 
SabbatJi  jn  the  whole  te^.  of  yoi^ 
life.     O  think  pf  the  comequenQ^g 


lerit  with  depending;,  if  ye  b^  jpniitrWi^; 
any  of  you  !^  It  is  more  than  pos-  butif  noL  tne  wpr^.n^^y  be.  issued 
sible;  What  IS  figjuratiyeiy  refold  .  f6rth»^^£m;erthat,— th^tbous&alt 
in  the  text,  may,  in  substance  and     cut  it  down." 
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ON    MINISTERIAL  JU)DRESSES  .  tures,  to  attend  the  preaching  of 

ro  bINNBRS.  the,  GPspel,    &c.   but  who  never 

(TotheSdUort.)  venture  to  say,  with  the  Apogtle, 

I  PRESUME  not  many  ministers  of    "Believe  in  the  Lord  Jesus  Christ,'^ 

th6  Gospel  are  to  be  Ibuiiid,  who     The  number  of  boih  these  classes! 


have  not  f^U  some  degree  of  dif- 
ficulty with  reference  to  the  man- 
ned ih  which  they  should  conduct 
their  addresses  to  the  ungodly. 
There  are  a  few,  I  l^dieve,  (if -'mi- 
nififters  of  the  Gi^pel  they  can  be 
called,)  who  dcf^  ft  improper  to 
address  any  thing  at  all,  in  tJie 
sha^  of  exhorStion,  to  thos6 
whpm  they  r^ri ^  "dead  in 
trespasses  Ssd  s&is;"  whilp  others 
coiitent   thetfisfelves  with'  catttni: 


has,  of  late  yeara,  be^n  gre^tjiy 
and  happily  diminished,  by.tha. 
writings  of  Fulley,  Willia^js,  an^JL 
others^  who  have  clearly  exhibit^4 
thfe  true  ffTound  of  moral  obliga-. 
tion,  anashqwn^.  with  a poweir  of 
argument  not  to  be  resisted,  tht^t 
it  IS' the  duty  of  every  mian  to  Jje- 
lieVe  all  that  God  reveals,  and  to 
do  all  that  1/e  pomnj^nds. 

Stilly  there  yet  prevails> ,  evejg^ 
among  those  irho  hol^  (ibis  geii^i. 


updn  tlicm  fcd.  do  what  tHey  pon-  ral  vteW  of  the  matter^  consider* 
sider  within  tile  compass  of  their  able  dfsparit;^  of  sentimept  ,ari4 
moridpowe*',  viz.  to  read  the  Scrip-    practice.     Ifliere  are  soi^e.whQ 
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seem  to  imagine^  with  a  celebrated    some  remarks  either  from  you  cir 


northern  Doctor^  that  the  mmd^ 
of  mep  must  be  prepared  for  the 
£ttth  of  l3ie  Gospel;  that  miriisters 
vhould  endeavour  to  lead  on  their 
hear^  »t^  "by  Eltep^  *'  raising 
ftst  'the  bfest  of  their  trumpet 
t^axnst  the\1sible  iniquities  which 
.the3r\teetobe  intHem;"  that  by 
indittcfHg  them  to  forsake  such 
praf^ces,  they  may  be  |)]aced  in 
a  bett^  moral  attitude  for  receiv- 
ing me  "  fWthfdl  saymg,  and 
wort&y  of  j31  acqeptation."  Mahy^ 
on  tile  contrary^  ahd  I  believe  the 
greater  'jatuct  of  evangelical  mini- 
sters of  the  present  day  are  of  this 
Sescrt^tiop^  maintain  that  the 
Go^Mn  ^citild  be  directly  pressed 
Upon  the  attention  of  aU  m6n; 
imd  that  idliuen  are  bound  to  re- 
ceive it.  Eveh  amongst  these, 
ho#evei',-tftere  is  cdhsiderable  dis- 
^anty  of  practifce,  involving,  as  it 
appie^rls  to  me,  cotisiderable  dif- 
fbfende  of  opinion.  There  are 
mahy  pireachers,  who,  having  given 
a  vivid  exjiibition  of  tfee  Gospel, 
tell  their  hearers  that  It  is  Uieir 
instant  duty  to  receiVe  it,  ^hd  that 
every  mom^t  of    delay  brings 


some  oiie  of  yoiir  able  correspon- 
dents, -adapted  to  set  my  mind 
more  at  rest  ujpon  the  subject, 
than,  I  confess, .  it  is  at  present. 
1*he  following,  then,  are  the  sources 
of  my  hesitation,  with  regard  to 
what  I  imagine  is  the  prevailing 
mode  of  address  in  the  present 
day. 

First,  Was  it  not  the  practice 
of  the  apostles,  after  they  had 
given  a  statement  of  the  Gospel^ 
to  command  men  every  where  to 
repent,  and  believe  it  ?  And>  can 
a  sitigle  instance  be  produced,  in 
which  they  either  satisfied  them- 
selves with  merely  telling  their 
hearers  to  pray  for  faith,  or  even 
connected  such  exhortations  wijtli 
others  to  believe  the  Gospel  ? 

Secondly,  t)o  not  mere  exhorta- 
tions to  pray  for  faith,  procieed  on 
die  pritlciple,  that  the  whole  of 
the  sinner's  immediate  duty  is  ex- 
haustecl  by  prayer,  and  that  it  is 
hot  his  immediate  duty  to  believe? 
Closely  connected  with  ihis  is  the 

Third  qpeslioh  I  would  ask* 
viz.  If  mere  e>chortations  to  pray 
for  faith,  do  not  involve  a  prac- 


doWn  n{k>1i  them  k  hektiet'  load  of  tical  surrender  of  the  important 

gmii  ;  afid  the^  are  btfters,  >^ho,  Question  we  have  all  along  been 

in'  simlUr  drcumstances,  merely  contending  for  with  the  high  Cal- 

edioitt  &i\sir  heareri  to  pi^ay  ^or  vinists,  viz.  that  sinners  are  mb- 

fififfi  idiS' k  new  ^e^,  or  who,  if  rally  obliged,  or,  in  other  words, 

&ef  db   direct  thein  to   go  in-  that  it  is  their  duty  to  do,  what 

^tMly  ioibe  Skviotrr,  direct  them,,  tiiey  are  at  the  same  time  morally 

it  A^  tSiiae  iiihe,  to  ptay  that  they  unable  to  do  ?     Are  hot  such  ex- 


nrijr.l^  enal^led  to  go  ^  hiiti. 

Nch^,  it  e&iiiot  be  dotrted,  that 
^  is  a  ioxm  tia:j0kik  nii^iter  to 
cblidtc^  ottr  kAj^tMiohi  b  the 
xtitiSify  hi  a  'dtiUMjetit  and  pro- 
per ijil£citi(ir^  fatid  in  the  banner 
b^  a£Bc|M  to  flet;61siplish  the 
^MX  bbkftfi  Wi  haVe  iii  vie^,  viz. 
td  &cvi  rnbUi  ficpM  deatK  ^d  de- 
stfUfefSoh.  I  frdhftiy  atikhowledge 
Ttif  iSd^btB .  wliether  sUch  is  the 
tfodfiirii^'of  ifie  riidd^  ol^  a^dl'ess 
U«f  d^itenbed;  dM  id^  h6pe,  in 
writing  i6  y6t,  %  that  a  state- 
ment of  ihe  h^itlre  atid  origin  of 
the^   dddms, '  m&y    draw   torlK 


hortntions  prompted  by  a  kind  of 
feeling  that,  as  sinners  cannot  after 
all,  believe,  fliey  iftould  only  be 
exhorted  to  pray  that  they  may  be 
enabled  to  believe  ?, 

!tourthly,  ,1  would  ask,  whe- 
ther the  practice  how  adverted  to 
lightens  the  pressure  of  th^  sup- 
posed difficulty?  of.  In  other^ 
Words,  whether  sinners'  are  more 
able  to  pray  than  they  are  to  be- 
lieve ?  Aife.they  hot  as  unable  to 
pray  properly,  as  they  are  to  re- 
ceive the  word  of  God  concerning 
of  his  Son?  Arid  if  this  be  the  case, 
should  not  the  address  be  an  ex- 
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hortation  to  pray.  tJhat  they  may  be  ^^^„^|^TI^^^^^ 
enabled  to  pray,    and  so  on,   ad  THE  JEWISH  SYNAGOGUE. 
'infinitum?  The  remote  antiquity  of  the  Jew- 
Fifthly,  I  ask,  if  the  persons  to  ish  people,  "  who  date  from  beyond 
whom    the  exhortations    are  ad-  the  Pyramids,"  and  their  subse- 
dressed  should  be  led  to  attend  quent  dispersion  an^ong   all .  the 
to  them,    whether  their  prayers  nationsof  the  earth,  where  for  ages 
would  be  acceptable  to  God  ?   Are  they  .  have  existed    as  a  distinct 
the  prayers  of  unbelievers  ever  ac-  family,  alike  resisting  the .  terrors 
ceptable  to  him?     And,   if -not,  of  persecution,  and  the  allurements 
have  they .  any  tendency  to  pro^  of  ease,  must  present  to  a  philoso- 
cure  the  supplicated  blessing  ?  phical  observer  of  human,  nature. 
Sixthly,    I  ask  if  the'  kind  of  a  phenomenon  of  no  ordinary  in- 
exhortations  to  which  I  am  now  terest.    JHe  may,  indeed,  attempt 
referring,  vi^  exhortations  to  pray  to  solve  the  problem,  but  it  is  the 
for  faith,  instead  of  to  believe,  do  believer  in  Christianity,  who  can 
not  seem  to  go  on  the  principle,  that  alone  explain  it,  and  he  considers 
there  is  something  besides  aversion  the  peculiar  circumstances  of  that 
of  heart  to  the  Gospel,  to  prevent  a  venerable^  people,   as  afibrding   a 
sinner's  i;eceiving  it  ?    In  the  sup-  more  complete  testimony  of  the 
posed  case  of  a  sinner's  being  led  so  truth  of  his  religion,  than  sculptured 
to  desire  to  believe  the  Gospel,  as  granite,    or  lettered   brass  could 
to  pray  for  faith  in  it,  are  not  all  furifish.     To  such  a  jonind  there 
the  obstacles  to  his  coming  to  the  are    some    considerations    of  the 
Saviour  removed  ?     Will  not  the  deepest  and  most  gloomy  interest 
state  of  mind,  that  by  supposition  connected  with  their  present  cir- 
leads  him  to  the  throne  of  grace,  cumstances,  as  contrasted  with  the 
lead  him  to  the  cross  of  Christ  ?  past.     And  when  he  realizes  the 
Lastly,  Is  not  the  effect  of  this  splendour  of  their  brightest  days^ 
mode  of  addressing  sinners  inju-  in    which    they    possessed   "  the 
rious  ?v  If  a  sinner  be  in  any  mea-  glory,  and  the  covenants,  and  the 
sure  alarmed,  and  so  induced  to  giving  of  the  law,  and  the  service 
utter  a  form  of  words  before  God,  of  God,  and  the  promises,  who3e' 
is  he  npt  likely  to  think  that  he  B.te  the  Father's,  and  of  whom,  as 
has  then  done  all  his  duty,  and  concerning  the  flesh,  Christ  came" 
that  if  his  prayers  are  not  heard,  —he   sighs  at   their  degeneracy, 
the  ^ult  is  not  his  ?     Is  it  not  the  and  desires  to  view  them  '^,in  their 
tendency  of  this '  mode  of  dealing  low  estate,"  that  he  may  more  fully 
with  sinners,  to  lead  diem  to  ,wait  understand  the   hateful  nature  o£ 
at  the  pool  of  ordinances,  as  it  is  that  unbelief,    which  caused   the 
called,  fancying  that  they  desire  stormsof  divine  judgment  to  jdrive 
to  be  converted^  and  to  be  brought  them  like  a  gallant  vessel  on  somc^ 
to  the  Saviour,  but  that  God  is  dreadful  shore,  and  then  to  scatter 
Unwilling  to  bripg  them?    Where-  their  broken  fragments  along  the 
as,  should  it  not  he  deeply  im-*  beach  to  testify  to  every  passenger, 
pressed  upon  their  minds  that  they .  how  dreadful  was  the  tempest,  and 
desire  no  such  thing;  that  their  how  complete. the  wreck.    I   am. 
distance  fi*om  the .  Saviour  is  ^  vo*  hot  ashamed  to  s^y,  that  these  have 
luntary  and  cherished    distance ;  often  been  my  feelings ;  and  when 
and  that  every  moment  in  which  last  in  the  metropolis,  I  expressed 
they  continue  where  they  are,  thejr  these  feelings  to  a  friend,  who  lives 
are  adding  to  the  burden  of  then*  in  that  part  of  the  ci^  of  London, 
ffuilt  ?                .                                '  where  the  Jews  principally  reside ; 

,   Invbstioator.  and  who' offered  to  conduct  me  to 

the  public  service  of  their  cbief 
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synagogue.  I  accepted  his  invito-  tacbSed  as  their  greiit  grand-damet 
tion,  and  a  short  yralk  brought  ub  were  three  thousand  years  ago.  It 
to  the  dark  and  narrow  jMredocts  has  been  generally  thought^  that 
■  of  Duke's-place,  where  we  entered  woman  is  more  disposed  to  attend 
a  spacious  edifice  devoted  to  Jewish  to  the  duties  of  religion  than  man ; 
worship.  Hie  service  for  the  eve  and  travellers  have  often  strength- 
of  their  Sabbath  was  began^  a -large  ened  this  opinion  by  their  obser- 
congregatiou  had  as^embled^  even  vations ;  but^  alas !  the  falleh 
the  entrance  was  crowded  with  daughter^  of  Israel  are  more  de- 
groups  of  dirty^  '^  fellew:s  of  the  generate  than  their  sisters  of  Sa- 
.baser  sort/'  whose  suspidous  ap-  maria^  who  tvorsfiipped,  though 
pearanccj  caused  my  .friend  to  they  "  knetv  not  what ;"  and  these 
hurry  me  forw;ard«  As  we  parsed  descendants  of  the  faithful  Sarah; 
!alqhg  the  aile^  the  lofud  shrill  tones  the  prayerful  Hannah,  the  modest 
of  the  reader,  who  chanted  forth  Ruth,  the  grateful  Elizabelh}  and 
the  evening  prayer,  echoed  through  the  watchful  Anna,  appear  in  the 
the  Ipfly  building,  and  before  we  house  of  God  to  flirt  and  trifle ! 
could  reach  the  seat  to  which  we  Surely,  we  may  lament  widi  the 
were  conducted,  a  loud  response  prophet  Jeremiah,  that  "  from  the 
burst  from  a  thousand  voices^  as  if  daughters. of  Zion  all  beauty  is  do* 
in  united  execrations  on  the  heads  parted."  Amidst  this  general  levity 
of  their  Christian  visitors.  I  took  of  manner,  I,  however,  observed 
my  seat  somewhat  startled  j^— gazed  some  venerable  Jews  bending  be- 
on  the  dark  physiognomies  around  neath  the  weight  of  years,  who 
me-^and  felt  insulated  amongst  were  deeply  attentive  to  the  forms 
them.'  There  was  something  in  of  their  worship.  Their  heads 
the  keen  expression  of  their  eyes  were  covered  with  their  saeved 
which  made  me  unea^;  and  I  garments,*,  and  their  faces  were 
rejoiced  that  I  had  a  Christian  turned  to  th^  east,  to  worship 
brother  by  my  side.  This  need-  '<  towards  the  I^oly  Temple."  But 
less  feeling  quickly  subsided,  and  their  Countenances  expressed  a  sad- 
I  listened  to  Uie  service ;  but  as  it  ness,  which  was  affecting ;  and' 
was  perfectly  unintelligible  to  me,  which  called  to  my  mind  the 
I  found  myself  at  leisure  to  reflect  touching  lamentation  of  a'  noble 
on  the  novel  aqd  touching  scene  poet,  who  in  one  of  his .  Hebrew 
around  me.  melodies,  has  with  his  accustomed 
I  was  much  affected  to  observe  success  described  their  feelings  of 
the. almost  total  want>  not  only  of  desolation  and  eadle: 
rev^ence,  but  also  of  common  pro-^  „  ^^^  ^^  „„,{  ^.rtdor  witberinglj 
prie^  of  behaviour.  The  children  in  other  lands  to  die, 
were,  triflings  •  their  fathers  were  And  where  our  father's  ashet  be 
familiarly  chatl^g    and^  indee^^       ?h"  r^preVJhlt  Ik  .  stone, 

some    were    evidently    transactmg        And  Mockery  sits  on  Salem's  throne." 

busmess:  the  buyers  and  seDers  yet  ■  ,  «    ,      «^,^-^^ 

V  •     a.u  •    4.^ 1^   ««^  4-iJl:«        Ine.only  part  oi  tne  service, 

lineer  in  their  temple,  and  their       , .  ,.        ^  \y  j,  j  • 

.    *    -A  '    4.'n     «u«„-««^  which  appeared  to  arouse  and  m- 

house of  prayer  is  still  a  "  house  ot    "      ^  ^ifv^  j-         ^s.  ^ 

_     ,      V     »    rru^  «»-:^^„o  ^«i  terest  the  audience  at  large,  was 
merchandize.      The  spacious  gal-  i    t    i         xf  4.^     I. 

leries   are  eleirantlv  fronted  with  the. vocal  display  of  two  young 

brass  lBttice.wSk;Ld  exclusively  i^"'  ^^^^^1^^.^"^^  ^^f^ 

devoted  to  the  a^mmodation  of  "^^^^^t^^^T'    most  melo- 

^i_      «       ,       __!.      1 -  diouslv.     While  I  was  admirmir 


the. females,  who,  however, \ap- 


p«^  perf^cay  ^different  ^^^^^^  Sc^^l^lS^/ta JJS 

service^  and  only  anxious  to  dis-    ^^     ^  ^^ 

play  their  rich  and  gaudy  dresses,       «  Called  n^hn,  TdOeOi^  vide  Allen's 
to  which  they  seem  as  much  at-^  Modem  Judaism,  chap.  jr. 


me  oh  ni3r8facm]der  with  perfect  ^  -^f  .some  atteth^  df  ^t's^K^  %tx\e^ 

ndliuit^,andaaked,  ifthepei^0rt»-  enough  to  deter  tihemfh)m' leaking 

«ice  was  not  ^ne««»and  iiifbrme<}  ^e  experiment  agaki.     Ae'woidM 

me,  that  these  young  men  were  only  cbnseAt  to  Ule  circulation  ^ 

employed  to  sing  at  concerts  at  the  their  own  Scripttrres  amongst  ti&^tnf, 

west  mud  of  the -town.     I  did  not  atid  the  judiciocfs  di^triblition  ^f 

reply.    The  devtoitt  and  patriotic  l^ooks  demonstratiire  <^  ^e  iA^ 

excLamaticin  of  their  «itiled  anoes-  ^  eiahship  6f  Jesus.     He  admittS^ 

tors  rushed  into  my- mind,  "  How  %he  necessity  df  ^arheist  and  tfniteA 

csan  we  «ing  the  Lord'«  aong  in  a  prayer  for  their  ConversSoii,  and 

atsauage  l^d  ^'^-Mixid  I  could  ha^e  regretted  that  t^eir  pecuHar  sitifa- 

wept  &r  their  degeneracy.    Ti^m-*  tion  is  not  moire  frequently  mnecn- 

ingin  disgust  from  thea^  theatrical  bered  in  public  and  social  prayer. 

ei^iibitovSy  I  dbserved  a  iamp  :si»-  And^  indeed,  he  suggested  the  'ne« 

pcfltd^  ov:er  the  rocess  In  whidi  cessitjr  of  some  hint  on  ififs  sub- 

tfaey  deposit  the  books  df  the  law,  ject  m  our  ti^gious  periodicalB. 

wiiich  reflected  fiom'itsfeel^e,  aad  f  tiave,  therefoi^,  written  to  you 

almoat  expjnng  fimae,  a  dim  tm-  liiisbrief  account  of  our  visit;  and 

edAaia  light  on  the  auMdviGiiBDtiM  I  trust,  if  atiy  of  l9iose  w^o  lead 

fallow.    Ahil,  bought  I,  howiiib  tiiedevotiohs  of  otitis  liquid  fa- 

resembleB  tiie  iiifltruciion,  which  vour  it  with  a  "perustd,  they  'will 

Aisdehided  people  derive  fhim  the  ndt  fail  to  remember  "  the  seed  <ii 

•xpoBitions^th^r  Babbies.  "Th*  Abridiam."      Wlnlst  we  contend 

ligfat  whieh  is  in  tSiemis  dalrkticMSS';  for  the  advantages  6£Jree  phtv^, 

f-^ow^giseatt^ienisthatdiirknessi"  1  triisft  they  wiU  be  exhlbltedf  in 

I  am  aunt  sure  that  some  tietatlngt  the  comprehensive  supplications  of 

,  of  ccmscious  sttperiority  were  not  o«ir  mitfiisters,  who  should  nat  for- 

growii^  upon  me   as   I  looked  get,  tifiat  ''  Jews,  Tuilcs,  and  Infi- 

around,  ^iten  I  iblt  Myself  admo*  dels"-- are  daily  rememl^redin  die 

nifihed  4in0  humbled,  on  remem-  petitions  ol^  thi^  National  Church, 

bering  tte  language  of  St.  Paul :  ^  O,  that  th^  salvation  of  Is^at^ 

''Boast  hot  against  the  brandnHT  were  come  out  of  Zitm !  when  Ood 

-i^ec^use  of  unbelitf  they  w«nr  bringeth  back  the  captivity  of  Itis 

broken  ofi^  and  thou  stan^stby  people,    Jacob  shall  r^ice,  iind 

€Ml    {Be  not  high  inmd«d  but  Israd  shall  be  glad?' 
fbor :  1^  if  God  spared  not  ^h»  Amicus  Ru^ictrs.  B 


bcancbea,  take  heed  lest  he 

also  spare  not  th«^'*    Mf  &iend  a  STATEMENT  6f  TH]E  PRINCt- 

had  become  w^ary,  androse  to  re^  PAL  £VIDfiKC£^S  OF  TH£  Ctt!IS]^- 

tire;  and  as  every  objeet  in  the  TIAN  RELIGION, 

^urroundii^  scene  excited  melan*  The  object  which  this  t^aper  has 

<choly  feelings    in  my  bosom,   I  ik  view,  is  to  dbow,  that  'i)tg  d^a- 

checof^Uy  fc^iowed  jtibrougb  atside  bUghment  of  Chnitlanitg  has  h^m 

door  to  ^he  street  again,  when,  in  a  effected  hy  such  nteatts  as  prove  HI  id 

few  minutes,  I  found  myself  at  the  Be  of  divine  origimU    To  riiitt&i 

hospitable  dwelling  of  my  friendly  this  object,  we  shdl  iijtvfeiffigil^  ffi6 

companion,  history  of  tihe  Christiah  Mig!W4, 

The  conversation  of  the  evening  by  distributing  SE  ititb  ffi^^  jife- 

turned  pn  tjde.melancboly  spectacle  liodu:  the  jfm,  thdt  #ltf^^'  fiii^^ 

we  had  witnessed,  imd  the  duties  ceded  the  cotjiing  o^  (^rifet;  tti'el 

ifhich  CJhristiaji^s  owe.  to  this  un-  second,  that  in  which  CfcMfet  aiA 

WPy  pe^l^.     >fy  host  would  Hs  apostles  eitercisei!  their  iriitti- 

notliear  of  societies,  for  their  con-  stry;   and  the  /JltVef,  tJiat  WhicJft 

vMHon.    Ha  said,,  thoea  whowiere  has  subse^nemily  iransjp^rdif  .do*<#ii- 

acquainted  with;'^  secret  history  to  the  present  fame.  . 


l$U.2'  i^ the  ChriHim  BiUgii^i.  fA 

ThisxoQ(l?0fdiscua«Qiii«€hm«ni^  purpoMi      The  .  Old    I%staiinntr 

not  Dieraj  for  tb&  advantage  of  j^uqda    ita    dain    on    reannr 

i|s  airai^eiaent^.butequaUyifor  ita  wliieb    it   poaaesaea   in.  oummoii 

;^eement  with  the  nature  of  Chris*  with  all  the  approved  historieal' 

tianity^  and  the  wanner  in  which  docuipenta  of  andent  times^  and: 

it  has  been-  communicated  to  the  on  othera  which  ate  pecdiiar'to 

wodd:    For  the  Christian  religion,  itself* 

it  nplh  Ar.  nakeur  ,expi»sition  of  opL* .       Firpt^  the  Old  'iHeafcanMnt  faistoip 
niopa  <»;indxiikia  unoonnected  with  n^seases^  in  common  with  other 
facta^  or  events,  nojir<  is  it  founded  li^torieiij  aegumcnta  by  which  ifea ' 
QQ  aa.  ii^J^i^ajbeU  system  of  oocur^  aothenticity  is  swoported.      Tfa» 
r^cea,  detali^ie^  ifnWv  the  g^end  htattMical  compoaitiona  of  profane 
lustwy  of  the .  human  -race,  but  on  writers  are  au^enticated  bj^argu*^ 
an  aasend^lage  of  facts,  commenc-  menia  drawn  from  tlie  chanxsteva' 
lug  with,  dii^  earliest,  and  extend*  of  their  authors  i  thdr  general  rein- 
ing ,  tbiroug^  the  subsequent  a^es^  cef^on  in  the-  times  when  they ' 
of,  mankind.:  it  is  insepai;ably  m--  were  published,  and  in  suooessive. 
t^rsHOven  with;  the  history  of  man ;  ag^s ;  the  consistency  of  their  parte  < 
w^  is>  ior  possession  of  innumer-  one  with  another,-  and  with  other- 


able  testimonies .  and  monumental  historical  writinga.:  .together  with* 
distr^iutedi  through  every  age^  and    th^ir  manifest  relation  to  the  pre^  • 
neai^ly  ev^ij- country  of  the  world>'  senV^^te  of -mainkiod^  and  theip 
to  w^di\it  appf»la  for  ita,trutb»    coiAcideiiQe  with: the  vanooamonu**': 
and  by  which^  it  a^thentiQatea  ita    menia  of  antaqniby .  still  in  exists 
cliviixf^  enee..     Bjr  such  criteria  are*  the  > 

L   We.begin  with,  the  period.  tcDtJinofiies  of  profseie history  reiiA 
whidk-  p]aece«ied   the^  coining. .of    dered  credible;  and.  on*  these andL 
Gfarj^'  simibir   grounds  the  rcfetiona^of 

Tbe.objeiCt  wbidli-iwe  ha^ve  hese    Herodotita,  Thuc^didea,  Uy^j^  alid  > 
in.v]ei|r»is  tOr^e^,  that  by  a  vo*..  Taeitua  are  supported;  noT'cn^^ 
rietyj[^.|uean«,.,ei^t^ndii^.througb  :  any  auffictent  Ireasona  be>asaign^-^ 
this  wjicdeperiqdy  God  was  making  .  why  the  writinga  of  Moses,  Sl^-- 
pr^fTiUion  for  the  establishment  i  muel,  Nebemiah,  Exra,  and-other  > 
of  Cb|istianityj4  by^g\ving  indica*    oaq^butors  ta  thei«velinne^lhe> 
tionsoCsts.  approach,  and.affixuig/  Old  Testament:  sheoU  be  deemed^' 
to  Jt .  nuv^itfrous  .ch^^nsbe^  which    unworthy  of  siaaiUir  accoptonoa  oi^ 
Aould  difttiiigviahr itifrom  all  the.   simflar  gfounds,   apart    from  all 
impostwrear  by,  which  enthusiasiii'  coosMcrations  x>£  aupiaital wiii  *si^ «- 
or  hy^<)qipisy|h4Y^.imp9aed  upon^^  g^tioik  .  > 

the.  aupex8tijii«ii<.6r-  oedulityr  of  SeacmAy,  the  OldTestnatieAt^' 
manJkind*  To..  aGCom{4ish>  ihia*  hisfteqr aupperts  its  credlUlityby*^ 
pwpoee,;a  £re<|ueat  refeceoQemiist  -  reasons  peculiar,  to  itself.  Tfalr-' 
be  va^a^  tot];^writjngi|6f  the  Old  >  history  isassodatedwkhthi&'eiiisl^A^'^ 
Jestavifpt..  Tjb^fe  /booM  exhibit  i  enee  of  iihe  Jewish  nation  $  a  ^]^eo^ 
fl  mnwy4ffftt^f^^^  h^^^^i^j  ''^^*¥?h*  j^  "'■'^fl^TH  by  thdr  rdiguNie^i' 
in.  .^firam  ..the^  comm^ancement  ^^  rites^  their  ichrl  /pdifiy,  and  thdilP'' 
thin  4»|poi|„nilVr)3r.  to.  its :  terwpa-  exehisive  charactep^  ■■  the  «no8t>eiD>^* 
tion,  ea^§f^ffti^Wixa§^  traordinary  of^theifamilies  ef  mainui- 

of  di¥iiM^,4>^l%^4Biit^  m  the  regHr  kijid.  Na  aoeotnt  of  these  peo{)le^  ^ 
haia^,.^  hun)iHsi,;a$aiD[^  .But  aa  > can . be  adraitled  wliBdi''doe8''not'i 
th^,  bqcd^li^ipqiM^y  wi^  the  rest  Jd^tKtify  itsdf  with  their  faistoi7" 
of  .t^'4p4^9«4  Vfl^^^  )delail6d  in. ihr books '^f  the  Old* 

by  the  8ha^,^[4n^elity,  a  brief  TeatameBft,  and  <xinfirmied-by  num*'  < 
inqiury;  i;nto4^dc  $rut)i  aud  a^th^n-  betless  unexceptionable  testimonies  ^ 
tid^  b%eiWH^"Pi^f§^?V^  to  oitf'    of.,  the  .mo9t^ancie■t  and  credible' • 


l6  A  Stalement  of  the  Principal  Evidences  [[January, 

profane  historians.  '  The  general    mi^  between  thee  and  the  woman^ 


ligreement  of  the  copies  of  the  Old 
iTestament^  which  We  have  n6w  in 
our  hands^  with  those  of  the  earliest 
times^  is  placed  beyond  the  reach 
of  controversy  by  the  Greek  trans- 
lation of  the  Septuagint^  made  seve- 
ral ages' prior  to  the  birth  of  Christ, 
an  invaluable  monument  still  in 
our  possession,  and  which  was 
op^n  to  the  inspection  not  only  of 
the  Jews,'  but  of  the  most  learned 
and  inquisitive  heathen  nations. 
Grounding  its  tnlth  on  such  a 
basis,  the  Old  Testament  elevates 
its  tone,  and  verifies  its  claim  by 
the  pure  theology  exclusively 
taught  in  it,  by  the  comprehen- 
sive system  of  morals  winch  it  ex- 
hibited amiddt  the  profound  ob- 
scurity and  scepticism  in  which 
the  world  was  enveloped,  and  rests 
its  highestr  pretensions  to  a  divine 
original/  on  the  stupendous  mira- 
cles wrought  by  its  agents,  and  the 
numerous,  explicit,  and  verified 
predictions  of  its  prophets. 
'  We  return  now  to  the  object 
directly  before  us,  which  is  to 
trace  die  connection  of  the  history 
of  this  period  with  the  establish- 
ment of  Christianity.  This  may 
he  done  by  considering  the  gene- 
'  ral  indications  of  God's  future  de-* 
signs  which  were  given  during  this 
period;  the  gradual  light  which 
w|is.  cast  upon  them  by  subseqxient 

discoveHes  ;'and  the  arrangem^ts  ^  purpose  of  maintaining  the  know- 
of  providence,  by  which  the  world    ledge,- and  worship  of  the  true  God 


and  between  thy  seed  and  her  seed : 
it  shajl  bruise  thy  head,  and  thou 
shalt  bruise  his  heel."  In  figured 
language,  appropriate  to  the  pur- 
poses of  ancient  prophecy,  this 
oracle  states  the  divine  intention  of 
destroying  the  usurpation  of  the 
serpent  over  the  human  race  by 
means  of  a  human  agent, '  who 
should  derive  his  power  to  achieve 
this  great  work  from  the  immedi- 
ate co-operation  of  God  himself: 
it  is  the  germ  whence  all  succeed- 
ing prophecies  have  sprung,  and 
whpse  development  has  produced 
all  the  endless  ramifications  of 
events  which  constitute  the  his- 
tory of  man.  In  Gen.  ix.  56, 'is 
contained  a  rapid  sketch  of  the 
future  fates  of  mankind,  connected 
with  a  further  indication  of  the 
promised  deliverer,  in  which  his 
descent  frran  Shem,'  the  second  of 
the  sons  of  Noah, .  is  .  specified. 
Additional  declarations  of  his  ap- 
proach, and  more  definite. limita- 
tions of  the  line  whence  he  should 
spring,  are  contained  in  the  pro- 
mises -  originally  given  to  Abram, 
and  successively  confirmed  to  IlsaaC, 
Jacob,  Judah^  David,  and  Solonion. 
Closely  connected  with-  the  ancient 
oracles  which  we  have  now  re- 
viewed, were  the  peculiar  forms  of 
religion  established  among  the  Jews; 
These  forms  embraced  not  only  the 


was  brought  into '.  that  state,  in 
which,  agreeably  to .  the  declara- 
tions of  the  .projects,  it  was  to  be 
found  at  the  coming  of  Christ. 


inviolate  among  the  Jewish  people, 
but  were  so  constructed,  as,  in  a 
vast  variety  of  instances,  to  pre- 
signify  the  religion  which  in  the 


1.  We  consider  the  general  in-  *  last  ages  of  the  world  was*  intended 


dicatioiis  of  God's  future  designs 
which  were .  given  during  mis 
period.  /  Of  these,  the  first  and 
most,  general  is  found  in  Gen.  iii. 
1.4,'  1 5/    "  And  the  Lord  God  said 


completely  to'  supersede  every 
other.  Hence,  is  to  be  derived 
the  chief  significance  of  the  various 
rites  of  the  tabernacle  and  temple 
services':  -of  the  •  vestments    iand 


unto  the  serpent,  because  thou  liast  ^  imction  of  the  priests ;  of  the  nti- 
done  this  thoiiart  cursed  above  all  imerous  sacrifices  and  offerings^  and 
cattle;  and  above  every  beast  of  the  *  of  the  costly  utensils  and  spleiidid 
field :;. upon  thy  belly  shalt  thou  apparatus  of  this  singular  ihstitit- 
go,  and:.(lust  shialt  thou  eat  all  the  tion.  In  no  '  other  view  do.  the 
day's' of :thy  life,  and  I  will  put  en-  -^cereifiomes  of  Judaisid  appear  wor- 


I, 

'i 


th7,pf.dieir  heavenly,  origin.:   Se-    his  ondetlaking.    When  the  ^ho)e 

is  accomi^ish^^  then  in  the  pe^. 

fection  of  the  work^,  and  the  dqe 

subordination  of  all   the  parts  to 

the  whole*  the  energy  and  science 

of  the  master  mind  will  be  dU- 

themselves  to  our  scrutiny  a^  the   .o^med»  which  could. originate  the 

appointments  of  a  Being  infinitely    design*  and  execute^it.by  meaQs 

wise  and  good.  ^  of  instruments  uncpnBcious  of  the 

In  contemplating  these  general    purpose  of   him  who    empk>yed 

and  comiHrehensive  indications  of    them. 

God's  future  designs*  a  question   .     2.  We  now  direct .  our  atten^ori 
naturally  arises  of  this  kind :  did     to  the  gradual  light*  which  w^a 


parated  from  their  connexion  with 
Chicistianity  they  are,  altogether 
puerile  and  fantastic ;  but  regardi^ 
as  the  significant  .symbols  of  the 
Teligion   of  Chris^  they  approve 


the  persons  tp  whom  they  were 
originally  given  fully  comprehend 
the  several  particulars  which  were 
comprised  in  them?  or  had  th^y 
pnly  a  general  and  indist;ioct  conr 
ception  o£  the  subjects  thus  an- 
nounced to  them?  We  may*,  I  am 
of  opjlnion,.  determine  with  cerr 
tainty*  that  they  li^  not  a  cleaf 
and  explicit  notion  of  the  ^l^ning 
of  tbeK  predictions  and  significant 
rite^  which  were,  npt  sufficiently 
developed  to  communicate  this 
clear  knowledge.  But  this  coii- 
^e^sion  by  no  means  invalidates 
their  i^plicatioa  to  the  establish- 
ment o^  Christianity,  nor  does  it 
farm,  any  ground  for  supposing 
eitblieir*  that  at  the  time  when  they 
were  delivered*  they  hiul  no  such 
medning  as  we  ascribe  to  them*  iir 
t^t  God,  their  great, author,  was 
unacquainted  with  his  own  institu- 
tions. These  were,  ever  present  tp 
his  infisdte  mind  with  all,  possible 
pleamess*  and  in  al^  their  vast  ex** 
tent*  .but  were  fully  miderstood  by 
men*  only  assucceeding  revelations* 
or  subseqnfnt  events,  gradually  re- 
moved, thja  obscurity  in  which  they 


.cast  upon  these  general  indications 
of  Cod's  desi^s  by  subsequeiit 
discoveries.  These  discoveries  were 
made  by  additional  predictions* 
delivered  by  a  succession  of  p)!p- 
phets*.  which  continued  about  seven 
hundred  years*  from  the  times  of 
Samuel  down  to  the  return  of  the 
.Jews  from  the  Babylonish  cap- 
tivitir.  They  contained  numerous 
particulars  relating  to  the  person 
.and  character  of  the  promised  Sa- 
viour* and  intimations  of  the  time 
when  he  should  appear.  The  state 
of  the  worid,  and  especially  of  the 
Jewish  nation  at  the  advent  of  the 
Messiah*  were  also  comprehended 
in  them*  together  with  the  place  pf 
his  birth*  and  many  circumstances 
attendant  upon  it.  The  receptiofi 
which  he  himself*  and  his  doctrines* 
should  experience*  the  ;suffi^rings 
he  should  undergo,  and  the  fin^l 
establishment  and  triumph  of  his 
cause  over  all  the  opposition  againi|t 
whidi  it  should  ;have  jto  opntepd* 
constituted  also  th^  subjects  of  many 
prophetic  declarations.  The^e  |»:€h 
^dictions  were  deliyepred  in  various 
modes*  ^suited  to  the  degree  of  iiv- 


were .  designedly  involved.     That    formaticm  which  God  designed  tp 
the  subordinate  agents  employed     communicate  to  the  persons  whp 


to  construct  the  several  parts  of  a 
complicated  engine  are  ignorant  of 
the  ns^  of  tho(8ecparts*  and  of  their 
aidaptatioq  t;o  the  purpose  which  is 
io  h^  elected*  by  their  iinipn  and 
due  ^rra^eiie^t*  forms  no  reason 
fiir-8iipposiog.ei0ier, ,  that  no  sucli 
use  ojr  ad^iptation  exkti*  or  that  thf 
ffigineer  himself  is  defici^it  ii^.the 


lived  at  the  time^,  in  which  they 
were  delivered*  aiq^  yet*  for  the 
mo9t  p^*  were  so  .envel<q[fed  in 
the  obscurity  necessarily  attendaiit 
upop  symbolical  li^g|i%g^  9X}A  ^ff^r 
rati  ve  expres»on§*  as  1^  elude  eyeaQr 
a^mpt  dearly  to  wfpld  their 
meaning*  before  the  periods  ot 
their  fulfilment  .^yed*    Many  of 


skSl  v^^Mite  for  the  copipletion  of    these  predictions*  morepter,  were 
CoNo.  Mao.  No,  49.  D 


18  A  Siattmeni  efthe  Principal  Evidence,  ifc,  [^JANUAnr, 

'  delivered  by  the  prophets  in  abrupt  Jewish  nation  to  a  state  of  entire 

*and  unconnected  sentences^  com-  subjection  to  its  sway.     The  land 

'  bined  with  oracles  predicting  the  of  Judea  formed  a  portion   of  a 

*  rise  and  fall  of  states^  empires,  and  Roman  province,  and  was  govem- 
'  individual  princes.  This  method  ed,  during  the  period  of  Christ's 
"of  delivery,  while  it  effected  the  ministry,  by  Pontius  Pilate,  a  Ro- 
'  purpose  of  a  partial  concealment,  man  procurator.  That  this  con- 
'  attached  also  to  these  predictions  dition  of  human  affairs  was  the 
'  the  highest  interest  and  importance,  natural  effect  of  the  passions  of 
'by  the  evidence  in  support  of  the  men,  and  produced   immediately 

mission  and  authentic  diaracter  of  by  their  agency,  is  perfectly  con- 

^the  prophets,  arising  from  the  con-  sistent  with  the  belief  that  it  took 

tinned  fulfilment  of  many  of  their  place  in  entire  agreement  with  the 

*  predictions.     That  such  effects,  re-  counsels  of  heaven,     llie  volim- 
specting  the  characters  both  of  the  tary  actions  of  men  fall  as  com- 

*  prophets  and  of  their  predictions,  pletely  under  the  superintendance, 
•were  produced,  is  apparent  from  and  are  as  much  regulated  by  the 
'the  high  estimation  in  which  they  control  of  providence,  as  the  mo- 
were  ever  holden  by  the  Jewish  tions  and  arrangements  of  those 
people,  even  during  the  times  oi  masses  of  unconscious  matter  which 

'their  apostacy  from  the  religion  compose  the  several  parts  of  the 

'which  was  supported  by  these  mi-  universe.      The    moral    necessity 

*  nisters  of  God :  and  that  a  gradual  which  connects  the  volitions  of 
'  increase  of  light  was  communicated  the  intellectual  creation  with  the 
-  by  these  oracles,  is  equally  appa-  purposes  of  the  first  cause,  is  as 
•rent  from  the  increased  knowledge  fixed  and  immutable  as  that  phy- 
'  actually  possessed,  as  the  times  sical  necessity  which  binds  in.  one 
'drew  near  in  which  they  were  to  immense  concatenation  the  orbits  of 

receive  their  full  accomplishment,  the  stars  and  the  courses^  of  xiature* 
S. ;  We  faiust  now  proceed  to  This  is  not  the  subject  of  our  dis- 
consider the  arrangements  of  Pro-  cussion.     It  is  questioned  alone 
evidence,  by  which  the  world  was  by  Atheists  and  Epicureans..  Every 
'brought  into  that  state,  in  which,  admission  of  the  consummate  per- 
'  agreeably  to  the  declarations   of  fection  of  God  involves  this  as  its 
the  prophets,  it  was  to  be  found  necessary  consequence.     What  we 
at  the  coming  of  Christ.     It  is  have  to  do,  is  to  show  that  such  a 
well  known  to  every  one,   who  state  of  human  affairs  ha4  been 
is'  in  thesmaMedt  degree  conversant  sketched  by  the  hand  of  prophecy 
'with  ancient  history,  that  at  the  long  ere    it    actually  came   into 
birth  of  Christ  the  principal  states  existence.     For  this  purpose,  we 
'and  kingdoms  of  the  world  were  appeal  to  the  predictions  of  Isaiah^ 
'  comprehended  under  that  vast  sys-  of  Jeremiah,  and  of  Ezekiel,   in 
tern  of  dominion  called  the  Roman  which  the  conquests  of  Nebuchad- 
'empire.    This  government,  limited  nezzar  and  of  Cyrus  were  traced 
'at  first  by  the  walls  of  an  insignifi-  with  unerring  precision :  we  refer 
'cant  city  in  Italy,  had  gradually  to  the  sublime  visions  of  Daniel^ 
extended  its  power  over  the  most  wherein  the  characteristic  proper- 
populous  and  potent  nations  of  the  ties  of  the   Grecian  and  Roman 
-earth.     It.  had  consolidated  into  (empires,  together  lyidi  the  future 
•one  body  a  veiy  large  proportion  fates'  oiF  the  Jewish  people,   were 
of  the  members  which  had  succes-  distinctly  pourtrayed  :     and'  ^we 
sively  •  formfed' the   Chiridean,  the  finally  allege,  as  the  grand  object 
Persian^  and  the  Grecian  enures,  to  which  all  the  prophetic  enun- 
It  had  catTied  its  victorious  arms  ciatiqns  tend,  that  which  was  pro- 
-into  Palestine;  and  reduced  the  mulgated  by  Haggai,  *'  Yet  once 


^ 


1822.3    ^  *        Accmni^the  Funeral  of  Mr:  Toller,  ^c.  19< 

it  is  a  little  whfle^  and  I  will  shake  *  nominatioiii  '  united   in  dropping  > 
the  heavens  and  the  earth,  and  the    their  tears  into  the  grave  of  him 
sesy  and  the  dry  land ;  and  I  will    whom  they  all  loved  and  esteemed. 
shaJce  all  nations,  and  die  desire  of    To  his  family,  his  friends,  and  his 
dl  nations  shall,  oome."  religious  connexions,  and  to  the 

Thus   terminates  our    inquiry,*  town  at  large,    his  loss  is  irre- 
necessadly   brief   and    imperfect,    parable.      Never  was    a  mourn- 


into  the  connexion  of  the  history 
of  the  early  ages  with  the  appear* 
ance  of  Christ  among  men.  As 
the  result,  we  maintain  that  .the 


iDg  more  sincere  and  universal.-^ 
The  service  was  opened  by  a 
ptsyer  by  Mr.  Horsev,  of  Ncoth- 
an^pton ;  Mr.  Edwards,  of  North- 


establishment  of  Christianity  was  ampton,  delivered  a  funeral  ora- 

no  fortuitous  event,  but  that  it  tion ;    and   Mr.   John   Hall,    the  '^ 

took  place  in  stridt  unison  with  the  Baptist  minister  of  this  town,  con-  • 

predictions  of  the  Old  Testament  duded  in  prayer.      The  several 

Scriptures,  and  was  the  consum- '  parts  of  the  service,  were  highly* 

mation  of  a  plan. arranged  by  infi-  appropriate  and  affecting.      The 

nite  wisdom,  and  embracing!  what-  body  was  then  committed  to  the  - 

ever  is  interesting  in  the  history  of  silent  grave— the  assembly  dil^- 


mankind. 


(To  be  continued.) 
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persed,  and  at  three  o'clock  met  * 
again,  when  a  funeral  sermon  was 
preached  by  the  Rev.  Robert  Hall, 
of  Leicester,  to  such  a  multitude  as 
we  have  seldom  witnessed.  Thet^xt 
was  from  Hebrews,  the  13th  chap- 
ter, and  7&  verse.  The  preacher, 
with  all  that  elegance  and  pathos 
Vith  which  he  is  so  highly,  gifted, 

in  the  Northamptonshire  Assbcia-  SP  .     .^  .    ^      j    ir   !.•  v^' 

J,  ,         ^4.    •/•      *    11    ^u  T.  m  terms  so  just  and  affecting, 

tion,  and  by  most,  if  not  all,  the  .i    .  u    i  •  *.       4.-5 

,.    *    ..       •^«  •  4.        i»  A  that  every  heart  was   interested, 

dissentinir  mmisters  of  every  deno-  ^jx  ^  ^  ^--.u  ^  1 

^    ®  .      .1         •  ut       1,    J  and  every  eye  wet  with  tears ;  at ' 

mmation.   m   the  neiirhbourhood,  .*  f-       l-  w  ^l 

1,^1  '^        .         '  the  same  time,  his  app^  to  the  con- 

and  by  some  clergymen.  .  «  .  J         iT  i.  j  u 

«« -^      ,,  °''       A  J  u    ^  sciences  of  those  who  had  been  so 

The  pall  was  supported  by  two  i^  ^^^ssed  with  such  a  minister, : 


ADDITIONS  TO  THE  MEMOIR  OF 
THE  REV.  T.  N.  TOLLER. 

ACCOUNT  OF  THE  FUNERAL. 

f  Extract  from'a  Letter,) 
The  funeral  of  Mr.  T.  took  place  on 
Thursday  moming,March  8th,*  and 
was  attended  by  all  the  ministers 


clergymen  and  four  other  minis- 
ters, of  the  Independent,  Baptist, 
and  Methodist  connexions ;  the 
rector  of  the  parish,  and  the  other 
ministers  engaged  in  the  public 
services  of  the  day,  preceded  the 

corpse,   and  a  very  long  train  of    ^^?55^J?,^.J??5:,  J91l™^.^^''' 
r^t^lJL^    o«^  tK/^na^f^foW^  ;«  THE  FORMATION  OF  THE  NOR- 

mimsters,  and  the  respectable  m-        tHAMPTONSHIRE    BIBLE   SO- 
CIETY. 


was  irresistibly  impressive.  Ap- 
plication has  been  made  to  him  to 
publish  the  serinon,  but  at  present 
he  has  not  complied. 


habitants  of  this  town  t  and  neigh- 
bouiiiood  followed  uninvited,  all 
anxious  to  pay  the  last  tribute  of 
respect  to  a  man  so  highly  beloved. 
A  conriderable  part  of  the  shops 
were  shut  up,  and  business  was. 
sospendedL  All  ranks,  of  every  de- 


(The  Duke  of  Grafton^  PretidentJ 

(Mr.  Tollbr  was  perhaps  the 
most  popular  advocate  that  the 
Bible  Society  had  in  the  county 
of  Northampton.'  His  speeches,  dis- 
tinguished by  simplidty,  ingenuity, 
piety  >  and  apt  illustration,  and  de- 


*  The  reader  is  reqaested  to  oorreot  jut 

enw  io  ow  iMt  trUcle^  opon  Mr^-at    fj^^^  £„  a'  maimer  very  impres- 

p.  618,  in  the  second  coiamn,  October  J5       .  j    i^     _^i.      n-^    ^       'l^w-^ 

md  96,  shoiikl  be  Febroary  25  and  26.       '  S«^«»  «»d  altogether  hlS  own,  Wete 

t  Kettering;  gi^erally  interesting>  and  often  niSn 

D2 
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do  Speech  ofMt.  ToUer  aiihe  foi-miUion  [[jAifVA&lr^ 

c^tinginicleIigiitfiiltov6rynu*<  of  sucoees^  slidi  an  vnd^rtakiiig 

men>u»  auditories.     The  following,  may  not  answer  in  tbe  moiie^  or 

viiiA  delivered  at  the  Ibnnation  ^  with  the  rapidity,  or,  in  certain 

the  County  Society.) .  partieiili^r  eases,  which  we  nay  be 

•/**Unifbmiity  of  opinion  on  reli-  ready  V>  prfescribe,  of  anxiously 

sioua  subjects,  is,  widioutqaeslion,  'v^ish  for;  but  the  nature  of  the 

m\the*  abstract,  a  very  desirable:  catise,  and  the  character  of  its  great 

thin^;   but  those  who  are  most  Patvon,  must  insure  its    success, 

aware  of  the  weakness  of  human  tboi^  to  an  extent  wholly  nlde- 

nature,  the  limitation  of  the  human  /kdie  as  to  us,  upon  the  principle, 

faodties,    and   the  prejudices  to  diAt  tlie  rising  s^  will  infallibly 

which  we  are  all  more  or  less  lia-  pcbdnoe  a  sa^iibrious  effect  on  th^ 

hkp  will  b6  least  sanguine  in  their  face  of  nature,  and  the  descending 

expectations  on.  this  head.   Surely,  rain  can^^  a  fertilizing  influence  to 

then,  it  is  important,  that  what  is  the  face<»f the  earth;  though,  owing 

wanting  in  uni^Dhnity  of  sentiment  to  subordinate  causes,  the  degree 

should  b^  compensated,  as  far  aft  of  effect  may  be  incapable  of  cakm^ 

raajr  be,  by  unity  of  spirit  lation  by  hon^n  wisdom^      Here 

.  *^  Now,  nothing  appears  ^o  weQ  we  have  an  express  passage  to  our 

calculated  to  draw  Christiana  toge-  hand :  'as the  rain  and  snow  come 

ther,  as  the  juhction  of  zeal  and  down  from  heaven,  and  water  the 

exertion  amongst  different  ranks  earth,  so  shall  tny  word  be;    it 

and  dehominationa,  in  pursuit  of  shall  not  return  void,  but  accom- 

some  grand  absorbing  object,  which,  plish  that  which  I  please.' — The 

shall  thf  ow  lesser  differences  into  utility  of  dispersing  the  Scriptures 

the  shade,-  and  carry- all  before  it  is  not  only  obvious,  but  the  extent 

by  the  mere  weight  of  .intrinsic  of  that  utility  is  illimitable,  and 

merit.     On  these  grounds,  the  Bri-^-  that  both  individually  and  gene- 

tish   aind  Foreign    Bible  Society  rally.     When  you  bestow  common 

appearfttometobe^  without  excep-  blessings  on  others,  you  know  all 

tioi^  the  best  human  institution  in  that  they  can  do  for  them.     Give 

existencey    and  .  every.  .  argument  a  poor  man  food^  raiment,,  a  com-* 
whidi  is  adduced   iiv  favour:  cxf.  fbrtable  home,  and  you  can  form 

otiber^  leligioua   instittitions  ^wiU  a  full  estimate  of  the  value  of  those 

8\ippdrl:  tlMs;    and  no  obj'ectioii  blessings;    and  could  you   make 

which  ianiade  to  otheto,  will  justfy  him  a  present  of    a  gold-paine^ 

apply  tothitf.  .  ;  though  ap^ently  an  inexhaustible 

~  i".Anf  ca^slB  whidi  would  re<  blessiiig,  yet/beyond  the  means  of 
commend  itse^to^e  patronage  of    procuring  him  the  comforts  of  life^ 

a  pious  and  reflectii^  .-mind,  must  it  might  pirove  little  more  than  a 

have  three  promuient  qualities,  iiia*  source  of  cares  and  sn^es  to  him. 

Itttvfuiness,  prcbalnUtSf  rf  snceess^  But  when  you  put  a:6ible  iiito  his 

and  tiiUiiyi^    Ak4o  the  first  <^  diese>  hand,  you  give  him'  the  golden  key^ 

there  can  be  but  one  qpinion  in  the  which,  if  properly  ap^lied^  will  un- 

preseiktjnstahoe.    H  lJi^*e  beany  lock  the  riches  of  the  universe  to 
undertaking  iinder  heavoq^ .  whira ;  him ;  you  imp^t .  an  inheritance  to 

nAil9t  be  siiiq^posed  toibe  a^^ieeabl^  him,  which,  in  proportion  as  it  is 

tq  l^e  will  of  God>r  surely  it  is  that  received  and  prized,  witl  descend 

ivltf eh  is  intend^  to  mbm6  tfa<)$ie  to  his  children,  not  only  teethe  third 

'Vfritini^  of  which  hd  hhnsdf  is  the  orfourth,butthethousand{hgeDera^ 

aiid^dr^  and  which  be.  haa'  conmiun  tion^  and  still  remain  unimpaired, 
nie^ted  to  th^  world  &r  iht  general       ^'Ina  genefal  sense,  lik^^ise,  the 

ai5MPlexolusive:beni^?of  the  human  utility  of  this  instituti9n  is  unli- 

spitcies  ^  i^udbf    As  to  probability  mited.    It  has  been  said,^by  a  great 


«         X 


iBdS.^  tf  the  Norlhamptxmahire  Bihte  Society.  2f 

mathematical  caleuktor,  timt  a  siiw  which  your  Grace  fills,  Cfi  an  occa^ 
gie  peony  pat  out  at  corap<mnd  sion  like  this ;  for  if  there  be  jov^ 
interest  at '  the  commencement  of  in  heai^n  over  one  sinner  which 
the  CSiristian  sera,  would  have  repents,  what  must  be  the  emotions 
amounted,  at  the  present  day,  to  of  those  benevolent  spirits,  in  wit- 
the  value  of  man  j  globes  of  solid  nesang  the  proceedings  of  this  day, 
gold,  as  large  as  the  planet  which  which  have  for  their  object  the 
we  inhabit.  In  the  same  glorious  repentance  and  salvation  of  mil* 
kind  of  ratio,  would  'the  word  of  lions.  Nor  surely,  will  it  be  ex- 
God  run,  and  be  glorified,'  had  it  Aravagant  to  umm,  ihaJt  a  time 
but  *  free  course :'  not  indeed  in  a  may  come,  when  it  shall  appear  a 
way  of  pecuniary  accumulation,  greater  honour  to  haver  been-  the 
bat  aaiutary  dtfiusion.  .  In  this  re-  humblest  individual  belonging  to 
speet  its  capacity  of  incre^ise  is  like  this  society,  than' to  be>  the  em«* 
1^  element  of  fire,  which  spreads  peror  or  conqueror  of  the  globe, 
an^  flashes  in  every  direction,  and  ''Upon  txiese  princi]&s,  my 
assimilates  all  ihe  combustible  ma-'  Lord,  1  do  most  cordially  approve 
teriaEs  within  its  reach.  There  is  ofthe  institution  about  to  be  formed 
a  eapeeity  of  diffusion'in  the  divine  this  day,  which  has  fcr  its  object 
word^  whld^,  when  put  iii  motion  the  dispersion  of  a  book,  separate 
by  adequate  causes,  woiikl  inwrap  from  the  information  and  blessings 
the  globe,  till  not  another  rational  of  which,  the  scenery  of  nature, 
being  were  lefl  to  receive  it,  or  magnificent  as  it  is,  is  to  the  eye  a 
another  soul  remaining  unsaved  by  s|dendid  but  mysterious  riddle ;  the 
it  advances  of  death,  the  approaches 

*  '' I'  am  confident  I  shall  not  of  an  hour  of  darkness  and  dismay: 
offatid  your  Grace,  if  I  venture  to  and  an  entrance  into  eternity,  little 
affirm,  thai  you  never  appeared  in  better  than  a  leap  ihtx>  a  gulf  of 
a  sitiiation  more  truly  dignified  desperation, 
than  *i^  the  present  moment.  As  "Before  I  sit  down,  surely  I 
a  member  or  the  great  senate  of  may  say,  without  oflfence,-  that  I 
die  natioh-,  (miquestionably  the  trust  we  shall  consider  the  transao- 
most  ifliastrious  civil  assembly  in  tions  of  this  day  m  laying  us  un- 
the  reafan/)  vbu  appear  tinder  the  der  additional  obligations,  to  exem- 
hectfoiirabfe  title  of  a  British  Peer  j  plif^  in  our  lives  ^e  excellence  of 
but  Aerie^-iiader  the  siill  more  dig-  that  book,  which  we  so  sealously 
nified  character  of  a  Christian  be^  recommend  to  others;  that  they 
.  Meter  ;  -  ikereyim  take  yavtr  seat  as  may  den^e  their  ideas  of  it$  Value, 
one  of-  a-  bo^  of  legislators  to  an  laiot  roerdly  from  penlring  its  con- 
nkividnal  eo^pire,  but  here  as  a  tents,  but  from  observing  the  fiut 
friend  to  a  perishing  world ;  there  und  beaatifut  transcript^  of  its  prin^ 
yte  iM  the  subject  of  a  venerable,  eip}es  and  tempers  in  our  cinrac- 
Mtt,  sia^  f  disabled  earthly  sove-  ters  and  conduct,  so  that  onr  light 
ttSgn  r  Aere  vdu  appear  as  the  loyal  may  shine-  before  men  in ;  hiimbte 
sul^ect  .of  toe  /:blessed  and  only  sifbserviency  io  the  Word:  that  at 
t^otentate'— -'  King  of  kings,  and  the  awfrd  day/  when  hmnan  dis« 
Lo«d  of  lords,  who  only  hadi  im-  tinctiims  j^ll  be  letelled  in  the 
mortidify ;'  £kere  yon  are.  Bta^oned  diist,  -and  nodding  survive  the  ruins 
as  a  eounise&or,  consulting  the  well-  ef  adiss^ving  wo^ld  butthe  trui^ 
^in^dftbeooatitry;  butAereyoti  of  that  voUime,  andthediaracters 
presidie'af  the  head  of  a  band  of  foniied  by  them,  a  goo&Lj  makdi' 
lidvoeatiBS  in  Ae  cause  of  human;  .  todej  bo^  of '  sowerfe  ahd  reapers,* 
8Rlv«tiott>«^i]ol*  Would  i^-anffel  BMy  have  oocasSoii  to  rcjdiee  eter^^ 
fitai.  faeavenr  ^nk\  hihiself  d^-  nally  in  the  hap^  consequences 
meaned   My  occufrfing  the  chaii''  of  the  events  ef  this  day." 


\ 
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ORIGINAL   LETTERS   OF  a  year  and  a  half;  and  visits 'hi«. 

DR.  DODDRIDGE.             '  la^gg  congregation,   in  a  pastoral 

No.  II.  view,  constantly  every  year.    God 

"  Northampton,  Apriil  2,  1746.  has  blessed  his  Gospel  in  a  most 

«  Rev.   and  dear  Sir,  —  I   am  wonderful  manner,  as  preached  by^ 

truly  ashamed  to  think  that  I  have  ^^^^  faithful  and  affectionate,  ser- 

two  of  your  letters  unanswei'ed,  vant  of  Jesus  Christ,  and  made 

but  really  I  am  so  full  of  business,  1^™  the  means  of  convincing  and 

that  I  hardly  know  how  to  turn  reforming  some  of  the  most  profli- 

myself,  and  especially  now,  hav-,  gate  sinners.     He  is  a  person  of 

ing  been  called  into  Worcester-  g^eat  candour  and  moderation,  and 

shire  by  the  death  of  a  relation,  ^  think  there  is  no  place  where  the 

which  occasioned    a   journey   of  church-people  and  the   dissenters 

eight  days;  but  I  can't  persuade  live  on  so  good  terms.     The  mi- 

myself  to  do  any  thing  till  I  have  nister  of  the  establishment  preached, 

briefly  acknowledged  your's,  and  at  church  a  funeral  sermon  for  Mr., 

told  you  that  we  are  all,  througlT  §pilsbury,  who  had  been  the  dis-. 

mercy,  well,  and  that  we  sympa-  senting  minister,  in  which  he  ad- 

thiise  with  you  in  all  your  sorrows  vised  the  dissenters  to  dhoose  such 

and  in  air  your  joys,  so  far  as  we  another;   and  Mi:.  Bradshaw,  the 

know  them.     The  death  of  Mr.  succeeding     dissenting    minister, 

Scott*  gave  me  a  great  deal  of  con-j  preached  a  funeral  sermcm  for  this 

cem,  though  I  could  not  but  con-  worthy  clergyman,   in  which  he 

gratulate  my  invaluable  friend  on  also  ^P^^^  very  respectfully,  of  his. 

his  happy  escape  from  the  burdens  character,  and  prayed  that  the  pa- 

of  mortality,  and  glorious  entrance  "sh  might  be  provided  with  a  suc- 

into  his  Master's  joy.     He  was,  in-  cesspr  of  like  virtues  and  graces.  ^ 

deed,  one  of  whom  the  world  is  "  I  am  persuaded,  dear  Sir,  that 

not  worthy,   but  he  is  now  in  a  you  will  have  a  pleasure  in  hearv. 

worid  worthy  of  him.     My  heart  jng  ^!s,  like  what  I  feel  in  relat- 

rejoiees  in  every  remembrance  of  V^8  ^t.     It  is  a  great  pleasure, tQ; 

him,  and  particularly  in  reflecting  "*®  to  hear  that  Miss  Scott  is, so 

how  faithfully  and  affectionately  I  comfortably  supported,  as  it.is.one 

was  often  enabled  to  pray  for  him  of  the  most  remarkable  answers  ta 

•in  the  last  stages  of  his  life,  though  prayer,  when  taken  inall  its  dr- 

I  then  little  thought  the  dose  of  it  pumstances,  God  has  ever  ^ven 

■so  near;  which  reminds  me  to  tell  "i®* 

you,  my  dear  brother,  that  though  '!  ^^'  Hervey's  Meditations  .«e 
I  write:  to  you  so  seldom,  there  is  universally  acceptable  to  ^  i^rious. 
-seldom  a  day  in  which  I  am  mot  people  all  over  the  kingdom,  and 
expressly  miiidful  of  you  in  my  ^  am  glad  to  find  they  are  so.  I 
prayers,  most  heartily,  wishing  you  *^ank  you.  Sir,  for  your  kind  jn- 
abundanjce  of  success  in  the  gpod  yitation  to  Norfolk,  which  I.shf^i: 
work  in, which  you  are  engaged.  ?ot  want  an  inclination  to  acfsept, 
I  have  jnst  been  making  a  visit  to  ^^}  cmi  have  an  oj^rtunity.  My 
Kidderminster,  wh^re  there  is  such  ^^®  Joins  her  compliments,  and 
a  degree  of  religion  prevailing  in  also  retains  a  most  affectionate 
the  dissenting  congregation,  under  ^^^  ^^  Four  friendship;  t  thank 
;the  care  of  one  of  my  pupils,  as  I  Pod  I  enjoy  as  comfortable  a  state; 
jhave  scarce  ever  seen.  He  has  of  health  as  I  ever  did  in  my. 
upward  of  300  .catediumens  of  all  wliole  life.  The  third  volun^e  of 
ages,  has  received  60  hew  com-  ™y  family  Expositor  is  readly  .to. 
xnuniqants  into  tibe  church  within  ^  published.  I  have  almost, fi-: 
_; •    -  nished    Colonel    Gardiner's    Me- 

•  Mr.  Scott  wu  ao  mimA  di»$ett\li\g  «noirs ;  and  I  intepd,  to;bqgiii  to/ 

inimster  at  Norwich.  write  on  the  Rofiians  the  first  day 
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of  the  lie w  year,  and  will  do8ome-  ton,  wliere  I  hppe  he  will  be  a 

'thing   at  it  every   day  till  it  is  burning  and  a  shining  light,  and 

finished,    though   that  something  though  there  should  be  some  to 

'may,  perhaps,  sometimes  be  little  oppose  him,  I  do  not  doubt  his 


-more  than  half  a  page ;  but  I  find, 
in  the  midst  of  my  many  avoca- 
tions, that  it  is  of  great  importance 
to  be  still  creeping  on.  I  am  ex- 
tremely glad  to  hear  Master  Bobby  * 


acceptance,  and  though  some  of 
the  mal-contents  should  be  driven 
to  join  Mr.  Amory's  congregation, 
I  persuade  myself  their  loss  will 
be  repaired  ten-fold.     I  only  add 


goes  on  so  well,  and  pray  God  to    my  desire  of  your  continued  pray 
give  you  in  hiln  all  the  joys  you    ers,,that  God  would  invigorate  my 


can  wish.     I  bless  God,  my  son 
also  promises  very  well,  as  all  my 
other  children  do,  especially  my 
eldest  daughter,  who  is  at  a  board- 
ing school  at  Worcester,  and  whom 
I  saw  the  other  day ;  she  seems  to 
be  undel"  such  genuine  impres- 
sions of  religion,  that  on  your  prin- 
ciples, relating  to  comn^unidn  at 
the 'Lord's  table,  in  which  I  con- 
cur, I  should  not  have  the  least 
scruple  in  my  owti  mind  of  admit- 
ting her  to  it.     I  think  nothing 
would  fix  bur  young  people  for  re- 
ligion more  than  engaging  them 
to  come  early  to  that  ordinance, 
and'maintitin  a  diligent  inspection 
on  their  nfter  conduct.     I  cannot 
say  I  know  the  authority  oil  which 
Archbishop  Usher  went  in  assert- 
ing tliat  some  w^^re  admitted  to  the 
ccHntounion   befote^  baptism.       I 
suppose  it  must  have  been  when 
things,  were  in  a  disordered  state, 
some  centuries  after  the  apodtolic 
days;     This  reminds  me  of  a  re- 
markable passage  I  met  with  in 
Tertullian,  by  which  it  seems  that 
masters  of  families  administered 
the  £a'charist  to  their  own  domes- 
tics^  which^  I  confess^  ^  filled  .me 
with  great  astonishment.     But  it 
is    now  time  that   I  conclude. — 
Farewell,  my  dear  brother,  may 
the   success  of  your  ministry  be 
prc^ortionable  to  the    zeal    and 
fidelity  of  it,  and  to  that  rich  abun- 
dance   of  gifts  and  graces  with 
which   God  has  blessed  you.     I 
can't'    forbear    telling  you,    that 
the  man'  of  all  jay  acquaintance 
Aat  seems  knost  tp  redemble  you^ 
is  called  by  Providence  to  Tatm- 

*.  .Robert  Muijn  .^rost,  one  of  Mr. 
Trotl*9^omt  and  wlid  wtM  ao  eminent  attor- 
•ej  at  I>iM>inlf»rfiitt; 


resolutions  for  his 'iSer vice;  and 
particularfy  with  respect  to  my 
pastoral  care,  which  1  am  sensible, 
amidst  my  many  other  engage- 
ments, I  have  been  too  ready  to 
neglect.  I  am.  Rev.  and  dear  Sir, 
your  most  affectionate  brother  and 
obliged  humble  servant, 

"  P.  Doddridge." 


^»%%V%<»^»^%'^ 


REFLECTIONS  UPON  THE  OLD 
AND  THE  NEW  YEAR. 

O  Joy  Mliat  in  oar  embers 

Is  somelMng  iloth  live, 

Tbftt  natare  yet  remeinbers 

Wbat  was  so  fogitUe  I 
Tliet  bought  ofoar  past  yeMrsinmedotb  breed 
Pcrpetaal' benedictions. 


With  new-fledged  hope  flill  flattering  in  bis 
breast.  Wordsworth. 

Nothing  is  so  flattering*  yet  no^ 
thing  so  deceitful  as  human  life. 
It  is  fair  in  prospect^  and  big^with 
promise ;  yet  its  issue  is  commonly 
disappointment  and  sorrow.  After 
a  man  has  reached  its  utmost  limits 
or  even  surpassed  the  ordipary 
term  of  his  fellows^  he  too  fre- 
quently appears  to  have  lived  and' 
laboured  only  for  very  vanity,  or  for 
A  fuller  measure  of  misery  than 
others.  His  hope,  once  fair  as  the 
rose-bud,  and  firagrant  as  the 
morning,  has  becoipe  a  shri- 
veiled,  shrunken  thing,  at  the 
touch  of  time;  and  the  vei^  last 
leaf  drops  from  the  tree  in  the 
hollow  sweeping  gust,  which  pre- 
cedes and  foretels  the  approacnof 
the  fatal  uprooting  blast.  He, is 
neither  like  the  full-clustered  vine, 
nor  the  shock  of  corn  fully  ripe, 
coming  in  in  its  season ;  but  like 
the  aged  oak,  which  the  lightning 
of  heaven    has    scathed,   ere  the 
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felL^  lia3  applied  his  ,axe  to  the  should  inq\|ire^  what  sins  of  my 
trunk.     He  is  old,  inde^d>  but  has  heart  have  I  overcome  in  the  last, 
neither  acquired  wisdom  nor  grace;  and  what  yet  remain  for  the  vio- 
and  is  as  dissatisfied  with  himself    tory  of  my  faith  and  patience  ? 
as  with  the  world  he  is  quitting.  What  graces  have  been  strengtlv- 
Something  he  feiel^  he  wants,  which  ened*-what  affections  havebeen  e^- 
eyery  succeeding  year  has  made  cited-^what  fruit  has  been  brought 
more  necessary,  but  failed  to  bring  to  perfection,  in  the  past  year? 
him;  and  something  he  ought  to  Surely,  I  have  not  enjoyed  such 
have  learnt,  essential  to.hiahappi-  '  precious  means  of  grace  altogether 
nesS|  whidi  all^  his  experience,  and  in  wn !     May  I  n^w  hope, .  not 
all  lus  accuolllation  of  years,  have  only  that  I  am  near^  my  release 
only  seemed  to  render  more  distant  from  flesh,  and  woe,  aiid  ski,  but 
and  difficult    He  is  sated  with  the  nearer  my  appointed  meetness  fcnr 
.world,  but  not  satisfied;  bidding  heaven,  as  I  am  so  mudiaearer 
ladieu  to  its  troubles  and  perplexi-  the  place  ?    My  experience,  during 
ties,  but  not  hi^py ;  approaching  the  last  revolution  of  this  planet 
a  new    world,  but   unfit  for  its  in  its  orbit,  has  surely  convinced 
discoveries,     and    fearful    of   its  me  of  the  emptiness  of  human 
reality.     All  within  is  tremulous  glory,  for  I  have  seen  it  burst  in 
and     wretched;    all    without    is  the  hand  that  grasped  it  ;•— of  tjie 
gloomy  and  silent.    Such,  if  the  vanity  of  human  pleasures^  fcnr.  I 
weakness  and  fislly  of  nuM^  woul4  have  ^n  them  all  die  as  soon  as 
allow  them  steadily  to  scnitfnize  they  are  plucked;— of  the  nothi«^. 
the  fiicts-:such  are   the    closing  pess  of  human  hfe>  for  I  have  seen 
scenes  of  the  Hves  of  most  aged  it  exhaled  like  a  vapdur  hy  lain 
persons;  and  such  they  will  be  that  called  it  forth*    All  thinga 
with  us  all,  if  the  years  of  our  here  are  but  painted  sepulchres-— 
feiil  mortal  being  are  not  devoted  the  gild^  airrbubbles  oi)tatroldt>led 
to  the  pursuit  of  a  highef  and  water,  that  borrow  all  their  hues 
fairer  prize,  than  usuaUy  engages  from  a  setting  sun,  which  will  sogm 
the  ambition  of  the  human  heart,  leave   them  to  expire,  colomi^es^ 
We  are  entering  upon  a  new  and  .dark.    .Since,  then,  we  ar^ 
year,  a  new  section  of  the  con-  pommencing  a  new  year,,  let  us  try 
tractad  circle  of  human  life;r*and  to  cast  off  old  suiSj  old  imperfect- 
are  taking  our  leave  of  another  tions,  old  and  bad  hahiits ;  and.  let 
portion  of  time-— a  large  propor-  us  renew  our  allegiance  to  the  best 
tion  of  human    life— which  will  of  causes,  our  subjection  to'  the 
me^  us  with  its  testimony  on  the  best  of  Masters.     Sin  ^llould  grow 
morning  of  eternity  ;*-and  what  yiler>  but  religion  ought  to  grovir 
so  proper,  then,   as   to  turn  our  fairer  and- m<)re  captivating,    not 
attention  to  the  final  close  of  our  only  evory  year,  but.  eyery  ^«iy» 
earthly  pilgrimage,  and  the  com-  Let  u$  begin  our  Christian  duties 
mencement  of  that  ^^  year  qf  re»  with  new  pleasure,   as  we  he^i^ 
Itcae,**  whic^  will  take  its  glorious  fresh  time  with  new  hopes;.     Xj^ 
date  &om  the  diss^ution  of  the  ua  pursue  oixr  {dans  of  usefialnejss 


prison-house  of  flesh.  y^i^  i^ew^  zeal,  -  as  a  fresh- 

Tlie  yeiar  that  has  now  ended,  son  c^  efeifT^  meu*  and  gk^iiQrJn^ 

and  the  one  we  are  entering,  are,  G<A,  is  bestowed  upcm  us.     Let 

like  all  the  other  years  of  human  i|s  redouble  out  diligemid'  in  itie 

1Hfe-^ttst  what    we  make  them,  ^leje^s  of  crace,  a9  we  aite  00  m\teh 

Yet  the  new  one  ought  to  ^  spent  HQiurer  tbeur  termjnation^  and  nnist 

more  "wisely,  care^y,  and  cir-  so  sooti   be  beyond  their  rea^db^ 

eumspecdy  than  the  last ;  and  with  Let  us  redouble  our  fervolir,  both 

a  nearer  and  stronger  apprehension  in  listening  to  God's  pronuses,  «ncl 

of  our  final  year.'  The  Christian  in|>leading  them  at  his  faeaveKaly 
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throne^  as  the  larger  our  expecta^ 
tions  become  here,  the  fuller  will 
be  our  fruition  hereafter. .  Let  the 
minister  of  Christ  begin  his  work 
afresh,  and  condact  it  more  care- 
fully, '  more  faithfully,  as  only  a 
short  period  remains  to  complete 
the  proof  of  his  ministry,  and  ad- 
vance the  cause  of  his  Master. 
Let  his  people  hatig  upon  his  lips, 
and  live  upon  his  words,  for  he  is 
the  messenger  of  mercy,  and  may 
soon  be  recalled.  Let  tochers  of 
youth  reflect  how  soon  their  young 
charge  will  pass  from  under  their 
instructions.  Their  youth  is  the 
spring  and  seed-time  of  life,  and 
let  them  not  lose  it.  In  short, 
"  whatsoever  thy  hand  findeth  to 
do,  do  it  with  thy  might ;  for  there 
is  no  work,  nor  device,  nor  know- 
ledge, nor  wisdom,  in  tlie  grave, 
whither  thou  goest." 
,  Are  we  entering  upon  new  time, 
time  so  precious  that  nought  on 
earth  can  purchase  a  single  mo- 
ment? then  surely  the  Christian 
will  strive  to  improve  the  coming 
year  better,  by  taking  none  of  the 
sins  he  fell  into  dui'ing  the  past 
year,  into  the  new  one.  He  will 
watch  and  pray  to  put  them  off, 
like  a  garment  that  is  worthless 
and  polluted.  He  is  rising  in  his 
diaraeter,  in  his  hopes,  and  in  his 
prospects;  and  shall  he  not  rise 
this  year  in  the  internal  power, 
and  dignity,  and  purity  of  his 
prmciples?  Shall  not  his  affeo^ 
tions  reach  a  higher  and  serener 
sky  ?  He  is  on  the  eve  of  full  age 
—<of  passing  from  his  minority  to 
the  possession  of  his  inheritance; 
and  shaU  he  not  leave  ofT  childish 
things }  Shall  not  his  spirit  and 
his  hcpes  rise  ta  a  glory  aboye  the 
earth,  as  his  body  totters  down- 
ward in  feebleness  and  darkness 
to  the  grave  ? 

The  new  year  may  vrdl  suggesjt 
to  the  aged  Christian^  tQ  th^  way- 
worn travdler  in  Zion's  f9^  "  ti€ 
ijiear  of  release/'  which  now  stands 
nearer  thim.  ever  befbre.  We  are 
all  anticipating  it  with  faith  and 
hope,  but  it  is  oe^urei?  to,  sqi9^  tkm 
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they  imagine.  To  the  .aged,  and 
experienced  Christian,  it  cannot 
be  far  off.  What  a  bright  scene  xs 
before  such !  Eternity  with  all  its 
trea$iu*esf  Heaven  with  all  its 
glories  !  God  with  all  his  mys- 
teries! A  spring  whose  flowers 
will  never  lose  their  ft'eshness  and 
their  fragrance.  A  summer  whose 
sun  will  never  decline.  An  au- 
tumn whose  fruits  will  suffer  no 
decay,  and  its  leaves  never  wither. 
Hipre,— time  is  the  measure  and 
the  sphere  of  our  existence— the 
bafie,  and  yet  the  Imng  of  oar 
pleasures.  7%fre-— we  shall  have 
a  being  out  of  the  bounds  of  time 
— a.  scope  without  and  not  within 
its  circle — ^pleasures  that  will  not 
so  much  be  in  us,  as  we  in  them. 
Herc^we  make  progression  in 
grace,  progression  in  Kfe— and 
hold  our  existence  only  by  the 
help  of  time;— we  snatch  our 
pleasures  like  gleams  of  sun^ine, 
or  sudden  catches  of  light,  be- 
tween clouds,  upon  a  gloomy 
landscape;— TA^ff — we  shall  have 
stopped  liie  flight  of  time  itself,— 
shall  find  progression  without  suc- 
cession of  moments,  and  joys  whidi 
no  time  could  contain — as  well  aS 
a  being  which  no  time  could  de- 
stroy. Soon !  soon  !  fearful  Chris- 
tian»  you  will  b^n  this  new  year 
of  eternity,  the  first  day  of  which 
will  contain  more  than  all.  time ; 
and  the  first  semae;  of  which,  aa  thr 
rintfg  ray  of  its  glory  will  strijke 
your  immortal  faculty,  will  obK* 
terate  the  recoUeetion  of  crowded 
years  of  sorrow.  The  ne^  year 
we  are  now  beginning  to  exyoy  ia 
a  pledge  to  you  of  the  neac  ofr 
proitf^  of  your  felicity,  and.  ought, 
theref(»re,  to  lighten  your  bumen, 
and  pAitigate  your  woes ;— as  each 
return  of  thg  heir's  birth-djti.^ 
briffhtens  and  confirms  his  hopes^ 
while  it  assures,  and  reminds  him 
of  their  app^oachJAg  consimnouie^ 
tion.  And,  O,  whataniohoBiUnce 
of  joy,  and  purity,  ap4  ^>  hmve 
you  in  view,  when  a  few  more  ^ 
years,  perhaps  days,  have  run  their 

vqmi'    Not  Ukj^  tbfi  earti^ly  JQys 
E 
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yon  have  here  tasted^  or  the  earthly    the  state  of  glory,  a  constant  inde* 


scenes  over  which  your  spirit  u 
•ometiines  prone  to  linger  with  de- 
light, and  which,  from  their  nature, 
pan  afford  but  a  brief  and  barren 
satisfaction  ;  there  you  shall  enjoy 
a.- blissful,  steady,  and  invariable 
connexion  with  the  infinite,  com- 
municative source  of  all  Excellence. 


ficient  fulness  renders  the  blessed 
soul  undesirous  of  any  change. 
There  is  no  need  of  varieties  of 
diversions ;  what  did  once  please, 
can  n6ver  cease  to  do  so.  This 
glory  cannot  fade,  or  lose  any  thin^ 
of  ^ts  attractive  power.  The  fa- 
culty cannot  languish,  or  lose  the 


The  immortal  Howe  has  well  ob-  disposition,  by  which  it  is  contem- 
terved  of  all  sensible  objects — "they  pered,  and  made  proportionable 
first  tempt,  then  please  a  little,    thereto.     Hence,  no  weariness  can 


then  disappoint,  and  lastly,  vex. 
The  eye  that  beholds  them,  blasta 
tbem  quickly,  rifies  and  defiowers 
tilieir  glory  ;  and  views  them  with 
no  more  deUght  at  first,  than  dis- 
dain afterwards.  ~  Creature  enjoy** 
ments  have  a  bottom,  ^  are  soon 
drained  and  drawn  dry.  Henoe, 
there  most  be  frequent  diversions ; 


ensue.  What!  a  soul,  in  which  tlie 
love  of  God  is  perfected,  grow 
weary  of  beholding  him  I  The  sun 
will  sooner  grow  weary  of  shining  ; 
the  touched  needle  of  turning  itself 
to  its  wonted  point;  every  thin^ 
will  sooner  grow  weary  of  its  cen- 
tre, and  the  roost  fundamental  law» 
of  nature  be  sooner  antiquated,  and 


other  (Measures  must  be  sought  out ;  made  void  for  ever.''  With  such  a 
and  are  chosen,  not  because  they  hope  in  view,  we  may  well  "  en- 
are  better,  but  because  they  are    dure,  as  seeing  him  who  is  invisible."' 


new.  This  demonstrates  the  emp- 
tiness and  vanity  of  the  creature. 
AfiectioB  of  variety  only  proceeds 
from  jense  of  want;  and  is  a 
confession,  upon  trial,  that  there 


Let  but  the  Christian  pursue  thia 
shining  path  of  grace  and  light, 
and  like  the  sun,  though  he  set  in 
brilliancy  and  glory,  in  one  hemi- 
sphere, it  will  be  to  rise  with  far 


is  not  in  such  an  enjoyment  what    higher  lustre  in  another. 

was  expected.     Proportionably  in  Tempestivus  Mentor. 

POETRY. 


INCARNATION  ANTHEM. 

Mark-  bow  Iho  Muod,  o*er  the  watch-tow^ 

pfKdar, 
Hang^  like  a  boac^n-laaip  brilliaDt  sod  oalms 
Pfpt  in  her  light  the  darJc  groves  of  oedar 
9kuh  with  the  porple  of  Bethlehem's  pAlin. 


For,  lo!  from  the  eoncave,  calmlj  de- 
scending, 

A  starrj  Sheohinali  oomes  hovering  down  ; 

The  lamps  of  the  sky  with  its  lastre  are 
blefidiug-o 

A  eresceat  of  gWr j  eomposes  its  erowii. 


The  danling  pavilion,  in  mid  air  snspende^ 

UaAer  the  shadow  *'  the  sheplierds"  reclioiag.     Opens  its  drapVj  of  azare  aad  ^old : 

Allernatel J  gaxeov  the  sUrs  and  their  flocks :     ^nd  Gabriel,  by  legions  of  angels  attended, 

Kow  vainljr  sttempting  Ghaldaio  divining,        Borsts  on  the  view— as  its  eartains  nnfold. 

Anon  breaking  off  to  examine  the  rooks.  -d  •  •      t.*  l  i'         _u  i 

^  Raising  his  harp,  as  a  peoce-fpeolciitg  symbol » 

Huit  bleatof  a  lambffaraponthemonntain,      ^nd  beck'ning  his  Seraphs  to  seize  npoii 

Lioads  them  to  search  for  the  wanderer  at         theirs  :-- 

No  loDgerfbe  ahepiierdsiiistifiotivel  v  tremtde. 
Bat   start  firoai  tbeir  traaoa  and  abaadoo 
their  fears. 

BmlioldenM  to  linger,  they  silently  listen* 
A  s  Gabriers  key-note  is  caaght  by  the  cboir— 
No  longer  the  tears  of  timidity  glistea, 
No#thattbe  anthem  rolls  load  firam  tbeljrre  ! 

'  Fear  ool,  ye  lAepfaepds !  tk6  aewa  of  Sai- 


Aad  bolding  their  coarse  to  the  Ephrajta* 

fbnnfain, 
Tliey  luimio  its  mother  at  evVy  advance. 

Bq4,  Io!  when  about  intheir  bosom  to  fold  it, 
A  "  star  in  the  East*'  has  arrested  their  eye : 
Mere  bright  than  Orion  :^-tbey  paase  4o 

iMflMild  it  j 
W-ben,  lo !  tJiey  are  stniak  "with  a  strain 

■from  the  sky. 

ttaifte  and  meteor  o'eroome  tbem  with  won- 
der;— 
'The  iigbt  and  the  warbling  are  equally  new ; 
Even  their  flocks,  as  if  startled  by  thunder. 
Rash  into  groops,  and  retire  from' the  view. 


r^  this  Sheohbab,  as  light  fills  the  sun  ! 
We  come  as  Ibe  heralds  of  Christ's  Inoar- 

nation — 
The  Virgin  of  9ndah  hat  brought  Ibrfii  tier 

Sonl*  An  £sSHSrHERi>» 

Togtith  Park,  Dec.  95,  1821. 


1822.)]  Poetry  :-^To  the  Alabaster  Sarwphagus  in  theBrilUh  Museum.  2J 


ADDRESS   TO   THE   ALABASTER   tARCOPHAOUS   LATELY    DEPOSITED 

IN    THE    BRITISH    HUSEUM. 


z' 


(From  ilte  New  Monthly  Magasdne  Jbr  December  1891.> 


ThoQ  Alabttter  relio !  while  I  bold 
Mj  fawd  ipM  thy  teal  pCvred  amripD  thrown, 
Let  ne  recit  the  soenet  thoa  ooakTtt  unfold  • 
Might'st  tlio«  relate  Ibe  cBuigefl  thou  but 

koowB  ; 
Fortbos  wert  primitive  in  thy  formtliofi, 
XjbmIiM  from  tb*  Almighty**  haMi  at  the 

cfMtion. 

Yet^thoo  wert  preaeut  when  the  stara  and 

ikiei, 
Aad  worlds  ODQorober'd  rolVd   into  thoir 

plaoei; 
WlienGnd  from  Chaoa  bade  the  fpberetariie, 
Aad  fii'd  the  blazing  ran  apoo  ita  basia. 
And  with  bit  finger  on  the  boonda  of  ipeov* 
Marked  cot  eaeb  |/lanel*a  everlaating  race. 

How  naoy  thoatand  agaa  firoai  thy  birth, 
Tboa  siep'ftt  in  darkneaa,  it  were  vain  to  a»k, 
Till  %jpt's  aooB  upheaved  thee  from  the 

eirib, 
Am)  yeir  by  year  par*ae<l  tbeir  patient  taak  | 
Till  tbou  wert  earved  aad  deeorated  thnitf 
Worthy  to  be  a  king's  sareopbagoa. 

What  time  Elijab  to  the  skies  aseeodcd, 
Or  DsTid  reiga*d  in  holy  Palestine* 
Some  ancieot  Theban  motthrcb  was  extended 
.  Beaeatb  the  lid  of  this  emblazon'd  shrioe, 
Aod  to  that  sul>terr«neaa  palace  borne, 
W'bicb  toiling  agea  in  tbe  rock  bad  worn. 

Tbehet  from  ber  bondred  portalg  fill'd  tbe 

plaia, 
Toiee  the  car  on  wbioh  tbou  wert  opheld  :*- 
What  fuoeral  pomps  extended  in  thy  train, 
Wbat  bannera  waved,  what  mighty  masio 

<W0ird, 
As  armies,  pri^ata,  aad  arawds  bewail'd  io 
•  oborus, 
Tbeir  Kiog — their  God — tbeir  Serapis — 

tbeir  Oras ! 

Tboi  to  thy  second  quarry  did  they  thrust 
Tbee,aod  tbe  Lord  of  all  tbe  nations  round. 
Grim  kin^  of  silence !  monarch  of  tbe  dast ! 
EnbalfflM — anointed — jewell'd— sceptred— 

crown'd, 
Here  did  belie  in  aUte,  cold,  stiff,  and  stark, 
A  leathern  Pharaoh  grinning  in  the  dark. 

Plages  roll'd — battheir  dissolving  breath 
Could  oolj  blacken  thai  imprisoo'd  thingi 
Wbich  wore  a  ghostly  royalty  in  death, 
Aiif  it  straggled  still  to  He  a  king ; 
And  each  revolring  century,  like  the  Ittt, 
hA  dropp^dita  dast  upon  thy  lid-^^aad  pasp'd. 

The  Persian  conqueror  o^er  Egyjit  poorM 

Hii  devastating  host,  i  n«tley  crew  ; 

lie  iteel-clad   horsemen — the   bmrbarian 

borde— 
nanc  and  men  of  erery  sound  and  hue— 


Priests,  arohera,  eadnoha,  ooncniHBea,  and 

bra  tea, 
.Ganga,   trampeis,  oymbals,  daloimers,  and 

lutes. 

Then  did  the  fierce  Gambysea  tear  away 
The  pond'ronsrouk  f  batkeal'd  thesaored  tomb; 
Then  did  the  tlowly-penef  rating  ray 
Redeem  tbee  from  long  eenturiea  of  gldoa, 
Aad  lower'd  torches  flasb'd  agaiaatthy  aide, 
AsAsia*s  King  tby  blason*d  trophies  eyed. 

Plock'dfronhisgrave,wilb  saerilq^ovstanatt 
The  features   of  the    royal   oorpse    they 

scaon*d  : — 
Dashing  the  diadem  from  his  temple  gaunt. 
They  tore  the  toeptre  from  hla  graspless  band. 
And  on  tboae  fields,  wbere  omo  hia  will  witf 

law. 
Left  him  for  winds  to  waste,  and  bewta  to 

gnaw. 

Some  pioQsThebans,  whan  the  storm  was  nurt, 
Upolosed  the  sepulchre  with  cuoning  skiff  ; 
And  Nature,  aiding  their  devotion,  cast 
Over  its  entrance  a  eoneealidg  rilL 
'llien  thy  third  darkneaa  oame,  aad  thott 

didV  sleep 
Twenty-three  centuries  in  silence  deep. 

But  he  from  whom  nor  fwramid,  nor  sphinx. 
Can  hide  its  secrcsies,  Belzoni,  came ; 
From  the  tomb*s  mouth  unloosed  tbe  granite 

links. 
Gave  tbee  again  to  light,  and  life,  andfama. 
And  brooght  tbee  from  tbe  sands  aad  deserts 

forth. 
To  charm  the  pallid  children  of  (htf  luirtb. 

Thou  art  in  London,  wbiob,  when  tbou  wert 

new. 
Was,  vrbat  Thebes  ia,  a  wilderness  and  waste, 
Wbera  savage  beaatsmore  sftvage  men  pifrsatf, 
A  aeeae  by  nature  on  rs'd'^-by  man  dpagrae'd . 
Now — 'tis  tbe  world's  metropolis — tbe  high 
Queen  of  arms,  learning,  arts,  and  Inxory. 

Here,  where  I  hold  my  hand,  'lis  strange  to 

think, 
WhtX  other  hands  perchance  preceded  mine ; 
Others  have  also  stood  beside  thy  brink, 
And  Tsinly  contfd  tbe  moraliziBg  Kna. 
Kinga,  sages^  obiefii,  that  loaob'd  tbia  stone, 

like  me, 
Wbere  are  ye  now  ?  wbere  atl  mu«t  shortly 

bel 

All  is  mutation ; — be  within  (bis  stone 
IVaii  once  the  greatest  monarch  of  the  hour: 
His  bones  are  dost— bis  very  name  unknown. 
€lo~-leam  frmn  bim  the  vanity  of  power. 
Seek  not  the  frame's  corruption  to  control. 
But  build  a  lasting  mansion  for  tby  soul* 

n. 

E2 
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The  Evidence  and  Authority  of  Di-  an4  unwise  to  decline  the  contest ; 
vine  Revelation :  being  a  View  if  they  will  persist  in  their  "  dirty 
qf  the  Tettivumy  of  the  Law  and  work ;"  if  they  will  go  on  re^assert-  * 
the  Prophets  to  the  Messiah,  mth  ing  the  perfidioas  calumny  and  the 
the  iuhsequent  Testimonies,  By  refuted  lie ;  if  they  will,  whether 
Robert  Haldane.  In  two  vo-  stupidly  or  treacherously,  repeat 
lamesj  8vo.  London.  Hamilton.  wiUiout  shame  the  thread-bare 
1816.  sophism,  and  jingle  the  rusty 
The  evidences  of  Christianity  have  chain  of  assertion  and  dedamatioti, 
been  sb  often  made  the  subject  of  'with  about  as  much  variation  as  is' 
specific  inquiry,  and  their  force  to  be  found  in  the  parrot's  lesson 
and  fVilness  have  so,  frequently  or  the  cuckoo's  note — why,  we 
hieen  urged,  even  to  satiety  of  de-  must  even  make  up  our  minds  to 
monstration^  that  it  may  with  some  meet  them  in  this  puny  warfare, 
be  made  a  question  whether  it  can  and  calmly  to  re-urge  the  bright 
be  necessary  to  revive  the  inquiry ;  truths,  and  unanswerable  reasons, 
whether  any  thing  more  be  re-  which  have  already  been  so  often 
quisite  than  to  refer  to  that  which  and  so  successfully  displayed, 
has  already  been  effectually  done ;  And  after  all,  could  we  forget 
and  whether  it  may  not  even  be  the  melancholy  nature  of  the  ne- 
conddered  as  inexpedient  to  dis-  cessity  which  constrains  us  to  re- 
cuss  these  matters  de  novo,  since  new  the  conflict,  there  is  some- 
this  perpetual  re^agitation  of  set-  thing  delightftil  and  exhilarating  in 
tied  points  may  be  construed  into  thus  reviewing  the  strong  posts 
a  sort  of  restless  consciousness  of  and  commanding  fortresses  of  our 
weakness  and  ^lure ;  into  a  vir-  position.  We  challenge  reference 
tual  admission  that  our  ground  is  to  any  system  which  can  call  up 
not  yet  secure,  and  that  our  bat-  a  tythe  of  the  mass  and  volume  of 
tered  munitions  continually  de-  evidence  that  inevitably  establishes 
mand  the  helping  hand  of  some  the  truth  of  Christianity.  Are  facts' 
diligent  and  dextrous  "  repairer  of  required  ? — we  present  them  in 
the  breaches."  We  admit  that,  in  profusion.  Is  personal  testimony 
part,  this  is  really  the  case;  we  exitcted? --we  tender  it,  select,  un- 
are  entirely  of  opinion^  that,  to  tainted,  unexceptionable.  Is  pre- 
prove  the  divine  origin,  character,  scription  necessary  ?-— where  else 
and  aim  of  the  Scriptures,  is  agere  can  be  unfolded  such  an  unbroken 
actum;  that  to  press  the  argu-  chain  of  unhesitating,  yet  rational' 
mentative  evidences  of  divine  re-  reception  ? 

velation  on  the  beaten  and  scat-  A  critical  history  of  the  apolo- 
tered  enemies  of  our  triumphant  gists  for  Christianity,  from  Justin 
faith,  is  a  task  which  must  make  and  Origen,  to  Paley  and  Watson, 
the  heart  sink  at  the  humbling  would  anord  much  interesting  and 
iUustfation  which  it  affords,  of  the  important  matter;  but  it  would 
blind  and  impious  arrogance,  and  also,  we  fear,  lead  to  the  distress- 
obstinacy  of  the  human  hearty  in  ing  conclusion,  that  the  most  elo- 
its  incredible  enmity  against  the  quent  and  ^gumentative,  have  not 
glorious  Gospel  of  the  blessed  God.  always  been  the  most  evangelical, 
But  9iDce>  unhappily,  such  is  the  defenders  of  Christianity.  Many 
state  of  things,  that  the  miserable  have  nobly  asserted  the  verity  of 
partizans  of  unbelief  are  unceas-  the  Gospel,  on  general  grounds, 
ingly  endeavouring  to  renew  theit  who  seem  to  have  been  lamentably 
"feeble  fight,"  it  were  unworthy  deficient  in  the  personal  apph'ca- 
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tion  of  its  essential  qualities.     We  '  ne^s  and  Authenticity  of  the  Holy 

could  refer  to  works,  admirable  in  Scriptures  —  Inspiration    of    the 

composition^  unanswerable  in  ar-  Scriptures^-^History   of  the   Old 

gument,  but  betraying  throughout  Testament— Miracles  of  the  Old 

the  absence,  in  the  writer,  of  all  Testament  ^Types  of  the  Old  Tes- 

vi^a/knowledge  of  the  grand  truths,  tament-— Prophecies    of  the  Old 

whose  strength  ^d  glory  he  was  Testament— General   Expectation 

so  forcibly  asserting.    In  fact,  not*  oi  the   Messiah— Appearance   of 

withstanding  some  respectable  at«  the  Medsiah'--*Testimony  of  the 

tempts  to  supply  the  desideratum,  Apostles  to  the  Messiah^-^Testi- 

there   has  long    been  an   urgent  mony  of  the  first  Christians  to  the 

want  of  a  dear  and  manageable  Messiah — The  Testimony  of  the 

summary,   exhibiting  the  general  Apostles  and  first  Christiana  is  not 

evidence  and. the  actual  state  of  opposed  by  any  contrary  Testi- 

the  question,  written  by  a  man  of  mony — ^Testiroony  to  the  Facts  of 

clear  head,  well  furnished  mind>  the  Gospel  History,  from  the  ad- 

and,  above  all,  of  genuine  piety,  mission  of  those  who  professedly 

We  feel   much  gratification  in  opposed  or  wrote  againat  Chris* 

presenting  to  our  readers  the  work  tianity — Testimony  to  Facts  re-^ 

before  us,  as  an  able  and  satisfac-  cord^  in  the  Gospel  History,  and 

toiy  effort  to  meet  this  pressing  to  the  progress  of  the  Gospel,  by 

exigency.     We  shall  not  affect  to  Jewish  and  Heathen   Historians^ 

introduce  Mr.  Robert  Haldane  to  and  by  the  public  edicts  of  the 

the  knowledge  of  our  readers ;  the  Roman  Government  •—  Testimony 

praise  of  his  zeal  and  piety  is  in  to  the  Messiah  from  the  sncoeaa  of 

all  the  churches ;  and  if  we  had  the  Gospel — Facts  recorded  in  the 

never  before  met  with  evidence  of  earlier  parts  of  the  Scripture  EEis- 

hia    abilities    and    acquirements,  tory  cannot  be  disproved,  and  are 

these  volumes  would  give  ample  corroborated  by  Traditioi>-*-Tesli- 

proof  of  their  vigour  and  ripeness,  mony  to  the  Messiah,  firom  Pro* 

He  has  produced  a  valuable  book,  phecies  that  are  at  present  ful- 

admirably   calculated  for  the  ac-  filling  in  tlie  world— Conclusioa. 
ccxnplishment  of  its  specific  pur-         We  shall  not  inquire  whether 

pose ;  and,  while  all  may  read  it  this   arrangement  might  not,   in 

with  improvement,  we  would  espe-  some  respects,  admit  of  improve- 

cially  recomnfend  it  to  that  exten-  ment ;  it  is  comprehensive,    and 

sive  class  who,  without  opportu-  its  treatment  is  substantially  excelr 

nity    of   making  a  large  circuit  lent;  neither  shall  we  undertake 

through  theological  literature,  have  the  formidable  task  of  analjrsing 

been  accustomed  to  exercise  their  an  analysis,  or  of  abridging  a  coip- 

faculties  on  the  subjects  here  dis-  pendium.     We  are  happy  to.  b^ 

cussed.     While  they  will  find  a  able  to  supersede  the  exjpediency 

due  proportion  of  the  learning  of  of  this,  by  a  warm  recommendai- 

the  inquiry,,  they  will  also  be  gra-  tion  of  the  work  itself;   but  we 

tified  and  profited  by  the  decided  should,  not  satisfy  ourselves,  nor 

reference— and   this  is  the  high  do  justice  to  the  author,  withoiit 

distinction  of  the  present  work—*  citing  two  or  three  examples  of 

to  evangelical  principle.    After  an  his  style  and  manner, 
introduction,    which    we    should        The  first  essay  is  excellent,  but 

have  liked  better  had  it  been  con-  we  should  have  felt  ourselves  in^ 

fflderably  extended,  the  following  debted  tor  Mr.  Haldane  fen*  a  fvXkx 

subjects  are  successively  discussed :  and  deeper  discussion  of  the  dif- 

Necessity  of  a  Divine  Revelation*—  ficult  but  important  inquiry  con.- 

Periecuttng  Spirit    of   Pagan?-^  cerning  the  lan>  wrilien  on  the  hemrL 

Cr^ibility  of' MixAdesr— Genuine*  In  the  regiUar  page  we  are ;«ii«wre 
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that    it    ^as    scarcely    admissible,  of  toleration,  thit  wngaUrily  Las  proceeded 

with    reference    to    the   design  of  from  the  .leady  reHolution^of  the  ciHI  r^^^^ 

-              -      -                  ^         .   ,  .®r  girtrale/     In  opposition,  however,  to  this, 

the  work,  but  a  note  might  have  le^  „,  ^^^  ,^^0  from  Mr.  Home  bimaelf. 

found  d  convenient  place,  gteatljr  in  another  part  of  his  writian;*,  to  whom 

to  the  advantage  of  the  argument.  "  «>   reasouahle  a  doctrine,*'   aa  that   of 

Much,  relative  to  this  knotty  point,  ioleraiion   o^^^,  ,„  onioiy. 

i_     1          ^r         ry  i^       d^i     »  ^n   ^"   History  of  England,    in  nar- 

may  be  learnt  from  Bishop  Butler  s  ^^i^^  ^^  erenu  of  1644.  and  hpeakfn^  of 

profound  sermona  on  human  na-  tbc^   Independents  in  that   Goimtry,    Mr. 

ture ;  they  are,  indeed,  deplorably  H««e  says,  •  Of  all  the  Cbriatiaa  sects, 

defisctive,  inasmuch  as  they  con-  *>"V^«»  i»»e  first  which,  daring  its  pro- 

^  .                 ji-  ^»    _^                  •^'           /•  sperity  as   well  as  its  adversity,    alwavs 

tarn     no     distinct     recognition    (^  idopted  the  principle  of  toleratioi.    And'it 

evangelical  principle,  even  m  that  f<  remarkabU,  that  to  retoonahU  adoctrnte 

stage   of  the  inquiry  when  such  a  owed  iU  origin,  not  to  reasoning,  hut  to  the 

reference    is    indispensable ;    but  !^g^*  i  extravagance  and  fanaticism/ 

at_»          v.  ^     a.'  1                :    ^  :      1  Here,  notwithstanding  all  ho  has  said  id 

their  substantial  reasoning  is  de-  ^.^  ^^  ^  ,j,^  ,^,^„^„^  p^^i,  ^^ 
cisive,  and  we  should  exceedingly  PoiythciKts,  exalting,  in  this  respect.  Pa- 
like  to  see  it  judiciously  connected  ganism  at  the  expense  of  the  Christiaa 
with  a  fair  and  complete  expo*  reKgion.  he  now  informs  ns,  that  mnr^^tAan 
•.»  _  n  r*  ^^^^\  4^.4.u  n  thousand  years  after  Paganism  had  ceased 
tttion  of  Gospel  trutil.  ^  ^^^  the  doctrine  of  toleration  owed  its 
From  the  second  chapter  we  ^igin,  not  to  the  reasoaiog  of  pbilosopliers 
extract  the  following  passage,  both  or  to  Polytbeists,  bnt  to  a  seet  of  Cliria- 
as  a  ffood    specimen   of  dextrous  *»*"■•      Fanatiwiwn  and  Uie  Christian  ro. 

«idfiur  logical  miHtancy,  and  as  J^*^^  ■'•'  "''^  ^^^  '"^'^''  synonymous 

illustrating  a  fact,   of  which,    as  .*  h  |g  worthy  of  remark,  that  thoso 

CongregationalistS,  we  feel  justly  Christians  to  whom  Mr.  Hoase  ascribea  the 

proud.      It  will  also   afford  us  an  ©"gin  of  toleration,    had  a  dear  onder- 

opportamty  of  afterward,  pointing  rttV«»u.  ?3  :l  ^'^:n 

out  a  part  of  Mr.  Haldane  S  argu-  religion.     Of  their  practical  regard  and 

naent,  which  we  think  exceedingly  adherence  to  that  doctrine,  as  well  n  of 

well  manaired*                  ^  tlieir  seutiments  on  toleration,  Mr.  Baiioj, 

who  «<pas  Principal  of  the  college  of  Giaa- 

**  Mr.  Hume  says,  '  So  sociable  is  Poly-  gow,    and  who  attended  the  Assembly  of 

theism,  that  the  otmost  fierceness  and  arer*  West  minuter  in  1643,  writes,  in  o«e  of  Ma 

ftion  it  BMCta  with  in  an  opposite  religion,  letters  to  Scotland,  as  follows :  '  They  will 

ia  scnrce  able  to  disgnst  and  keep  it  at  a  admit  of  none  to  be  members  of  ifaeir  oon- 

distance.*     He  speaks  of  *  the  tolerating  gregatiom,  of  whose  trne  grace  and  rege- 

^irit  of  idolaters'  as  '  rery  obvioos,'  and  Deration  they  have  no  good  evidence.     By 

says,  *  that  the  intolerance  of  almost  all  re-  this  means  they  wonld  keep  ont  all  the 

li|«ioaa  which  liave  maiotaiavd  thet  onity  of  Gfariatian  ohurcb  forty  for  one  of  the  ntem- 

Ood,  is  M  remarkable  as  the  contrary  prin-  bera  of  the  best    reforiMd  eburoljes." — 

oiple  of  Polytbeists.*  "  Many  of  them  preach,  and  some  print  a 

«  When  Mr.  Hume  contrasts  '  the  tole-  liberty  of  conscience,  at  least  the  great 
rating  principle  of  idolaters'  with  the  *  in-  equity  of  a  toleration  of  all  religions  ,- 
tolerance  of  almost  all  religtona  that  hate  that  every  manshonld  be  permitted  witlioat 
tnaiBtanad  the  oaily  of  God/  the  excep-  any  fear,  so  much  as  of  cB^ooatenanoe 
tion  "  almost,"  used  for  a  cover,  is  not  from  the  magistrate,  to  profess  pabliclj  bin 
intended  to  exonerate  the  Christian  re-  conscience,  were  he  never  so  erroneous, 
ligion.  Aocordinglv,  be  soon  alter  takes  and  also  live  according  thereonto,  if  he 
oare  to  inclffde  Christianity,  by  an  indirect  trovMe  not  the  public  peace  by  any  sedi* 
olMrge  agalast  it,  from  Ibe  cendact  of  tioas  or  wicked  practice." 
ChristiaDa.  '  If,*  says  he,  *  amongst  Cbria-  ,  '*  Prom  this  account,  we  learn  what  were 
tians,  the  English  and  Dotch  have  em-  the  views  of  those  Christians  on  toIeratioD» 
braoed  the  principles  of  toleration,  this  and  that  this  principle  was  not  taken  op 
iiitgnlarity  baa  proceeded  from  the  steady  through  any  accidental  occorreace,  bat  ne» 
resolotion  of  the  civil  magistrate,  in  oppo-  ceasarily  arose  from  their  koowledgie  of  tbe 
-aitioB  to  tbe  continued  ^orts  of  prieata  nature  of  the  Christian  religion.  For  who- 
and  bigots.*  Our  attention  is  thus  called  ever  understands  the  doctrine,  of  regenera- 
te the  tolerating  principle  of  idolaters,  and  .tion,  and  acts  upon  it  as  they  did,  cannoty 
the  intolerance  of  the  Christian  religion ;  with  any  consistency,  adopt  the  prinoiplos 
and  we  are  here  informed,  that  if  any  of  persecutiva.  By  confounding;  the  king- 
€brittiaiM  *  fatre  ombraoad  the  principkui  dom  of  Isrftel  with  tb«  kingdom  of  bMT«ti» 
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ChrvflaM  may  Tall  into  nMwj  BMsUkes,  and 
fciTe  oftea  dene  so.  Bat  wfien  the  dkiiBo- 
tioB  betwceo  these  kiogdons  ii  oiider«tood» 
at  tlie  foendation  of  which  lies  the  doctrine 
of  regeneration,  these  mistakes  will  be  reo- 
tified.     And  the  whole  of  the  doctrine  and 


covers,  and  imiies  at  that  ignomoe  whiob, 
apart  from  the  outward  glare,  sees  notfciiu; 
whateTer  to  attract  admiration.-  Jaat  so  K 
is  in  regard  to  the  Old  Testtmant  dispev- 
sation.  It  is  capable  of  being  seen  in  parv 
tial  and  distorted  liglits ;  but  when  pro- 


precepts  of  tiiat  kingdein  '  which  is  not  of  perlj  attended  to  and   aaderstood,   when 

this  world/  will  be  seen  to  stand  dtrectlj  --—- '  '-—  "^ '  '•»---*    --  -•  "•- 

opposed  to  everj  kind  of  perseontion."-— 
pp.  57 — dO. 

When  we  just  now  alluded  to 
a  part  of  these  volumes  which  ap- 
pears to  us  peculiarly  well  exe- 
cuted, we  had  in  view  the  singu- 
lar  skill  and  adroitness  with  which 
Mr.  Haldane  involve  the  anta- 
gonists of  Christianfty  in  the  most 
awkward  entanglement  of  self- 
contradiction.  From  Gibbon,  and 
especially  from  Hume,  he  elicits, 
foy  a  masterly  cross-examination, 
a  complete  stultification  of  their 
own  case.  He  compels  them  to 
diat  most  entire  of  all  discom- 
fitures^ self-refutation ;  and  shows, 
triuoiphantly,  not  only  the  weak- 
ness, but  the  malice  of  their  ag- 
gression. Great,  liowever,  as  is 
the  ge&ezid  excdlenoe  of  the  work, 
ve  liave  been  particularly  io«- 
terested  i>J  that  portion  of  it 
which  extends,  ^nder  the  title  ci 
'  Condusion,'  from  l^e  268th  to 
to  the  402d  page  of  the  second 
volume.  As  an  impressive  com- 
pendium of  glorious  and  awful 
truths,  forcibly  and  sometimes 
eloquently  written,  it  has  our 
.earnest  approbation ;  and  it  strike^ 
418,  that,  with  a  little  amplification 
and  adaptation,  it  might,  in  a 
cheap  form,  becdoie  popular  and 
useful  as  a  separate  publication. 
The  following  extract  is  beauti-- 
fuSy  conceiv^  and  happily  ex*- 
pressed:*^ 

"  The  inaa  who  noTor  has  considered  the 
Motions  of  the  heav«oij  bodies,  is  entirely 
squaioted  with  their  order,    discermi 
.in  tlia  fiuse  of  the  heavens  bjr  night 


viewed  from  the  oross  of  Christ,  in  wfaieli 
its  rarious  parts  onito  and  termiaato,  baok 
tbroogli  all  its  sooeesaive  periods  to  its 
commencement,  nothing  etti  appear  mf/mm 
orderly,  more  beaatifnl,  more  digniSed.  Its 
Terj  ontward  form,  taken  as  a  whole,  and  as 
inclnding  so  iQeoh  of  ttie  obaraoter  of  O'ed 
and  of  his  law,  has,  to  those  who  ooasider 
it,  an  imposing  g^andear,  whiob  still  ar- 
rests and  orarawes  the  nation  of  the  Jews, 
who  having  yet  the  reii  upon  their  hearts, 
oaonot  '  stedfastlj  look  to  the  ood  of  that 
whioh  is  abolished.'"— pp.  «79,  fGO. 

From  the .  portion  of  these  vo^ 
lumes  which  contains  what  may 
be  termed  the  graeral  improve* 
ment,  w6  select  &e  following  pas- 
sage, not  as  superior  to  others,  but 
as  containing,  within  convenient 
limits,  an  entire  subject. 

"  There  is  another  elass  of  persons  who 
ABVSR  the  Gospel.  They  profess  to  receivo 
it,  hot  are  evidently  not  walking  aooordiog 
to  St,  Snoh  persons  are  described  in  Serip^ 
tore  as  having  a  (brm  of  godliness,  hot 
denying  its  power.  They  profess  that  thej 
know  God,  but  in  works  they  deny  him. 
They  are  bearers,  oot  not  doers  of  the 
word.  Tbey  listen  to  the  Gospel  *'  ss  a 
very  lovely  song,"  and  "  sit  before  Ood  as 
his  people  do,  aiad  hear  his  words,  bot  they 
will  not  do  them:  for  with  their  raontfa 
they  shew  mnoh  love,  bot  their  heart  goeth 
after  their  covetonaness.** 

**  That  these' persons  laboar  ondor  some 
radical  mistake  respectiog  the  Gospel,  al- 
tfaoogh  it  may  not  foe  possible  for  others  to 
discover  where  it  ties,  is  most  certain ;  for 
faith  and  works  are,  in  the  eovenant  of 
God,  indissolobly  connected.  The  Gospel 
bringeth  forth  Irnit  in  every  man,  from  the 
day  he  hears  it,  and  knows  the  grace  of 
God  in  truth.  Such  persons,  therefore,  do 
not  believe  the  Gospel,  but  hold  something 
also  that  seems  to  resemble  it  ThMr  hearta 
remain  onobanged  and  nopnrifiad*  'The  love 
of  the  world,'  in  one  form  or  other,  poa- 
sesses  their  minds*  They  are  erer  learn- 
ing, and  never  coming  to  the  knowledge  of 
the  truth.  They  appear  to  be  branohes  in 
the  trne  vine,  but  they  are  not  united  to  it. 
bat  confased  masses  of  Inminoos  bodies.     There  is  some  unperoeived  flaw  whiob  aepa- 


among  whiob  there  is  ao  appearance  of  any 
regularity  and  design.  He,  on  the  other 
hwd,  «bo  baa  ilpdiad  thoir  laws,  observod 
their  order,  and  ooanted  tbeir  number  as 
hr  aa  Ihey  are  visible,  perceives  the  most 
striking  iadicfttioos  of  wisdom  and  arrsng^- 
He  is  flighted  with  what  he  dla- 


rates  them  from  it,  so  4faat  they  receive  no 
sap  and  nourishment,  and  therefore  briog 
forth  no  fruit  to  perfection ;  while  the  true 
branohes  are  pruned  that  they  may  bear 
more  fruit,  these  will  at  last  be  .cut  off  and 
burnt. 

«  This  case  is  exfUfined  hj  tho  fMmfaia 
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.  of  tli#tover,  in  wbiob  there  «re  three  uu  of  a  comprehensive  and  popular 

©f  persoBt  CO  whom  ihe  word  for  ••eaw"  manual  on  the  important  subjecU 

bad  certain  effects;  bat  at  laat  they  leil        ^     i.-  u  •«.  .^     ^       tif^u      «.     i  ji 
away,  for  they  ne.er'«.der.loodMt.Ano.  of  which  it  treats.    Without  pledg- 
tfaer  Yiew  of  the  save  ease  is  gtren  io  the  ing  ourselves  to  an  imphcit  com- 
parable of  the  ten  Tirgios,  which  represeuu  cidence   With  every  minute   par- 
•aoh  people  as  mainuioios  a  profession  to  ticular  of  these  volumes,  we  tender 

the  last.  This  P»fj"«  »/f  V^iTfT"*  our  thanks  to  Mr.  Haldane  for  this 

■aiiire.     It  descnbes  the  kiogdom  or  bea«  •     ,.  .  ,  . ,  ,  ,. 

ven.    It  represents  the  ten  virgins  as  all  JudlClOUS  and   seasonable  publica- 

bftYiflg  laipps — a  prefession  of  religion  and  tion.   , 

Jeoenoy  of  condoet,  wbieb  made  them  so  **%%.,^*vw% 

nneb  resemble  each  other,  that  none  were 

Mspeoted  by  the  rest.    None  of  them  oTen  Memoirs  of  the  Life  and  Writings 

4bem  labottred  onder  a  mistake,  renpecling  JJ'^'  Lord  liishop   qf    Lhester, 

his  cbaraeter.     He  neither  knew  them,  nor  Editor  of  the   London  Pofygloi 

was  lie  known  of  them.    While  the  bride-         Bible.      With  Notices  of  his  Co^ 
groom  tarried,    they  all    il-w^red  and  ^'^^^  ,„  fl^^t  iUustrious  Work,' 

slept— tbey  were  all  in  a  state  of  secnrity,  J^  ^i      ^  w     m'  j^    r\  '     ^   i 

somo  on  solid  and  others  on  false  gronnd*.  Qf   the    CuUwatton    of     Vri&Ual 

At  length  be  came,  <bot  five  of  them  were  Learning  in  this  Country,  jprC" 
•not  in  a  fit  condition  to  go  ont  to  meet  bim»  ceding  and  during  their  Time, 
.fortbeybadnooilin  tj»«r  jainps.    Theii-  y^   ^^^   ^   ^^^     jP      ^^^^ 

X>rofession  wu  ▼ain»    A  radical  defect  was  ,  ir-   j*     j*  jy    ai. 

then  discovered.    The  others  entered  into  '^  *     0»ll     yinOtcatum     Of    the 

the  marriage  sapper,  and  these  were  ex-  Pollfgf4}t.     JBy    the    Rev,   Henry 

oUded.     This  appears  to  be  a  easf  of  the  John  Todd,  M,A.F.S.A.,  Chap^ 

Wrongest  kind.    Itmay  seldom  happen  that        ^-^  ,,,  Ordinatv  to  his  Majesty, 

^9ich  per^NM  at  no  period  saapect  them-  o         a    '  i      o  toa-i      'r 

adves;  1>?4  they  nwy  at  one  time  h^ve  had  <F»  ^  Y^ff'  8t;a  182I.«p^L,on- 
.  joy  from  sometlung  tbey  believed,  and  may  don  :   Rivingtons. 

afterwards  have  rested  upon  it,  and  Jolled  _  x»  n  •        tvr  i^. 

them«(rives  into  false   pecurii/.      Their  A»E  name  of  Brian  Walton  can 

siiuatiAn,  op  the  whole,  if  peculiarly  aw fnl.  never  be  mentioned  by  a  biblical 

They  may  not  be  hypocrites,  bat  are  self-  scholar^  but  with  the  profoundest 

deceived.  The  fatal  ermr  with  snch  per-  respect.  The  service  rendered  to 
4K0DS  ondoubtedly  consists  in  some   self-      .  ^  ^  j  ir^.      «.         u 

rigliteoas  dependence    short  of  Christ.  ^^  cause  of  sacTed  literature  by 

Perhaps  they  trust  to  the  appointed  means  the    publication    of    the    LoNDON 

of  edification,  and  make  a  righteonsness  of  PoLYOLOT,   cannot  be  too  highly 

these,  or  of  their  supposed  faith  and  ac-  estimated.     Its  editor  is  entitled 

qoiebcenoe  in  what  they  ronceive  to  be.  the  .      .  ^    j  .«  .  .1 

/Qospel ;  or  it  may  be  to  yeal  for  some  of  *»  »?  ranked  among  the  most  ll- 

it>  doctrine^,  which,  ip  a  certain  wa;f ,  mny  lustrious  men,  whose  names  adorn 

bp  held  separate  from  Christ,  eM>ecinlly  in  the  annals  of  ouF  country.     Die 

%  ooiintry  where  they  enter  into  the  gene-  ferfn-  f^m  him,  aS  we  COnscictt- 

fal  profession  that  is  made.    To  snch  per-  ^.       ?    j  _  ♦         • . 

eons  the  Scripiore.  say, '  Awnke,  thou  lihat  ^^I^s^y  ^^  upon  various  important 

aleepes^  and  arise  from  the  dead,    and  points,  on  which  the  authority  of 

£/l)rist  shall  giye  thee  light.'    They  call  on  the  Bible,  in   evQry  version  and 

^tm  to  ^itencj  the  awful  denunciations  of  dialect  under  heaven,  is  interpoa- 

wr»H.  ajjiinst  the  workers  of  .piquitj.wd  ^         ^  disapproving,  asweber- 

4gain<t  tho49  who  ^ay,  JLiord,  I^ord,  and  do  J^  *  «mi\*.  w*«»|Tp«vT«jg,  <»  w^  s^^ 

mi  ^hat  he  ocimmands.    Lfit  then)  mei^-  tamly  do,  ot  many  things  m  his 

«ure  themselves,  opt  1|je  one  another,  but  spirit  apd  COnductj  yet,  SO  fai*  fr.oni 

?>y  the  word  of  God;  ^nd  giving  up  all  wishing  to  detract  frow.the  iwiit 
their  false  refuges  in  which  they  trust,  apd       f  y^     lahiiiirs    we  csnxuA  exmreaa 

;whicb  hM e  ^ot  proiited  tbepi,  let  them  f'  '"^  laDours,  we  cannot  express 

iBoroe  nnto  Jesus.  Christ,  «nd  he  will  give  voo  Strongly  our  admiration  ot  the 

t^emrest,takingMpontbein  bis  yoke  w(lich  wisdoQl    that   planned,     tltC    dtlU- 

In  .eMy»  and  his  burden  whicJ|  is  %l)t."—  gence  which  pursued^    wd    the 

PP,3^9-tS4^*  .  learning  which  executed,  this  im*. 

Svich  is  our  estimate  of  a  work  mortal  Work, 
which  has    our   general    recpnv-        With  these  feelii^s,  ve  h^ed 

vmeadatioi)  to  all.  ^^ho  are  in  quest  the  aonoimcement  oi*  a  life  qf 


J822.3       Ihc  Right  Rety.  B.  Walion,  D.D.  BUhop  of  Chester.  3S 

Walton^  from  the  pen  of  a  gentle-  of  Magdalen  College^  Cambridge ; 

man/  who,  we  believed,  possessed  whence  he  removed  to  Peter  House, 

both  the  talents  and  the  disposi-  as  a  sizer,  in  I6I8.     In  1619>  he 

tion,  to  do  him  ample  justice.     If  took  the  degree  of  B.  A.;  in  l623, 

we  have  not  found  the  firatlfica-  that  of  M. A."  Such  is  the  informa- 


tion  in  examming  these  Memoirs, 
which  we  had  anticipated,  we 
know  not  whether  we  ought  to 
ascribe  our  disappointment  to  the 
writer  or  the   subject.     We  ex- 


tion  concerning  the  first  twenty- 
three  years  of  Walton's  life,  with 
which  Mr.  Todd  has  supplied  us ! 
*f  From  Cambridge, '  he  departed 
for  a  curacy  and  mastership  of  a 


pected  a  considerable  portion  of    school  in  Suffolk;   and  thence  to 
high  church  prejudice,   and  anti-    the  metropolis,  as  an  assistant  at 


puritan  zeal.  Any  thing  else  would 
have  been  unnatural  in  a  royal 
chaplain.  This,  accustomed  as 
we  are  to  such  things,  would  not 
have  mortified,  scarcely  even  have 
ruffled  us.  But  we  certainly  hoped 
to  be  edified,  with  some  account 
of  the  piety,  as  well  as  of  the  learn- 
ing of  the  Bishop.  Whether  Mr. 
Todd  oould  find  nothing  to  say  on 
this  subject,  or  took  for  granted 
tiiat  the  Editor  of  the  Polyglot, 
and  Bishop  of  Chester,  must,  as  a 
matter  of  course,  have  been  a  most 


the  church  of  Allhallows,  Bread 
Street  He  soon  became  possessed 
of  a  London  rectory,  that  of  St. 
Martin's  Orgar,  in  ldS6.  Here 
he  was  employed  in  (what  we 
should  not  have  considered  an  ap- 
propriate preparation  for  the  Poly- 
glot) "  A  Minute  Inquiry  into  the 
Law,  and  a  Proposal  of  Improve* 
ment  in  the  Pa3rment  of  Tythes'in 
that  City."  The  fruit  of  his  Ifr. 
boiirs  in  this  very  interesting  de- 
partment to  all  clergymen,  still 
remains,  (though  an  abstract  has 


pious  man ;  or  whether  he  thought  been  published)  amcmg  the  manu- 
Dr,  Walton's  piety  of  less  interest  script  treasures  of  the  Archiepis- 
Vid  impcMtance  to  the  reader  than  copal  library  at  Lambeth.  &)on 
his  learning,  we  cannot  tell.  Such,  after  this  service,  he  was' instituted 
however>  are  our  impressions  re-  to  the  two  rectories  of  St.  Giles  in 
specting  Walton,  if  Mr.  T.  has  the  Fields,  Loildon,  and  of  San- 
told  all  that  coidd  be  known  of  don,  in  Essex.  He  is  aupposed 
him,  that  we  are  very  sorry  he  did  to  have  been,   at  this  time,   also 


not  see  the  propriety  of  allowing 
the  world  to  know  him  merely  in 
connexion  with  his  great  under- 
tEdung;  So  far  as  Walton  is  con- 
cerned, the  Memoirs  are  dry  and 
meagre  in  the  extreme ;  and  the 
most  dbjectionable  parts  of  his  con- 
duct are  so  needlessly  thrust  for^ 
ward,  and  so  feebly  defended,  that 
we  are  convinced  his  reputation 
must  suffer  by  this  performance. 
The  Memoir  vrbich  \ve  shall  fur- 
nish, and  which  will  contain  every 
fict  ct  importance  in  the  work, 
will  satisfy  our  readers  of  the  jus- 
tioe  of  these  remarks. 
Brian  Walton  was  btim  some 


Chaplain  to  the  King,  and  a  Pre- 
bendary of  St  Paul's.  In  }6S9, 
he  pro^eded  D.  D.  at  Cambridge. 
In  l64K>^  he  lost  his  wife,  who  was 
buried  at  Sandon,  and  of  whose 
amiableness  and  piety  the  epitaph 
on  her  tomb  speiQcs  &vourably. 

Hitherto  Dr.  Walton  was  a 
rising  man ;  but  as  the  times 
began  to  diange,  he  soon  expe- 
rienced treatment  pf  a  difierent 
description.  "  Having  earnestly 
contended  (says  his  biographer,) 
fixr  all  that  a  liberal  and  learned 
pro^BSsion  had  endeared  to  his 
brethren  and  himself,  he  became, 
as  rebellion  advanced  successfully. 


where  in  the  Nofth  Biding  of  the  scorn  of  those  who  then  re- 
Yorkshire,  some  time  in  the  year  spected  neither  learning  nor  Hbe» 
1600  ;  *'  and,  in  July,  I6I6,  he  is  rality ;  and  was  prpnoUnced  a  dc- 
sdd  to  have  been  admitted  a  sizer  linquent."  Such  is  a  specimen  of 
Cong.  Mag.  No.  49.  F 
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the  wholesale  invective  and   oa-  In  cons^uence  of  these  charges 
lumny  in   which   Mr.  Todd  in-  being  proved,  Walton  lost  both  his 
dulges,  wherever   the  men   who  rectories ;  and,  for  something  else 
fought  and  suffered  for  England's  hot    mentioned,    was,    in    1642, 
liberties  and  laws  are  concerned.  "  sent  for  into  custody  as  a  dc- 
If  this  be  the  language  which  is  linquent/'     He  afterwards  retired 
most    acceptable    in    the    circle  to  Oxford^,  where  he  formed  the 
in  which   Mr.  Todd  moves,  we  design  of  publishing  the  Polyglot  ; 
must   tell    him,    regardless   how  and  went  to  XiOndon  in  1 651  or 
he  or  his  *'  patroi^  lords"  may  re-  1652,  to  carry  it  into  execution, 
ceive  it,  that  it  is  as  untrue  as  it  is  Having  completed  this  noble  work, 
illiberal;    and   that,  they  are  no  and  contrived  to  get  it  dedicated 
friends,  either  to  episcopacy  or  the  to  the  King,  he  waited  patiently 
family  of  Hanover,  who  use  it  or  till  the  monarch  was  in  a  capacity 
give  it  their  countenance  to  reward  him,   and  was  conse- 
That  Dr.  Walton  lost  his  pre-  .  crated  Bishop  of  Chester,  Decem- 
ferments  is  most  true;  and  glad  ber  2,   l66o.     He  did  not  long 
should   we   have   been,   however  enjoy  his  episcopal  honours.     He 
hard  it  might  have  borne  on  the  had*  scarcely  taken  possession  of 
opposite  party,  had  Mr.  Todd  sue-  his  see,  with  more  pomp  than  be- 
eeeded  in  proving  that  he  at^ht  came  him,  when  he  was  called  to 
not  to  have  lost  them.    A  petition,  i^ear  in  Jhat  state  where  pomp 
it  appears,  was  presented  to  Par-  and  learning  are  of  no  avail.     He 
liament  against  the  Doctor,   con-  died  on  the  2'9th  of  November^ 
tuning  certain  charges ;  and  which  f66 1 ,  and  \^  buried  in  St.  Paul'i^ 
was  afterwards  published,   imder  Cathedral.      The    inscription    on 
the  title  of  '*  The  Artides  and  his  monument  seems  to  attach  as 
Charges,    pfoved    in   ParliameTrt,  much  importance  to  his  c^poBitiDti 
against  Dr.  Walton,  wherein  his  *'  to  the  tyranny  of  the  usiirpa-i 
Subtle  Tricks  and  Popish  Innova-  tion,"  and  dislike  to  "  the  lebel- 
tions  are  discovered."     From  this  lious  and  pro^e  rabble^"  as  to 
pamphlet,    Mr.  T.   furnishes    us  his  superintending  the  production 
with   some  extracts,   and   endea^  of  the  proudest  monument  of  Bri- 
vours,  we  think  unsuccessfully,  to  tish  literature, 
rebut  some  of  the  charges.    These,         Such  is  the  substance  of  the  in- 
the  pamphlet  asserts,  were  proved  formation  contained  in  these  two 
in  Parliament,  and  the  truth  of  them  volumes,  price  one  guinea,  of  the 
as  matters  of  fact,  Mr.  T.  even  ad-  personal  life  of  their  chief  subject* 
mits*^    Walton  was  a  pluralist — an  We  feel  for  the  honour  of  BL^op 
admirer  and  supporter  of  the  eccle-  Walton,    and   the  credit  of   Mr. 
siastical  regimen  of  Laud  ;  as  fond  Todd,  in  making  this  statement, 
of  money,    and  not  so  fond  of  In  justice  to  the  latter,  however, 
preaching,  as  became  a  clergyman ;  vtb  must  say,   that  he  does  not 
more  attached  to  the  paraj^emalia  seem  to  have  had  it  in  his  power 
of  episcopacy,   than  to  the  good  to  do  much  more;  and  on  the 
opinion  and  edification  of  his  peo-^  collateral  topics' which  he  has  con- 
pie  ;  and  a  decided  opposer  of  the  nected.  with  Walton's  life,  he  has 
men  and  measures  a£  the  Parlia^  famished  us  with  some  valuable 
mekit  of  England.     We  are  sorry  information.     To   some  of  theise 
to  be  obliged  to  state  these  things,  we  shall  now  .advert,  pointing  out 
but  they  are  ei^ident  on  the  face  of  with  freedom  the  mistakes  in  rea- 
Mr. '  Todd's  statements ;    and  so  soning>  or  fact,  into  whichi  hs  ap- 
llttle  impoirtance  does  he  attach  to  pears  to  have  fallen, 
such  trilbs,  that  he  scarcely  at-        The  first  aiid  most  interesting 
tempts  td  set  any  o£  them  aside,  of  these  topiics  is  the  Htei^u^y  his- 
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tory  of  the  Polyglot     How  long    iittempts  of  that  kind,  and   that 


Dr.  Walton  had  revolved  the  plan 
of  this  work  in  Ms  own  mind^  and 
vhat  preparations  he  had  made 
for  it  in  private,  before  he  com- 
municated the  matter^  does  not 
appear.  In  i65^,  a  description 
of  the  proposed  work,  and  condi- 
tions of  pablication  were  laid  be- 
fore the  public.:  Of  this  original 
paper,  Mr.  T.  has  published  a 
copy.  By  these  conditions,  it  ap- 
pears that  every  subscriber  of  £lO. 
was  to  be  supplied  with  a  copy, 
and  a  subscriber  of  £50,  was  to 
receive  six  copies.  As  the  Lexi- 
con  was  not  then  publibhed,  this 
must  have  been  a  very  fitir  price, 
according  to  the  value  of  money 


came  so  near  perfection,  as  to  dis- 
courage all  future  ones." 

A  full  description  of  the  work 
itself,  we  deem  unnecessary  to 
give  in  our  pages.  Our  learned  rea- 
ders must  be  well  acquainted  with 
it,  and  others  will  easily  find  a  de- 
scription, if  they  wish  it.  Let  it 
suffice  to  state — ^that  it  contains 
the  Scriptures  in  Hebrew,  Samari* 
tan,  Greek,  Latin,  Chaldaic,  Sy- 
riac,  Ethiopic,  Arabic,  and  Persic, 
with  Latin  versions  of  all  the 
oriental  tongues.  The  whole  of  the 
Bible,  however,  is  no^  to  be  found 
in  all  these  languages^  as  some  of 
the  oriental  versions  are  incom- 
plete.     The  most  correct  print- 


at  the  time,  for  the  six  volumes  of  ed  editions  were  followed,  and 
the  Bible*  Walton  proceeded  on  many  manuscripts  of  high  anti- 
very  safe  ground^  in  the  publica-  quity  collated  for  the  work.  Great 
tioD.  The  first  volume  was  not  to  pains  were  taken  by  a  number  of 
be  put  to  the  press  till  about  learned  men^  as  well  as  by  Wal- 
£l 500.  was  paid  in,  and  for  each  ton,  in  editing;  and  it  is  truly 
of  the  remaining  volumes^  about  astonishing,  how  accurately  the 
iltOO.     In  the  first  year  after  the  whole  is  printed.     Learned  Pro- 


proposals  were  published,  £4000. 
was  subscribed;  and,  by  May, 
1653,  the  sum  of  £9000.  was  pro- 
mised: such  was  the  zeal  with 
which  the  work  was   taken  up 


iogemena  are  prefixed  to  the  work, 
and  the  last  volume  is  filled  with 
Appendices  of  various  readings  and 
other  critical  apparatus.  A  full 
view  is  at  once  afforded,  on  open« 


during  that  period  of  supposed  ing  the  book,  of  all  the  texts  and 
fimatidsm  and  confusion.  Paper,  versions,  so  that,  in  the  course  of 
free  of  duly,  was .  aHowed  by  the  a  few  minutes,  a  scholar  may  sa- 
Protector,  'and  £  1000.  subscribed  tisfy  himself  respecting  any  text, 
by  his  Council  of  State.  To  this  as  far  as  the  original  Scriptures, 
circuin^anoe,  we  must  again  ad-    and  the  earliest  translations  of  them 

can  afford  satisfaction.  It  is  far 
more  complete  than  any  former 
work  (^  the  kind,  and  leaves,  even 
to  the  present  day,  little  more  to 
be  desired  or  added. 


vert. 

The  work  went  to  press  in  Sep- 
tember, or  October,  l65S;  and 
next  year,  the  first  volume  was 
completed,^  and  delivered  to  the 
safawribers.  In  l655,  the  second 
vdume  was  finished ;  in  1 6.56,  the 
third;  and,  about  the  close  of  the 
year  l657,  the  remainder.  Two 
pnssses,  we  are  informed,  were 
eqgagsd  &r  the  work.  '^  And 
thus,  m  about  four  years,  wm 
fimshed  the  English  Polyglot  Bi- 
Ue;  the  glory  c?  that^age,  and  iji 
the  English  diurch  and  nation  ;  a 
vork  vastly  exceeding  all  fcmner 


"It  has  been  said,  that  Dr.  WaHoa 
tboQglit  hifluelf  bband  in  gratUade  to  de- 
dioate  bit  Poljrglot  to  Cromwell ;  and  sone 
have  aopposed  that  tliis  reptiblicaD  dedioa- 
tion,  aa  it  hat  been  oailed,  wu  aotnallj 
nade.  I  will  reettfy  tfaete  auittera  in  Dr. 
Walton't  own  wordt;  which  eontain  in- 
formation httberto,  1  beliere,  atfootioed, 
«nd  certainly  of  a  rery  interettiBg  deterip- 

tllMI. 

•  «<  It  appears  in  the  dedloation  of  the  Po« 
iTglot  to  K4ng  Charles  II.,  of  wbiob  the 
existenoo  has  been  hy  some  deniedi  that 
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Dr.  Walton  Imd  sent  a  •pcoim^n  of  the     aimed  to  extert  a  dadicatiOD  from  him."— 
work  Ui  the  exiled  monarch,  before  he  had      Vol.  i.  pp.  81-85. 

entered  upon  iu  and  had  received  «.  .n-  q      ^            exquisite  morsel  of 

Bwer,  worthy  of  a  King  to  gireJ  namely,  ^"  ""*''  *t''          t                          . 

that  if  meani  had  not  been  wanting  in  JUs  argument    SO    CUriOUSly    wrought, 

§xHe,  he  vxmld  have  supplied  the^otts  rfsuch  to  justify  ingratitude  and'  courtly 

a  work.  Dr.  Waltoa  prooeeds  to  iDform  hie  geryility,  we  must  take  the  liberty 

Bjpjeity  of  the  resoiqtion  he  had  formed,  ^  offerinff  a  few  remarks.     We 

After  be  was  deprired  of  his  preferments,     "*    wuc**tig    c*  i.^- _    -ayr, 

and  not  allowed  to  officiate  pnbUolj  as  a    doubt    Very   much  ^^ether  Mr. 

olergyroan ;  lest,  as  he  modestly  expresses     Todd  himself  is  quite  satisfied  With 

himself,  he  should  teem  to  have  Uved  whxtlly    ^^  reasoning ;  at  any  rate,  we  are 

useless.    He  then  says    that  at  the  very  1^-  ^^^   ^^  ^ih  readeW  will 

ginning  of  the  work  he  intended  to  dedi-  tTT  ^       ^  ^  *  J      u*«    ^tf 

Sate  it  to  his  Majesty;  that  many  could  at-     be.     Wcf   entertttU   IIO  doubtS    of 

test  this;  that,  daring  the  usarpation,  the  Walton's  gOOd  afiection  tO  EpiSCO- 

intention  ponld  only  be  concealed  ;  and  that  pacy  and  royalty,  even  during  their 

the  usarper  of  royalty  was  not  fairly  entitled  ^^^^^g  fortunes :  and  that  it  WOuld 

to  a  dedication  of  It     For  Cromwell,  wjiom  ,  ' .^i„  «..wwl   .o^r 

be  emphaiicafly  calls  the  great  dragon,  have  been,  We  scarcely^iieed  say, 
seems  to  haveconsidered  the  Polyglot,  at  lis  probably,  more  agreeable  to  bia 
outset,  as  affording  an  opportnnity  of  exbi-    feelings  and  principles  to  have  de- 

Wtiog  himself  as  a  great  literary  patron ;  ^^j;^^  ^^  Polyglot  to  Charles. 
and, perhapst  he  commanicated  to  Dr.  Wal-    -^  Ai^Ji^^^Jt   *#v    ;«««>»«>a 

ton  thldXe  of  having  the  work,  there-  Nor  are  we  dispos^  to  impute 
fore,  inscribed  to  him  j  which  the  learned    blame  to  him  for  entertaining  these 

editor,  if  he  did  not  absolntely  refuse,  hesi-    principles   and  attachments.      It  is 

tated  to  promise.  Perftopi,  the  coldness  of  |jjg  subsequent  Conduct,  that  we 
Dr.  Walton,  upon  this  occasion  was  the  re^^^    Strongly  censure.  and  Still  more  so 

son  why  neither  the  onee  expected  thousand     o«.i.vwg  ^  v^  *•      /.  i  .    i  .  t 

pounds,  nor  any  part  of  it,  in  aid  of  the    the  reasoning  of  his  biograpber  m 

work  are  believed  to  have  been  advanced  its  defence.  ». 

by  the  influence,  or  from  the  purse  of  CroiB-  j^.  jg   really  amusing  to  observe 

^ell.    However.  tlut,»ghttodepe«dcnu  ^  ^^^^    j^^    ^  j^       ^ 

of  the  Uaurper,  it  is   evident,   that  Vr,  .  .»/•»••        ^ 

Walton  noderstood  a  suppression  of  hU  the  promise    worthy  of   a  King  to 

work,  unlets  it  should  be  dedicated  to  Crom-  give!     The  promises  of  kings  in 

well!  For  a  deliverance  fi^om  the  implica-  general  are,  we  fear,  not  much  tp 
tion,  as  well  as  from  any  fury  of  the  Usur.    ^    depended  on.     The  promise  of 

per.  Dr.  Walton  is,  therefore,  iitrlygratefttU     ^'^  ,    *%..  ^,      ,       ^        .,      .. 

"  It  U  probable  that  this  trihute  of  wel-  suck  a  Kmg  AS  Charles  m  exile,  it 
come  was  seui to  the  King  in  1659;  about  is  pitiM.to  quote  as  evidence  of 
which  time  also,  we  way  suppose  the  two    ^ny  thing.     We  hope  if  Mr.  T. 

last  leaves  of  tbe  original  Preface  to  the     j^g^j^gg    ^^y   assurancCS   of  royal  * 
Polyglot  to  have  been  cancelled,  and  three  ^i.  -n    u^  -«-.-«  «,^.Ju» 

others  substituted  in  their  place.     The    ^vour,  they  Will  be  more  worthy 

former  mentioned  Cromwell  thus  :**  Prime     of  credence.      Walton's   talkmg  of 
autemeommemorandi  quorum  faoore  chartam    Cromwell  as  the  great  dragon.  Will 

a  rectigdUbtu  immunem  habuimus,  qvfd    probably  remind  our  readers   of 

2SittT,^j::?!riaS:  l**,-**  snathe  dead  Con.     Cn«a. 

nmo  D.  Protectore.  efusque  ConcUio,  operi$  well  was  no  more,  When   WalUm 

promorendi  causa,   benigne  coafirmatum  et  ventured  thus   to  revile  him.      It 

continuatum  erat/  in  the  latter,  there  was  ^^  ^^^  enough  to  blot  his  name 

rtt."'^i°'r,ssr'dC;^:  outof«,dedi«tion,itw-sthou^t 

omitting  the  Protector's  name,  and  inclnd*  nght  to  blot  it  out  Ot  tbe  JLamO^f 

ing  him  and  his  Council  nnder  of  eos,fuortti»  (qq^    qf  life,      Cromwell  t7  seems 

favarexhartam  a  rectigaUbus  immunem  ha-  considered  the  publication  of  the 

.^tmus.    it  would  have  certainly  been  in  t>^i,.^i^«.     -„    ^.*.w»»4-»i»»if^  ^  ««_ 

conformity  to  the  liberal  noUoii,  encon-  Polyglot,    an   opportunity  of  ap- 

raged  by  tbe  repnblic  «f  letters,  not  to  peanqg  as  a  hterary  patron,  and 
have  disguised  a  benefactor  and  the  bene-   therefore  endeavoured  to  exiort  a 

faction.     But  Dr.  Walton  had  been  workr     dedication  to  himsdf.    That  Crom- 

ing  ^°^f  /  .?<>^«»^»»«"*  7*^^^^  veil  patronised  Uterature,  is  weU 

him,  indeed,  his  paper  free  from  duty,  bat    ^         tr' ^  j     ^i       /.  i.«       -j 

had  deprived  him  of  all  his  proferments;    known,  mdependently  <rf  his  Md^ 

tiie  head  of  which  bad  also  nngeiieroBsly    ing  the  publication  of  the  Polyglot. 
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That  he  tiled  to  procure  it  to  be  not  look  at  all  on  that  side  of  the 
dedicated  to  him^  and  threatened 'a  argument  A  few  perhapses  are 
suppression  if  it  were  not,  are  ca-  the  most  convenient  things  in  the 
lumnies  unsupported  by  a  particle  world  for  propagating  slander, 
of  evidence  unless  the  ^evt?i«  of  Mr.  supporting  a  bad  argument,  and 
Todd,  atid  the  ambiguous  language  concealing  truth  and  righteous- 
of  Walton  about  the  thancipia  of  ness.  The  conduct  of  Waltto  i» 
Cromwell^  be  taken  for  proofs,  altogether  highly  discreditable  to 
What  is  the  evidence  that  Crom-  him,  and  the  dumsy  defence  of 
well  desired  its  dedication  ?  Per'  his  biographer  does  no  honour 
haps,  says  Mr.  Todd  I  What  is  either  to  his  head  or  his  heart* 
the  proof  that  the  XlOOO.  sub-i  We  are  sorry  to  dwell  on  such  a 
scribed  by  the  Protector's  council  subject,but  since  it  must  bedragged, 
yisa  not  believed  to  be  paid?  Per"  forward,  let  the  imprudence  of 
haps,  says  Mr.  Todd,. the  coldness  those  who  have  done  so,  and  who 
of  Dr.  Walton !  But  what  is  the  will  plead  disingenuously  for  evil, 
proof  that  the  money  was  not  paid  ?  bear  the  blame. 
Why  Dr.  Walton  did  not  acknow-  In  noticing  Dr.  Owen's  opposi- 
ledge  it !  We  will  try  the  force  of  tion  to  some  of  the  doctrines  ad- 
perhaps  too.  Perhaps  Dr.  Walton  vanced  in  the  Prologomena  to  the 
did  not  think  it  worth  the  acknow-  Polyglot,  Mr.  Todd  introduces  a 
ledging — perhaps,  he  thought  it.  a  note,  which,  as  another  specimen 
small  returfi  for  the.  loss  of  his  rec-  of  his  fairness  in  reasoning,  where 
tories  and  jpreferments,  (of  which,  men  of  another  [Hrofession  are  con- 
by  the  way,  he  had  not  been  de-  oemed,  we  quote  for  the  edifica- 
privedbyCromweirs.Govemment)  tion  of  our  readers* 
''i>erhaps,  the  gratitude  of  Walton  .,  ^^^^  ,^^„  ^^^  ^^^^^  ^  ^  ^.^^ 

was  not  so  powerful  a  pnnciple  in  iii»  inooonderate  attaok  «poD  Dr.  VJT.I- 

as  bis  love   of  literary  fame— ^er-  ton,  was  oertainl?  a  man  of  oomidoimble 

haps,  he  included  it  in  his  general  Iwraing.     Wood  oalb  him  and  Ooodma 

acknowledgment  to  the  favour  of  '^^'^^^f^  "?^^'^^'"lU  ni^t 

.,     ^^       ^         J  i_-    /-«          •!      AVff  pcndenc?/,  in  the  UniTorsilj  of   Oxford. 

the  Protector  and  his  Council.    Ut  got  th^ngt  a  rigid  Calnnirt.  he  U  said  to 

Walton's  fbrgetfulness  m  acknow-  have  Keen  of  rery  tolerant  prinoiples.     His 

ledging  his  obligations  to  others,  BermoM,  however,  oocaMonally  exhibit  great 

Mr.  Todd  has  furnished  a  striking  Jf*  '"  P*^"»  homage  to  the  wvereigntj  of 

ni     ^    ^.          •       ^1  •     ^              1        ^  the  people,  and  in  withdrawing  it  from  the 

illustration    m    this   very    volume,  lawful  King ;  in  arguing  also  npon  doctri- 

Speaking  of  Castell,  the  author  of  mtl,  as  well  as  political  notions,  maintained 

the  Lexicon^  he  says,  ^*  On  hild,  as  bj  Calvin,  which  let  us  hope  will  never  mora 

on  other     learned  assistants.    Dr.  tura  religion  into  rebellion,  and  faith  into 

xwT  ^l.                 ^        ^     ai^  A.    'u      u  Ji  faction:  the  miserv  of  whioh  oar  forefathers 

Walton    mentioned,   that    he    had  witnessed  in  the  time  of  Owen.    See  Mho 

bestowed  gratuities  ;   but  mentioned  Rebeb*  Catechism,  composed  in  an  easj  and 

not  that  De  Castell  had  spent  upon  fcmiliar  waj,  by  P^ter  Heylin,  to  let  them 

the  work,  as  he  himself  ieUs  us,  both  •««  tbf  Jeinousness  of  Miejr  offence.    Where 

.,             '    ..        /•        /•            ./  the  17tbqaestionu,  p.  12.    Is  it  not  lawful 

the    gratutty    for    h^   assistance,  to  bear  anns  agaimit  sovereign  prince. /or 

and  a   thousand  pounds  besides,'  the  preservation  of  reUgiouf    And  the  an- 

p.  l68.      If  .Walton  forgot  the   fa-  swer  ^,  *  Yes,  for  those  men  who  fiaee  re 

vours   of   his    friends,    it   is    not  Ugion  in  rebeUion,  and  whose  faUh  is  faction; 

wonderful    that   he  forgot  those  but  fomo  man  else.-' 

which  he  received  from,  such  as  Alas !  Mr.  Todd,  this  is  miser* 

he  deemed  to  be  his  enemies.   But  able  writmg,  worse  reasoning,  and 

there  can  be  no  perhaps,  as  to  drivelling  theology.    We  are  ex« 

the  probability  of  his  making  pub-  pected  to  admit,  it  would  seem, 

lie  Cromwdl's  breach  of  promise,  that  Calvinism  is  so  closely  linked, 

bad  he  really  never  received  the  Jirst,  with  intolerance,  nea^t,  with 

thousand  pounds.    Mr.  Todd  does  faction,  and  Jinallif,  with  rebellion. 
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that  Karoely  any  of  this  obnoxious    An  InirodncUom  to  the  Ctitiqal  Study 


sect  are^  or  have  been^  free  from  and EttomUdgeofthe  Ho^ Scrips 

those  fearful  crimes.    John  Owen  tares.      By  'Thgrnas    Sartwell 

is  an  exceptiim  to  this  sweeping  Horme,  M.A.     Second  Edition, 

impeachmenty  or  at  least  Mr.  Todd  revisedy  corrected^  and  ^nkwged. 


has  heard  so;   and  Peter  Heylin  Illustrated  with  numerous  Maps, 

is  an  evidence  of  the  truth  of  the  and  Fac^similes  ^BibUctd  MSS, 

general  charge  against  Calvinism!!  Four    volumes,    8tww   .London: 

The    all^atioDS    against  Owen's  .  ^CadelL    ISiSl. 

sennoos  are  as  false  as  all  the  rest,  ^^  Tntrodudimtoihe  CriHeal  »Mdu 

^  are  evidently  founded,  not  on  and  Knowledge  of  the  Hoh  Sc^ 

Mr.  Todd'sacquaintance  with  them,  ^^^^     Bu  T.  H.  Harne,  M.  A. 

but  on  the  report  of  others.     His  (Supplement,  to  complete  the 

language  is  a  mere  repetition  of  form«  editioih) 
the  slander  of  Anthony  Wood.    We 

intended,  had  our  limits  permitted,  Althouoh  it  be  no  part  of  our 
to  have  entered  somewhat  fully  plan  to  review  successive  editions, 
into  the  controversy  between  Owen  7^  ^  ^®  present  instance;  we  are 
and  Walton,  whidi  Mr.  Todd  has  induced,  by  the  high  diaracter  of 
revived  by  republishing,  very  un-r  ^^  work,  and  the  anxie^  we  feel 
necessarily,  as  we  think,  Walton's  ^  render  its  meritorious  author  all 
"  Considerator  considered."  We  possible  service  within  the  range 
say  unnecessarily ;  not  because  we  ^^  ®^^  recommendation,  to  depart 
are  not  glad  to  see  the  book,  whkh  froni  a  rule  of  which  the  general 
had  become  very  scarce,  but  be-?  observance  is  indispensable, 
cause,  as  a  vindication  of  the  Polyr  ^^  previous  examination  will, 
glot,  itis  now  altogether  uncalled  howevfer,  release  us  from  the  ne- 
for.  It  IS  besides  so  foil  of  un-  cessity  of  entering  at  large  into 
christian  asperity,  and  malevolent  ^®  details  of  arrangement  and 
kisinuation,  that  it  only  tends  to  execution ;  and  a  reference  to  our 
strengthen  the  un&voilrable  opi-  '  Review  of  Book*'  for  February 
ftion  of  Bishop  Walton's  reHgious  «nd  April  I8I9,  will  put  our 
Character,  which  the  memoirs  of  readers  in  possession  of  the  ceneral 
Mr.  Todd  painfully  justify  us  in  character  and  contents  ol  these 
entertaining.  The  account  of  the  volumes,  even  in  their  present  en- 
whole  controversy  our  readers  will  Iwged  and  improved  form.  The 
find  in  Orme's  Memoirs  of  Owen,  praise  whidli  we  then  bestowed, 
€»f  which  Mr.  Todd  appears  to  us  ^«  ^^d  rather  inclined  to  re-in- 
to  have  made  a  very  liberal  use  in  force  than  to  retract ;  and  the  in- 
hisapperidix.  His  attempt  to  con-  dustiy  and  intelligence  which  have 
irovert  some  of  Mr.  Orme's  re-  ^^  exercised,  in  the  removal  of 
marks,  we  leave,  with  a  perfect  ^«  gre^r  part  of  the  few  defi- 
eonviction,  tiiat  those  who  wiU  take  ciencies  there  pointed  out,  give  the 
the  trouble  of  comparing  the  two  author  a  speoaL  claim  to  our  ap- 
writers,-will  have  no  difficulty  in  probation.  In  fts  original  state, 
deciding  on  which  aide  the  truth  ^^  '  Introductioijf  contained  an 
lies.  extensive  variety  of  informatfon^ 
Of  Walton's  coadjutors  in  the  judiciously  compressed,  on  the  im- 
Polyglot;  and  sWne  bth^r  muscel-  portant  subjects  to  which  it  refers  ; 
laneous  matter  in  this  work,  We  the  labour  of  '  seventeen  years/ 
must  reserve  our  aooount  till  nett  had  been  devoted  to  its  comple. 
month.'  tion,  and  seldom   had  a  similar 

space  of  time  been  wxe  usefully 

(T9he  cottUnuid.}  oT  effectually  employeii    It  now 


IS^S.'^               itnd  Knanfledge  of  the  Hdy  Scriptures.  Sd 

appears  with,  ail  the  additional  ad-  guide  and  aid  to  many^  who  are 
vantages,  which  subsequent  revi-  not  likely  to  meet  with  it  in  its 
sion  and  reseaidi  have  enabled  present  connexion.  We  are,  how- 
Mr.  Home  to  supply,  and  com-  ever,  anxious  not  to  be  misunder- 
prizes,  in  its  present  fhape,  an  im-  stood,  as  making  any  objection  to 
mense  quantity  of  OMtter,  dis-  the  inquiry  itself^  or  to  the  mode 
tinctly  arranged,  and  perspicuously  in  which  Mr.  Home  has  conducted 
expressed.  Without  entering  intp  it  In  this  respect,  he  has  our 
a  minute  and  unprofitabit  lipeci-  cordial  approbation ;  he  has  ne- 
fication  of  the  very  numerotis  par-  glected  no  source  of  information  ; 
ticulars.  of  improvement,  we  niall  he  has  levied  rich  and  ample  con- 
eontent  ourselves  with  a  general  tributions  from  all  quarters;  and 
statement,  that  the  work  is  more  he  has  brought  into  a  clear  and 
than  doubled  in  bulk,  and  that  well  compared  system,  a  noble 
it  appears  to  have  undergone  a  treasury  of  evidences  and  reason- 
thorough  and  beneficial  re-exami-  ings.  If  he  has  now  and  then 
nation.  been  tempted,  by  the  abundance  of 

The  first   volume    consists    of  his  materials;  to  weave  his  texture 

Blatter  entirely  new,  and  contains  too  largely  or  too  finely,  he  has 

a  complete  digest  of  the  arguments  been  sSso  induced  to  this  by  the 

and  ^Eicts  connected  with  the  evi-  shifting  and  vexatious  warfare  car-' 

deuces  of  Christianity.  But  though  ried  on  against  Christianity,  by 

we  regard  this  as  a  very  important,  men,  rancorous  and  faithless,  who 

and,  on  ^e  whole,  as  an  exceed-  scruple  no  means  of  annoyance, 

ingly  well  executed  portion  of  the  and  shrink  from  no  species  of  hos- 

bookf  we  have  doubts  respecting  dlity,  however  despicable  and  de- 

the  expediency  of  connecting  it  grading,  against  a  revelation^  which 

with  the  present  publication.     In  is  at  once  the  object  of  their  hatred 

the  first  place,  it  seems  to  have  and  their  dread.     We  would  no^ 

been  in  some  degree  provoked  by  '  condescend  to  debate  with  the  in- 

the  miserable  attempts  of  CarlUe,  curable  malignity,  or  the  hopeless 

and  his  abettors,  to  discredit  the  infirmity,  of  such  arguers  as^Du* 

testimony  of  ffoly  Writ.     Now,  puis   and  Volney;    we  have  no 

though  we  disapprove,  on  every  feeing  but  scorn  or  compassion 

ground^  of  prosecution  for  opinion,  for  the  wretched  beings,  who  can 

we  really  iSank  that  such  persons  gravely  affirm,  that  Jesus  Christ  is 

are  utterly  beyopd  the  reach  of  the  Sun,  and  that  the  twelve  apos-« 

argument;  there  is  a  moral  degra^  ties  are  the  signs  of  the  Zodiac  \ 

diUioB,  an  intellectual  vulgarity  in  If  these  desperate  absurdities  are 

their  '  cast  of  thought,'  &bX  reti"  to  be  tolerated,  what  history,  what 

ders  thesn  incapable  of  compre-  narrative  of  yesterday's  events,  is 

bending  the  pure aiid  simple,  but  to  be  received?    If  these  things 

high  and  glorious,  verities  of  the  are  to  be  deemed  worthy  of  accep- 

Gospel ;  they  reject  Ma^es  akd  the  tation,  we  may  as  well  make  brief 

Prophets^  thdr  heart,  jike  that  of  work  of  the  whole  matter,  and 

Phaiaoh»  is  hardened,  though  theilr  throwing  Livy,  Thucydides,  Ta-* 

conscience,  like  the  magicians  of  dtus,  and  all  their  noble  race,  into 

his  ccnirt,  has  said, /J^titV^^^^/^i^er  one  grand  pile,  dance  round  the 

of  God!  fiame,  smgmg  pasans  lo  folly  and 

In  the  second  place,  we  think,  ignorance,  the  worthy  deities  of 

that. this  part  of  the  work  might  antichristian  superstition.     What 

have '..appeared'  .io'more  general  bt>ok  has  ever  been  sifited  like  the 

advantage,  as  a  separate  publica^  Bible  ?    Learning  and  illiteracy, 

tion:  it  is  remarkably  comptehen-  wit  and  stupidity,  have  alike  em- 

dve,  and  might  have  seized  as  a  ployed  themselves  in  assailing  its 
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defences.  And  what  weak  point  but  during  our  current  inspection, 
have  they  found  or  made  ?  What  a  few  particulars  have  suggested 
breach  have  they  effected  in  the  themselves,  two  or  three  of-  which 
large  extent  of  its  mighty  circum-  we  shall  advert  to  in  this  place, 
vallation  ?  Thanks  be  to  God  who  In  his  '  notice  of  the  princip^edi** 
giveth  us  the  victory,  our  fortress  tions  of  the  Hebrew  Bible/  Mr. 
defies  their  feeble  assailance,  and  ^om^  s>^ys  of  thedieap  and  wide- 
the  impregnable  munition  of  our  ly  circulated  edition  by  Doederlein 
£uth  mock'  the  weak  efforts  of  and  Meissner,  that  it  has  ^  a  very 
their  self-destructive  rage.  correctly  printed  text.'     We  can- 

Bj  many,  however,  this  volume  not,  of  our  own  knowledge,  con- 
will  be  deemed,  and  perhaps  just-,  tradict  this  affirmation,  for  though  . 
l|y,  a  well-judged  introduction  to  we  have  had  the  book  in. our  pus- 
the  rest  of  the  work;  and  we. are  session,  we  were  withheld  from 
fully  aware,  that  there  is  a  consi-  using  it  by  a  proper  regard  to  the 
derable  number,  even  of  ministers/  preservation  of  our  ey^ight;  but 
whosQ  means  afford  them  but  a  Jahn,  in  the  preface  to  his  .publi- 
scanty  library,  to  whom  it  will  be  cation,  expressly  asserts  of  these 
acceptable  as  a  convenient  manual,  volumes,  ^at  memUs  typographicis 
easy  of  access,  and  ready  for  fre*  ecatent.  Of  Jahn's  own  edition, 
quent  reference.  Obvious  as  are  we  find  but  a  very  imperfect  ac- 
tiie  evidences  of  Christianity  to  count  given  by  Mr.  H.  and  though 
the  thoughtful  and  furnished  mind,  we  have  had  occasion  to  inspect  it, 
it  is  still  pleasant  to  possess  a  full  our  manipulation  has  not .  been 
fraught  thesaurus,  where  our  me-  firequent  enough  to  enable  us  to 
mories  may  be  refreshed,  and  our  say  more  than  that  we  have  found 
deficiencies  supplied.  it  very  accurate  in  the  few  chap- 

It  is  impossible  to  contemplate  ters  that  we  have  read.  There  are 
the  range  of  reference  and  citation,  some  singularities  in  this  publiea* 
which  appears  in  the  text  and  in  tion;  Jahn  has  retained  fonly  the 
the  margin,  without  a  feeling  of  more  important  accents,  the  reges, 
gratification  that  such  a  JibKsral  the  me/^/ and  a  few  of  those  cbn^ 
portion  of  learning  and  talent  have  nectedy  with  the  points ;  and  has 
been  devoted  to  the  vindication  rather  conten^tuoiisly .  dismissed 
and'  illustration  of  the  Scriptures,  ^e  caierva  reUquorum.  He  iias 
And  it  is  dpe  to  Mr.  Home  to  also  altered,  in  some  respects, .  the 
state,  that  his  references  are  ho-  arrangement  of  the  text;  his  seo^ 
nest  and  substantial ;  they  are  not  donal  distribution  seems  to  be 
a  mere  parade  of  names,  thrust  good.  The  quarto  edition  is  said 
forward  to  give  the  semblance  of  to  be  somewhat  richer. in  vacious 
research;  but  an  intimate,  ac-  readings  than  the  octavo.  The 
qiiaintance  with  their  quality  and  jsditor  is,  we  believe,  a  Benedic- 
Weight  is  evinced  by  the  judicious  tine,  and  a  man  of  considerable 
and  efficient  uses  to  which  they    learning. 

are  applied.  It  is,  indeed,  by  no  The  Codex  Ebneriamts  is  said, 
means  one  of  the  least  important  by  Mr.  Home,  to  be  '^deposited 
characteristics  of  these  volumes,  in  the  public  library  at  Nurem- 
that  they  may  serve  as  a  critical  burg  ;*'  we  believe  that  it  was 
catalogue  of  the  most  important  always  private  property.  It  has, 
subjects  connected  with  biblical  we  understand,  reached  this  conn- 
literature.  We  do  not  profess,  in  try,  and  is  now  in  the  Bodleian 
this  second  review  of  the  work,  to  library,,fi)r  which  it  was  purchased 
have  bestowed  the  same  attention  in  Germany, 
pn  its  minutiae  which  we  felt  to  .  The  Codex  Leiceshfends  is  ar 
be  eiqpedient  in  the  first  instance ;    manuscript,  modem  but  podi^ly 


valuable^   and  lodged  in  a  place    >"ff  ^b«<  *^  I>m  reoentlj  been  i^Uipiecl  m  • 

iW;.!.^    •«.!    .kafi..^*^»  '    T^    ^«  f  oner,  iba  mlio' in  tW  Prote*iMit  EfHdbo. 

injaiy   and   abstraction.     Ten   pr  p,i  gemioary  .t  KewUreo,  in  NorthA«e. 

twelve   years,  back,   we  recollect  rict." 

:seein^  hi  a  shattered  apartment.  The  supplementary  volume  iVa 

fiirti^ed  with  a  scantling  of  and-  'striking  mustration  oi  the  honour 

ouated  volumes    on    wotm-eaten  and  disinterestedness  of  the  edi- 

shelves,  and  termed,  by  courtesjr,  tor.     It  seems  to  be  a  recognized 

the  Town  Library  of  Leicester,  a  principle,  in  t!)e  present  times,  thit 

mattascript,,  which  we  understood  every  successive  edition  of  a  work 

to  ^^   that  in  quesfion,  but  oh  may,    with  perfect  propriety,  do 

which  we  bestowed  little  or  no  at-  its  best  to  make  its  predeces^iji 

lention,  from  circumstances  which  worthless ;  but  in  the  book  before 

themajestuj monosyllable  wt:  would  us,  Mr.  Home  has  paid  the  most 

make  it  as  awkward  as  it  is  unne-  painful  attention  with  the  view  of 

cessary  to  detail.     The  curator,  or  :cQropleting   his  ferst  pubUcation. 

curatrix,  of  the  library  was  an  el-  The  volume,   teken  singly,  con- 

derly  woman,  and  the  whole  affair  tains  an  interesting  and  important 

presented  as  foriom  an  aspect  of  collection  of  essays  on  scripture 

neglect  as  c^n  well  be  imagined,  geography  and  antiquities,  forn^- 

Now  we  really  think  that  a  manu-  fng  the  entire  third  volume  of  the 

script  which  excited  the  curiosity  new  edition;  and  besides  this,  it  hai 

of  Michaehs,  and  of  which  it  is  de-  ..  Xwo  handred    Md   fifty  oIomIj.  hot 

Sirable  to  ascertain  the  precise  cha-      dcarlj  printed   pages  of  cHUci^l   matter. 

racter  and  history,  should  not  be  comprizing' addhioua!  aocbnirta  of  MSS.  df 
left  in  its  present  hazardous  state:  ,  )**L"'''*®'  and  printed  editions  of  the  Ne«r 

m^^  ««:«.  ^J^  ^f'  .^..^^^  ^^  •  ^  J  Tealament,  with  a  oopioaa  biatorj  of  the 
we  are  not,  of  course,  acquamted  trau»lationa  «f  the  Scripture,  into  the  ««. 
with   the  privileges   or.  tenures   of     dern  languagcn  of  Barope,'*&c.  &0. 

the  Lei^cester  Library,  but  we  should  The  maps  are  respectable;  the 

suppose  that,  if  the  manuscript  still  fac  similes  are  excellent;  that  pf 

cxSst,  there  would  be  no  difficulty  the  Biblia  Pauperum,  in  particu- 

m  procuring  its  transfer  to  the  lar,   might  pass  for  an  original 

British  Museum.  Mr.  Hftrne  seems  production, 

to  rate  its  value  very  high,  but  on  We  had' nearly  <Mnitted  to  atl- 

oonsulting  the  authorities  to  which  vert  to  the  very  pleasant  and  use?, 

•h^refers,  we  cannot  find  that  his  ful  way  in  which  the  quotations 

~o|$mon  IS  sanctioned  either  by  Mi-  from  the  Old  Testament  in  th^ 

diadisr  far  Marsh ;  neither  does  Mill  New,  Are  arranged  in  this  edition, 

as^sft'hrs  estimate,  for,  besides  no-  They  are  excellently  printed,  ajb 

ticin^  the  absurd  singularity  of  jfull  length,  and  in  parallel  coi- 

the  titles  prb6xed  to  the  Gospels  lumns,  and  present  to  the  eye  an 

in  th&  mutilated  manuscript,   he  "immediate  and  most  satisfactoty 

expre^  characterises  it  as  ncen^  view  of  this  important  branch  rf 

tiiirts    ceyi  nokkqUe    minus   probes  "the  general  subject. 

exewMat.    .       '  .In  siim,    we  congratulate  Mr. 

Bntwe^are  getting  on  endianted  Hofne  on  the  completion  of  tlii3 

ground,  and  we  must  recede  in  greatly  improved  re-publication  of 

time^  We  have  now  said  nearly  a  work  indispensible  to  .biblical 

all  tfcat  ay^arg  to  us  necessary  in  students ;  though  we  fear  that  thp 

'^wmhiendatidn  of  the  present  va:-  moderation  pf  its  price  leaves  ijt 

Hitflte  work,  whien  ^e  have  dtated;^  extremely  doubtful    whether    he 

in:  the  author's  own  words,  that,  can  expect,    even  with   a  rapid 

"'*»itddUioj.totheextojisWed^^^  '    Y^    ^^    j^j^j       ^pproaehing  to  a 

«lHob  his  work  has  oKtasned  10  the  Umrer-  iii  °  -.*:  ^    iP-    u:'- 

ttiie*,«id.otiiqctboaio«io..l|oniinaciesw    reasonable   prouneration  tor  hw 

&fr\mndt  be  haa  the  satisfaction  of  know-     labour* 

CoNo.  Mao.  No.  49,  O 
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The  Defence  of  Poesie.    By  Sir    have  possessed  endqwpfients^  ua- 

Pkilip  Sidney.     Folio  edition^     usually  rieh^  but  to  have  enjoyed 

J662,  them  in  a  combination,  not  less 

The  Defence. OF  PoESiE,  viewed    unusual.    At  the  age  of  twenty- 

as  the  production  of  an  age  when     one,  Sir  Philip  Sidney  was  Bfint, 

the  human  mind  was  but  newly    by  Queen  Elizabeth,  asambassa^ 

liberated  from  a  millenium  reign    dor  to  the  court  of-  Vienna^  at  a 

*'of    ignorance,    superstitidn,'   and    time  when  the  Protestant  interest, 

'  slavery,  and  when  Knowledge  and    both  in  England  and  throughout 

'reason  were  scarcely  established  in     Eurqpie,  ,was  threatened  with    a 

.  their,  rights,  or  setUed  in  their  k-    most    farmidable    coalition ;    and 

gidmate  seats,  will -ever  be  deem-  'when    the    Queen  was    anxious, 

*ed  a  work  ofunrivaliedTnerit;  but    above  all.  things,    ip  defeat    the 

'as  the  production  of  •  a  ^ottw^  mflw,  .efforts  of  Spain  to  form  a.com.- 

•it  will  be  ranked  among  the  most  ■  bination  with  Vienna,  against  Eng- 

*  extraordinary  works,  <yf  which  this  land.  In  thi«  very  critical  and 
*or  any  other  nation  has  to  boast,  ^important  situation,  Sidney  ac- 
'  Some  account  of  its  amiable  and  '  quired  the  confidence  of  Elizabeth 
'"accomplished  author,  may  not  be  and- her  cabinet,  compelled  tlie 
•unacceptable,  *  before  we  proceed  *  universal  admiration  of  foreigners, 

•  to  a  brief  notice  of  the  work  "and  brought  honour  to  the  coun- 
•itself.  .  .try  he  represented.  He  became 
f>  '  Sir  Philip  Sidney  was  one  of  not  only  the  glory  of  England,  but 
'the  splendid  worthies  that  adorned  •  the  .admiration  of  foreign  nations. 

the  age,  and  dharmed  the  court  of  .His  fame  is  said  to  have  been  so 

/Elizabeth.    He  was  early  distin-     great,  about  this  period,  and  his 

guished  by  his  eminent  attainments   .  character  so  princely,  that  the  Po- 

'in  learning;  and  by  an  exquisite    landers  would  have  chosen  him 

Versatility  of  genius.  -He  came  for-    for  their  king ;  but  England  could 

ward  before  the  eye  of  the  world,    ,not  resign  so  large  a  measure ,  of 

'while  yet  a  boy,  and,  under  the    'its  glory,  nor  his  Queen  lose  ao 

^patronage  of  the  Earl  of  Leicester,     bright  a  jewel  from  her  cronvn. 

'took,  at  once,  a  most  conspicuous     At  the  age  of  thirty,  he  was  -en- 

'Station,  among  a  galaxy  of  minds    trusted  with  the  government^  of 

as  splendid  and  powerful  as  ever   [Flushing  and  Bainekins,  during 

^adorned  our  native  land.  To.  shine    the  wars  in  the  low  countries; 

In  wit  and  in  poetry,  in  the  same     and  he  discharged  the  duties  of 

age  with  Shakespeare  and  Spen-^   .that  important  station  with  great 

,ser ; — or  to  attract  attention,  as  a     credit  to  himself,  and  satisfaction 

^statesman,  while  such  men  as  Wal-   .  to  the  Dutch.  .  He  signalized  him- 

singham^  Cecil,  Burleigh,  Brom-     self  for  bravery  at  me  taking  of 

"ley,  and  others  of  like  rank,  were     Axel  and  Dorp.     But  his  career, 

,^uidingthea^irp'of  the  nation; —    .though    glorious    almost    beyond 

or  to  acquire"  renown  as  a  soldier,    parallel,  was  mournfully  brief.  He 

in  a  field  of  heroes,  and  a  nation     was  wounded  in  a  battle  with  the 

of    knights,     argues     tdents    of    Spaniards,  before  the  town  of  Zut- 

the  rarest  kind ;— but  when  emi-     phen.     The  enemy  were  beaten^ 

tience  is   acquired  in    all   these,     but  the  fall  of  Sir  Philip  Sidney 

and  that  alike  conspicuous  in  li-     may  well  determine  the  loss   to 

H;erature,  iii  the  field,  and  at  court,   .have  been  on  the  side  of  the  Engw 

^proves  the  subject,  not  (»ily  to  'lish*    He  received  a  musket  ball 


In  tl)e  thighs  jof  which  he  soon 
after  died.    While  lying  on  the 
field  of  battle^  a  bottle  of  water  was 
brought  for  his  relief— the  only 
fud  that»  during  the  heat  of  the 
conflict,    could    be  procured,  fot 
bim;  but.  seeing  >  wounded  Spa« 
niard^  one  qfUieenismjf,  lying  near 
Vxv^y  in  a  more  mi^emble  condition 
than  him^eH;    the   luagnanimoui 
hero  said,  Thi$  plan's  necessiijj/  t| 
still  greater  than,  piine,  and  directe4 
the  water  to  be  given  to  him.  Thu$ 
fell  the  accomplished  and  univer- 
sally admired  .Sir  Philip  Sidney^ 
vhosefame,  though  he  died  at  th^ 
age  of  thirty-»tWQy    is  second  to 
-none  of  his  contejmporaries ;  and 
Iiad  he  reached  the  ordinary  life  of 
mail,  there  is  no  saying  how  high 
be  might  have  raised  the  renowi^ 
of  the  age  that  bore  him,  or  how 
far  he  mi^ht  have  enriched  those 
sciences  and  arts,   for  which  na- 
ture seems  to  have  endowed  him, 
luidJin   which  he  appeared  dea* 
tined  to  exceL     Sir  Robert  Naun-? 
ton,    in   the  FragineiUa  RcgaUa^ 
says  of  him,  "  They  have  a  very 
qaaint    and    factious  figment  .of 
him :  That  Mars  and  Mercury  feU 
at   variance    whose    servant  •  he 
should  be.     And  there  is  an  epi« 
grammist  who  saith.  That  art  and 
nature  had  spent  their  excellencies 
in   his   fashioning;    and  fearing 
they  should   not  end  what  they 
begun,    they    bestowed    him    on 
Fortune ;  and  Nature  stood  mus^ 
ing  and  amazed  to  behold  her  own 
work.     But  these  are  the  petU'i 
lancies  of  poets. — Certain  it  is,  he 
was  a  moat  noble  and  matchless 
gentleman :  and  it  may  justly  be 
said,  without  hyperboles  of  fiction, 
«  it  was*  of  Cato  Uticensis,  that 
he  seemed  to  be  bprn  to  that  only 
which  he  went  about,,  versaiUis 
ingemi,  as  Plutardibas  it     But 
to  speak  more  of  him  were  to 
make  him  lessl" 

•  The  death  of  Sidi>ey  was  deeply 
huaented  by  Elizabeth.  The  court 
put  on  moumipg,  as  for  a  royal  per* 
8onag^,  aa(j('^l  jEu^op^sJf  mpathized 
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in  his  untimely  departure,  as  if 
Luman  nature,  and  not  England^ 
had  sustained  the  loss.  Religion 
and  Learning  too  wept  over  his 
tomb,  as  for  one  of  their  chosen 
sonjB'— an  ornament  and  a  bulwarl^ 
to  their  respective  interests,  which 
in  that  age  they  could  ill  afford  to 
lose.  Spenser,  whom  Sidney  had 
cherished,  is  said,,  after  his  deathj^ 
to  have  been  neglected.  Certain 
it  is,  that  when  Spenser  was  in^ 
troduced  to  the  Queen,  and  had 
presented  his  poems  ta  her  Ma«' 
lesty,  she  said  to  Cecil,  "  Givi^ 
him  an  hundred  pounds,;"  but  thc^ 
treasurer  thinking  that  sum  too 
much,  she  said,  '^  Give  him  what 
is  reason."  But  Cecil  forgot  Spen** 
ser.  The  poet,  however,  urged 
\>y  his  necessity,  presented  a  peti^ 
tion  to  the  Queen,  which  soon 
bad  the  desired  effect :  it  was  brief 
and  witty,  and  consisted  of  the 
foUowing  stanza,,  written  on  a 
small  piece  or  paper: 

**  I  was  promited  oa  a  time  ' 

To  nave  reason. fox  my.  rhytne  r 
From  that  time  unto  tHis  season, 

I  refCeived  nor  rh/me  nor  reason.^ 

•  I  .       . 

For  several  years  after  he  was  re«* 
warded  and  noticed,  but  died  in 
the  deefiest  want,  and  of  a  broken 
heart,  thirteen  years  after  hia 
friend  and  patron. 

But  we  return  from  this  digres* 
^ion.  Sir  Philip  Sidney  wrote  fov 
the  amusement  of  his  sister,  the 
Countess  of  Pembroke,  The  Arca-^ 
dia.  This  suigular  work,,  which, 
displays  some  of  the  greatest  ex<^ 
cellencies  and  defects  of  the  class 
of  composition  to  which  it  h&m 
long^,  was  not  intended  by  the 
author  to  meet  the  public  eye, 
and  cannot  therefore  feirly  be  sub- 
jected to  criticism.  It  was  written 
at  intervals,  and  as  business  per- 
mitted, while  he  was  at  court,  and' 
9oon  after  his  first  introduction. 
It  has  beauties  not  unworthy  the 
learned  and  ingenious  defender  of 
poesy,  and  in  sou^e  parts  rivals  in 
grace,  simplicity,  and  .power,  the 
choicest    ^basfsages-  HI    our    great. 
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cfaraioatist ;    b^t    Jhowever    beatt*  laid'  elegant^  often  powerful  and 

tifal   and    interesting    iit    parti*  commanding.     There  is  a  mass  of 

cular  specimens^    as  a   whole  it  rich  and    manly  thoup^bt  visible^ 

is  defective  and  uneven;  and  the  like  a  well-proportioned,  and  ele*^ 

poetryi   with  which   it   abounds,  gant  figure,  through  the  befitting 

though  sometimes    exquisite  and  j^arb  which  invests  it.     In  general 

touching^  is  deformed  by  afiecta-  fais  diction  is  highly  lucid,  and 

tion  and  conceit,  and  too  frequently  presents  a  living    picture  of  his 

by  unmeaning  jingle,  and  laboured  thoughts;  but  sometimes,  like  a 

antithesis — ^the  poetical  vices  of  the  vein  of  precious  metal,  the  mattet 

age  in  which  thef  author  lived*^  is  to  be  sought  below  the  surfaces 

lind  which'  he  himself  so  severely  His  enthusiasm,  in  the  defence  of 

reprobates  in  his  defence  of  poesy,  his  favourite' art,  id  delightful,  and 

The  moral  tendency  of  the  Area*  almost  makes  us  grey-bearded  cri« 

dia    is,    moreover,    questionable  i  tics  wish' ourselves  young  again; 

of  this  the  writer,  seems  to  have  that  we  too  might  court  the  Muses, 

been   subsequently  sensible :    for.  The  brilliancy  of  his  genii^s,  and 

Hke  several  o£  our  poets,  and  many  easy  playfulness  of  his  wit^  appear 

wise  and  great  men^   who  have  in  almost  every  page,  and  make  us 

spent  their  youthful  days  in  ^mU  tease  to  wonder  at  the  enthusiastic 

Stering  delist  only  to  the  passions  admiration  whidh   he  drew  froia 

and  imaginations  of  mankind,  on  .  all  while  alive,  and  the  general  sor« 

his    death-bed,    he    ordered    the  row  which  pervaded  Europe  at  bis 

work,    which  was  still  is  manu^  deatli. 

script,    to  be   committed  to  the        Butwemust  attempt  to  verify  our 

flames.*    His  last  words  were  truly  praises.     He  introduces  his  work 

memorable,  arid  worthy  of  so  great,  to  the  reader^s  attention  in  Uie  fbU 
a  man; — '^  Govern  your  fvilf  and^  lowing  facetious  and  pleasant  mlm« 

affiections  by  the  will  and  word' of  ner: 

your   Creajtor  i^in  me, behold  the       .« wben  the  right  Yitidoo*  E.  W,  mS  | 

end  of  this  iporld,   and  all  its  vani«  were  at  the  Emperor's  court  together',  wo 

ties."  I»*^^  OQr»elTet  to   learn    horauitoithiii  of 

From  this  brief  sketch  of  ttie  •'"'"*  ^^.'7.  ^t'!?^.'  "T  •'"*«'*  «'?« 

■  X.                            J.          ^        1^  A.  commendation  had  the  place  of  ao  esqoire 
Author,    we   now  turn  tp  what  we  j^  hU  stable  j    and  l/e.  according  to  the 

shall  denominate,  without  fear   of  fertilness  of  the  Itatian  wit,  ^id  not  only 

contradiction,     his  greatest   work,  •fl<>«'<*  «•  ^^«  demonstration  of  bis  practioe. 

The  Defence  of  Poesie,  though  con-  »>»^  •»"«*»*  ^  ^?"«*1  «>«': ,  ?»"^  ^'^  *^t 

•   .•     1  *^  •.I  •     1        ^r         ^v-?     />  1*  contemplatioa  therein,   wijiuh  he  thoasUl 

tamed  within  less  than  thirty  folio  J,^,,  precions.     But  with  none;  I  reme%- 

pages,  is  of  itself,   had  he   written  ber,  mine  ears  were  at  anj  time  more  hmdea 

hothihg    else,   sufficient    to   entitle  than  when  (either  angred  with  slow  pay* 

the  author  to  rank  with  the  greatest  "'f  »»*!•  °^  T''*^  "^'^  ^f-  ^^"^^:^'^''  *^- 

.  •  X.  i^  11-  I.     ^1.  miration)  be  exercised  bis  f;pc«ch  in  tlio 

men  whose  names  embellish   the  praise  of  his  faculiie..   Hoto,  soidieri 

British  annals.      There  is  an  origl-  Were  the  noblest  estate  of    mankind,    ana 

iiality,  B   comprehension,    a   play*  horsmen   the  noblest  of  soukliers.      H4 

fulness  and  grace,  and,  above  all-  **»<*  **»«5  were  the  masters  of  war.  and  of> 

a  sweep  and  penetratij*  of  Jntel.  TS  '"[^T^^^^  ^^ll^J^ 

lect,   pervading   every  part,  which  courts;  nay,  to  so  onbcHeted  a  point  h^ 

justly  entitle  it  tO^be  classed  among  proceeded,  as  that  no  eartfily  thing  bred 

the  choicest  literary  productions  of  «no*>  wonier  to  a  prince,  as  to  be  a  good 

the  Elizabethan  age.      The  Ian-  ^^!;"T-    ?»^*»»  «ri;<»^«':»'V2»^  «"  )"tj  f 

M  y    A^Ai<<«^Ms»«Y    b^*       *  *      .  pedanteria  lo  companson.     Then  would  lie 

guage  is  throughout,    harmonious  add  cerUin  praises,  byt^lling  what  a  peer^ 

■  ■  A  (ess  beast  Ae  bow  was,  tirt  only  serf  ico- 

'   *Ipse  team  moriens  (vei  conjngo  teste)  able  courtier  wilhoot  flatteries  the  beast  of 

.jubehai,  ...  most  beauty*  faithfulness,  courajj^e,  and  sacU 

^  4^^«c{i9)r^;facij^ignibus  esse  ciboia*  more,  that  if  |  had  not  been  a^  .piece  of' a 

^^  '  ^    Mpij;^  J.  QjiKi.  '  togician  before  I  oame  to'h!iA/-l  Ihialr-lid 
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would  btTe  penwadodi  me  to  bwre  widM 
mjsidr  a  hors.    Bot   thus  maoh  st  •  loMt 
widj  hi«  BO  few  words  Ite  drove  Into  ne^ 
that  self  love  is  better  tbao  anj  ^iWag,  to 
make  diet  seem  gorgeons,  wliereio  oitrselrs 
be  parties.     Wherein  if  PugUano'M  stnNif 
affection  knd  weak  argiimeiits  will  not  sa- 
tisBe  you,  I  give  jfoo  a  nearer  example  of 
mjmir,  who,  I  know  not  bj  what  niisubaoce, 
^n  tbe»e  my  not  otd  years  and  idlest  timesy 
baving  sHpt  into  tbe  title  of  a  poet,  am 
lirovoked  to  saj  sometbing  neto  yon  in  de« 
fenevof  tbat  my  anelected  vooatioo;  wbieb, 
if  I  baod^e  with  more  good  wiU  tliait  good 
Kiiiwns,  bear  with  me,  iainoe  tbe  aeholar  it 
io  bo  pardoned  that  followeth  tbe  steps  of 
bis  muter.     And  ^et,  I  mast  say,  that  as 
I  have  more  just  ^ose  to  make  a  pittifoi 
defence  of  poor  paetry,  which  from  almost 
tbe  highest  estimation  of  learning  Js  fain  t4t 
be  the  langbing  Ktuek  of  ebildren;  so  have 
1 0^  to  bring  som  more  available  proofs^ 
niice  the  former  is  by  no  men  faarr'd  of  bis 
deserved  credit,' the  silly  latter  bath  even 
the  names  of  pbilosopbers,  oned  to  tbe  do- 
feeing  of  it,  with  great  danger  ef  civil  wal: 
amoog  the  biases*'* 

He  thep  proce^  to  display  the 
excellency  of' the  wpt  he  has  taken 
upon  him  to  defend^  in  a  variety  of 
jMuticidars,  auch  as  the  following: 
it  precedes  and  prepares  the  way 
iu  the  prc^^ress  of  nations,  fgrregu* 
kr  history  and  philosophy,  and  is 
''  the  gneat  passpcurt  l^  which  they 
have  entered  into  the  gates  of  po^ 
polar  judgments:''    it  has   been 
usually  the  iirst  means  of  cultivate 
ingsL  rude  people :  itsaid.has  been 
sought  by  the  ablest  faisUMriaas  and 
philosophers,  and  their  best  works 
borrow  much  of  their  grace,  and 
interest,  and  effectj  from  poetry: 
it  was  held  in  the  highest  esteem 
by  the  authors  of.  most  of  onr 
knowledgo^^riie'  Greeks  and  Ro, 
iuans;.~^is   is    manifest  in  the 
names,  which    they    respectively 
gaye  the  poet,   Faies,  and  Ilo^ijnf 
—the  Romans  called  him  Prophel 
—the  Greeks    a  Maker.      Upon 
the  Implication  and  elucidation  of 
these  terms,  he  dwells  at  considers 
able  length* 

He  then  cornea  to  define  poetry 
««df  :•  it  Ua  spiking  jnclure,  mth 
^  end,  to  teack  and  delight.  Poets 
^e  arranges  undier  three  classes; 
^'  The  chwf,  both:  in  antiquity  and 
*!i^^kmm,  were  th^  liiatdi^  imi« 
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tatte,  (tepreiekt;)  the  uticoiioetv^ 
able  excellencies  of  God."  Thfe 
second  are,  ^'  they  that  deal  witt 
matter  philosophical — either  mo*- 
ral,  astronomical,  or  historicaL" 
Between  this  second  and  the  third 
kind  of  poets,  he  says,  there  is 
'^  the  same  difference  as  between 
the  meaner  sort  of  painters,  wlio 
counterfeit  (copy)  only  such  faces 
as  are  set  before  them,  and  the 
more  excellent,  who  having  no  law 
but  wit  {genius)  bestow  tliat  iik 
colours  upon  yon,  which  is  fittest 
for  the  eye  to  eee/' 

''For  these  third  be  they,  whieb  moat 
itroperly  do  imitate  to  teach  and  delight  ^ 
and  to  imitate,  borrow  nothiog  of  what  iir, 
lialh  been,  or  shall*  bee;  but  range  only^ 
rained  with  learned  discretion,  into  the  di- 
vine consideration  of  what  may  be,  904 
should  bee.  These  bee  they,  tka^  as  the 
first  and  most  noble  sect,  may  justly  bb 
termed  Vate$;  so  tbese  are  watted  on  in 
tlie  excellentest  languages  and  oest  under*- 
standing,  with  the  fore  described  name  of 
poett.  For  these  indeed  do  neerly  makp 
to  imitate,  and  imitate '  both  to  delight  and 
teach,  ;md  delight  to  move  men  to  take 
that  goodness  in  hand,  which  without  de- 
light they  would  flye  as  from  a  stradger ; 
and  teach  to  make  them  know  that  goodnen 
whereunto  they  are  moved ;  which  being 
the  noblest  scope  to  which  ever  any  learn- 
ing was  directed,  yet  want  there  not  idle 
tongues  to  bark  at  theui."   . 

Having  thus  described  the  di^ 
ferent  kinds  of  poets,  and  showh 
the  excellency  of  the  art,  he  closes 
this  branch  of  his  subject  in  the 
following  beautiful  and  interesting 
manner : 


<( 


It  is  eotf  iiiUDg  aod  versing  tbat  oiaketb 
a  poet ;  (uo  more  than  a  long  gown  makelh 
an  advocate,  who,  though  be  plesded  ia 
armoar,  should  bee  an  advocate  and  90 
souldier;)  btrt  it  is  tliat  leigniag  notable 
images  of  virtaes,  vices,  or  what  els,  with 
that  delightful  teacbiog,  which  most  be  the 
right  describing  pole  to  know  a  poet  by. 
Although,  indeed,  the  senate  of  poets  have 
chosen  vers  as  their  fittest  raiment;  meaa^ 
ittg,  as  in  mattec  they  passcNl  all  in  all,  se 
in  mdnuer  to  go  beyond  tjfem :  not  speaking 
table-talk  fashion,  or  like  men  in  a  dreamy 
words  as  they  chanoeable  fall  iiom  the 
moaih.  but  palling  each  siHahle  of  eaoh 
word  by  just  proportion,  according  to-  th^ 
dignities,  of  the  sojlyeot.  Now,  therefor^, 
it  sbali  904  b^  MP>i««>  first,  to  w^ijgb  thjs 
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Itren  by  bis  parU ;  tad  if  in  oeltber  of 
.tbe»e  p«rt«  bee  bee  oondemnable,  I  hope 
ive  sbail  receiv  a  tnorefavoarable  seDteiice. 


'lliis  parifviog    of  wit,  ibis  inricbing    of 
ineniorj,  enabling  of  jadgement  and  eularg*' 
log  of  conceit,  ivbicb  coimBonlj  weo  call 
learning,  onder  wbat  oame  soever  it  com 
)brtb,  ur  to  wbat  immediate  end  so  erer  it 
lie  directed,  tbe  final  end  ii  to  lead  and 
draw  as  to   as  bigb  a  perfeotfon,  as  oat 
degenerate  souls,  ipad^  wors  bj  ibeir  olaj'- 
lodgings,  can  be  capable  of.     Tbis,  accord: 
ing  to  tbe  ioclinatiod  of  man,  bred  manj 
formed  impreftMons ;  for  som  tbat  tboogbt 
this  felicity  principally  to  be  gotten  frooi 
JiDowledgB,  and   oo  knowledge  to  be  so 
bigb  and  beavcnly,  as  acquaintance  witl| 
tbe  stars  gave  tbemselves  to  AstronomU ; 
oibers  persuading  tberoselves  to  be  demU 
godtf  if  tbey  knew  tbe  causes  of  tbiqgs, 
became  natural  andsnpernatnral  philotopher$, 
ISora  an  admirable  delight  drew  to  mtuick, 
and  som  tbe  certainty  of  demonstration  to 
the. tnaihernaticks;    bnt  all,  one  and  other, 
liaviug  tbis  scope,  to  know,  and  by  know- 
ledge to  lift  op  tbe  mind  from  tbe  dangeon 
.of  tbe  body,  to  tbe  enjoving  bis  own  divine 
essence.    But  when  by  the  ballance  of  expe- 
rience it  was  found,  tbat  tbe  Aitronomer, 
-looking  to  the  stars,  might  fall  in  a  ditch : 
.tbat  tbe  enquiring  philo8(^her  might  bee 
blinde  in  himself;    and  the  matbematioian 
might   draw  forth  a  straight  line  with  a 
crooked  heart ;  then  lo  did  proof,  tbe  over- 
.raler  of  opinions,  make  manifest,  that  all 


nation  doth  deapist  it,  nor.  barbarous  u^ 
lion:  is.  without  it;  since  bptb  Roman  and 
Greek  gtve  sooh  divine  names  ooio  ii,  tbs 
one  of  prophesying,  tbe  ot b.er  of  makiug ; 
and  thai  indeed  that  name  of  making  is  fit  for 
bim,  considering,  that  where  all  other  arts 
retain  themselves  within  their  subject,  sad 
receive,  as  it  were,  their  being  from  it ; 
tbe  poet  onely,  bringetb  bis  own  stulT, 
fmd  doth  not  learn  a  conceit  out  of  a 
mattjsr,  but  raaketb  matter  for  a  conceit. 
Since  neither  bis  description  nor  end  con- 
tainetb  any  evil,  the  thing  described  caimot 
bee  evil ;  since  his  effects  bee  so  good  ay 
to  teach  goodness,  and  delight  tbe  learners 
of  it;  since  tboirin  (namely,  in  mural  doc* 
trine,  the  chief  of  all  knowledges)  he  doth 
not  onely  far  pass  tbe-Atstanon,  bat  for  ion 
strncting  is  well  nigh  comparable  to  the 
phUotopker,  for  moving,  leavetb  him  behind 
bim.  Since  the  lioly  Scripture  (where- 
in there  is  no  nncleanness)  bath  whole 
parts  in  it  poetical,  and  tbat  even  our  Sa- 
viour Christ  vouchsafed  to  ose  tbe  flowers 
of  it;  since  all  his  kindnesses  are  not  onely 
in  their  united  forms,  but  in  their  severni 
dissections  commendabJe,  I  think  (and  think 
I  think  righlly)  the  laurel  crown  appointed 
'for  triompbant  captains,  dotb  worthily  of 
all  other  learnings,  honor  tbe  poet*i  tri- 
■mph." 

'■  But  the  author  oonmdets,  diat 
it  was  less  his  business  to  describe 
poetry^   than  to  defend  it ;   and 


,ihese  are  but  serving  sciences,^  wbicb  as    _that,  therefore^  he  must  meet  the 

objections  of  learned  and  witty 
adversaries.      He  hence  advances 
to  consider,  what  has  been  said 
against  poetry.     He  treats,   with 
becoming  disdain,  the  ^'poet-baters, 
who  seek  a  praise  by  dispraisinf^r 
others."— ''There  is  nothing"  he 
says,  "  of  so  sacred  a  majesty,  but 
that  an  itching  tongue  may  rub 
itself  upon  it."     They  deserve  no 
other  answer,   ''  but,    instead    of 
laughing  at  the  jest,  to  laugh  at 
the  jester.    We  know  a  playing 
wit  can  prais  the  discretion  of  an 
ass,  the  comfortableness  of  being 
in  debt,  and  the  jolly  commodities 
of  being  -sick  of  the  plague."     But 
he  is  ready  to  meet  the  more  grave 
and  plausible  objectionswhich  have 
been  alleged  against  his  favourite 
art.     Such  as,  1st.  that  there  are 
many  other  more  fruitful  know- 
ledges a  man  might  better  spend. 
his  time*  in :  2.  that  it  is  the  ntotber 
of  lies :  d.  that  it  isi  t|ie  nurse.  a£ 
abuse,  infesdng4i8.with^manyi2>e»« 


they  have  a  private  end  in  themselves, 
so  vet  are  tbey  all  directed  to  tbe 
bigbest  end  of  the  roistress  knowledge  j 
by  tbe  Greeks  ApytriXTovtxv*  which  stand* 
etb,  as  I  think,  in  tbe  knowledge  of  a 
jnsn*s  self,'  in  the  etbiek  and  politick 
.consideration^  with  tbe  end  of  well-doing, 
and  not  of  well-knowing  onely.  Even 
as  tbe  saddfer^s  next  end  is  to  make  a  good 
'saddlfe',  l>ot  his  further  end  to  serv  a  nobler 
facnitie,  which  is  borsmanship:  so  the  bor^ 
msu^s  to  souldierie :  and  the  souldier  not 
onely  to  have  skill,  but  to  perform  the 
pmctio^  of  a  sooldier.  So  tbat  tho  ending 
end  of  all  earthly  learning  being  virtuous 
notion,  those  skills  that  most  itorv  to  bring 
forth  tbat,  have  a  most  just  title  to  bo 
princes  over  all  tbe  rest;  wherein  easily 
wee  can  shew,  the  poet  is  wortbie  to  have  it 
before  any  other  com|)etitors.** 

He  contends,  that  the  efficiency 
of  poetry,  in  communicating  know- 
ledge, places  it  above  history  and 
philosophy.  Thus  he  pleads  on  its 
behalf: 

'  **  Since  then  poetrie '  is  of  all  human 
learnings  tbe  most  antient,  and  of  most  fa- 
'theriy  antiquity,  as  from  whence  other 
'earnings'  fanivo  iiken  their'  btfginuiiigs) 
itiuce-  it  U  sd  nnitenwly '  that  n»  lesmMl 
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wmn;   io  fnife  ooaw«|1on  m,  he^. 

maoie,  bat  before  all,  thai  HotpkaloC 

e,   tbiti    whom   I   think  that  realna 

« T-    -1  J    !:•  n      ^1  ■      — -.  broos^fat  forth  a  more  aooomplUbed' 

l,astly,  and  chiefly^  they  cry  out    jod^ment,  more  llnolj  bailded  apoii  rirtue  ;' 

with  open  mouth,  as   if  they  had     I  "j,  tboM,  with  oomben  of  others,  act' 

overshot  Rabinhood,  that  Plato  ba^    ?"*'J'  f®  "^"^  ®5V"  !»««»  bnt  to  iwctwi 

wealth.  ,  To  each  and  all  of  these  oaely  find  io  oar  time  a  hard  welcome  In: 
grave  objections,  the  noble  author  Buylaod,  I  think  the  rerj  earth  laneots  it/ 
famishes  an  inirenious  and  eriter-  f"**  Jberefore  decks  oar  soil  with  fewer 
tainimr  answer  full  nf  <>l.^.>«n/^  Jtorels  thao  it  was  aooastomed.  For 
ainmg.answer,  tuU  ot   e^uence,     heretofore,   poeti    have  io   England  also 

ot  learning,  and  of  wit    His  pages,  flourished ;  aud  whioh  Is  to  lie  noted,  erei» 

under  this  branch  of  the  argument^  »»  tbose  times  when  the  trumpet  of  Mara. 

are  indeedaproof,that  poetry  is  not  <*W  wund  loadest." 
necessarily  limited  to  rhyme ;  for     '   Afler  satirising  and  disowning 

the  classic  grace,  the  refined  taste,  the  spurious  race  of  bastard  poets^ 

and  elevation  of  fancy,  which  dis-  who,  he  says,  ''  without  commis. 

tinguish  them,  raise  his  prose  to  sion,  do  post  over  the  bapks  -  of 

the  true. character,  which  he  Las  Helicon,    till    they    make    their 

himself  given  to  genuine  poetry,  readers    more    weary  than  post^ 

Thus  he  concludes  his  reply  to  the  horses,"  he  offers  his  advice,  (and 

objectors:  most  salutary  it  is,)   to  all  who 

^,c  c-   ^  „  If     .      , ..        .  would  aspire  to  the  character  he 

'  Sinee  the  excelleooies  of  It  rosr  be  so  u„^    u.^J^  a         'u*  j    i^      t 

e«ilj  and  so  j««rty  confirmed,  and  L  low  ?**    ''f ".   ^^^SCnbmg  and  defend^ 

ereepiii^  objeelions  »o  Soon  trodden  down,  ^^S'      ^^  ^^  ^  excellent,  and  80  ap« 

itaotbein^aiiartofljes  butofiroedoo-  propriate  to  our  own  times,  and 

trme;  aotofeffeininateness  bntofnolabfe  withal   80   brief,     that  We     cannot 

TZ^in;:Zi:^n;':^:'^  W--  our   inclination  to  tran. 

kwiilied.  but  hoooored  bj  Plato ;  let  as  *Cribe  It. 

ralber  plant  more  laarels  for  to  io^arlaad        «  Marrj,  they  that  delight  in  ^sje  itself. 

fce  pods'   heads,    (which  honor  of  being  AoM  seek  to  know  what  th^do:^ 

Jtoreste.  as  besides  thein.  oaely  triuniphaat  how  they  do  especUlly  look  th^elra  ill 

capuiu.  were.  «  a  saflic.ent  aalhorrty  to  an  «afl.tiering  gla«  of  reason,  if  they  b^ 

i^I/LT*  'uV  ''!!^"k ^  ^.  *••]**  '"•>  "^'^•***-  °"**^  »^    For  peerii moat  Jt  be 

."  *»ff««-^«'«  '"  ^^^^r^  hr^th  of  «ieh  drawn  by  the  eaiv,  it  mart  be  gently  led, 

wroox  speakers,  oace  to  blow  o|ipn  the  clear  or  rather  if  mast  lead,  which  was  partlv 

•prills  of  |»c,,e      Bat  sinoe  I  have  ran  so  the  oaas  that  mailo   the  anoient  lewoed 

tong  .  earner  in  this  matter,  methinks.  be-  affirm,  it  was  a  diTine  wit,  and  no  hnman 

h-7.  l^H*"^'*?"*'^?"  •'*'?'.'*•*'""  *^  *"''    "«*    ■»    •"••'    knowledges    lyo 

bat  a  little  more  lost  ume,  to  m^airo  why  readie  for  any  that  hare  strength  of  wit 

.UH  K  ^^  "^'''•!  ""^^  •xeellent  minds,  A  poet  no  indostrie  can  make,  if  his  owii 

■bould  be  grown  90  hard  a  step-mother  to  gsnttii  be  not  carried  into  it.     And  there^ 

JJrt*,  who  certainly  in  wit  oogbt  to  pa»s  fore  is  an  J  old  proverb.  Orator  Jit,  pacta 

•noiher*    since  an  onely  proceeds  from  noscifnr.     Yet  confess. always,. that  as^ 

th«r  w,i,  being  indeed  makers  of  them-  ferlillest  groond  must  b«  mtonred,  so  mast 

Jrtres,  not  takers  of  ethers.     How  can  I  the  highest  flying  wit  have  a  Dtdakiu  to 

bat  ewlaiw,  Mma  mt^  consof  memora  qu0  gaide  him.     Thit  Dt^abu,  they  say,  both 

a  wtly  had  kings,  emperors,  senators,  grea^  bear  itself  up  into  the  ear  of  due  oommenda- 

nJ^r;?^    "^  ^u"''?*  ■  thousand  others,  don ;  that  is,  Art,  Imitation,  mid  Eaeroiso. 

Omd,  Adrian.  Sopboiles,  Germaucus,  not  3ot  these  neither  artificial  rales,  nor  iml. 

«MJ  to  favoor  poeU,  bat  to  bee  pnirt,  ;  and  trtlve  patterns,  wee  moob  onmber  oorselves 

«f  oar  nearer  times,  can  present  for  her  ;wifliaK     Exercise  indeed  we  do.  but  that 

pt^o.    a  Robert,    fcmg  of   Sicily ;    f  he  Tery  Ibre  back  wardly  j  for  where  w4»  shook! 

!       King    FrMeis,    of   Frmiee;    King  exe/ois6  ourselves  to  know,   we  exer^se 

IT"'  A  iT-^^ '  •'**!*'  cardinals  as  Bem^  pursel ves  as  having  known ;  and  so  is  our 

IS  I     ^fi«*««« ;   »«<*  fwnous  preaohars  brain  deli veitsd  of  such  matter,  which  never 

"rt  leschers  as  Beta  and  Uetafu^thon;  m  jvas  begotten  by  knowledge." 
ittnusd   philoiophers   as  FracastoriiU  and  „      ,  , 

'^er;  ao  great  orators  as  Pohtanus  and  ■    H^  ^"^^  passes  on  to  offep  some 

««rie«j;    go  pietcii^  wiu  as   George  Strictures  Oil  .the:  principal  pottos 


48>  lAUrarid 


I^SirF.  SUni9's  I>^kiuie  ifPoene^  UxixxsMn, 


deficiency  in  our  Ian  j^uage  of  other 
kinds  xif  poetry^  except  the  lyrical^ 
iteyerely  condemns  the  affi^ctatTon 
pf  most  love-songs  and  sonnets^ 
and  then  touches  upon  the  mere 


Nfoa  fthvN  dwell  upon  soperlaiires  ;  \hm 
doiogr  though  joii  be  Lihertino  patre  natuh 
jntk  shall  snddenljr  grow  HercuUa  proLs, 
'si  quid  rhea  carmina  posiunt»  Tims  doing", 
•yo'ar  Konl  nhall  be  placed  wftli  Dante'*  Bfa- 
iris';  or  VirgiCs  Anchiaesi.  Bot  if  (fie  of  nth 


tricioUS  ornaments  and  false  colour-     *  but)  yoa  bee  born  so  near  the  dAU  inaVinj^ 


ing,  in  which  the  poets  of  his  time 
generally  indulged.  He  then  di- 
gresses to  eloquence  in  general^ 
and  condemns  the  false  taste  of 
many  learned  and  great  speakisrs. 
He  finally  treats  of  rhyming,  and 
9how8  the- superiority,  of  the  £ng« 


Cataract  of  Nilu$,  tlmt  ton  cannot  hear  the 
planneMike  muxick  ofpoelrie;  if  }on  hare 
w6  eaVth-or^epmg  «  minde  that  it  cannot  lift 
itielf  op  to  look  to  the  akifii  vt  poetrie,  or 
rather  bjr  ccrtaio  mstioal  cUsdain  will  be* 
eome  inch  a  niome,  an  to  be  a  Moniusor 
poetrie  ;  then,  though  t  will  not  wish  ibu 
the  aniies  ears  of  f6ida$,  norto  be  drtren  bj 
H  poet*ft  Teraen,  aa  DurboMm  >in»i  to  banf 


lish   tongue   for'  the    purposes    d     JiinMelf,  nor  to  be  rh}inod  to  death,  as  is 
poetry,     above      Italian,     French,      •«*•««  to  bee  don  in  Ireland  ;    yet  thn»  much 


Dutch,  and  Spanish;  and  oon« 
dudes  his  enchanting  and  instruc- 
tive disquisition  in  the  following 
exquisite  passage,  whidi,  for  classic 
grace,  and  genuine  gay  good'hu^ 
iDoar,  has,  perhaps,  no  superior  in 
English  litemtore. 

*'  So  that  sia^so'  the  «ver-pfai«eworth j 
'foetit  in  full  of  nrtnto,  breeding  delightful* 
ne8%and  void  of  nu  gift  that  ought  to  bee  ia 
the  abbre  name  of  learning,  tiuco  the  blainea 
laid  agaioat  it  are  either  fals  of  feeble ; 
aiboa  tho  oatfa  why  it  in  not  ettteemMl  in 
England,  iatbe  faollof  poef-apes,  not  poela; 
fiiiee^  laatlj*  oar  tongue  ia  more  fit  to  ho- 
nor poeit^i  and  to  bo  lionored  by  poerie,  I 
ponjaro  yoo  all  that  k«ve  had  the  evil  lockt 
f o  read  thia  ink-waating  toy  of  niiae,  even  i» 
the  name  of  the  Bwe  Matea,  oo'  more  to  woonb 
the  aaored  myateriea  of  poetie;  oo  more  to 
laugh -at  tho  name  of  poeti,  aa  thongh  they: 
were  next  iaherilora  to  foola ;  no  more  to 
jeat  At  the  reverent  title  of  a  rhymer,  but  to 
|»f  liev  with  Arittatle,  that  theJF>were  them»* 
oieot  treafuren  of  the  Grecian  divinitiea} 
to  bellpv  mlih^Beminui  that  they  ware  4h6 
firat  brtngera  in  of  all  civilitie';  to  bdier 
witb  ScaUger,  that  no  phUatapher*s  preeeptt 
can  sooner  make  yon  an  honest  man,  tbad 
the  reading  of  Virgil;  to  belie v  with  Clau^ 
9eruM,  the  translator,  of  Ooniutus,  that  it 
))J'e'aHed  the  heavenly  deitie  by  Heaod  and 
jHomeTf  nnder  tho  vail  of  fables  to  g^ve  ns 
nU  knowledgOi  bgick,  rhetariokt' phUasophy, 
natural  and  moml»  and  ^uui  n§nf  To  belief 
witli  niee»  that  there  are  many  myateriet 
eonlaioed  in  poetry,  which  of  pnrpOM  were 
written  darkly^  lest  by  profane  wita,  it 
abouJd  be  abused;  to  believ  with  Landini 
ihnt  they  nre  ao  belored  of  the  gods,  that 
whatsoever  they  write,  prooeeda  out  of  a 
divine  furio.  Lastly,  to  belie v  themselves 
Mihkn  they  tell  yon  they  will  make  you  1m- 
wirttl' by:  their  yerfcg.    Than  dotngf,  yo\iV 


cnrs  I  most  send  yon  in  the  behalf  of  all  poeis, 
that  while  yon  VivCt  yoo  live  in  love,  and 
never  get  favor,  fur  lacking  skill  of  sonnet, 
and  when  yon  die,  your  memory  die  from 
the  earth* for  wnut  of  an  epitaph.'* 

From  the  ample  extracts  we 
have  presented  to  our  readers,  it 
wDl  be  evident,  that  if  the  name 
of  Sir  Philip  Sidney  is  not  handed 
down  to  us  among  our*  national 
poets,  it  was  neither  for  want  of  a 
just  estimation  of  the. art,  nor  a 
just  apprehension  of  the  ends  it 
should  subserve,  and  the  subjects 
it'  should  adorn,  nor.  an  ample 
share  of  the  requisite  mental. en- 
dowments. .  But  he  w*as  a  soldier 
as  ;nrell  as  a  poet ;  and  the  rough 
god  of  war  is  no  cherisher  of  the 
gentle  muses.  He  was  born  a 
poet,  but  he  was-  bred  a  soldier; 
and'  those  whom  Mars  adbpts  may 
M  be  said  to  be  kidnapped  front 
humanity.  He  engaged  in  the 
profession  of  arms,  when  the  cause 
of  his  cc^ntry  and  of  the  reformat 
tioii  req'uft'ed  both  his  heroism  and 
his  virtue.  But '  he  had  already 
Immortalized  his  nanje.  He  died, 
alas  I  too,  too  soon  for  the  cause  of 
science  and  learning  which  he  had 
espoused,  but  he  lived  and  wrote 
for  a  country  which  knows  Jhow  to 
estimate  his  character,  atld  which 
is  still  the  livmg',  heidthful  heart 
of"  science  and  poetiy ;  and  he 
died  for  a  cause  which  is  "yet  tri- 
umphaat  and  progressing. 
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His  flattering  panegjnric  upon  their  splendid  endowments^  to  the 

the  language  of  his  native  country^  moral  interests  of  mankind.  With- 

since  it  stands  as  the  harbinger  of  out  virtue  and  real  goodness^  poe- 

a  mornings  the  most' bright  Eng-  try  is  but  a  dream,  and  its  spl^- 


knd  ever  saw,  may  almost  be 
called  prophecy ;  for  it  was  follow- 
ed by  a  yerificati<^  as  singular  as 
it  is  unquestionable.  In  little 
more  than  half  a  centuir  afler  his 
death,  England  produced  the  works 
of  Shakespear,  Spenser,  and  Mil- 
ton ;  the  first  and  the  last  of  whom 
are  still  the  brightest  gems  in  our 
crown,  and  the  envy  and  admira- 
tion of  the  world.  Their  names 
stand  second  to  none,  either  of  the 
classic  ancients,  or  ambitious  mo- 
dems. 

Of  tfae.present  age,  as  having,  in 
many  respects,  merited  the  dis- 
tinction df  being  named  the  age  of 
poets,  we  had  designed  to  say 
something,  but  it  must  now  be  in 
very  few  Words.  -  We  are  not  at 
till  disposed  to  deny  to  a  large 


dour  but  the  comet's  flash.  Of 
several]  of  our  greatest  poets,  it  is 
yet  true,  they  have  not  grown  into 
the  wisdom  or  dignity  of  men,  nor 
put  away  childish  things.  Their 
poetry  is  th^ir  toy  to  sp^''^  with, 
or  the  madding  potion  which  they 
mix  with  exquisite  skiU,  in  a 
golden  cup,  and  administer  with 
infernal  delight  to  the  unsuspect- 
ing and  thoughtless,  that  they 
may  enjoy  the  triumph  of  their 
power,  though'  it  be  in  evil.  An 
individual  or  two— poets  of  no 
mean  endowments,  and  no  ordi- 
nary skill  in  their  art,  may  justly 
wear  an  unsullied  laurel  — •  for 
never  hi^ving  written  a  line,  which, 
on  leaving  the  world,  they  could 
wish  to  blot;  but  of  the  great 
idols    of  the  world's  homage,    it 


class  of  living  poets  the  honour  of    is  but  too  true,  they  have  been  but 
being  genuine  sons  of  the  Muses,     splendid  triflers ;    and  when  the 


England  never,  perhaps,  m  so 
brief  a  space,  produced  so  much 
elegant,  harmonious,  and  elaborate 
verse;  perhaps,  never  so  much 
deliglu/ul  poetry.  But  to  how  few 
of  the  large  class  of  competitors 
for  public  favour  can  be  awarded 
that  most  desirable  of  all  commen- 
dations^-of  being  benefactors,  by 


delusive  drama  of  life  is  closing, 
they  may  find  cause  to  adopt  the 
words  which  Sir  Philip  Sidney  ap- 
pended to  the  last  of  his  sonnets, 

S^Iendidis  lonfum  vakdko  nugit ; 

or  they  may  even  live  to  wish^ 
that  they  had  been  any  thing  ra- 
ther than  GREAT  POETS. 


^= 


ANALYl'ICAL  AND  CRITICAL  NOTICES  OF 

NEW  PUBLICATIONS. 


^%%)»^<^/%^i»%^ 


The  Nature  and  Importance  of  the 
Ckrutioii  Sabbath;  with  Hints  for 
its  better  Observance,  and  Remarks 
on  the  Awful  Consequences  cf  the 
Profanation  of  that  Sacred  Day, 
By  Robert  Stevenson,  of  Castle  He- 
<fiin^Aam,JSrtf2e.— London:  Baynes. 
l8mo.  pp:64,  neat  boards.    Is. 

The  venerable  author  of  this,  little 
vcdume,  was  requested  by  some 
Christian  friends,  in  the  county 
where  he  has  sustained,  with  high 
repotation,  the  ministerial  charac- 
ter for  almost  half  a  century,  to 
CoNO.  Mao.  No,  49*     • 


write  a  tract  on  the  Christian  Sab- 
bath^ adapted  to  the  conduct  and 
circumstances  of  religious  profes- 
sors. Mr.  S.  has  complied  with  this 
request,  by  pubhshiog  the  very  in- 
teresting piece  before  us,  which  con- 
sists of  twelve  short  chapters  on  the 
following  subjects,  with  an  appro- 
priate poetical  motto  prefixed  to 
eacb:-^rAe  First  Sabbath;  The  Per- 
petuity  of  the  SaJbbath ;  Its  Anttcipor- 
tions;  Its  Duties;  Its  Benevolence; 
The  Sunday  School;  The  Sakbath  Even- 
ing; Its  Recollections;  ItsBkssingsj 
H 
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afitioipattOQs  '^ntable  ^ai»y  a  fol- 
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Antidpati&n'^  the  EverlaHing  StOh- 
bath;  SabbaA  ProfanatUmy  with  its 
dreadfnl  Consequences. 

.As  it  was  originaHy  deBij^ned  to 
print  this  small  work  in  the  form  of 
fi  cheap  tracty  these  sul^ects  are 
discussed  ^in  a  popular  style,  en- 
livened by  seyeraf  striking  anec- 
dotes and -apt  quotations  from  our 
sact^  pOBts.  A  devotional  -spirit 
and  amiable  temper  pervade  this 
fimall  volume,  and  many  of  the  re- 
marks deserve  the  serious  attention 
of  the  profeissors  of  religion  in  ge- 
neral, and  especially  of  the  hdads  of 
famili(*s.  We,  therefore,,  recom- 
mend it  to  the  attention  of  our  rea- 
ders, sincerely  wishing  that  its  rea- 
sonable remarks  joiay  lead  many  at* 
tendanl^'  on  public  worship  to  a 
more  religious  employment  of  the 
leisure  hours  of  the  Lord's-day. 
The  following  section  will  dfford  a 
specimen  of  the  author's  manner, 


lower  of  the  Lamib'to  weather  the 
adverse  storms  'of  life,  and  cheer- 
fully to  sustain  all  his  «ares  and 
sorrows,  casting  all  upon  him  who 
careth  forliim.    Btkt  there  are  other 
hopes  which  a  pious  father  and  mo- 
titer  will  fotid>y  tiheriish'On  Ijebalf  of 
their  dhlldren.    Having  presented 
many*  strong  cryings  and  tears 'nnto 
jGrod  for^them;  having  known,  by 
sweet  experience,  the  benefits  of  di- 
vine ordinances  to  their  own  souls, 
ihiding  the  ''Sabbath  a  delight,  the 
holy  of  the  Lord  and  honourable  ;'* 
they  most  ardently  long  for  their 
offspring,    that  the  ^ord  may  be 
clothed  with  power ;  thattfaeir  sons, 
like  liiile  Samuel,  may  saiy, ''  Speak, 
Lord,  for  thy  servants  hear;''  and 
their  daughters,  like  Mai%  may  sit 
at  the  feet  of  Jesus  and  hear  his 
words.    And  can  the  descendants 
6f  pious  pariehts  attend,  from  Sab- 
and  enable  our  readers  to  radge  of    bath  to  Sabbath,  to  the  many  encou- 


this  Ibda^iit,  and  we  niay^addy  cheap 
little  book. 

"  SA»BAtH   ANTICIPATIONS." 
«  When  nix  d^js  of  labour  eaoh  other  lao- 

ceedlog^, 
If Sive  ^ith  httrry  and  toil  my  «piHU  dp- 

preas'd-: 
How^pleteant  to  think,  dls  4lle  last  is  re- 

oediog. 
Tb-morrow  win'^e  a  sweet  Satbaih  of  rest** 

Aini^st  the  cares,  th'e'nece.ssary 
cares^t)f  life :  amidst  ti)e-tx>ils  t)f  la- 
bour, and  the  perplexities  of  busi- 
TOss,  ho^^d^H^htfUl  Vo  a  good  man 
•to  anticipate  the  apt)roach  of  the 
Sabbath  !  Harassed  and  fatigued 
with  the  troubles  of  the  week,  he 
tray«,  'like/ Israel's  anointed  shep- 
herd, "  as  the  hart  pantpth  after  the 
'water  brook^,  so  pantclh  my  soul 
after  thee,  O  God !  My  soul  thirsteth 
for  God,  for  the  living  God ;  '\^hen 
shall  I  come    and    appear  before 


ragiogand ^animating  exhortations 
which  theii:  fdithful  pastors  address 
to  the  yoong?  can  they  think  of  l^e 
-wrestlings  of  a  father  and  mother, 
JEtnd  their  silent  ejaculations,  even 
at  that  very  moment,  rii^ing  up  be- 
fore'the 'throne,  without  breathing 
but,  **  O,  may  this  be  the  aeccpted 
time,  may  tiiis'be  tixeday  of  aoiva- 
iion?" 


^'^^(^^/^^/M^^^^ 


^An  tEV^ftV  on  the  Evils  of  Slander, 
Seandaff  and  Misj-epresenUUion, — 
Westley. '  3s.  6d. 

We  have  read  this  little  Tolumc 
with  considerable  interest,  and  we 
are  persuaded  Hhat  every  friend  to 
religion  and  domestic  felicity,  will 
hail  with  pleasure  any  attempt  to 
exterminate  evils  of  such  increasing 
itta^itndeas  those  of  which  it  treats. 
The  subjects  of  this  volume  a^e  hap- 


God  !"    Charming  anticipation  of    pily  chosen ;  and  without  any  thing 


•the  day  of  rest,  when  ^  he  hopes  to 
Hjif  under  the  sihad'owof  his  gracious 
"Lordvvith  great  delight,- and  to  find 
'his  fruit  sweet  unto-his  taste !  De- 
-lightful  tothfnk  Of  ttte- habitation  of 
^s '  fattw?r's  '  house,   nvhere  he  has 


which  appears  invidious,  the  author 
aims  a  direct  blow  at  the  root  of 
those  vices.  We  are  pleased  with 
this  feature  of  the  Essay,  because, 
on  subjects  of  this  nature,  writers 
are  too  apt  to  indulge  in  private 


'goneiii  ^nd  cotne  out,  and  found  feeling,  or  personal  invective.    "The 

pastured!   iPhen  the*ChHstian,4n  a  ^mottos  to  the  different  chapters  arc 

*hai^pyfi^tte;'tnay  say,  **'0  world,  ^pproptiate,   «nd  the  "author    has 

ilJou^baltr  not  intermeddle  with  toy  tfnri^hed  the  volume  {)y  -extracts 

:jdys.    I  W0urd,if^(JiSisiBle,'f6rever  from    Dr.    Blair,    'Massllon,   'Br. 

'4rati}i^*heeff6tn  the  tito^e  of  my  *l>w1^t,'Dr.'RaWfes,  Bishop  Hall, 

'OW,attd^Hvcthcefrofn'ttret>»slJcs-  "Mts.'H;.  *More,  and  otb6r  t5minent 

*^on-6finy4ieaH:"  ^Htrw'dto  sach  ivriters.  'Tothe  yotmg  it  wflf  be  a 
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suitable  present;   and  may  w'arn  cided  friendliness towardB  the  great 

them  against  those  hasty  and*  in-  datie»  of  religion  and  piety,  and  if 

temperate  charges  which   lay  the  there  is  not  much  interest  excited 

foundation  for  so  much  future  mi-  b^  its  dialogues,  nor  much  instruc- 

sery;  while  to  those  who  may  he^  tioa  to  be  gained  in  its  perusali  there 

SQ&ring  j&om  the  ohjloqpy  of  otheqi,  is  no  daQj|;er  of  an  insidious  attack 


it  presents  some  useful  cautions 
and  salutary  comfortB* 

We  hope,  thje  auUior.  will  receive 
that  encouragement  which  the  im- 
portance of  the  sabject,  and  the 
truly  Christian  Spirit  which-  per- 
vades bis  book,  welld^erve;  and 


on  the  principles  and  virtue  of  those 
who  read  it.  We  feel^  however,  that 
something  more- is  requisite,  in.a, 
work  intended  foe  popular  usefioi* 
ncss,  and  consequently,  that  our 
praises  must  be  wboUy  negative ; 
and  though  we  most  cheerfully  do 


that,  in  some  fqitxre  edition,  he  will    justice  to  the  design,  our  regard  to 


be  enabled  to  correct  the  verba)  in- 
accuracies which  we  have  noticed 
in.  his  Essay.  His  work  merits, 
and  will,  we  hope,  receive  a  careful 
revision,  which  wHl  doubtless  ex- 
tend its  usefnloeiis.  We  would  also 
recommend  the  entire  omission  of 
the  scraps  of  Latin,  wliich  are  rather 
blemishes  than  ornaments. 


truth  will  not  allow;  us  to  command 
the  execution* 


»%»^»^»%»»>%»% 


%»»^^»»%v%%»w% 


Jmenil^  FriemikUpk.  the  Omde  to 
Virtue  and  EkippJoiett:;  to  HtV 
logues  between  tu»  Student  Friends^ 
— tiondon:  Holds  worth*  ]2mo. 
laia.    dsv 


The  Ntiture,  9l^tri^(^8tatian,  tind  CuUi'- 
va^an  of  Brotherly  Love,  a  Senmm^ 
hy  Thomas  PvwhU^h,  qf,  Bfiddeedov^. 
Staughton.  8yo« 

This  sermon,  which  is  founded  upon 
1  John.  iv.  7,  was  preached  before 
the  ministers  and  churches  of  the 
Middlesex  and  Herts  Union,  i^ 
April  last.  In  elucidat^g.  the  sa}>- 
ject  of  discourse,  the  preacher  has,. 
FiMT^  fiefmed  th^,  principle  rf  brMh 


m     ^  '-      *        •      ^-A « x«4* '   therh  love ;  as  distinguished  from 

THEREisaveijMmportantqu^n  ^^yto^A.  destiiute,!^  oiher  teeU 
***  T^^ires  v^eshgKU^m,  hdkne  ^  |,  ^^^  wWoTit  i6  often  con. 
the  merits  of  th»»  work,  and  abun^    ^^^„^^ ,  ^  ^  ^^^^^  principle,  and 

one  that  has  its  seat  ii\  the  heart. 


dance  of  others,  of  neariy  the  same 
character,  can  be  adjusted :  viz.  how 
far  the  excellency  of  an  author's  in- 
tention n^ay  be  allowed  to  operate 
against  defects  in  literary  cotppp- 
dtioa;  j^id  where  th^  balance  i^ay 
M  siippfifsied  to  rest  in  equipoise 
hetir«eii  the  -pf aifle  that  an  attempt 
toienfoijce  the  claiiAs  of  religion, 
howeve/^  weak  aiidf  jejnme  may  be 
supposed  to  deserve,  and  the  repre- 
hension, w^feh  a  book,  displacing 
an  entire  failure  in  the  necessary 
qualifications  for  public  approval. 


and  influences  the  condxict.  Sk- 
cojiD.^Y,  the  manifestation  of  it  in  its 
effects  is  considered ;.  yndqr  w}^}cifi. 
head  are  ranked  tl^e  prauers  of 
dhn^tianfi  for  each  pthf^r  ;  th/eijf,  hedr-^ 

ing^nfiawiher'sbujidipms  symfMitibyin 
tmdmii  mutual  forhsiutaifce  with  (Otth 
otkei^s.  fauiU ;  eheeking  in^pvopeat  cw^. 
rio»ttf,  THIRDLY;  the  preacher 
proves  that  €9irisH<ms  are  under  great 
obifgaiioits  to  cultivate  brother h  love; 
by  the  command  of  Jernp  Christ ;  by 
Chnst's  exam-file ;  by  the  near  relation 


«    1  ,  __       _  rr^  ,  ^    a,     %u  wmcn  iiiey  aana  iQ  eaca  mtier ;  u  im 


requires,  in  this  )>je,wl).e»»  nothing     •„  ^^^j^  th^-stand'to.  e^A  other rif  it 

the  badge  cjf*  d^<^phship      ^ 

mukipli«4  pfifoiications.  In  the  pre-  ^he  sermon^  eonokided  «ith. 

sent  wataiiee,  %e  are  iHiwiHingta  same  judicious  Fetfec'tions.    Oalho 

yplythii^  severe  sUndardr  nor,  11^  whole,  we  consider,  this  discourse 

dee«,  wouM  we  intimate  that  the  to  be  highly  creditable  to  Ae  au- 


^olame  is  together  destitute  of  a 
merit,  independent  of  its  moral  and 
religious  character.  There  are  spmo 
excelleniBie^  in  ijt„  and  on  the  whole, 
perhaps,  it  rises  above^mediocrijty. 
On  one  point,  we  can  aw^rd  it  our 
entire  appro val :  it  manifests  a  de 


thpr's  talents  aiud  character;  It 
is  a  neat  and  nsefu!  summary  of  the 
argumjDuts  an4  lS^©Wv(as  that  shjttul^ 
lead  tQ  a.  practical  approval  pf 
thi;s  great  Chri&tiai^.  dyty  ;  :«ye  Ijeap- 
tily  give  it  mr  fficummPP^^k^fh 
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Rdigious  IntdUgence  .'^MuceUaneous, 


[[January, 


RELIGIOUS  INTELLIGENCE. 
MISCEL  LANEOUS  . 


Tlie  Lisbon  TimuitUion.^Lishtm,  Oct* 
24,  1821  ♦—On  the  eirfith  of  October, 
the  palace  of  the  Holy  Office  was  opened 
to  the    people.     Tlie  number  which 
crowded  to  see  it,  during  the  four  first 
days,  rejidered  it  extremely  difficult, 
and  even  dangerous,  to  attempt  an  en- 
trance.   The  edifice  is  extensive,  and 
has  the  form  of  an  oblong  square,  with 
a  "garden  in  the  centre,    it  is  three 
stories  high,  and  has  several  vaulted 
galleries,  along  which  are  situated  a 
number  of  dungeons,  of  six,  seven,  eight, 
and  nine  feet  8(}uare.    Those  in  the 
ground  floor,  and  m  the  first  story,  hav- 
ing no  windows,  are  deprived  oflioth  air 
ana  li^^t,  when  the  door  is  shut.    The 
dungeons  of  the  next  story,  have  a  kind 
of  breathing  hole  in  the  form  of  a  chim- 
ney, through  which  the    sky  may  be 
seen.    These  apartments  were  allotted 
to  prisoners  who,  it  was  supposed,  might 
be  set  at  liberty.    In  the  vaulted  wall 
of  each  dunseon,  there  is  a   hole   of 
about  an  inch  in  diameter,  which  com- 
municates with  a  secret  corridor,  run- 
ning along  by  each  tiet  of  dungeons. 
By  this  means,  the  agents  of  the  Inqui- 
sition Could,  at  fU3 J  moment,  observe  the 
conduct  of  the  pnsonera,  without  being 
seen  by  them  ;  and  when  two  persons 
were  confined  in  the  same  dungeon, 
could  hear  their  conversation.    In  these 
corridors  were  seats  so  placed,  that  a 
spy  could  observe  what  was  passing  in 
two  dungeons,  by  merely  turning  his 
eyes  from  right  to  left,  in  order  to  loolc 
into  either  <«  the  holes  between  which 

^  he  mifffat  be  stationed.  The  spief  irore 
list  shoes,  that  they  might  make  no 
noise  in  waUdnjo^  over  the  vaults  of  the 

^  dungeons.  A  funiliar  of  the  Inquisition 
was  often  shut  up  in  the  same  dungeon/ 
with  a  prisoner  mm  whom  it  was  wished 
to  draw  confessions,  to  be  afterwards 
used  asainst  him.  Human  skulls  and 
other  bones  have  been  found  in  several 
of  the  dungeons.  On  the  walls  of  these 
frightful  holes,  are  carved  the  names  of 
some  of  the  unfortunate  victims  buried 
in  them,  accompanied  with  lines  or 
notches,  indicating  the  number  of  days . 
of  their  captivity.  One  name  had  lie- 
side  it  the  date  of  1809,  and  500  lines  j 
which  marks  a  confinement  of  more  than 
sixteen  months,  terminated  probably  by 
the  execution  of  the  prisoner.  The  doors' 
of  certain  dungeons,  which  had  not  been 
used  for  some  years,  still  remained  shut ; 
but  tlie  people  soon  forced  them  open. 
In  nearly  all  of  them  human  bones  were 
found;  ai^d  among  these  melancholy 
remains  were,  in  one  dungeon,  frog* 


ments  of  the  garments  of  a  monk,  and 
his  girdle,  in  some  of  these  dungeons 
the  chimney-shaped  air-hole  was  wailed 
up,  which  is  a  certain  sign  of  the  mur- 
der of  the  prisoner.  In  such  cases«  the 
unfortunate  victim  was  compelled  to  go 
into  the  air-hole,  the  lower  extremity 
of  which  was  immediately  closed  by 
masonry:  quick  lime  was  afterwards 
thrown  down  on  him,  which  extinguish- 
ed life,  and  destroyed  the  body.  In 
several  of  these  dens  of  misery,  naat- 
trasses  were  found,  some  old,  others 
almost  new, — a  circumstance  which 
proves,  whatever  may  be  said  to  the 
.contrary,  that  the  Inquisition,  in  these 
latter  times,  was  something  more  than 
a  scare-crow.  The  ground  on  which 
this  palace  of  the  Inquisition  stands,  was 
covered  with  private  houses  before  1755  ; 
whence  it  is  plain,  that  the  victims  who 
have  suffered  here,  must  all  have  been 
sacrificed  within  Im  than  sixty  years. 
Beside  the  dungeons  which  the  people 
iMive  already  visited,  there  are  subter- 
raneous vaults  which  have  not  yet  been 
opened. —  Courier  Francis, 

JRecantaiion  of  an  /f(/S<fe/.— Monsieur 
L*Archer,  who  in  1786  published  an 
edition  of  Herodotus,  in  which  he  had 
inserted  many  notes  of  an  infidel  com- 
plexion, and  calculated  materially  to  in- 
jure the  cause  of  Christianity;  in  a 
more  recent    edition    of  that    work, 

Eublished  at  Paris,  has  made  the  fol- 
iwing  recantation.  **  Being  at  length 
thoroughly  convinced  of  those  truths 
taught  by  the  Christian  rellgiofi,  X 
have  retrenched,  or  altered  aS  Chose 
notes  which  might  seem  to  impeach  it. 
Consequences  which  I  disapprove,  and 
which  are  far  from  my  conceptions,  have 
been  drawn  from  some  of  them ;  and 
others,  I  must  acknowledge  with  can- 
dour, and  to  relieve  my  conscience,  con- 
tain things,  which  a  more  mature  exami- 
nation, and  more  profound  researches, 
have  convinced  me,  rest  on  too  slight 
foundations,  or  are  absolutely  raise. 
Truth  must  gain  by  this  avowaJL  It  is 
to  her  alone  that  I  have  consecrated 
all  my  studies.  I  have  been  constrained 
to  return  to  her,  ever  since  I  thouffht 
that  I  had  comprehended  her  more  fu&y. 
May  this  homage,  which  I  pay^her  in 
all  the  sincerity  of  my  heart,  absolve 
me  from  all  those  errors  which  I  may 
have  held,  and  which  I  have  endeavoured 
to  propagate. 

Home  Mittionary  Society, — The  HomQ 
Missionary  Society  now  employ  about 
Jhe  and  twenty  Mitnonariet,  besides  other 


HelighuM  TnUUigenve  T'^MUcdlaneoui. 
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asents*  who  reoAre  aid  from  their  flincb. 
The  ezpences  which  they  annually  in. 
cur,  are  much  beyond  their  slated  in« 
come,  arising  from  annual  subscriptions. 
For  the  rest,  thej  must  look  to  new 
subscriptions,  donations,  and  collections, 
and  especially  to  auxiliary  societies*  At 
the  commencement  of  another  year* 
they  earnestly  invoke  attention  to  this 
statement,  and  call  upon  all  liberal 
Ohristians,  to  afford  tnem  their  aid. 
It  is  with  pain  that  they  have  come  to 
a  point,  at  which  they  fear,  that  not- 
withstanding the  number  of  pressing 
daims  on  their  funds,  they  must,  for  the 
present,  stop,  unless  they  are  speedily 
encouraged  by  large  augmentations 
of  their  list  of  subscnbers.  This  abne 
is  wanted  to  enable  them  to  employ  a 
hundred  Missionaries.  But  the  coun- 
tenance which  they  have  hitherto  re- 
ceived from  a  generous  Christian  pub- 
lic, and  the  success  which  has  attended 
the  labours  of  their  Missionaries,  en- 
courage them  to  hoffe,  that  tbev  will 
not  make  this  appeal  in  vain.  The  ob- 
ject at  which  tney  aim,  is  nobl^,  and 
deserves  the  support  of  every  Philan- 
thiopist,  and  true  Patriot.  The  salvfr- 
tion  ot  the  souls  of  their  countrymen, 
who  are  yet  in  darkness,  is  one  of  the 
first  and  most  interesting  duties.  And, 
while  the  most  dreadfiil  psofligacy  iin^ 
its  way  among  the  poorer  orders  of  the 
community,  the  efforts  employed  bv 
the  Home  Missionary  Soci^tv  will, 
assuredlv,  under  the  Divine  blessing,' 
prove  the  best  means  of  stemminjg  the 
torrent  of  infidelity,  which  is  still  run- 
nmff  through  our  country,  and  of  effec- 
tuailv  crowning  all  the  otiier  exertions 
which  are  used  for  ameliorating  the 
condition  of  the  lower  classes.  Sub- 
scriptions will  be  thankfrUlv  received 
everj  Wednesday  at  the  Kooms,  18, 
Aldermanburv,  by  the  Treasurer,  Thos. 
Thompson,  ^Eaq.  Brixton  Hill,  Surrv; 
HrJ)awson,8en.Collector,  Camberwell ; 
or  bj  either  of  the  Secretaries — the 
Bev.  I.  Cobbin,  9,  Mansfield  Place, 
Kentish  Town ;  the  Kev.  £.  A.  Dunn, 
Upper  Bel^ve  Place,  Pimlico;  the 
Bev.  Francis  Moore,  Vauxhall ;  and 
Mr.  G.G.Stibbs,  Camberwell.  Signed 
in  behalf  of  the  Committee. 

1.  COBBIK. 

£.  A.  DuKir. 
F.. Moore. 
G.  G.  Stibbs. 

S9ppretsed  Monaiteria  in  Sjtakt. — ^The 
following  is  an  authentic  account,  pub- 
lished in  Spain,  of  the  number  of  monas- 
teries and  convents  suppressed  in  the 
Peninsula,  in  pursuance  of  the  law  of 
8ept6,  I8«0, 

"  The  Jesuits  possessed,  in  the  pro- 
vinces of  Toledo,  Castile,  Arragon,  and 
Andalusia,  lf4coUeges;  and  16  houses 
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of  residence,  which,  if  not  completely 
occupied  at  the  time  of  the  suppression, 
would  soon  have  been  so  in  consequence 
of  the  activity  of  the  new  Propagandists* 
**  The  monks  of  St.  Benedict  held  in 
the  congregation  of  Valladolid  and  in 
La  Tarraconense,  63  of  the  suppressed 
monasteries.  The  monks  of  St.  Ber- 
nard had  60  in  the  congregation  of 
Castile  and  Xieon,  and  in  that  of  the 
Cistercian  of  Arragon  and  Navarre. 
The  Carthusian  monks  had  16  in  the 
provinces  of  Arragon  and  Castile.  The 
monks  of  St.  Jerome  had  48  in  six  cir- 
cuits of  eight  monasteries  each.  The 
monks  of  £.  Basil  had  in  the  provinces 
of  Andalusia,  Castile,  and  £1  Tardon, 
17.  The  Premonstratensians  had  17  of 
the  suppressed  convents ;  the  Military 
Orders,  14 ;  the  Hospitalars  of  St.  John 
de  Dies,  68;  those  of  Sancti-Spiritus, 
8 ;  and  those  of  San  Antonia  Abad,  36. 
Making  in  all,  477.*' 

StaU  of  IrelantU"The  Protestants  in 
various  parts  of  Ireland  are  in  a  state  of 
the  greatest  alarm.  "  At  first,  the  de- 
nunciatioi^s  were  directed  against  ty  thes 
and  clergymen  of  the  established  church, 
and  oppressive  landlords,  or  their  agents ; 
but,  as  anarchy  and  rebellion  increase, 
the  peaceable  Methodist  preacher,  the 
poor  half-pay  officer,  and  the  humble 
cottaoer,  are  all  equally  involved  in  the 
horrid  proscription.  At  first,  it  did  not 
appear  that  religion  had  any  concern  in 
tne  system,  but  now  it  appears  deve- 
loped in  its  hideous,  bigoted,  and  ex- 
terminating aspect.  Nouces  are  posted 
in  various  places,  threatening  Protes- 
tants with  destruction,  if  they  do  not 
conform  to  popery.  A  Baptist  chapel 
has  been  demolished  near Thurles,  which 
has  stood  these  hundred  years.  A  Me* 
thodist  preacher  was  attacked  near  Li* 
merick,  out  escaped  through  the  speed 
of  his  horse.  A  ehurch  has  been  burnt 
near  Killamey.  The  Roman  Catholic 
priests  have,  in  many  instances,  de- 
nounced the  peace-breakers,  but,  in 
fiict,  the  authority  of  these  well-di^ 
posed  men  is  much  lessened,  and  their 
influence  has  little  effect,  which  is  a  bad 
omen. 


f» 


DaUht  cfMinUiert,  jv. — On  Novem« 
her  8th,  the  Rev.  Isaac  Gardner,  Pastor 
of  the  Independent  Church  at  Potters- 
perry,  Northamptonshire;  where  he  had 
laboured  for  many  years  with  much 
success. 

On  the  evening  of  the  23d  of  Novem- 
ber last,  at  the  house  of  the  Rev.  John 
Hunt,  Chichester,  (deeply  lamented,) 
Mr.  John  Walker,  a  native  of  that  city^ 
and  late  a  county  student  at  the  Theo- 
logical College,  at  Gosport,  in  the  24th 
year  of  his  age,  and  only  brother  to 
Wm.  Walker,  Esq.  Solicitor,  Arundel, 
Sussex*    His  decided  piety,  and  popu- 


Rdigiou^  InkiUgmce :  — BSmeUoMianu. 


tar  talents,  modsteA  him  an  object  ofi 
90  coraimm  interest  to  those  who  appre- 
ciate t^e  imioD  oi' moral  and  ijitellectiial 
worth.  His  r^niains  were,  oo  Thurs* 
daj,  conveyed  to  the  grave  in  the  Ga- 
ibedral  cbun*h>jard,  by  six  of  his:  fel« 
low  students,  six  others  supporting^  the 
pail-,  and  the  -Rev.  J.  Hunt,  (his  pastor) 

.  who  improved  his  death,  Sabhath  even- 
ing, December  the- ^d;  from'Numbecs 
xxiii.  10.  **L.ei;  my  last  end  be  like 
his  s"  at  the  Independent  Chapel,  Chi« 
iihester,  to  a  crowaed  and  afieeted  eon- 
gregation. 

Death  cf  JRA*.  W,  F.  Ditntnt.-^lt  is 
with  tilings  of  tho  deepest  regpet,  that 
we  record  an  e^nt  which  has  probably 
already  excited  the  grief  and  sympathy 

•  cf  most  of  our  readers— an  event,  whh:h . 
has  added  another  name  to  the. list  of 
eminent  individuals  of  the  human  race, 
who  have  been  **  only    diemt,    then 
snatched  away  to  heaven."  On  tlie  97th 

.  of  November  last,  died,  at  the  houses  of 
the  Rev.  Dr.  Wardlaw,  Glasgow,  in.  the^ 
19th  year  of  his  age,  after  an  iUness  ^ 
five  days,  Mr.  WilUam  Friend  JDiirant,. 
only  son  ai  the  Rev.  Thomas  Daraiiti» 
of  FuoLe.  This  extraordinary  youths, 
sot  less  beloved  by  those  who  ImkI  the 
happiness  of  knowing  him  for  the  dis^ 
pcMitions  of  his  heart,  than  admired  for 
the  astonishing  powers  of  his  intelieeit, 
had  just  entered  upon  the  fourth  ses- 
sion, which  was  intended  to  complete  a, 
coarse  of  study  at  the  UniversUy  of 
Glasgow,  in  the  previous  years  of  which 
he  h^  attained  tn^  highest  diatinctions. 
His  late  felloW'Studeots  of  the  naiura£ 
phslosopfay  class,  expressed  their  deep 
sense  of  the  mournful  event,  and  their 
xespect  for  the  memory  of  Uieii  lamenti- 
ed  friend,  by  linanimousiv  voting  aa 
address  of  condolence  to  his  affonized 
parent;  and  the  enlogies  whicn  have 

^  bees  publicly  passed  upon  him,  since 
his  decease,,  by  the  professora  of  the  se^ 
vera!  claau*  in  which  he  had  distin- 
guished himself,  one  oi'  whom  declared, 
that  '•  by  his  death,  not  only  had  the 
college  lost  one  of  its  brightest  orna- 
ments,.  biit  the  nation,  and  IShe  world, 
may  be  said  to  have  sustained  &  very 
ccoisideraUle  loss/*  shew  the  high  esti- 
mati(m  in  which  hw  powers  were  held 
by  those  who  were  most  competent  tcx 
appreciate  them.  The  disorder  which 
terminated  his  short,  but  brilliant  C9f» 
reer,  was  suffusion  on  the  brain,  (at- 
tended by  paralysis  on  the  riglit  side,) 
induced,-  as  we  believe  there  is  reftson 
to  suppose,  by  intense  apfdiicttion  tq 
study. 

His  friends  derive  comfort  from  the 
recollection,  that  his  last  moments  were 
cheered  by  the  promises  of  that  gospel 
which  he  loved,  and  by  theinmience 
of  which,  all  his  endowments  and  at* 
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tainments  were.conseerftted;  and  thej 
delight  in  the  aasuranee,  that  he  has 
been  removed  to  haimursmore  exalted 
than  the  highest  which  earih  can  confer, 
and  to  enga^ments  more  pure  and 
Ixlissfiil,  than  the  most  rationai  anden- 
nobliii|g  which  can  occupy  the  human 
mind  in  the  present  state. 

He  was  intended  finr  the  English 
bar,  and  no  one  who  knew  him,  enter- 
tained  a  doubt,  that  had  his  life  been 
spared,  he  would  have  attained  the 
highest  eminence  in  the  honourable 
profi»sion  to  which  he  was  about  to  de- 
vote himself. 

While  our  readers  mourn  over  the 
i«moval  fbom  earth,  of  <me  who  pro- 
mised to  be  so  great  a  blessing  ta  it, 
they  will  deeply  sympathi^se.  with  the 
feeUngs  of  a  widowed  fidher,  bereaved 
of  an  only  child,  and  of  soch  a  son. 
But  we  need  not  refer  them  or  him  to 
the  sources  of  consolation,  or  the  rea- 
sons for  acquiescence  in  this  mys- 
terious  dispensation  of  a^  providence 
which,'  in  all  its  deatings,^  is  Uke  its 
author,  holy  and  wise,  and  just,  and 

GOOD. 

G4)od  when  he  gi?es,  si>pbcmei.t  good, 
Nor  LESS  wben  he  denies; 
£'«n  crosses  from  his  sov  Veiga^  haiid. 
Are  HetsmgA  ib  disgoiie. 

We  trust  that  the  public  Will  shertly 
be  gratified  by  the  publlcatiett  of  seme 
of  the  literary  vdmams  of  this  lamented 
youth. 

Rtv,  &  l^etbeVi^ln  Indi»»  TBcently, 
Rfev.  S.  Newell,  one  of  the  American 
Missionaries  atBombay.and  join  t  author, 
with  Mr.  Hall,  of  th^t  interesting  pam- 
phlet, "The  Conversion  of  the  World.** 

Mrs.  Morrison,  wife  of  Dir.  Morrison^ 
of  Canton,  who  lately  visited  England 
fer  the  restoration  of  her  health,  and 
who,  after  an  absence  from  Dr.  JM.  o^ 
six  years,  had  returned  with  her  two 
<*ildren,  fell  a  sacrifice  to  the  cholera 
morbus.  June  10, 18f  1,  aged  Uiirty. 

Interfsting  Case  to  JOkseniers,  — .<S^ 
vol.  4,  jp,  6l3.-oWe  understand  that  a 
Mandamus  was  jgranted  by  the  Court  o£ 
King*s  Bench,  last  week,  on  the  appU* 
cation  of  the  Corporation  of  York,  com.* 
manding  them  to  elect  a  Sheri$of  th^ 
city,  in  the  room  of  Mr.  Oswald  Allcn^ 

who    is    EXEMPT    AS    A   DlSSEKTER. 

I^eeds  Msrmru,  Dec.  8,  1821. 

9*Ae  Aierieen  and  Banffshire  Xiinierant 
S^piet^,w»»  instituted  at  a  meHing  o^" 
the  ministers  and  messengers  &om  the 
Congregational  denomination  in  Aber- 
deenshire, held  at  Abeijdeen,  om  Tues— 
d»y,  April  7,  1808* 

The.o^c^  of  this  Institution,  is  soleijr 
to  promote,  by  every  proper  mean^j  the 
dissemination  of  religious  knQvrledffe  i^ 
the  two  counties.   Tne  fne$ns  eop&yed. 


1822.;]  ReiigioHs  IrUeUigence  i-^Jiiiodtaneous.  Si 

are,  the  [ireaching  of  the  Gospel  of    sees  tears  flowttie  from  the  eye,  under 
Christ,  b/  pious  and  devoted  men,  as     his  sermons—and  hears  frequently,  per- 


Itini^nts ;  establishing  Sabbath  even* 
ing  schools ;  erecting  meetings  and  so- 
cieties Bar  prajer;  and  the  extensive 
distribution  and  ciyculation  of  select 
reliffious  tracts  and  books,  ftc. 

From  the  limited  state  of  the  fundi^ 
the  Society  has  hitherto  been  able  to 
emplay  only,  one  Itinerant ;  but  three 
or  four  could  be  very  usefully  employ- 


haps,  hoir  aeceptAbie  his  liibours  are — 
he  is  apt  to  think  some  great  spiritual 
work  18  going  forward.  But  groinng 
experience  teaches  me  how  to  estimate 
these  things.  He  be^ns  to  learn  that 
these  are  often  as  '  tne  morning  cloud 
and  the  early  dew,  which  passeth  away** 
In  the  course  of  my  esoursions,  I  have 
seen  people  <  hot  and  cold,'  and  <  hot 


^,  did  the  funds  admit.    Mr,  Giblf,  of    and  cold* 'again.    But,  though  l  thus 
Banff,  was  first  engaged  in  the  work  of    sneak,  I  hope  the  Lord  has  kindled,  in 


itmeratuig,  in  1807  and  1808 ;  and 
dming  the  last  twelve  years,  Mr.  fVU^ 
Uam  Brmm  has  laboured  through  the 
aiouner. 

It  is  not  the  duigu  of  this  Institution 
to  propaffate,  in  the  most  distant  way, 
the  peculiar  tenets  of  any  part^  or  sect ; 


the  hearts  of  a  few  at  least,  a  flame  of 
Jove  to  the  Lord  Jesus,  that  will  never 
be  extinguished.  When  any  movement 
takes  place,  it  is  of  prime  importance 
to  ascertain  how  &r  it  grows  out  of  the 
knowledge  of  the  Son  of  God,  or  how 
fkr  it  is  merely  the  temporary  effect  of 


but  simply  to  promote  the  spiritual  wei-    adventitious  ctrcumstanoea ;  such  as  a 


&ce  of  immortal  souls,  and  advance  thft 
kingdom  of  Jesus  Christ  v  by  the  preadi* 
ing  of  evangelical  doctrine,  and  the  dis- 
semination of  scriptural  knowledce.-^ 
To  this  abridged  account  of  thi^  Society, 
we  add  a  fev  extracts  from  a  •«  Short 
Statement,"  by  Mr< Brown,  "of  what 
has  been  done  by  the  Assodation  in 
the  way  of  UmeraUng':'*^'*  It  is  an  in- 
finitely greater  object  to  get  one  soul 
truly  turned  to  the  Iam  Jesus,  to 
whatever  denominatiMi  of  Ghtislians 
lie  may  attach  himself,  than  to  see  « 
hundred  become  warm,  noisy  advocates 
for  a  party,  while  they  may  give  little 
evidence  of  being  bom  agiin  by  the 
Spirit  of  Gkid»    In  .itinerating  excur- 

«ioQs,  we -should  <tHiilbnnly*«fMle«veur   -agaiost'lbem    Not  a-few- libraries  have 
♦^  -^—  -^        -.      *      -      -    ..  .  jjj|.Q  existence.  .1  have  beard 


new  party,  a  new  preacher,  or  a  new 
plan  of  usefulness.  It  cannot  be  too 
much  recollected,  that  no  favourable 
impressions  will  be  permanent,  except 
such  as  are  produced  by  laith  in  Jeho* 
vah's  testimony  respecting  his  Son. 
Not  a  few  Sabbath  scnools  are  found  in 
difierent  parts  of  the  county.  In  the 
judgment  of  thinking  people,  who  truly 
fbeffor  the  salvation  X)i  children,  the 
utility  of  schools,  wH^  well  conduct- 
ed, is  becoming  more  manifest  every 
ye^r.  In  various  r  places,  meetings  for 
prayer  have  also  been  set  on  toot* 
rhose  who  approve  of  such  institutions, 
in  the  country,  are  much  scattered ; 
which    circumstance    is    considerably 


to  strengthen  the  hands  of  all  gospel     sprung  ii 

ministers  of  every  denomination.**  Mr.     many  pleasing    little    anecdotes    con- 

J^rnwn  fhon  -m^^w^i^w^aWAi,  •-«  TfiMA«AM*>«     riec  ted  ^with- them, 'Whioh  compelmeto 


•Brown  then  recommends  to  Itinerants 
to  "  viMt  the  afflicted— pay  much 
attention  to  children— to  plant  Sab. 
■hath  schools—encourage  believers  to 


believe  4bat  they  are  not  altogether 
without  -efiect..  Many  thousands  of 
tracts  have  been -dispersed  under  the 


ibrm   themselves  into    a    meeting  for    direction  of  the  Association,  and  also 


yroyw— make  vigorous  eflhrts  to  get 
reaHttg'  todeHe*  -^rmed,  both  for  chil- 
dren and  sduks— distribute  tracts,  -and 
do  every  thing  in  their  power  to  spread 
iDforma'tion  relative  to  the  attempts 
milking  to  difi^jse  gospel  knowleuge 
thtourii  the  world.*'— «•  I  have,*'  says 
Mr.  Brown,  '<  preached,  less  or  more, 
in  sixty-seven  parishes  in  Alierdeen- 
ablre,  and  in  six  in  Banffshire.  Some 
may  be  ready  to  ask,  Well,  after  all 
your  journeying,  and  preaching,  what 
real  good  have  you  done?  On  that 
subject  I  wish  to  speak  with  the  ut- 
most caution.  One  ought  always  to 
lecoilect,  that  *  he  is  an  uxiprofitaUe 
Kmut,'  ttbd,'of  cott]sse,'Bheukl  speak 
of  his  labours  with  the  utmost  modesty. 

When  a  yotrng-inexperienwd  preacher    Aldersgate.  Street,  on  Wednesday,  ihe 
Res  numbers  flockhig  to  bear  him —    3dday  of  April,  at  noon. 


a  great  many  interesting  books  for  chil- 
dren and  others.  In  order  to  diffuse 
inibrmation  respecting  'the  vast  plans 
which  are  in  operation  to  evaxmeiize 
.the  great  world,  a  variety  of  Maga- 
zines, Reports  of  Societies,  &c.  have 
been  distributed;  and  I  know,  froai 
certain  facts,  that  these  means  have 
not  been  altogether  without  eif'cct." 

Widows*  Fund.— The  Annual  Ser- 
mon, recfiunmending  the  useful  pur- 
poses of  the  Society  for  tho  relief  of 
the  necessitous  widows  and  children  of 
Protestant  Dissentioe  Ministers,  is  ex- 
pected to  be  preached  by  the  Be  v. 
.John  Clayton,  jun ,  at  Old  Jewry 
Chapel,    removeid    to    Jewin  .StreQt, 
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Literary  IfoticeS'-^Answers  to  Corres^fxmdaits,  'SfC* 
LITERARY  NOTICES,  &c. 


%VOHKS    PREfAKINO    FOR   THE   PRESS. 

Elementi  of  So1f>Know1edgo,  in  relation 
to  Int«1lcctaa1  ImproTement,  and  the  pre- 
vailing Gbaracteri8tl<S8  of  tbe  Moral  and 
Relif  iooB  World.  Hy  Ifae  Rev.  Vhoinas 
Fincb,  of  Harlow,  in  1  vol.  12iRO. 

Tlie  Marijr  of  Antiooli.  By  ibo  Bev. 
H»  H.  Mifoian,  author  of  Fait  of  Jerosalenii 
in  8to. 

*Vhe  Personal  Hi8torj4>f  King  George  tbe 
Third,  undertaken  with  tbe  assistanoe  of, 
and  in  oommunication  with,  persons  offi- 
ciatly  oounected  with  tbe  late  King,  &c. 
By  Edward  H.  Locker,  Esq.  1  vol.  4to. ; 
with  portrait,  &o. 

An  Abridgment  of  M&tthi«'s  Greek 
Grammar^  for  tbe  use  of  soboolf,  IfSmo. 
Edited  by  tbe  Rev.  C.  J.  Blomfield,  D.D. 

A  Motlier*ii  Portrait,  sketched  soon  after 
Iter  decease)  for  the  study  of  her  Cbildren* 
By  their  surviving  Parent. 

Tbe  History  of  Ciril  Gorernuinntf  from 
the  Primitive  Ages  of  the  World,  to  the 
Fall  of  the  Roman  Empire.  By  tbe  late 
James  lyson,  Esq.  in  8vo. 

A  System  of  Mechanical  Philosopliy.  By 
tbe  late  John  Robinson,  LL.D.;  with 
Notes  and  lllnatra^ons.  By  David  Brew- 
ster, LL J).  in  4  vols.  8vo.  with  plates. 

The  Life  of  Oliver  Cromwell.  By  Ro- 
bert Soutbey,  Esq.  in  8vo. 

History  of  the  Modes  of  Belief,  usually 
termed  tbe  Superstitions  of  the  Middle 
Ages.    -With  caiions  plates.  4to. 

Tbe  Life  of  the  Riglit  Honourable  R.  B. 
Sheridan.     By  Thomas  Moore,  Ksq.  4to. 


WORKS    RECfiilTLY    t*UBLI8DBO. 

An  Introduction  to  tbe  Critical  Study  and 
Knowledge  of  tbe  Holy  Scriptures.  By 
Rev.  T.  H.  Home,  A.  M.  m  new  edtlion,  in 
4  vols.  8ro.  «£3w  ^s.  boards* 

Retrospection:  a  Tale.  Bj Mrs. Taylor' 
of  Ongar,  12bo«  6s.  boards. 

The  Pirate.  By  tbe  Author  of  Wftvoriy, 
&c.  9  vols.  £\.  lls;6d. 

Prudence  and  Principle:  a  Tale.  Bf 
the  Author  of, "  Rachel."  ]  ?nio.  ds.  6d. 

Memoirs  of  the  Rev.  Joseph  Stowell. 
By  tbe  Rev.  Hugh  Stowell,  Reotor  of  Bal- 
laugh.  Isle  of  Min.  Ifmo*  Ss-  6A, 

The  History  of  George  Desmond  ;•  found- 
ed on  Facts  which  occurred  in  tbe  £ast 
Indies,  and  now  published  us  a  useful  cau- 
tion to  young  men  going  out  to  tliat  country. 
19mo.  7s. 

The  Private  and'CoflBdential  Certeipon- 
dencci  of  Cbal-Ies  Talbot,  Duke  of  Sbrew*- 
bury,  principal  Minister  to  King  Wiltlaln, 
for  a  considerable  period  of  bis  reign.-  By 
the  Rev.  Archdeacon  Coxe.  4t6.  ^9#'9s;  . 

A  Sketch  of  tbe  State  of  Ireland,  past 
and  present.  Dedicated  to  the  Mftrquis 
Wellesiey,  8vd»  new  edition.  3«. 

Jtlily.  By  -Lady  Morgan,  new- edition', 
in  5  vols.  8vo. 

The  Annual  Biography  and  Obitntfry  foir 
the  yeat  1823,  containing  memoirs  of  oeltf- 
bratod  men,  who  have  died  in  18Sf>-^l* 
ftvo,  15s. 

Grounds  of  Hope  for  the  Salvatton  of  all 
dying  in  Infiincy :  an  Essay.  By  tbe  Rev. 
William  Harris^  LL.D.   8ro.  4s.  6d. 


ANSWERS  TO  CORRESPONDENTS,   &c. 

Communications  have-beeu  received  this  month  from  the  Rev.  Messrs.  .T.  H; 
Home— W.  Hull— O.  Payne— J.  JRyley — W.  Orme— J,  Blackbume.-<tJ<  Tuif- 
ner— £.  Philip— J.  Roberts— W.  Seaton— J.  Hunt— Jog.  Fletcher— W.  Prat- 
man— J.  Morison—Whitridge— Ingram  Cebbin— John  Leifchild — T.  Sdkids 
—J  Sharp— W.  Notcutt— W.  Scott  , 

Also  from  Kpaphras — J.  Fawcett— Shagird— J.  Woodford— A.  Allan— Sorella— 

Volens-W.EUerby— Dorcas— L.  L.— M.  M A  Mother— X-  Y.  ^.—Richard 

Toller— B.  Wills  — Tempest! vus  Mentor — W.  Bennett — Richard  Lee.— S.  ab 
Tydfil. 

(To  ihe  Editors.) 

.  In  the  conclusion  of  a  Memoir  of  my  late  much  lamented  brother,  thelEtev* 
T.  N.  Toller,  which,  is  inserted  in  your  Magazine  for  the  month  of  December* 
the  follow^nc  passage  occurs :  y  It  has  been  asserted  by  some  of  those,  who  wel^ 
koewhim^tniithisftaturaltemperwu  austere  and  rvggedJ** 

1  acknowledge,  that  I  felt  indign^tly  on  reading  this  sentence;  and  I  hett 
leave  to  state,  that  my  brother  was  not  more  than  six  yeiars  older  than  myself 
and,  therefore,  on  this  point,  I  am  enabled,  from  early  recollection,  aad  ioi^ 
experience,  to  speak  with  confidence  and  accuracy.  Allow  me  then  to  assure  you, 
Grentlemen,  that  the  insinuation,  above  alluded  to;  is  totaUydeHUtUc,qf,fimndiUion, 
The  direct  reverse  is  the  fact.  My  brother  was  always  disUnguished  for  kindness 
6f  heart,  and  lenignity  of  disposUian;  and  I  never  knew  a  person,  whose  temper  was 
more  free  frsm  austerity  and  harshness,  than  uras  that  of  my  highly  respected 
brother. 

1  think  it  justice  to  his  memory  to  make  this  communication.    On  his  ti'sn- 
scendant  and  original  powers  as  a. preacher,  it  does  not  become  me  to  descant ;  but 
I  believe  they  will  not  be  soon  forffotlen,  by  those  persons  who  felt  and  wit- 
nessed their  effect.  I  amrGentlemen,  &c«         Richabi)  Toi<i.sfi. 
South  Peilierton,  Somerset,  17  th  December,  1 8S 1 . 
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^o.  50.2                          FEBRUARY,  W22.  CVol.  V. 
MEMOIR  OF  MR.  WILLIAM  RAINE, 

LATE   STUDENT   IN   THE  INDEPENDENT   ACADEMY^    BLACKBURN. 

This  amiable  yoath^  whose  pre-  profane.  As  evil  communications 
nniture  death  has  deprived  the  corrupt  good  manners^  his  situa* 
<;hurch  ^f  a  young  minister  of  tion  was  perilous.  He  experienced . 
great  promise^  was  a  native  of  the  contaminating  influence  of 
Barnard  Castle,  in  the  county  of  these  connexions,  and  was  drawn 
Durham.  His  parents  are  mem«  into  stn,  particularly  that  of  Sab-, 
bersoftbe  Congregational  Church  bath-breaking.  But  the  force  o£ 
in  that  town.  They  had  been  ac-.  previous  religious  impressions,  un- 
customed, for.  some  time,  to  con-  der  a  divine  blessing,  preserved 
template  in  him  qualities  which-  him  from  '^  the  excess  of  riot"  into 
seemed  to  indicate  that  he  was.  which  otherr  ran.  His  neigh-, 
destined,  by  divine  Providence,  to  hours  respected  him  for  his  so- 
become  a  burning  and  a  shining  briety,  industry,  and  general  good 
light  in  the  church  of  Christ.  From  conduct.  During  this:  period,  he 
a  child  he  was  taught  to  know  the  was  accustomed  occasionally'  to 
Holy  Scr^tures. .  Affectionate  care  visit  his  parents,  on  the  Lord's 
wast^en  to  bring  him  up  in  the  day,  and  to  accompany  them  to. 
nurture  and  instruction  of  the  the  house  of  God.  Here  it  pleased 
Lord.  Nw  was  this  care  unavail-  the  Lord  to  meet  him.  The  word 
iDg*  Ipipressions  of  a  religious  was  made  effectual.  Awakened 
nature  w^re  .early  lAade .  on  his  and  abased,  he  flew  for  salvation 
mind.  He  makes  a.  rekr&tce  to  to  Jesus  Christ.  Of  this  interest- 
this  inestimable  blessing  in  one  of  ing  event  he  gives  the  following 
]hs  letters;,  in  which  he  says;— ^''  I  account,  in  a  letter  addressed  to 
knpw  hotjiing,  from  experience,  of  the  Rev.  J.  Fletcher,  Blackburn  :•«. 
aj&tber^a  feelings ;  but  I  trust  I  '.'  With  regard  to  my  religious  ex- 
know  something  o£  the  importaince  perience,  I  would  observe,  that  my 
rf  early  R»tmnto,  and  of  the  in-  parents  having,  soon  after  iny 
structions  that  should  be  given  to  birth,  become  members  of  the  In- 
children.  Had  I  not  been  at-  dependent  church  in  this  towii, 
tended  to  with  the  greatest,  dili-  under  their  care  I  enjoyed  the  ad- 
geno^  when  uxider  die  car^  of  my  vantage  of  religious  instructions^ 
parses,  there  is  r^ispn^to  fear  that  but  of  which,  for  some  time,  I  wa^ 
I  should,  before  hpWi  ,have  been  almost  regardless.  However,  about 
a  pio9t  pfofligate  and  abandoned  the  age  cf  fourteen,  it  wits  thought 
character."— At  an  early  age,  he  requisite  that  I  should  go  from 
was  fdaced  by  his  father^ as  an  home;  and  accordingly  I  iiras  re- 
apprentice  in  a. neighbouring  vil-  moved  to  .a  village  eight  miles 
]a^  Here  he  enjoyed. but  few^  distant.  Here  I  was  exposed,  to 
rejigipfis  adyant9ges.  .  No  longer  evil  c^ompanions,  and  vices  of  va« 
mider  the  .imm^di*te  contrpl  of  nous  descripticms,  wit^  which  I 
parcjutal  aotbority>  h^  be<^methe  became  intimate,  but  never  en- 
cmi^|ni4on  oC ,  the .  ungqdlj^  *  and  tir^y^ni^t  thetAdmekiitioDs.  I  bat) 
CoNo.  Mao.  No.  56.   *  I 


69  Mdnmr  of  Mr,  William  Raine,  [[February, 

received  from  mj  {larents.    How-    la  the  knowledge  of  the  Lo^  and 


ever>  in  the  course  of  divine  pro- 
vidence, the  Rev.  W.  L.  Prattman 
came  to  Barniird  Castle,  under 
whose  ministry  some  of  tny  bro* 
thers  and  sisters  were  converted, 
which  made  them,  together  with 


Saviour  Jesus  Christ. 
•  It  is  6f  the  nature  of  grace,  as 
a  principle  in  the  heart,  to  |be- 
get  sympathy  for  the  spirftuftl 
miseries  of  men.  No  sooner  had 
the  Sun  of  righteousness  arisen 


my  parents,  earnestly  desirotis  d  on  his  soul,  than  he  beheld,  with 

my  spiritual   wel&re.     Being  in  'emotions  of  unmingled  grief,  the 

the  habit  of  visiting  home,  I  ac-  ignorance,  the  widiedness,  covet- 

companied  them  to  the  preaching  ousness,  and  carnal  security  that 

of   the   word    by   that  nlinister,  prevailed  in  the  population  of  the 

which  became  indeed  the  word  of  village  and  its  vicinity.    He  waa 

life  to  my  soul.     The  impressians  beginning  to  devise  some  me^ns 

niade  by  the  ^frit's  application  of  of  dmng    good    amongst    them; 

the  word  to  my  mind,  were  deep-  when  a  circumstance  occurred  ft^ 

ened,  and  kept  alive,  by  die  ire-  vourable  to  his  design,  which  it 

quent  admonitions  of  my  pioAs  may  be  the  more  proper  to  notie^^ 

pMrents  and  brethren,  imtil  an  ac-  as,  in  regard  to  faimsdf,  and  many 

ouaintance   commenced   between  others,  it  led  to  the  most  impoHrt- 


the  minister  and  myself,  when  he 
imimred  into  the  state  of  my  mind, 
imd  gave  me  suitable  counsel  and 
advice,  which,  I  trust,  by  the  grace 
of  God,  was  made  the  means  of  my 
omversian  from  nature  to  grace, 
from  darkness  to  light,  and  from 
die  power  of  Satan  to  the  king- 
dttn  of  our  God." 

Car  young  friend  was  admitted 
a  member  of  the  chnrdi  at  Bar- 
ilard  Castle,  but  continued  to  live 
at  the  village  before  meodoned. 


ant  consequences.  A  neighb^^ur, 
with  whom  he  had  but  a  slight 
acquaintance,  having  observed  hi* 
unafiected  piety  and  consistent 
conduct,  sought  his  advice,  nndi» 
circumstances  of  religious  distress; 
Stung  with  remorse  for  sin,  and 
ignorant  of  the  way  of  peace,  ha 
made  known  his  ease  to  oar  friefid; 
whose  coondel  and  prayers  w«re 
Ae  meant  of  affbrding  him  relief. 
Their  souls  beciime  knit  to  mie 
another.  '  They  took  tweet  codn- 


There,    from   the    testimony    of    sal  together,  and  wait  to  the  hoesit 
others,  it  sflpenrt  that  his  diamc-    of  GmI  iti  company.   He  WM  very 


ter  was  exeinplary,  knd  orniimental 
to^igion.  Over  his  temper,  na^ 
tarally  warm,  he  exerted  a^ngu- 
tor  control.  ''  He  ruled  his  spirit,** 
uid  ^*  Vas  gentle,  shewing  dl 
meekness  to  ^  men ;"  and  while 
hek  obnsistency  and  uprightneai 
gained  him  the  esteem,  his  kind 
laid    amidbrle    deportnient   com- 


usefril  to  his  new  aeqaainttnoe. 
Familiar  widi  the  Scriptures,  and 
#^l  ghninded  in  the  prindfdet  of 
divine  grace,  he  wai^  always  able 
and  ready  to  administer  to  him 
advice  and  oons^Mlan,  whitet  iii» 
fervent  siipplioadona  (fbr  the^ 
prirf ed  mudi  together)  wfre^ed 
hit  ^rit,  and  exched  him'  to  diH^ 


mended  him  to  the  affections  of    ^ence.    ''  His  praya^,"  said  ^i« 


Idl  that  knew  him.  In  dev6domd 
«tetds^s  he  waa  regular  and  fer- 
tvnt  He  wdked  with  God,  was 
tXteM  tb  keep  fait  hektt  with  all 
diligence,  and  tb  have  his  afibc^ 
tibin  placed  on  hexveiUy  thiilgi* 


individual,  **  never  ^led  16  en^ 
Ughten  my  mind,  and  euii^  my 
heart."'  ... 

And  nbW^  commis^Hfitidn  f<» 
the  if^tual  stMe  of  the  iidxabi^ 
tants  of  thut  dark  tlUi^,  indneeA 


It  vras  his   desue  to  me,   ndt  these  two  friemjb  to  unite  then:  eft 

io  hiibielf,  but  unto  Him  that  forts,  if  pos^fe,  to  melibrsfte  iti 

died  for  tdm,  Ind  tote  Ugain.    By  They  Ibmed   a  Sv^i^y  wAmi^ 

fltiM  ineans  lirifew  in«gnu^  and  imd  a  fwyer-m%ediig>   boft   dT 


im.^     ^^  Sttideni  iw  4he  jfndepemktU  Afioiemy,  Slacklfum^  t9 

whidi  wese  mtSi  attended;   Wish-  ness^  jlrovided  a  gracious  Atyvl* 

ing  to  mak^  their  pn^er-meetinff  dence  appeared  to  pcnnt  out  the 

itill  moffe  useful^,  they  began  td  way.      He    consulted    those    on 

read  sermons;  but  afterwards,  at  whose  Judgment  he  thought  he 

the  suggestion  cf  fnendsy  William  could  rely ;  and,  after  mature  de- 

Rains  delivered  diort  addresses*'  Hbenition,  it  mB»  determined  diat' 

In  this  kind  of  exeecise  he  made  an  application  should  be  made  ta 

E^id  improvement ;    the  peof^e  the  Theological  Tutor  of  the  Tn* 

fiodked  to  hear  him^«nd  expressed  dependent  Aeademy  at  Bkckburti/ 

their  aj^Bobatioa     He  was  soon  wkh  a  view  to  his  intrbdiiclioR,  as- 

CDorasaged  to  take  a  text,  and^  a  student,!  into  that  Institution. 

his  ddll  in  framing  aermons.     "tie  This  ap{^oation  was  successful, 

had  a  sound  judgment,  and  was.  and -he  soon  alter  entered  die  Aca^ 

dsq^y   impressed    with    eternal  demy.    The  starling  excellence  oft 

things:  his  lum  was,  not  display,  his  eharaoter  causeid  his  removal- 

bot^oing  good  to  dying  souls;  to  be  regretted  by  his  Chrisfian 

andfor  Jthia  end  he  prayed  and  fViends  as  a  serious  loss.  At  M , 

atudied.     His  ttcertions  to  pre-  where  he  had  been  stationary,  and' 

pars  for  these  public  exercises  cost  wjiich  had  formed  more  imme- 

himnmoh  labour.     In  his  secular  diately  the  scene  of  his  pious  and 

odling  he  labourad  hard  all  the  benevolent  labours,   he  was  ex* 

day;  and  at  night,  when  nature  oeedingly  beloved.     On  leaving 

sequiiBd  to  be  ^nscruited  by  sleep,  this  j^dce,  .those  who  had  often' 

()ie>hoi^s  weie  spent  in  compos*  listened  with  delight  to  his  dis« 

ing  his  aenaoons.    Thus  sle^  wa»  courses,  iSocked  to  hear  his  fsxe^ 

bsttished,:  &tigue  ^gotten,   and  well  address;  and  ^ough-hehad 

the  c(dd  of  the  winter^e    nij^t  not  to  say  that  they  shonM  *'  see 

fanvedy  ^rhile  liis  soul  was  ab«  his  face  no  more,''  yet.  the  tears- 

tibrbed  in  this  delightful  employ-  rolled  down  many  a  cheek,  as  with 

vfioaL     iHia   sermons  evinced  A  aflRsctionate  selidtude  he  pleaded 

knowledge  of  the  Scriptitfes^  and  for  th^m,'  and  with  them,  about 

snardottr  of  f^ng,  whiehcen-  their    everlasting    concerns,    and 

dered.tbenLintere8tii^g;moreespe-  said,   '^1  commend  you  to  God, 

cisfiy.aa  ithe  ^yle  of  his  address  and  to  the  word  of  his  grace, 

w^  acdemn  and  energetic/    He  which  is  able  to  build  you  up/  and 

sqoat  began  to  preach  in  other  vtl«  to  give  you  an  inheritance  among 

lages,    and,    wherever   he  went,  all  them  that  are  sanctified."    The 

oommanded  atteintion,    and  won  aifections,  and  prayers,  and  hopes 

affection  firom'his  hearers.  of  many,  followed  him  to  Black* 

Theselndications  of  talent,  com-  buin. 
bnedwitib  unifonBnuffks  of  true       At  the  Academy,   during  the 

piet|r,  aipid  dismterested  zeal  for  period  of  probation,  the  anxiety  of 

the  cause  of  Christ,  could  not  fidl  his  mind  wasexcesnve.  No  Anibl 

sfpeiBting  out  our  young  Inend  this  might  arise,  in  part,  from  tlkO' 

as  &  to  become  -a  candidate  fer  disgrace  to.be  anticipated  iii  the' 

tbe  Chrietiaa  mkiistiy.    The  sub-  event  of  bei^g  rejetcted  as  an  iin- 

ject  was  accordingly  mentioned  to  suitable  cai^didate.     But  he  had' 

him.    It  was  obviously  one  with  other  and  nobler  motives.     His' 

which 'Jhas  mind  was  quite  fami-  feelings,    naturally  strong,    were 

liar,  4me  to  whose  transcendent  dee|)ly  imbued  with  love  to  Christ 

importance 'and -^fficu^y  he  was  and  preciouis  souls^  and  to  have 

&r  &om  bemg  insensilile,  but  to  been  defeated  in  his  etbrts  to  en- 

vhidi,   nevoimless,   his   desires  ter  on  a  course  of  studies,  prepara-' 

with  gteftt  earnest-  twytothewotkbeferehim}  wcyahf 
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60,                          Memoir  ^  Mr.  WUIiam  Raine,  .[^Febhuarv; 

have  plunged  him  into  inconsolable  gence,  I  shall  be  al^  to  obtain  a 

grief.    Hia  success  .wasj  th^refore^  tolerable    acquainUaioe  with   the 

attended  with  emotions  of  high  cUatics  belcn^  I  finally  leave  this 

BatisfiM:tion;and  unfeigned  grati-*  {dace." 

tude.      On  this    subject  he  ad-  Amidst  these  anxieties  he  va-. 

dressed  his  perenta  to  the  follow-  lued  and  sought  the  prayeis  of  his 

ing  effect:—  pious  friends.     '^  Tliis  thought/' 

'^  It.  is  with  exceeding  great  he  say  s//^  has  sometimes  revived 

delight  that  I  inform  you  of  mj  my  drooping  spirits.    I  have  some 

admittance  into  this  Academy,  to  who>  I  believe,  do  not  forget  me, 

enjoy  all  its  benefits.   .You  have  when  approadiing . their  Fathei<» 

long  looked  for  a  letter  from  your  throne.    But  let  me  still  entreat 

unworthy^  but,  I  trust,  affection-  yo«,   my  dear  brother,  and  my. 

ate  son.     To.  gratify  your  desire,  young  friends    and    compamons, 

and  make  you  partakers  with  me  and  urge  it  upon  you,  to  be  more 

of  my  joy,    I  now.  write;    and  fervent  at  a  throne  of -grace  <Hi 

dunking  you  would  Mrish  to  know  my  behalf.     My  present  duties,, 

the  result  of  the  Committee  meet-  and  the  mighty  engagement  that 

iug,  I  have  relieved  your  anxiety  fills  my  future  prospect,^  if  I  be 

in  the  first  words  of  my  letter,  enabled  to  go  through,  press  open 

The    Committee    met    yesterday  my  imnd,  and  force  me  often  to 

morning,  between  ten  and  eleven^  exdaim,   "  Who  is  sufficient  for 

o'clock,  and.  Mr.  Jeffreys  and  my-  these  things;"  whilst,  as  oft^,  I* 

Qelf>  the  two  on  trials  were  kept  endeavdur.tp  check  my  rising  fears, 

in  suspense  till  two  in  the  after-  saying,  ''Why  art  thou  cast  down, 

noon.   The  anxiety  and  fears  with  O  my  soul,  why  art  thou  dis- 

which  our  minds  were  filled  dur-  quieted  within,  me ;  hope  thou  in 

ing  those  hours  of  suspense,  and  God,    for  thou  shalt  yet  furaise 

indeed  for  several  days  before,  may  him."     TJbus,  in  his  strength,   I 

be  more  easily  conceived  tluui  d^  would  trust  stUl  to  go  forwud, 

scribed.     There  certainly  was  a  even    until    all  Ubours  shall  be 

probability,  in  my  case,  that  the  over,   and  the  happy  period  aiw 

Committee    might   determine    to  rive,  when  all  ''uie.  ransomed  of 

discontinue    my  stay  here ;    but  the  Lord  shall  return,  and  come  to 

that  wise  and  gracious  God,  under  Zion'with  songs,  and  everlasting- 

whose  care  and  direction  I  trust  joy  upon  their  heads ;  when  they 

I  came  here,  has  been  better  to  shall  obtajn  joy  and  gladness,  and 

me  than^  all  my  fears.     Instead  of  sorrow    and    siting    shall    flee 

realizing  what  we  so  much  dread--  away." 

ed,  when  we  appeared  before  the  In  March,  1818,  he  writes  in 

Committee,  they  told  us  that  they  better  spirits,  and  thus  speaks  a£ 

were  very  much  pleased  with  the  his  health : — ''One  thing  there  is 

account  our  tutors  had  given  of  fi>r  which  I  know  you  will  join 

our  application  to  study,  and  that  with  me  in  blessing  the  God  aiid 

we    were   unanimously  admitted  Father  of  aU  our  mercies.     Never. 

into  the   Ins^tution.      My  fears  did  I  enjoy  such  a  state  of  bodily 

arose  chiefly  from  the  slow  pro-  health  and  strength  as  I  have  done 

gress  I  was  conscious  of  having  since  I  came  here.     The  Lord  haa 

made  in  the  Latin  language.     It  been  infinitely  better  to  me  than 

is  certainly  very  difiicult,  espe-  I  have  deserved  at  his  fatods.     O 

dally  to  those  ;vqiose  minds  have  that  I  may  be  more  thankful  for 

been  rusted  fof^  want  of  applica-  this  and  the  many  other  comforta. 

tion  to  such  studies.     However,  and  privileges  I  enjoy!  The  anXiety 

being  admitted,  I  trust,  by  dili-  of  my.mind,  respecting  my  studtea. 
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is  less  thiui  it  was;  yet  I  must  portant  station^  he  spake  in  terms 
aaj  th^j  are  very  difficult  I  hope^  that  indi6ited  a  disposition  to  have 
howeter>  that  tfa«prospe6t  is  grow-  become  his  companion  In  travel;' 
ing  br^hter  and  brighter,  and  that  ^  or,  in  some  otlier  situation,  to  have 
in  dae  time  I  shall  be  prepared  icf  embarked  in  the  same  great  but' 
occupy  scftne  humble  station,  where  arduous  cause. 
I  may- labour  for  the  everlasting  These  extracts  and  references, 
interissts  of  sonla,  and  for  the  glory  are  designed  to  shew  the  state  of 
of  the  great  Head  of  the  church/'     his  mind,  in  relation  to  the  work 

The  next  December,  he  thus  before  him,  and  the  value  he  set 
addresses  his  fiiUier  ;-**'  I  cannot  on  the  means  by  which  he  hoped 
eipiess  my  gratitude  to  you  for  to  be  fitted  for  it  Th^  deepest 
yoiir  incessant  car^  and  attention  anxiety  to  succeed  possessed  his 
to  me.  SensiUe  I  am  that  ^e  soul ;  and  the  thought  of  one  day 
debt  of  gratitude  is  greater  than  I  discharging,  in  a  sphere,  however 
shall  ever  he  able  to  ^scharge ;  humble,  the  office  of  a  preacher  of 
and  if  so  great  to  you,  my  ear&y  the  Gospel,  was  his  fondest  an- 
father,  what-  then  must  it  be  to^  tidpation.  With  these  views  his 
Him,  whom,  I  trust,  I  may  call  my  exertions  fully  corresponded.  His 
heavenly  Father.  'Thy  mercies,'  application  to  study  was  intense' 
Lord,  suxprise  way  souL'  May  my  and  incessant  Here,  indeed,  he 
future  conduct  towards  you,  and  erred.  An  insatiable  thirst  atVer 
towards  God,  evince  the  sincerity  proficiency  led  him  to  overlook* 
of  my  piresent  expressions  I"  To  the  precautions  dictated  by  a  pru- 
thifthe  adds,'^'  My  much  esteemed  dent  regard  to  health.  It  was  dis- 
friend  and /spiritual  &ther— and  covered^  but  too  late,  that  he  had 
you  have  been  the  instruments  of  been  in  the  habit  of  retiring  to 
{facing  me  in  my  present  situa*  rest  not  befin*e  twelve  or  one 
tion;  bat  to  a  wisdom  and  a  power  o'clock,  and  of  rising  as^  early  as 
more  thun  human,  must  I  Wer,  ih  three  or  four  in  the  morning !  By 
order  to  account  for  the  event^  keeping  the  mind  ever  -  oh  the 
connected  with  my  becoming  i  stretch,  and  depriving  the  body  of 
candidal^  for  the  ministry.  May  its  natural  rest,  the  vigour  of  the 
i  never  become  a  disgrace  to  that  strongest  constitution  must  sooner 
high  and  impicnrtant  offibe,  but  al«  or  later  become  impaired  and  ex<^ 
ways  aeooant  it  my  highest^  ho-  hausted.  It  is  conceived,  that,  in 
nour  even  to  suffar  reproach  for  this  way,  our  friend  laid  the  foun« 
the  name  of  Christ;  ^  so  that  I  dation  of  many  of  those  grievous 
may  finidi  my  course  with  joy,  sufferings  with  which  he  was  afters 
and  the  ministry  I  hope  to  receive  wards  afflicted.  His  progress  was 
of  the  Lord  Jesus,  to  testify  the  such  as  to  meet  the  wishes  and 
gospd  of  the  grace  of  God  V*  requite  the  labours  of  his  revei«d 

From  expressions  whidi  he  dropt  and  bisloved  tutors.  During  the 
at  various  times,  it  appeared  that  second  year,  his  mind  began  to 
he  ^t  a  glowing  compassion  for  dispky.  powers  winch,  though  not 
Ae  miseries  of  the  perilling  hea-  extraoriHnary,  were  yet  of  a  very 
then,  and  that  deVofion  to  the  respectaUe  onler.  As  a  preadier, 
glorious  work  <^  attempting  to  he  was  disjkinguished  by  qualities 
evaiigidixe  them  was  far  from  be^  adapted  to  r«id^  him  more  than 
ii^  imeoi^ffeniiil  with  his  feelings,  acceptable.  .  His  countenance  was 
Of  Mr.'«Jem«3^,his&Uow«6tudent  marked  by  affection  and  intelHw 
and  friend,  who  was  pireparing  to  gence;  his  voice  powerful  ami 
beodcae  a  Missionary,  andwho^  mdodious;  and  his  elocution  dis^ 
has  since  been,  sent,  by  the  London  tinct  and  manly.  In  language  kt^ 
Misstonary-  Society,  -to  a  most  imv  once  perspicuous  and  energetic,  he^ 


spoke  Bound  doctariiie  witha^f^i:*    in  itfi  Incipient  ettft^:  and  tim 
vent  and  affectionate  spirit.  Tliese    vofiLj  best  be  dDRe-  in  bi«  pva 


qualities,  connected  a3  they  were  words.      "  About  twelve  wi^ks 
vith  the  influence  of  genuine  per-  ago,  I  was  preaching,  one  Sun^y 
mmal  rdigUs^  and  a  sweet  and  eYenjipg,  at  a  villfige  twe  wil^ 
amiable  disposition,  and  rendered  from  Blackbora,  and  in  returaipg. 
qaoce  pleasing,  as  well  as  more  va-  home  I  called  to  visita  poor  mm 
luahki,  by  the  humility  in  wjiicb  who  lived  on  tlj^  road-ade.   I)}xrf 
they  were  clothed^t   justly  gave  ing  my.  ^y  with  hinij  a  vei^t 
him  a  >claim  to  be  ranked  amoogsti  beai^  min  eoinineiiced ;  .so  tlM^t, 
those  probationers  of  the  C^nsliaii,  e^W  l^iwiag.  hiabQUae,  I  bad  pot 
iiuniiBtry,.on. whom  the  chuvehe*  qf.  gone  fer  before  I  wmb  wet  through* 
Christ  may  Ippk  with  ant^pa^oiE^  This  occesiixned  a  slight  cdd  Jnj&y 
of  de%bti  chaateiied*  however^  breast.  Having  pKKoimd,  ineon-^ 
by  the  consideration  of  those  vi-  pliance  ivith  the  revest  of  the 
cissitudes  wj^ich  futurity  not  un«  pqor  mail  and  bi^  wife* .  -that  I 
fiequently  employs  to  da^b  our  woukl  go  some  week-day -evemng 
$<qpes   and   sink  ^p^    pleaeurei;.  and  preitcb  at  their  house*  I  went 
Setweeii  pur  joys  and  sorrows,  shortly  ^Sm;  and  having  put  m 
our    hopes  and  di^Pi^iutinents,,  only  thin  shoes,  I.  got  my  feet  we|, 
there  exists,  in  the  present  st^t^.  which   inci^eased   fo^  eeld,    and 
but  a  slender  .partiticw.   From  oiie  brought  upon  me  n  omgh-   I  hftve 
to  the  pther^  the  fem^ful  tranaition  used  various  mestVB  tp  ngooove  it; 
13  fiequent  and  rapid.   T^^uthl  but  having  to  pteanii.  every  Sun- 
esteemed  and  loved  by  others,  was,  day  evening,  and  often  to  walk 
to  bis  parents  and  family*  an  ob-  bliiHie  i^fter  pveaobmg*  iit  jias  net 
J6ict .  of  endeared  afiectiop.    Th^  yet  left  .me.    Jbe  effect*  bawev^* 
had  syippatbiaed  with  him  in.h|i|  is  not  aWromg*     The  co«^  is 
{eiacs«^Ii^  bad  exulted  in  his  hopes  better  Aim  it  wm$,  and  by  care 
end  his  ipieasi^res ;  but,  .ala«  I  the  vi^,  J  dpubt  not,  ahortly  be  .re* 
pii^spect  which  had  b^un  to  deair  moved-  jAfi  ti»  my  .bealth,  in  ether 
^,  i^as  soopi  to  h^  overcf^  In  bis  nespeeto*  all  is  well.    You  have^ 
£ttev4,  his  friends  pei:<^ived.a  9tu«  my idear  mother*  m>  nwsen*  dien^ 
died  ^lence  on  the  subject  of  the  foi^,  to  ^tn^iUe  .youmdf*  though 
8tate;of,his}iealth.  This Iv^vi^g: led  I.beve.toldyouJiietnitii.   J  hope 
to  narticuler  iuiQuiry,  prodi^eed  f^  to  eoduremany  yea«s of .>bard  la.- 
if^j  ii^  which  he  aofoiowkdged*  hour  jn  the  ;gospel  vineiwDd ;  «Qd 
tliat  .be  b^  Bot  beeni^u$Qie»ti|y  O  that  I.may  not  Jabour.in  win.'* 
caif^l  i^atljending  to  iit;  ki^t  Aik  Xhis  hape  pneved  faUacums.    The 
aW^oiigh  bis  indisposition  i«Rs  jq{  oompbunl  eontinnedobetuialie.  At 
ii^^  imonUi8,,staBding*>be feH  no  kntg^*. being  lacawmended 4oi tgg 
eM^    for   serious  eppi^^benmo*  the  influeiioe]of'bis>natiiBeiair,.iinth 
XIhs confidence*  ho^eyer,  prov^  great xeluf^aneeheleft^his. friends 
utterly  .  m^^nded.    ,  His  eon^-  et  Bladibaiio*.  and  afftumed  Jieme ; 
lutjon  rbed  alreadly  jsustained  a  consoUng  bimseBT,  however,  jrith 
d^«Adftil ,  shock.    /The  eomfdeiiit  the  b^peief  speedy  convaleaeenc^. 
hA  l^en had,  proved  tbeeommj^M3e«  A  vi»t  .to   Sunderiand*   in  the 
ineiit.pf  a  ]^fg.oourae.p!f.s]idwe8^  oeurpe  .#f  ihe  summer,  of  i^MQj 
whieh^ . tbro^  aj^Uftpe^n ^ Ihe  aeemeditP-he  «f v efiectnaliaa^yiee ; 
m»9t  p^gnv^tf  9u$ifiring9, :  hroiigbt  so :  that  ^when  .he  «aine  rhcne,  ^^ 
tb^  life of.this.pwniwg you^ tp.a  im  fijesids  beheld,  miih  ^giatifioa* 
piremiitn^  plose.    Of  U^  .oi^gin  it  tion,  \ the  iappeoranees .-  of  improve' 
iD4jbepi:^per.toj^i\|^f^f^^(X]i^t*'as  m^it.     But  &ese  .hopes  iailfld ; 
%^ia|itiftn  to:  others,  in  like  i^coumf  iffr  jlvatJtbmt  the  time  whaiEi  he 
ft9S^^»  M  jrw^  <9iM)e9t  .diseeie  ogumMdioed  the  pfepawtionefiir  his 
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ftfldcipatsdietam  td  tbe  aebdemy,  the  mtnistrj^  and  his  didy  %ish 

lis  heddi  ^hegan  agiin  vkibly  to  for  life  arose  from  his  itesire  to 

decline,  sod  ire  continued  to  jgww  serve  God  in  the  sanctuary.  . 
wme,  until  his  strength  being        In  the  early  part  of  his  confine-* 

reduced,  he  came  to  be  confined  ment,   speaking  of  futnrity,  and  v 

to  his  room,  and  theb  to  that  bed  his  desire  of  confidence  in  Christ; 

of  pain  and  snfiering  on  which  he  he  said,   ^  Oh,  how  awflil  mast 

Wis  called  to  hondar  Grod  by  pa«  death  appear  to  those  who  have  no 

tient  sabinission  to  hvs  will.  hope  beyond  this  life  I     To  know 

The  pnxspeet  of  taking  upon  diat  we  are  leaving  all  that  is  neat 

hhn  die  ministerial  office,  and  ijit  and  dear  to  us,  even  if  it  were  to 

attending  fully  to  the  engageroente  be  annihilated,  is  a  very  gloomy 

preparatory  to'  it,   hf|d  acquired  thought ;  but  to  enter  on  a  state 

^e  cdtnplete    pcMsession   of  hie  of  beihg,  of  whidi  we  can  know 

soal :  and  the  disappointment  of  so  liitle  in  this  lifi^,  without  a  weH-i 

his  hopes  seems  to  have  created,  grounded  hope  of  being  happy^ 

ttptecii^atfint,intensementalsQj^  wouM  be  insnpportable;''     And, 

fering.    T6  a  A-iend  who  visited  while*  advertitig  to  the  encourage* 

him,  he  exj^ressed  himself,  on  tliis  taent  affimlcd  by  the  promises  of 

sabject,  in  tlie  fblfc^wing  raamier :  tbe  Gospel,  he  added»  *'  There  i«  M 

"  How  mysteriouB  are  the  wayi  want  of  evidence ,-  ^ere  is,  I  am 

of  Gad  in  his  providence  V    His  eoiivinced,   sufficient  ev^enoe  in 

fiiend  obscfe»vifig  that  eH  would  be  Uie  word  of  God  fdt  nm,  and  fbt 

made  plain  hereafW,  he  said,  ^'  I  every  one ;  but  J  want  that  firfth 

do  not  mean  with  regard  to  suf-  which  would  enable  me  tm  rely 

fering ;  nttny^thsnk  tktt  God  deals  '  firmly  and  fully  on  the  Redeeftier  | 

with  them  in  a  mysterious  way^  I  feel  that  it  is  a  hard  thing  to 

when  tiiey  suffer,  but  I  do  not  believe."    His  sofieriogs  were  of 

timdt  so;  ftv  sufi^ing  is  the  n«^  no  ordinary  kind,     msides  dis^ 

toml   eiPeet  and  consequence  of  tressing  nausea,  and  tndm^g  of 

an,  and  it  ie  a  wonder  that  W9  kmg    codtinuatice,    he    was    a& 

sufer  no  more  disn  we  dor  b«t  I  flicted  with  the  most  tortnenting 

meiai  with^  regard  to  myself  and  pains  in  his  bade  and  krnis*  These 

Ay  cadi  to  the  work  of  the  mini-  wei^  often  ao  intolerable,  tii«t  Ui 

ffif :  fer  I  niEOSt  cercsmly  believed  groans  were  faeani  dhedogb^ut  die 

tto  I  was  called  to  that  great  house,  insomudi  that  his  niodiei^ 

work,  and  in  cibedience  to  that  most  unremittiiig  in  hertender  at^ 

c<^  i  esbiered  upon  my  studies^  tentioiis  to  Inm,   was  dUiged  to 

ttsA  now  littft  I  am  taken  from  ibrce    h^swlf   away  Utaita   him^ 

them.  It  s^SBie  to  me  dark  aiid  whikt  she  hardly  knew  ^i4eft  to 

myaterkius."    Hei!e  the  persen  ob*  flee,  to  escipe^he  sound tsf. his  health 

flttt^tihathls^asewasiiotsinga-  voiding  cries,     hi  tiiese  agonietf 

ltt-i>Aat  lilttiiki'  Instances  'had  oe^  the  mfluenoe  oi  gi«ee  wmil  visiUei 

toKtei  in  tnst  oim  day%--and  that  Itiere  wee  no  msposUiMi  to  Wl 

d^e  condwst  of  HSfoA  towards  Da^  ptne,  und  in  the  intermission  «€ 

vki^  kdig  of  Isrtfet,  when  lie  for-  his  pains  be  expressed  the  greaMt 

bad  hhto  to  build  the  temple,  was  fiHir,  leit  his  e&eessite  eulferdi^ 

a  scriptimd   instiinee^     He  whs  should  rend^hiisi  impitltbk^    Otk 

nmdi  sfti^ted  iH^  the  eimiparii-  lids  «6do£mt  te  wept,  'and  imi, 

m.   He  Wept    He  tried  to  s^le  f'  The  drend  &t  becxnnhig  ^ltnpi». 

hiflfifelin|^,  Wild  Slid,  his  tuidr  had  tiedt  ftiafese  use  took  on  demii^ 

iBsde  dee  ea^  tediftrk  im  a  letter.  de«i«al^e.*'    A  tuind  ii«t  wy  evs^ 

The  Mfie^  Mud  f^is  friend^  "was  eeptlble  tffiy  fton  'sonie  iidtea'  of 

aUBre  aAfttiHif  tftan  rata  deecribe.  the  emotions  the  family  ummm  hiif^ 

Vk  tawn  WW  evidtntfy  fiMd  m  ^,  ^Am  tfissr  iwrfl  Ids  feeble 
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Yoioe,  in  the  intervals  of  suspended  death  he  fainted   and  was  con* 

tmin,  uttering  his  pious  feelings  in  vulsed.     It  was  now  evident  that 

hymns  of  praise  to  his  God  and  his  faculties  were  impaired ;   he 

Redeemer,    In  the  course  of  time,  was  unable,   except  occasionally, 

however,  it  pleased  the  Lord  to  re«  to  converse  with  or  distinguish 

move  those  violent  pains  ;  but  the  those  around  him.    On  the  Satnr- 

frequent  returns  of  sickness  con-  day,  his  motlier  said  to  him,  she 

tinned  almost  to  the  last     During  hoped  that  "  he  would  soon  be 

the  entire  period  of  his.affiictions,  relieved  from  all  his  troubles,  but 

his  patience  was  exemplary.     He  we  must  wait  with  patience ;"  to 

showed  much  gratitude  for   the  which  he  assented,  intimating  that 

common  blessings  of  life ;  while  it  would  be  folly  in  us  to  attempt 

with  deep  humility,  and  unfeigned  to  dictate  to  the  Lord*    His  re(M>l- 

contiition,  he  reflected  on  the  evil  tection  now  failed  him.    It  is  re- 

of  sin.     Communion  with  God,  maxkable  and  pleasing,  that,  dur- 

JioweVer,  was  his  relief.     To  him,  ing    the  deranged   state    of    his 

in  his  emergencies,  he  flew  for  faculties,  his  language. invariably 

grace  and  mercy ;  he  waited  for  breathed  a  spirit  of  piety,  subniis- 

bis   salvation,    and    doubted  not  sion,  and  devotion.    After  much 

that  he  should  be  madie  more  than  suffering,  his  death  was  easy  and 

conqueror  in  due  time,  through  without  a  struggle.    He  expired 

Him  that  loved  him.    Yet  dark  is  soon  nfter  twelve  o'dock,  in  the 

the  valley,  of  the  ]shadow  of  death,  night  of  June  S4,  1820. 
On  the  believer  there  the  light        To  a  crowded  auditory,  on  the 

does  not  always  shine  alike.     Our  the  Lord's  day  evening,  July  2d, 

Buffering  friend  had  his  moments  the  event  was  attempted :  te    be 

of  comparative  darkness.    Writing  improved,  by  Mr.  Prattman,  from 

to  bis  brother  at  Rotherham,  one  Rev.  vii.   14<.    "  These  are  they 

of  the  family  Inquired  what  he  which  have  come  out  of  great 

should  say  of  the  state  of  his  tribulation,  and  have  washed  their 

mind.    He  replied,  that  he  was  robes,  and  made  them  white  in  the 

confused,  and  could  scarcely  give  blood  of  the  Lamb." 
any.  account  of  it.     He  added,        William  Raine*  was  a  youth,  of 

that  sometimes  he  was  tempted  to  promise,  who  bade   fair   to   be* 

wish  to  continue  here;    but  he  come    eminently  Useful    in:  the 

considered,   that  if  spared  years  church    of  Christ.     Dispensing'^ 

longer,  he  should  still  have  to  die,  however,   with  his  intended  ser- 

and  that  therefore  he  found  it  best  vices,  the  Lord  called  him  aviray, 

to  live  near  to  Grod  by  prayer,  to  and  gave  him  a  crown  of  glory. 

be  looking  constantly  to  the  pross  The  events  of  providence.are  often 

of  Christ,  and  to  be  humbly  wait^  involved  in  mystery.    The  Lord's 

ing  his  will  respecting .  him :  he  ways  are  not  our  ways.    He  cx>i\- 

jsdded,  that,  on  ihe  whole,  he  was  dnues  or  dispenses  with  the   la- 

4X>mfortable  in  his  mind.  »->  The  hours  of  his  servants  as  he  sees 

opportunities  which  the  n^ter  of  £t,  without  being  accountable   to 

.this  account  had  of  knowing  the  any  one.    However  important^  or 

^tate  of  his  mind  were  ample  ;  and  to  us  desirable,   their  lives  nnay 

M  can  testify,  that  as  his  views  of  appear  to  be,  he  can  accompli^^U 
divine  truth  were  remarkably  dear,/  his  designs  without  them,  if  lxe 

.so^,  in  general,  his  confidence  ap«  chooses.     Mini^ers^  thoi^h  .ixill 

.pc^ured.to  be  unshaken;  and  he  of  golden  treasure,  are  but  eartben 

:was  blest  .with  much,  of  tfiat  peace  vessels,  ea^ly  broken,  and.  of  im. 

7^  "VKhidh  the  world  cannot  give  or  certain  duration ;  and,,  therdfoi-e^ 

Sake  away."  our  cotiQdence  shpuld  never  rest 

l!  On  the  WednciiEiday  /before,  his  on  tbett),-  but  on^  the-  Lor^  ,  the 


iaw.3^  Original  Zetier^  €f  Dr. 

gresi  Shepherd  of  die  sheep. 
^*  Who  ie  Paul^  ^and  who  k  ApoU 
los,  but  mmStters  by  whom  ye 
believed  ?"  **  Cease  ye  from  man^ 
whose  breath  is  in  his  nostrils; 
for  vrherein  is  he  to  be  accounted 
of?"— Yet  as  it  is  emphatically  by 
the  ministry  of  ih^  word  that  sin- 
ners  are^senverted,  and  saints  edi-* 
ied,  and  divine  truth  maintained 
in  its  purity  and  power  in  the 
world ;  when  the  Lord  is  pleased 
to  call  away,  by  death,  his  ser- 
vants from  scenes  of  active  and 
efficient  jexertion,  let  us  look 
around  with  compassion  on  the 
fields  already  vAnte  to  die  harvest, 
and  «  pray  the  Lord  of  the  har- 
vest tiiat  he  would  send  forth  k« 
bourers  into  his  harvest'' 

Perhiqps  it*  may  not  be  imper- 
tinent to  remark  here,  that,  in 
those  who  are  preparing  for  the 
mimstry,  diligent,  and  even  in- 
tense application^  being  ordinaAly 
essential'to  success,  is  honourable 
and  praiseworthy.  Nevertheless, 
a  prudent  regard  to  health  should 
be  preserved.  Night  studies,  in 
particular,  ought  to  be  avoided,  as 
insidiously  destructive  of  lilb,  x>r 
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detrimental  to  heddi  and  comiofl 
Of  Dr.  Owen,  wh^i  it  student  ef 
Queen's  Cc^lege,  Okford,  we  at 
told,  that ''  he  allowed  himself,  fm 
several  years,  not  move  iSkan  four 
hours  sleep  in  a  night,  and  thai 
he  is  said  to  have  declared,  ill 
later  life,  that  he  would  gladly 
part  witli  all  the  learning  acquired 
by  sitting  up  late  at  study,  i!ould 
he  but  recover  the  health  he  hsd 
lost  by  it** 

Finally,  when  death,  t^  In* 
satiate  enemy  of  ou)r  earthly 
hopes  and  comforts,  strikes  hSs 
blow,  and  the  prostrate  victim  i| 
yottth«^pious  youth— and  one  Vi^ 
him  who  hasnowbeendeserijbedf-^ 
let  the  animatmg  declarati^M,  «^ 
the  sdutary  warnings  of  tlie  ©oe* 
pel,  ainic  deep  Into  our  heMtS^^ 
**  Blessed  are  the  dead  tllat  cHe  ia 
Lord."—"  Remembef  now  4iy 
Creator  in  the  days^thy  youtfeT-*- 
and  *'  watch,  for  at  such  an  hour  as 
ye  think  not,  the  Son  of  maia  com- 
eth."  MayhefindusinapTiepered 
attitude,  apd  si^  to  each  one  ofikk 
^' Well  done,  good  amd  f^thful 
servant ;  ^ter  thou  Into  the  ief 
of  thy  Lord."  W.  L.  P. 
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<<  Noitbaii)pU>p,  Jime  i8,  i74|$# 

■ '  B#v.  i»d  dfi«r  Sir,r-I  heartily 
Afl^k^y^u  for  3?Q9iP.last  Hind  letter 
bfxe^  St.  Xv9%  wbiqb^  Ibfgid  me 
be^  tfean  y^u  ]efti»fi,  I  conti- 
nued, jmimdmg  m  TluiiMiiy  end 
Fridnyj  but  op  ^turday  a  etiolicli 
seized  lae^  wtncj^  held  mei^U  eighty 
and  I  was,  I  thitdiL,  mpre  severely 
haodl^  by  tih^  th^  any  of  the 
symptotns  of  )my,  forpa^r  illness. 
But  I  bless  <^  I  am  iww.pure^ 

rt  ki^  flf  ett  yi^m  ^^xo^,  «wdj 
CoNa.  Mao.  No*  50. 


libcre^e,  borrow  ,die  pen  of  ^ 
friend  to  you,  as  I  .h»ve  done  flM: 
SDost  of  the  letters  I  haiere  been 
tconstroined  to  wct$je,  whidi,  as  saPr 
•vend  of  xay  young  gei^tlemen  aie 
going  home,  hasre  been  not  a  few* 
I  oan't  recollect  the  days  of  that 
moBft  obli^piDg  visit  which  you,  my . 
dear  £rien<l,  made  us,  without  a 
niixture  of  ddigiht  and  sorrom 
Providence  .semastohav^  prepared 
to  make  the  daaf^intment  as 
.sensible  as  possible,  in  .those  daya 
it  dieprived  me  of  your  company, 
by  the  pleasure  widi  w^^  I  had 
-spent  1^  Ibrmer  days  in  ^  Yet 
i  would  not  tGtfffs^  how  mach  I 
h^ve  tp  be  th«*frt/o^  ^>^  \  y^^ 
capable  of  fi«iay u^  y  Wir  :C<awB«nr 
K 
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during  thos^  d^ys>  and  especially  you  can  receive  fcfr  the  expensive 

oi^  attending  again  and  again  upon  labour  of  love  that  brought  jou 

your  delightful  labours  in  the  puU  amongst  us ;   and  among  people 

pit,  Tirhich  have  left  behind  you  a  that  honour  you  more/  and  love 

very  dear  'memprial,   not  in  my  you  better,  I  will  ventui*e  to  say, 

heart  alone,  and  that  of  my  wife,  you  cannot  easily  ga     My  hum-* 

upon  which   I  assure  you   they  ble  service  attends  Mr.  Eldridge, 

have  made  a  most  friendly  impres->  and  Justice  Marsh,  and  his  lady, 

sion,  but  also  upon  a  great  many  and  all  my  other  Norwich  friends, 

of  my  people ;     one  of  whom  I  when  you  write.     Especially  Mr, 

have  already  heard  affectionately  Scot  and  Miss,  ,who,  I  dare  say, 

blessing  God,  in  prayer,  that  he  will  be  glad  to  hear  I  am  so  much 

has  given  his  church  such  ami-  better  than  when  Mr.  Kippis  left 

nister  as  you  are,  for  that  I  know  me.    I  hope  all  that  has  endeared, 

Wfis  the  design  of  what  he  ex-  and  all  that  has  interrupted,  our 

pressed.      There  was  one  thing  converse,  will  teach  us,  my  dear 

that  vexed  me  heartily,  and  it  was  friend,  to  look  upward  and  quicken 

entirely  to  be  ascribed  to  that  dis-  our  desires  afWr  that  blessed  world, 

$ipation  of  thought,  which  my  ill-  lyhere  the  endearments  of  rational 

ness  occasioned.     I  mean  that  af-  and   Christian  *  converse  shall  be 

ter  all  the  good  services  you  had  infinitely  improved,  and  no  more 

done  us  in  publick,  you  should  be  interruptions  shall  be  known, 

suffered  to  pay  for  your  own  horse.  In  this  pleasing  hope^   I  sub^ 

The  impropriety  of  this  I  rccol-  scribe  myself,  with  a  heart  full  of 

lected  before  you  had  been  gone  the   sincerest    and    most    cordial 

five  minutes  from  the  inn,  and  ac-  esteem,   Bev.  and  dear  Sir,  your 

cordingly  sent,  but  to  no  manner  most  affectionate  brother  and  ob* 

(^purpose,  in  hopes  of  preventing  liged  friend  and  servant, 

it.    I  heartily  wish  you  would  let  P.  Doddridge. 


me  know  what  that  expehce  was, 
and  would  allow  me  to  repay  it* 
I  hope,  dear  Sir,  I  may,  by  this 


time,  congratulate  you  on  being        Gentlemen, 


REMARKS  ON  LUKE  i.  16,  17. 

(To  the  Editors. J 


jrott  are  so  easy  and  so  happy.  Mid  jesus  were  indeed  God,  how  comes 

^here  I  pray  that  all  desirable  jt  ^  pass  that  the  Evangelists  no- 

Wessmgs  may  be  multiplied  upon  ^^ere  plainly  and  distincdy  affirm 

you  from  the  great  and  graaous  him  to  be  such,  and  that  in  no 

•Hedeon^who  18  capable  of  mak-  p^rt  of  their  writings   that  title 

mga^  gito  and  graces,  of  every  jg  employed  to  characterize  him, 

kmd,  to  abound  to  us.     I  think  ^h^se  Hfe,  and  death,  and  resur- 

•^very  sermon  you  preached  seems  section,  they  record  ?"     I  should 

to  have  grown  more  dehghtful  to  ^eem  it  perfectly  unnecessary  to 

i>ur  thends  than  the  former,  and  1  occupy  your  pages  with  a  formal 

really  hope  that  many  souls  will  refutation  of  this  gratuitous  and 

W  reason  to  bless  God  for  what  unfounded  assertion,  after  the  ela- 

they  hwd  from  you,  which  I  am  borate,  and,  to  every  unprejudiced 

3ure  wiU  be  the  best  equivalent  ^j^d,  most  convincing  discussion 

'  .  ■  of  this  important  subject,  con- 
^-  •  Query.  Are  not oiircountiyminiB-  Gained  in  Dr.  J.  P.  Smith's  kte 
|en  frequently  exposed  to  coimderable  i  ^\,  cc  a  »  4.  »r«  ^• 
<5xpe»8c  in  this  way,  whUe  in  the  service  ^^^^>  ®°  ^^  bcnpture  lesti- 
of  the  public?  Surety  the  good  Doctor*&  mony  to  the  Messiah.''  My  pre- 
yxample  is  worthy  or  imitation.  sent  design  is  merely  to  point  the 
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attention  of  your  teaders  to  the  carious.  Gentlemen,  to  see  by  whait" 
above^cited  passage,  as  containin/?  evasion  the  impugners  of  the  doc- 
a  most  direct  contradiction  to  all  trine  of  the  deity  of  Christ  had ' 
such  assertions, '  by  whomsoever  contrived  to  avoid  a  conclusion 
they  may  be  made.     There  is  no  which  must  be  so  fatal  to  their 
meaning  in  words,  if  the  obvious,  system  ;    and,   for  this   purpose, 
the  inevitable,  import  of  this  pas-  turned  to  ^he  passage  in  the  toi- 
sage,  when  translated   according  disant  Improved  Version.     Were 
to  the  established  rules  of  gram-  not  the  subject  of  so  solemn  and 
mar,  be  not,  that  HE,  of  whom  sacred  a  nature,   it  would  have 
John  was  the  harbinger,   before  been  most  amusing  to  perceive  the 
whom   that    prophet  went,  *  and  miserable  shift  to  which  the  leam- 
whose  way   he  was  to  prepare,  ed    editors    of   that    work  were 
was,  jn  reality,  the  Lord  God  of  driven,  in  rendering  the  passage, 
hrael    No  arguments  can  be  ne-  so  as  to  avoid   both  Scylla  and 
cessaiyto  prove,  to  any  believer  ^  Charybdis— ^so  as  neither  to  ex- 
in  Christian  revelation,  that  John  pose  themselves  to  the  .charge  of 
the  Baptist  was  exhibited,  in  an-  liaving    grossly   violated  all   the 
cient  prophecy,  as  the  forerunner  rules  of  grammatical  construction, 
of  the  Messiah,  and  that  to  those,  nor  to  commit  ttfelo  de  se.  It  would' 
prophecies  there  is  a  most  obvi-  not  do  to  deny  that  John  was  the 
0U8  reference,  in  the  words  of  the  harbinger  of  the  Messiah ;  it  was 
angel  to  Zaoharias.     If  it  be  ad-  equally  impossible  to  find  out  ano- 
raitted,  that  Jesus  Christ  is  that  ther  antecedent  for  avru;  and  to 
Messiah,   the  conclusion  is  most  admit  that  these  divine  appella- 
obvious  and  irresistible,  that  He  tions  were  given  by  an  inspired' 
must  also  be  the  Lord  God  of  IsrixeL  writer  to  the  Messiah,  was  still 
"  He   shall    go   before    him,"  more  revolting  to  their  prejudices. 
(vpo^jS^trtrdi    ev^iriov    ai;rS.)  or.  In  this  terrible  dilemma,  what  was' 
more  literally,  *'he  shall  go  be-  to  be  done?   Not  a  manuscript  was 
fore  in  the  presence,  or  sight  of  to  be  found  in  which  the  passage 
him."    How  accurately  does  this  was  wanting,   or  which  contain- 
define  the  precise   circumstances  ed    a    various  reading  suited  ta 
in  which  John  was  placed,  with  their    purpose  ;    not    a    version 
reference  to  the  Messiah.  He  pre-  Could    be  discovered,    that   war- 
ceded  him,  as  being  his  elder  by  ranted  a  different  rendering  of  the 
birth,  but  only,  as  it  were^  by  a  Greek  text ;  not  one,  even  of  thef 
single  pace.    Still  his  ministry  was  heterodox  fathers,    could  be  ad- 
carried  on  "in  the  presence"  of  duced,  as  an  authority  for  some 
Jesus,  who  was  amongst  his  audi-  more   convenient  and  practicable 
tofs,  and  who  received  baptism  at  reading.     Thus  solitary  and  de- 
his  hands !  The  grammarian,  apart  serted,  -at  their  utmost  need^  nq 
from  all  theological  questions,  na-  alternative  remained,  but  at  once 
turally  asks,  "To  whom  does  avrs  to  commit  a  lUerary  fraudf^  and  cor^ 
relate — what  is  its  antecedent  ?"  rupt  the  sacred  text,  by  foisting  in 
He  glances  back  to  the  preceding  a  word,  which  is  not  in  the'oriffi- 
line,  and  instantljr  perceives,  that  nal,  and  substituting  another  for 
the  one,   the  only  possible  ante-  the  genuine  reading.    In  that  rarg 
cedent,  is,  Kvpiov  rov  Qtov  avrb)v.  specimeri   of  sacred   criticisi^   to 
Nor  is^  it  possible  to  resist  the  which  I  have  just  referred^   the 
grammatical  conclusion,  that  both  passage  in  question  is  thus:  trans- 
words  refer  to  the  same  person  ;  lated :  "  He  shall  go  before  Christy 
that  is,  that  HE,  whom  John  pre-  in  the  sight  of  the  IxH-d   God/' 
ceded,  was  no  other  than  "  the  Here  it  is  evident,  that,  without 
Loan  Oon  or  Israel."      I  felt  the    least    authority,,  th^    ,woj:4 
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^jMVTQy  is  introduced^and  instead  branches  of  literature/  ha»  a  tea* 

of  aurug  the  phrase.  Lord  Ood^  is  dency  to  impair  devotional  habitit 

repeated,  #rom  the  former  verse;  This  tendeocy  has  been  consideced 

thus  endeavouring  to  make  it  ap-  as.  arising  from  the  very  nature  of 

pear,  that /iZ7o  persons  are  spoken  intellectual   pursuits,    which    are 

of,  when  both  grammar  and  com-  said  to  be  too  abstract,  speculative. 


mon  &en^  show  that  the  Evange-* 
list  intended  but  one.  It  is,  how-* 
ever,  worthy  of  remark,  that  both 
the  points  contended  for  in  the 
preceding  remarks  are  conceded. 
The  translator  admits,  that  the 
personage  whom  John  wa^  to  pre- 
cede is  Christ;  he  admits,  too, 
that  the  antecedent  of  avTo  is 
KVjUov  Toy  Beoy;  and  being  com- 
pelled to  make  these  concessions, 
the  unwelcome  conclusion,  that 
Christ,  or  the  Messiah,  is  called 
expressly  by  the  Evangelist  ''  the 
Lord  Cjrod  of  Israel,''  could  no  other- 
wise be  avoided,  than  by  a  deli" 


and  frigid,  to  comport  with  that 
warmth  of  religious  feeling  which 
is  highly  desirable.  But  a  more 
serious,  and  apparently  plausible, 
aijgument  has  been  pointed  out  in 
that  spirit  of  pride  and  mental  am- 
bition which  have  but  too  of^en 
been  found  the  attendants  of  su- 
perior learning.  These,  it  is  al-* 
leged,  generate  a  proportionate  dis- 
regard to  the  authority  of  divine 
revelation. 

Now,  as  the  legitimate  end  of 
all  education  is  the  discipline  and 
improvement  of  the  mind,  it  is  an- 
tecedently improbable  that  instruc- 


herate  and  wilful  mistranskUion  of  tions,  adapted  to  answer  this  pur-^ 

the  sacred  text.     So  much  for  the  pose,  should  be  productive  of  any 

integrity  of  the  most  learned  critics  bad  consequences.     That  classical 

of  me  nineteenth  century!,    But  and    philosophical    inquiries    are 

what  else  could  be  expected  than  adapted  to  aocomjdish  this  object, 

the  most  degrading  subserviency  no  one,  who  understands  their  na- 

tosystei)Q,  from  persons  who  would  ture,  will  attempt  to  deny.     In 

even  represent  the  Apostle  Tho-  short,  no  one  can  rationally  main- 


tain the  sentiment  under  exami- 
nation, unless  be  is  able  to  demon-* 
strate  that  there  is  a  necessary  con- 
nexion between  the  improvement 
of  the  mental  powers/  and  the  de- 
terioration of  the  moral  qualities. 

Fact  cannot  be  alleged  in  sup-^ 
port  of  the  opinion,  that  intellec- 
tual pursuits  have  necessarily  an 
unfavourable  influence  on  the  de^ 
vout  afieotions,  or  the  religious 
principle.  Innumerable  instances 
are  to  be,  found  of  nien>  who> 
though  endowed  with  the  most 
splendid  talents^  were  distinguish- 
ed by  the  profbundest  piety ;  and 
who  united  to  the  lofUest  at- 
tainments in  literature,  all  that  is 
amiable  in  humility,  and  all  that  is 
^Itcs  to  the  puremt  of  leaning,  unless    ardent  in  devotion.     But  let  it  be 

"t^JT^^tl^^,^^  admitted,  that  literature  and  sci- 

ence  do  contnbute  sometunes  to 
Jt  h^  frequently  been  Urged,  as  damp  the  fervour  of  the  spirit^ 
an  objection  against  a  course  of  K-  and  to  produce  a  habit  of  abstract 
beral  education,  that  the  study  of  thou|rht  on  religiouSi  as  ^well.  as  on 
bngiiages,  jMosophy,  and  other    odier  subjects :  is  this  an  objec- 


mas  as  uttering  a  profane  oath  in 
the  presence  of  his  Master,  and 
the  holy  martyr  Stephen  as  ex- 
piring in  the  very  act  of  idolatry, 
rather  than  admit  that  the  one  de- 
vout^ acknowledged  Jesus  to  be 
the  Lord  his  God,  and  that  the 
other  employed  his  latest  breath  in 
prayer  to  the  eternal  Son  of  God ! 


REMARKS    ON    J»IOTY    IN    CON- 
NEXION WITH  LEARNING. 

*^  Si  nihil  ajd  p^fdpiendam  coleudamque 
vittut^m  liteiiB  adjuvarentnr,  nitnquam 
se  ad  earum  studimn  contidissent."-^ 

.   Cic. 

TRANSLATION, 

•*  They  would  nerer  have  devoted  them- 
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t^  «o  'w&ghiy  as  to  evince  the    duits  require  habits  of  cantioiis 
propria^  of  abstaining  from  them    examinatitm  and  patient  reseafdi. 
altogether  ?    Without  being  justly    But  let  us  suppose^  what  is  fr^ 
suspected  of  a  wish  to  depreciate  a    quently  the  case,  that  the  coolness 
high  state  of  Christian  feeling,  may    and  deliberation   sometimes  pitM 
we  not  express  a  doubt  that  a  ten-    duced  by  a  course  of  literary  study, 
der  susceptibility  of  religious  im-    are  applied,  in  coni  unction  with 
pressions,  is  occasionally. owing  to    piety,  to  the  investigation  of  any 
nothing  more  .than  natural  consti-    religious  subject :  in  this  instance, 
tutiok),  or  physical  excitement  ?  Is     would  not  the  advantages  arising^ 
the  strength  of  the  devout  principle    from  correetness  and  propriety  of 
to  be  estimated  merely  by  the  ar-     thought,   apart  from  every  other 
dour  of  the  affections?  Even  on  the    circumstance,  fully  counterbalance 
supposition  that  mental  pursuits    the  want  of  that  additional  degree 
do,  in  many  cases,    repress  the    of  feeling  which  was  formerly  pos- 
wannth  of  sacred  feel]ng,^it  will,    sessed  ?  It  may  be  safely  affirmed, 
perhaps,  admit  of  discussion,  whe-    that  a  man  truly  pious,  and  whose 
ther  what  is  lost  in  fervour,  is  not    mind  is  stored  with  information, 
gained  in  judgment  ;*  and  whe-*    and  habituated  to  accurate  reason* 
ther  the  alleged  diminution  of  aru    ing,  is  the  most  competent  to  give 
dour  is  not  dmply  compensated  by    a  just  interpretation  of  the  word 
an  increase  of  knowledge,  and  by    of  God.    Such  a  person  will  not  be 
the  formation  of  correct  habits  of    satisfied  with  the  licentious  prac* 
thought.     The  best  and  most  es-    tice  of  accommodation;   be   will 
tablished  Christians  are  not  always    not  affix  to  any  passage  of  the  sa- 
distinguishable  by  the  warmth  of    cred  oracles,    a  meaning  wfaieh 
their  spiritual  affections ;  but  of-    suits  his  own  fancy,  and  to  whidi 
tener  by  the  soundness  of  their    the  whole  scope  and  context  are 
principles,  the  humility  of  their    evidently  opposed :  he  will,  gene- 
dispositions,  and  the  integrity  and    rally  speaking,  be  supremely  anxi'^ 
stability  of  their  character.   Strong    ous,  as  well  as  best  qualified,  te 
feelings  too,  unless  under  the  sa«     discover  that  signification  which 
lutary  control  of  reason,  is  to  be    the  spirit  of  truth  intended  to  con- 
considered,  even  with  respect  to    vey.     In  short,  while  he  endea- 
rel^ous  concerns^  as  an  evil,  ra-    vours  to  ascertain  the  genuine  sense 
ther  than  a  benefit.    The  principal    of  Scripture,  he  will  bow  in  humr 
design  of  the  wisest  systems  of  an-    ble  submission  to  its  authority, 
dent  philosophy,  was  to  subjugate    whenever  its  revelations  are  plainly 
the  pas»ons  to  the  authority  of  the    above  the  capacity  of  finite  mortal)^, 
judgment.*    And  it  is  a  fact,  estSf  '       Perhaps  it  will  be  urged  against 
Uished  by  the  history  of  nations,    intellectual  pursuits,  that  they  have 
as  well  as  of  individuals,  that  in    a  tendency  to  produce  an  undue 
|»opartion  as  we  advance  towiirds    attachment  to  seclusion,  and  a  con- 
the  perfection  of  our  intellectual    sequent  reluctance  to  occupy  any 
nature,  feding  becomes  chastened    sphere  of  public  usefliluess.     But, 
and  regulated  by  the  influence  of    we  may  ask,  may  not  a  person  be 
enlightened  reason.  quite  as  useful  in  the  retired  walks 

If  then  a  less  vivid  state  of  f(^U  ^  life,  as  amidst  all  the  bustle  atid 
ing  is  often  connected  with  spiri-  commotion  of  the  world  }  Are 
tual  improvement,  even  as  it  re-  thei-e  not  different  ways  of  doing 
spects  fliose  persons  who  are  Hot  good  ?  May  not  some  individuals 
accustomed  to  studious  retirement,  be  more  effectually  useful,  by  de- 
er abstract  disquisitions,  it  is  surely  voting  themselves  to  study,  and 
not  very  reasonable  to  censure,  for  enriching  their  minds  with  ^e 
the  want  of  a  hiffh  tone  'of  reli**  treasures  of  literature,  than  by 
gious  animation,  those  whose  pur-    their  most  active  and  persevering 


to  Remari»ifn  Pieitf  in  ConhextQn  tviih  Leamingy  CFebruaiiv, 

eiforto  in  a  public  sphere  of  the  pursuits  in  question^  it  would 
Christian  beneficence?  Must  there  be  the  duty  of  every \nail  to  re- 
be  none  whose  talents  fit  them  probate  and  despise  them:  for,  we 
for  the  vindication  of  Chris-  may  be  certain^  that  whatever  has 
tianity^  in  opposition  to  it^  ene-  an  inevitably  bad  influence  on  the 
mies?  Is  the  superiority  Which  state  of  the  heart,  is  in  itself  im- 
learning  confers,  to  be  possessed  proper,  and  ought  to  be  avoided, 
solely  by  the  adversaries  of  the  If  mental  attainments  are  incom- 
cross  JP  Must  the  more  intelligent  patible  with  the  prnfoundest  sub- 
and  refined  classes  of  society  be  jection  to  the  authority  of  God ;  if 
sttfiered  to  perish  in  ignorance  of  they  must  beget  feelings  of  pride, 
the  Gospel,  because  their  culti*  or  ambition,  or  repugnance  to  the 
vated  minds  refuse  instruction  from  doctrines  of  revelation ;  or  be  the 
the  untaught  and  the  rude  ?  means  of  retarding  the  growth  of 
It  has  also  been  alleged,  that  piety ;  then  let  us  treat  with  con- 
the  pursuits  of  learning  frequently  tempt  all  the  imposing  claims  of 
create  a  spirit  of  intellectual  pride  science  and  philosophy,  and  admits 
and  ambition.  Now  it  has  been  al-  as  an  artide  of  our  creed,  and  a 
ready  observed,  that  there  are  many  rule  of  our  pursuits,  the  old  popish 
instances  in  which  the  deepest  hu-  maxim,  that  "  ignorance  is  the 
mility  is  associated  with  the  great-  mother  of  devotion."  But  if  it 
est  attainments ;  and,  therefore,  has  been  shown  that  literary  acqui- 
that  the  objection,  as  directed  sitions  have  no  such  unavoidable 
against  the  pursuits  themselves,  effect,  but  that,  on  the  contrary, 
is  altogether  destitute  of  founda-  they^are  calculated  to  have  a  bene* 
tion.  But  let  it  be  granted  that  ficial  influence  on  the  devout  mind; 
pious  persons,  in  consequence  of  it  behoves  us  to  reject  every  sen* 
•attending  to  a  course  of  mental  timent  of  hostility  which  we  may 
improvement,  have  often  been  fill-  have  entertained  against  them,  and 
ed  with  flattering  ideas  of  their  to  concede  to  them  that  award  of 
own  powers;  have  felt  disposed  approbation  which  sound  jud^* 
to  congratulate  themselves  on  their  ment  pronounces.  In  our  present 
fancied  superiority;  and  to  treat  imperiect  state,  we  may,  though 
with  neglect,  if  not  with  a  degree  truly  pious,  receive  injury  from 
of  contempt,  those  of  their  reli-  almost  every  emplojrment  and 
gious  acquaintance  who  might  not  every  acquisition :  we  may  con- 
have  enjoyed  equal  advantages  of  vert  the  most  salutary  food,  which 
^ucation.  Let  it  also  be  admit-  was  intended  to  administer  to  our 
ted,  that  this  inclination  to  form  nourishment,  into  the  deadliest 
an  extravagant  estimate  of  their  poison. 

'  own  talents  and  acquirements,  has.  The  enjo3rment  of  wealth  is  apt 

in.  certain  cases,  been  productive  to  render  believers  proud,  and  sel^ 

of  considerable  injury,   with  re-  willed,  and  not  sufficiently  mind- 

spect  to  their  examination  of  the  ful  of  their  spiritual  interests ;  but 

inspired  records ;  that  it  has  some-  from  this  circumstance,  are  we  to 

times  led   them  to  Imagine  they  interdict  the  possession  of  riches, 

were  competent  to  unravel  every  as  in  themselves  evil  ?     May  they 

mystery  in  the  Bible ;   and  pre-  not  be  enjoyed  without  producing 

vented   them  from  receiving  the  any  bad  consequences,  and  even. 

instructions  of  the  word  of  God  be  made  subservient  to  the  difiu.. 

with  that  docility  and  meekness,  sion  of  extensive  good  ?     Intellec- 

which  are  essential  to  the  obtain-  tual  acquirements  may  operate  as 

ing  of  any  real  benefit  from  the  powerful  temptations,  and  these 

Scriptures.     Did  such  effects  in-  temptations  may  form  no  small 

variably  and  necessarily  fl^w  from  part  of    our  probationary  disci^ 
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pline:  but  tiieh  it  should  be  re*  dear  and  correct  thinking;  or  to 
membered,  that  the.  same  may  be  enlarge  our  views  of  the  Deity^  of 
said  of  almost  every  pursuit  and  the  world,  or  of  our  own  hearts  ; 
enjoyment  which  is  not  strictly  must  be  pronounced,  in  the  judg^ 
religious.  ment  of  every  enlightened  and  im- 
The  efFects  which  literary  stu*  partial  man,  a  blessing  of  incalcu- 
dies  are  directly  calculated  to  pro*  lable  value.     They  who  object  to 
duce,   and   which   they   do    fre«  learning,  on  the  ground  of  its  hos* 
quently  produce,  on  a  truly  pious  tility  to  religion,    are    generally 
person,  is  a  more  humbling  view  themselves  destitute  of  literary -ad- 
of  human  nature,  in  its   present  vantages;  'and,  therefore^  however 
lapsed  and  imperfect  state,  and  a  they  may  be  respected  for  their 
more  ardent  attachment  to  the  re-  piety,  they  are,  in  this  particular, 
Yelationa  of  the  Bible.     If  a  con-  entitled  to  little  regard.     Igno^. 
viction  of  our  own  ignorance  is  ranee  of  every  kind  loves  the  dark-* 
the  first  lesson^  that  real  know-  ness   in   which    it    is    shrouded, 
ledge  teaches,  what  humility  must  Spenser  has  very  beautifully  illus-. 
be  found  in  the  breast  of  a  good  trated  this  idea  in  his  allegoricaL 
man,  whose  information  is  daily  representation  of  error : 
hecoming  more  enlarged,  and  his  "  Fop  light  she  hated  as  the  deadly  bale, 
Acuities    more   expanded !    From  Ay  wont  in  desert  darkneaa  to  remaine, 
the  various  and  contradictory  opi-  Where  plaine  none  might  her  see,  norahe. 
nions  of  illustrious  men,  on  almost  see  any  plaine." 
every  topic,    what  confirmations  As  we  then  value  truth,  which 
will  he  derive  of  the  truth  and  dwells  in  light,  in  opposition  to 
excellence  of  the  Scriptures,  which  error,  that  broods  in  darkness,  let 
assert  both  the  degradation  of  our  us  show,  by  our  endeavours  to 
powers  from  their  original  recti-  unite  intellectual  excellence  with 
tude,  and  the  necessity  of  super-  real  religion,  that  while  the  former ' 
natural  influence  to  restore  them  is  never  so  pleasing  as  when  join- 
to  their  former  perfection !   And,  ^d  to  the  latter,  the  latter  is  never 
as  he  advances  in  the  path  of  lite-  more  lovely,  and  seldom  so  eflScient 
rature,  and  acquires  increasingly  as  when  associated  with  the  former, 
vivid  perceptions  of  classic  excel*  Horatio.. 


%»%%%i»%^%^ 


leoce;     while  bis  enthusiasm  is 

awakened  by  the  songs  of  Homer,  A  STATEMENT  OF  THE  PRINCI-« 

or  his  principles  strengthened  by  PAL  EVIDENCES  OF  THE  CHRIS-, 

the  sublime  instructions  of  Epic-  ^lAN  RELIGION, 

tetus;     he  wifl  feel  more  deeply  (ConHnuedfromp.  19.J 

the  value  of  that  holy  book,  which,  II.  TiiE  period  occupied  by  thc^ 

while  distinguished    for    all    the  ministry  of  Christ  and  his  apostles, 

beauties  of  composition,  lays  down  next  demands  our  attention.        • 

a  system  of  morals  infinitely  supe*  To  accomplish  this  part  of  our 

nor  to  the  wisest  theories  of  anti-  undertaking,  it  becomes  necessary 

quity,  and  sanctioned  by  the  dis-  for  us    to    review  the    principal, 

tinct  revelation  of  a  judgment  to  events  of  this  period,   and  then^ 

come.  by  a  statemeot  of  the  evidence  oa 

In  a  word,  whatever  has  a  ten-  which  their  truth  is  founded,  to 

dency  to  show  us  the  imbecility  of  connect  them  with  the  proof  aris^ 

our  mental  powers,  and  lead  us  to  ing  from  the  general  history  of 

seek,  with  more  humility  and  ear-  Christianity  in  support  of  its  claim 

nestness,   that    "  wisdom  which  to  a  divine  original. 

Cometh  from  above;"    whatever  is  1.  The  principal  events  of  this 

calculated  i»: extirpate  our  preju-  period  are  the  following:  In  the; 

dice?,  .and  to  ftma  in  us  habits  of  reigns  of  Augustus  and  Tiberiup^ 


n  ^  Statement  of  the  Frindpai  Bi^ences        {^Fkbruaiiy, 

iUftparors  of  Rome,  Jesus  €hrist  estabHshment  to  the  interfeimoe 

was  bom,  livedo  «nd  died  in  the  of  divine  power  And  wisdom.  Th» 

huid  of  Judea.    During  his  life  he  least  disputable  of  the  fiicts  that 

declared  himself  to  be  the  Saviour  have    been    enumerated,    is    the 

of  the  world,  whose  coming  had  planting  of  Christian  churches  in 

been  fonetdd  by  the  prophets :  he  several  parts  of  the  world  during 

promulgated  the  doctrines  of  the  this  period.     From  the  fact  now 

Christian  religion ;   wrought  nu-  proposed,  the  most  obstinate  scep- 


merous  miracles,  delivered  many 
pndicdons,  and  collected  a  num- 
ber of  followers,  out  of  which  he 
sdected  twelve  to  be  the  wit* 
Besses  of  his  actions,  and  the  pub- 
Mskers  of  his  doctrines.  He  was 
ftt    length    apprehended    by   the 


ticism  is  incapable  of  witliholding 
its  assent.  It  rests  «pon  the  testi- 
mony of  an  unbroken  sucoessioR 
ef  historical  narration,  extending 
irom  the  furst  age  of  the  Christian 
era  down  to  tibe  present  Umes. 
Jews,  the  fiercest  and  most  unre« 


Jewish  rulers,  deliveiwd  into  the  lenting  adversaries  of  Christianity ; 

hands   of   the   Roman  governor,  pagans^  sustaining  the  antient  sn- 

publidy  crucified    by  his.  order,  perstitions  of  heathenism,- by  idl 

and   honourably  interred  by  Jo«  the  charms  of  eloquence,  the  ^i^ 

seph  of  A«imatheay  %  person  of  einations  of  wit,  and  the  fonai- 

disttticdon  bdonging  to  the'Jewisk  daUe  powers  <^*  the  Roman  magis- 


nation.  On  the  third  day  after 
his  death  he  rose  from  the  grave, 
was  seen  by  his  disciples,  con- 
tinued among  them  forty  days, 
and  at  the  expiration  of  that  pe- 
riod ascended  into  heaven  in  their 
presence.  His  dimples,  after  the 
departure  of  their  Lord,  [^cblished 
his  doctrines,  and  declared  the 
&cts  of  his  resurrection  and  as- 
cension to  the  world :  they  wrought 
miracles,  foretold  future  events, 
eufibred  innumerable  calamities  for 


tracy,  are  combined  witli  Chris- 
tian writers  in  placing  tias  fact 
beyond  the  reach  of  controversy  ; 
while  liie  continued  existence  •€ 
Christian  churches,  during  the 
whole  succession  of  subseqo^it 
ages,  down  to  our  own  days,  asn* 
nihilates  every  bypothei^  wiiidt 
is  at  variance  with  it.  Su^  be- 
ing the  evidence,  let  us  see  wfaset 
is  the  amount  of  tfak  fieict,  or  whttit 
isiynpliedin  the  planting  of  Ctiris- 
tiaa  <;hurches,   because  this  wlH 


their  adherence  to  the  cause  of    assist  us  to  ussigm  its  cause,  ioul 
Christ,   and  finaHy  succeeded  in    will  point  out  its  connexion  wftk 


converting  great  i^umbers  of  boUi 
Jews  and  Gentiles,  and  in  plant- 
ing Christian,  churches  in  every 
part  €£  the  ktiown  worid.  Siich 
ure  the  events  whose  truth  we  are 
now  to  contemplate. 

S.  Upon  consid^ing  th^se  &cts, 
it  ^den%  i^ppears^  that  they 
are  of  difi^nt  kinds,  «nd  that 
their  resorts  bear  di^renlly  upon 
Ihe  subject  whidi  is  before  us. 


t^  other  ^>ecified  facts.  A  Chris- 
tian church  consisted  of  a  number 
of  persons,  groat  or  small;  whe 
united  to  perform  theworskmof 
God,  '«cc(wding  to  the  institotione 
of  Christ,  and  to  afford  assioliaaoe 
to  each  odier  in  all  the  duties  a€ 
the  Christian  life.  The  members 
of  such  a  society  agneed  to  watcb 
ov&c  each  oljier's  conduct,  and  ^by 
fraternal  advice,    combined   wit^ 


The  course,  therefore,  whidh  we  the  exercise  of  salutary  disdpline^ 

shall  pursue,  in  stating  their  evi-  to  maintain  a  character  consistent 

dences,    is  to  take  the  least  dis-  with  the  hi^  and  holy  rules  of 

putable  of  them  first,  and  to  trace  their  reh'gion.    The  contrast  whi^^ 

the  necessary  connejeion  ^ef  it  widi  such  a   society  offered,    both 

the  rest,  till  we  arrive  at  the  con-  form   and  spirit,   to  the  rest 

fusion  ^hich  we  sedk,  viz^.  that  mankind,    is   apparent  >frem  lh« 

the  'Christian  ^ligjon   ewM  its  weU  kao^n^  maimers  «f  teihciiew* 


imn'i                    of  the  ChrUUan  Religion.  *                      7S 

and  Gentiles;  nor  could  8t>  mark*  interesting?     What  was  to  €oim- 
jed  adiscriepance  from  all.that  ivns  terlialance    this  Accomulation    of 
'Sanctified    by    habits  most    con-  loss  ?   The  Bole  recompense  which 
firmed,    and  prejudices  most  in-  an  apostle  of  Christ  could  offer, 
veterate,    fail    to    be    visited  bj  was  the  kingdom   of  heaven;   a 
^imadversions    of    the    severest  happiness  future,  remote,  and  in- 
kind.     The  Christian  religion  ex-  visible.     This  was  the  substitute 
.acted  from  its  followers  a  total  for  present  peace,  safety,  honour, 
.renunciation  of  the  immoral  and  wealth,  liberty,  life.     For  this  did 
.blasphemous  superstitions  of  the  thousands  of  every  age,  and  sex, 
.Gentiles,  nor  would  it  tolerate  a  and    rank,   and    country,    addict 
conformity  to  Jewish  institutions :  .themselves  to  a  crucified  Sayiour, 
the  former   it  reprobated  as  the  .and  regarded  '^  all  things  but  loss 
worship  of  what  was  not  God ;  the  .for  the  excellency  of  the  know- 
latter  it    abrogated  as  a  system  ledge  of  Christ  JesUs  their  Lord." 
which,    having   accomplished  its  .By  what  mighty  means  did  agents 
design*  was  now  to  cease  for  ever,  so  illiterate  and  friendless  as  the 
.2'he  inevitable  result  of  such  an  .apostles  of  Christ,  induce  a  belief 
opposition  to  all  that  the  world  that  such  a  felicity  was  in  Store 
held  saored,  was  infamy,  proscrip-  for  the  disciples  of  Jesus  of  Na- 
.tioQ,  and  death.     Those  were  the  daveth  ?     How  did  they  demon- 
insQptfable    attendants  upon  the  strate  the  troth  of  their  assertions, 
•profession  of  Christianity  at  its  or  the  certain  fulfilment  of  their 
first  estaiiliahmait     By  combin-  promises.    They  appealed  to  the 
iBg  diffioulties  so  formidable,  with  prophecies  of  ancient  times,  to  the 
the  restraints  upon  the  passions,  characteristics  of  tlie  Messiah  con- 
.appetites,   and  licentious  incHna-  tained  in  the  scriptures  of  the  Old 
tions  of  men,  which  the  Christian  .  Testament ;  these  they  showed  to 
religion  ei^oined,  and  by  adding  harmonize  and  concentrate  in  Jthe 
to  these  the  estimation  in  whidi  Saviour    whom    they    preached: 
Christianity  itsdlf  was  holden  by  they  appealed  to  his  miracles,  his 
Jews  and  Gentileay^.to  the  former  virtues,  his  sufferings,  his  resuv- 
4)f  whom  it  was  an  offence,  and  to  rection  from  the  dead,    and  his 
the  latter  folly,  we  ishall  form  a  just  exaltation  to   the  right .  hand  of 
conception  of  the  obstacles  which  God ;  and  while,  by  a  display  of 
the  first  :fmblishers  of  the  Gospel  invincible  patience  in  the  endmr- 
had  to  surmount  ere  they  could  .ance  of  every  species  of  suffering, 
;4ant   churches    obedient   to   the  they  proved  ihe  truth  of  their  tes- 
&itii  of  Christ.     To  aceount  £ap  timony  by  the  pei^rmance  of  mi- 
tfae  firat    existence   of   Christian  Tades  of  the  highest  order  and 
cbanhes,  tfe  must  therefore  ad-  most  decisive  kind,  they  demoD^ 
vert  lio'^e  other  facts  which  have  strated  the  constant  Qo-opetation 
been  enumerated.      For  we  are  of  the  divine  powar«    The  autben- 
inresifitibly  impelled  to  inquire,  by  -tic  records  of  the  Christian  church 
what  offfers  of  remuneration  could  ascribe  to  sudi  means  its  first  esti^- 
the  missionaries  of  the  cross  tempt  blishment,   and  in  die  nature  of 
nftOk  to   adMBodon  the  ^religion  of  the  fitct  itself,    an  argument   of 
^leir  aaioestorS)  to  devote  theifl^  irresistible  energy  is  offocded  to 
aAven  to, 9,  purity  of  principle  and  assure  us  that  such  means  weke 
-condiict^-  ^hidi  was  at  war  equally  actually  applied.   Nothing  less  can 
with  ikuBBC  own  feeiings  and  the  account  for  the  effect  which  was 
eostoms   of  all  around  tibiem,  to  produced. ''Tlwoagh)ini^rty6%iis 
CMbrace  oibloquy,  contemipt,  and  and  wonders,  by -me  power  of  tile 
death,  and  meeldytp  resign  the  spirit  of  God,"  wecte  chmsches  of 
poBSsadoBef  whatorer  is  &araad  .beliefvers  in  CMst  estaHi|iMl  in 
CoNo.  Mao.  No.  50.  L 
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the  most  celebrated  cities  of  the  That  the  genuineness  of  any  of 
ancient  world,  during  the  period  these  writings  was  for  a  short  pe- 
which  we  are  now  contemplating,  riod  questioned  by  some  of  the 
This  is  the  conchision  to  which  the  early  Christian  churches,  is  a  cir- 
whole  of  the  argument  leads,  the  cumstance  which  serves  to  evince 
proof  that  Christianity  owed  its  the  care  they  took  to  preserve 
establishment  to  the  interference  themselves  from  being  imposed 
of  the  wisdom  and  power  of  God.  upon,  in  an  affair  of  such  trans- 
Let  atheism  then  weave  its  flimsy  cendant  importance ;  while  the  ge- 
systems,  and  employ  its  bias-  neral  reception  which  these  writ- 
phemous  speculations  to  discredit  ings  speedily  obtained,  is  a  satis- 
the  existence  of  a  supreme,  intel-  factory  proof  that  their  claims 
ligent,  and  infinite  mindj  let  in-  needed  only  to«  be  understood,  for 
fidelity  apply  its  utmost  intense-  the  removal  oftlic  suspicions  which 
ness  of  malignant  ingenuity  to  had  attached  to  them.  That  the 
account  for  facts  which  it  is  in-  whole  of  the  books  now  included 
capable  of  invalidating.  Christians  in  the  New  Testament  did  at  an 
Will  still  maintain  their  faith  in-  early  period  experience  this  gene- 
violate,  in  God  the  creator  of  the  ral  reception,  is  apparent  from  the 
universe,  by  whose  providence  all  catalogues  of  the  Canon  to  be 
its  events  are  regulated;  and  in  found  in  the  writings  of  the  fa- 
'  Jesus  the  Saviour,  whose  "  church  tbers,  from  the  numerous  citationis 
is  founded  upon  a  rock,  against  of  them  made  by  the  isame  wri- 
which  the  gates  of  hell  shall  never  ters,  from  the  versions  of  the  New 
prevail."  Testament  into  several  languages 

III.  We  arrive  now  at  the  last  still  extant,  and  fh)m  the  general 

period  of  our  review,  that  which  consent  of  the  earliest  adversaries 

has  transpired  between  the  esta-  of  Christianity  to  this^act,  who  in 

blishment  of  Christianity  and  the  their  attacks   upon  the  faith   of 

present  age.     '  Christians  would  not  have  failed 

During  this  whole  period,  which  to  avail  themsrelves  of  so  powerful 
exceeds  seventeen  hundred  years,  an  argunient,  had  it  been  in  their 
has  the  Christian  church  continued  power  to  shew  that  the  authen- 
to  exist.     Its  fortunes  have  been  ticity  of  the  New  Testament  was 
various,  and  in  the  connexion  of  invdidated  by  the  disagreement  of 
its  past  history,  with  its  present  its  friends,   or  its  contrariety   to 
.state,    we    may  trace    additional  the  truth  of  history, 
proofs  of  its  divine  original.     As        Assuming,  on  such  grounds,  the 
in.  this  part  of  our  undertaking  credibility  of  the  statements  made 
'we  must  refer  to  the  books  which  by  the  writers  of  the  New  Testa- 
compose  the  volume  of  the  New  ment,    we    proceed    to    examine 
!  Testament,  it  will  be  proper  to  what  additional  proofs  of  the  di« 
state  the  grounds  on  which  their  vine  original  of.  Christianity  are  to 
credibility  is  sustained.  It  is  an  in-  be  derived  from  the^  events  whiclx 
disputable  fact,   that  the  greater  have  transpired  since  its  first  prcK- 
part  of  these  writings  were  uni-  mulgation. 

verisally  received  as   the  produc-        1.  The  first  of  these  events  is 

ttiohs  of  the  persons  whose  names  to  be  sought  in  the  history  of  tii^e 

they  bear,  and  as  containing  an  Jews.      These  people,    instigated 

accurate  representation  of  the  facts  by  various  pretenders  to  the  cha.— 

and  doctrines  of  Christianity  by  racter  of  their  long  expected  Mes^ 

the  primitive  Christians,  who  were  siah,   indignant  at  the  yoke  inci«. 

deeply  interested  in  ascwtaining  posed  upon  them  by  the  RomaKft. 

iheir  authenticity,    and  possessed  government,,  and  goaded  by  pas«- 

of  ample  means  for  this  purpose,  sions  of  die  most  furious  and  lox*. 
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govemabla  kind,    engaged  in  a    apostolic  churches  advanced    by 


contest  with  the  Roman  arms^ 
which  terminated  in  the  destruc* 
tion  of  Jerusalem,  the  demolition 
of  the  temple,  and  the  entire  dis- 
solution of  their  polity  both  civil 
aiid  ecclesiastical.  These  events, 
which  took  place  about  seventy 
years  after  the  birth  of  Christ,  and 
near  forty  afler  hid^  death,  were 
sacceeded  by  the  dispersion  of  the 
Jews  who  survived  these  tremen- 
dous calamities  among  the  differ- 
ent nations  of  mankind.  In  this 
flcattered  condition  they  still  ex« 
ist,  mingled  with-  people  of  most 
discordant  languages  and  customs, 
yet  retaining  unaltered  their  at- 
tachfliait  to  Judaism,  and  the 
strong  discriminating  features 
which  marked  them  in  the  first 
ages  of  the  Christian  era.  The 
connexion  of  this  event  with  the 
divine  original  of  Christianity,  is 


degrees  almost  imperceptible,  till 
in  ^the  profound  darkness,  and 
in  the  accumulated  superstitions, 
crimes,  and  blasphemies,  which 
were  associated  with  the  name  of 
Christ,  during  the  period  of  the 
middle  ages,  it  attained  its  utmost 
grrowth  of  impiety.  Deriving  its 
origin Yrom  the  ignorance  and  cre- 
dulity of  the  people,  combined 
with  the  ever  growing  pretensions 
and  insatiable  ambition  and  ava- 
rice of  the  priesthood,  it  perverted 
the  holy  institution  of  the  Gospel, 
into  the  most  powerful  means  of 
temporal  aggrandizement,  and  tlie 
most  formidable  engine  of  fanatical 
persecution  under  the  operation  of 
which  mankind  has  ever  groaned. 
Upon  the  promises  and  declara- 
tions of  Christ  purely  spiritual, 
and  tending  by  the  gentlest  and 
most  benevolent  methods  to  pro- 


derived  from   the  predictions   of    mote  the  best  interests  of  the  hu 
Christ  and  his  apostles,  respecting    man  race,  were  founded  th^  fan- 


the  future  fates  of  the  Jewish  peo- 
pie.  The  times  in  which  this  event 
should  happen,  the  means  by  which 
it  should  be  accomplished,  and  the 
durable  consequences  which  should 
foUow,  are  stated  by  the  sacred 
writers  in  terms  so  explicit  and 


tastic  hierarchies,  and  intolerable 
usurpations  of  the  Eastern  and 
Western  churches,  and  the  enor- 
mous influence  of  the  popes,  of 
Rome.  From  this  mournful  in- 
stance-of  human  corruption,  we 
are,  however,  able  to  deduce  an 


minute^  as  to  wear  the  appearance  '  argument  of  no  small  force  in  sup- 
of  a  narrative  of  past  transactions    port    of  the    divine    original  of 


more  than   that  of   a   prophetic 
enimciatioii  of  future  events.  * 

2.  The  apostasy  which  has  taken 
place  in  the  Christian  church,  is 
the  next  event  to  which  we  appeal 


Christianity.  The  commencement 
of  this  defection  wa^i  noticed  by 
the  apostles  of  Christ,  and  they 
foretold  in  express  terms,  as  well 
as  by  symbolical  representations. 


in  support  of  the  divine  original  of    the  height  to  which  it  would  ar- 


the  GospeL  The  pages  of  eccle 
siastical  history  disclose  the  na- 
ture and  extent  of  this  apostasy, 
the  vestiges  of  which  are  also  suf* 
ficiently  apparent  in  the  present 
condition  of  multitudes  of  the  pro- 
fessors of  Christianity.  Scarcely 
discernible  in  its  first  existence, 
the  revolt  of.  Christians  from  the 
first  principles  and  conduct  of  the 

*  See  Matt,  chaps,  xsdii.  xxir.  Mark, 
(^.  nU.  Luke,  chap.  xrii.  Romans, 
diap.  ii 


rive,  and  the  overthrow  which  it 
woidd  experience.  Many  ages  prior 
to  the  final  usurpations  of  the 
priesthood,  and  the  placing  of  the 
triple  crown  upon  the  head  of  the 
Roman  pontiflT,  had  the. pen  of  in- 
spiration declared,  *  "  that  the  man 
of  sin  should  be  revealed,  the  son 
of  perdition :  who  opposeth  and 
exalteth  himself  above  all  that  is 


♦  2  Thess.  li.  3,  4.  See  also  the  dif- 
ferent parts  of  the  Apocalypse  relating  to 
the  uBurpatioDS  of  Antichnst, 
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CflAlecl-God^'or  ilmtiB  worsiiipped ;  ness  the*  present'  and  the  £abaxe, 

90  thkt  he  as  God>  cdttetii  in  the  could  have  predicted  «iiah  an  issue 

temple  of  God^    shewmg  himself  of  the  preaching  of  Christ  and  his 

that  be  is  God;"  -  By  the  same  sqpostles,  opposed  as  thej  Tfere,  ta 


unerring  hand  were  traced^  with 
the  utmost  precision^  in  another 
place,  events  which  the  Christian 
World  has  seen  verified^  and  the 
effects  of  which  ha^e  not  subsided 
to  this  day.  "  Now  the  Spirit 
speaketh  expressly  that  in  the  lat- 
ter times  scmie  shall  depart  from 
the  faith,  giving  heed  to  seducing 
spirits,  and  doctrines  of  devils, 
speaking  lies  in  hypocrisy,  having 
itJieir  consciences  seared  with  a  hot 
hron ;  forbidding  to  marry,  and 
commanding  to  abstain  from  meats 
which  God  hath  created  to  be  re- 
eraved  with  thanksgiving  of  them 
which  believe  smd  know  the 
truth."  * 

3*  In  the  last  place*    the  pre- 
servation of  the  Christian  church, 
amidst  the  numberless  dangersto 
which  it  has  been   exposed,  by 
outwaixl  violence. and  inward  cor- 
Kiption,  stands  as  a  decisive  argu^ 
mentof  the  patronage  of  heavens 
We  draw  this-  conclusion  f^om  the 
promises  of  Christ  that  his  church 
^iould  survive  every  attack* aimed 
at  its  existence  and-  purity,  and 
ftom  the  interference-  of   divine 
power  by  which  these  promises 
have   been    aecomplished<      The 
continued*  e^stence  of  a  churchy 
fbunded    on    principles    entirely 
spiritual,  during  so  many  ages  of 
unrelenting  opposition,   furnishes 
us  with  a  fulfilment  of  prophecy, 
dfearly   distinct  from  every  coH'- 
jeeture  of  human  sagacity.    All 
the  probabilities  whieh  serve  as 
guides  to  the  foresight  of  men^. 
Were   decisively  adverse    to    the 
perpetuity  of  the  Christian  cause, 
•in^hen  Christ"  declM*ed'  that  it  was 
feunded  on  a  roek>  which  should 
successfully  resist  all  the  combi* 
nations  of  its  enemies.     Nothing 
inferior  to  that  penetrating  ey&, 
which  boholda  with  equal  clear- 


all  that  is  fbrmidable  in  numbers^ 
worldly  policy,  and  in  determined 
malignity. 

For  the  completion  of  this  argu- 
ment,  we  have  still  to  consider 
that  the    existence    of    genuine 
Christianity  is,  in  all  times  antd 
places,    a  demonstration   of  the 
presence    and    agen^^  of   God; 
Every  real  Christian  is  a  living 
witness  of  the*  divine  original  ^ 
the  Gospel;     In  him  is  exhibited 
t^e  power  of  omnipotence..    In 
th^  purity  of  his  hearty  and  the 
sanctity  of  his  manners,  are  the 
gracious  promises  of  God  verified. 
**  Then  will  I'  s)»inkle  clean  wat«r 
upon  you,  and  ye  shall  be  clean : 
from  all  your  filthiness,  and  from 
all  your  idols,  wiUl  debase yeu. 
A  new  heart  idso  will  I  give  you, 
and  a  new  spirit  will  I  put  within 
you ;  and  I  will  take  away  the 
st(H)y  heart  out  of  your  flesh,  and 
r  will  give  you  a  heait  of  fleshi 
And  I  will  putmyspirit  within y^ouj 
and  cause  you  to  walk- in  my  ^ui^ 
tutes ;  and  ye  shall  keep  my  judg^ 
m^ts,  and  do  them /'  *"    Of  the 
f^ce  of  this  argument  Christian 
themselves  are  indeed   th&  most 
susceptible  ;•  yet  sudi  is  its  na^ 
ture,  so  little  to  be>  eifeded  by 
means    merely'  human,    that    it 
stands  an  indelible  monument  of 
the  power  and  grace  <^<  God,  ex- 
pressed in  charaot^s  which   in- 
fidels may  read,  and  in  which  t^ 
opposers  of  the  Gospel  may  be- 
hold the  sure  indications  of  their 
utter  defeat^  and  the  ptesAgee  of 
the  fkial  ruin  of  their  causa 

We  have  tkfasi  wttii  a  rapidity 
iildispensibld  to  our  object,  sur- 
veyed the  history  of  the  reveld^lion 
which  God  has  given  >  to  man  by 
Jesus  Christ  Though  merely  a 
sketch,  and  that  a  very  imper- 
fect one^  of  what  the  frienda  of 


.u^ 


«*> 


*  rOlm.  ir.  Ij  2,  3; 


•  Ezek.  xxxvi.  25—27. 
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^'  Gospel  hafve  to  c^Ser  in  de«    them  inanyway.    I  have^  at  thicr 


fence  of  ttieir  faidi  and*  hope^  yet^ 
■attentivefy  coBtsmplated^  it  will 
famish  to  Christians  a  satisfactory 
proof,  that  they  have  "not  fol- 
lowed cunningly  devised  fabies>" 
but  that  in  their  reception  of  the 
doctrines^  and  their  dbedienoe  to 
the  precepts  of  Christ,  they  are 
following  the  path  which-  infinite 
wisdom- and  goodness  have  traced 
out  for  tlieiii':  a  path)  which  all 
the  dispensations  of  heaven,    in 


moment,  s^emexal  in  my  poasesnod^ 
and  some  have  been  lost  or  des* 
stroyed.  I  hi\ve  sometimes  pnb«« 
lished  them,  from  the  pulpit^ 
without  their  producing  any  mo«' 
ney ;  and  sometimes,  the  deactmv 
have  taken  charge  of  them>  im 
what  way  I  know  not.  If  aiijr 
person,  who  is  competent  to.fdnifr 
an  opinion  and  to  give  instructiimr 
uponi  this  subject^  will  be  so  kindf 
as  to  €ommunicatethe  same  llirongh: 


these  later  ages^of  tlie*  world,  are    thcr  medium  of  tiie  Congregationid^ 
conspiring  to  render  more  distinct^    Magaailie,  he  will  eon£^  a  benefit 


and  with  grei^r  clearness,  to 
show  its  terminatidn-  in-  everlast- 
ing felicity  and  triumph.  That 
the  reader  may  pursue;  with  in- 
(sreased'confidence,  and  with  grow* 
ing  energy,  this- path  of  light  and 
peace,  4*  the  highest  object  of  our 
Irishes;  and' will  alibrd  an  abun- 
dant remunemtion  for  all  our  ex^ 
ertions  in  his '  service. 


and  a  favour  upon  many* 

£PAPHIlilC8» 
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REMARKS  ON  AN  AllTICLElNTHE 
ECLECTIC  REVIEW  FOR  NOV. 
1621,  UPON  TURNBULL'S  COM- 
PARATIVE VIEW  OF  FORMS  OF 
CHURCH  GOVERNMENT. 


fTa  the  EdU&ra) 

The  function  of  a  Reviewer,  whife 
justly  possessed  of  power,  otight 
'  not  to  be  exempted  fVom  responsi- 

QUERY  UPON  COLLECTING  FOR    bility.      Sheltered,    hoWeVer,    by 
BRIEFS.  the    concealbeht    of   hi&    name. 

At  a  meeting  of  ministers  Held  he  is  too  often  tempted  to  utter 
recently^  some  conversation  took  things,  which  he  would  not  have 
placerespectingbriefsforcollecting  the  hardihood  to  do,  fkte  td  ftice: 
charity  in  behalf  of  sufferers  from  He  has  the  opportunity  of  indulg- 
fire.  It  appeared  to  be  desirable  ing  his  private  motives,  Wttlk)at 
to  all  present,  to  ascertain,  if  pos-    fear  of  being  discovered.   If  guilty 


able,,  what  iis  the.  real  state  of  the 
law,  and  the  real  condition  of  dis« 
sent^^s,  with  regard  to  these  briefs. 
It  is  well  known,  that  very  serious 


of  an  injustice  toward  an  author^ 
that  author  has  no  redress  in  tbe 
pages  of  the  work,  where  hie  id 
injured;  for  when  was  it'  known; 


objections  lie  against  this  mode  of  that  a  Reviewer  acknowledged 
raising  money,  however  laudable  himself  in  the  wrong?  Anauthoif- 
the  object  itself  may  be;  and  it  is  who  feels  himself  injured,  ther^- 
important  to  obtain  accurate  know-  fore,  must  bear  it  as  patiently  aa 
ledge  as  to  the  kind  oif  obligation'  he  can,  or  find  out  some  quarter; 
which  dissenters  are  under  to  pay     where  he  may  be  likely  tb  •  make 

his  complaint  heard. 

As  the  author  of  the  wort  above 
referred  to,  I- think  it  due  to  the 
subject  I' have  treated,  and  to  my- 
self, to  take  some  notice  of  the 
very  unfair  and  uncandid  criti- 
cisms on  it,  which  have  appeared 
in  the  'Eclectic  Review.      I  am* 


attention  to  such  requisitions.  Some 
ministers  read  the  briefs  from  the 
pulpity  or  at  least  their  titles,  con- 
ceiving that  they  are  bound  to  do 
so.  Others  return  them  witli  a 
small  sum  from  the  deacons,  with- 
out bringing  them  before  the  con- 
gregation.     Others    throw  them 


Sy,   without    taking    notice,  of    quite  prepared  to  enccmnter  a  dif- 


78  TnrnbulPs  Repfy  to  iJie 

ferenoe  of  opinion  on  this  or  any 
other  subject;  but  I  ought  not  to 
paas  over  what  I  cannot  but  consi- 
der a  wilful  and  dt^signed  misre- 
presentation.  The  Reviewer  does 
not  like  my  book.  He  is  a  stiff 
and  rigid  Independent;  and  he 
has  entered  upon  the  work  of  re- 
view^ with  an,  evident  intention 
of  bringing  the  book  and  the  au- 
thor into  as  much  disrepute  as  pos* 
sible.  The  whole  review^  (and  it 
is  not  a  short  one)  is  employed  vA 
endeavouring  to  catch  at  a  nffis- 
trice,  or  discover  an  inconsistency. 
This  spirit,  though  not  the  most 
lovely,  I  should  have  borne  with 
for  uie  sake  of  advanti^  to  the 
subject,  had  it  shed  any  such 
light  on  my  mind:  I  remember 
my  school  lesson,  fas  est  ab  hoste 
doceri.  But  when  I  find  a  Re* 
viewer  straining  every  nerver^<4o 
expose  me  as  a  blunderer,  in- 
capable of  putting  two  ideas  toge- 
ther, I  see  reason  to  aim  at  reach- 
ing  his  conscience  by  expostula- 
tion; and  at  confuting  his  mis- 
statements at  the  bar  of  the  public. 
The  Reviewer  set9  out  with  an 
endeavour  to  prejudice  his  readers 
against  my  work,  by  stating,  that 
it  offers  "  no  considerations  of  a 
very  novel  kind."  On  the  subject 
of  church-goveniment,  if  any  thing 
can  be  said  that  is  at  all  novel, 
supported  by  evidence,  it  is  surely 
worthy  of  some  attention.  I  know 
not  what  wonders  of  novelty  this 
Reviewer  is  looking  for  in  a  sub- 
ject that  has  occupied  the  thoughts 
of  all  divines  for  eighteen  hundred 
jrears.  But  if  old  truths  are  placed 
m  a  different  light,  and  old  facts 
employed  for  a  different  purpose, 
some  greater  degree  of  usefulness 
may  be  the  result.  If  the  Re- 
viewer be  really  acquainted  with 
the  subject  on  which  he  writes, 
he  must  know,  that  several  of  the 
views  I  have  taken  of  it,  are  by  no 
means  usually  found  in  authors  of 
reputation  on  Church  Government. 
But  my  object  has  not  been  no-: 
velty.     I  have  studied  to  be  usefid 
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to  the  chfirch  of  Christ,  by  "  bring** 
ing  forth  things  new  and  old/' 

Moreover,  if  my  work  be  so 
worthless  as  the  Reviewer  pre- 
tends, why  labour  so  much  to  ex- 
pose it  to  contempt  ?  He  might 
have  said  all  he  had  to  say  in 
three  lines:  ''This  book  contains 
nothing  very  novel ;  and  what  is 
the  author's  own,  is.  not  worth 
reading:  he  is  csily  a  smatterer 
and  blunderer  in  these  things." 
This  is  the  substance  of  the  Re- 
view. But  the  labour  bestowed 
upon  it.  At  the  same  time,  betrays 
a  fear  lest  the  book  should  enjoy 
any  reputation.  What  the  Re- 
,  viewer's  motives  may  have  been, 
it  is  not  for  me  to  determine. 
There  certainly  appears  to  be  some 
personality  in  them  not  the  most 
creditable  to  him,  whoever  he  may 
be.  At  any  rat^,  he  writes  in  the 
true  spirit  of  a  retainer  and  a  par- 
tizan.  For  my  part,  I  can  honestly 
say,  that  no  such  feeling  has  pos- 
sessed my  mind ;  and,  in  fiict,  the 
pages  of  the  work  may  be  safely 
appealed  to  for  the  proof. 

The  Reviewer  proceeds;  and, 
in  the  next  line,  tells  his  readers, 
that  my  "  principal  point  is,  to 
illustrate  the  authority  of  Chris- 
tian ministers."  This  is  not  true. 
The  principal  point  is  contained 
in  the  title  of  the  book,  viz.  A  Com- 
parison of  Three  Systems  of  Church 
Government;  and,  by  the  Light  of 
Scripture  and  Church  History,  an 
Endeavour  to  form  a  proper  Judg- 
ment on  their,  respective  Merits. 
The  Reviewer  takes  np  notice  of 
this  matter  I  Can  he  be  called  a 
just  judge,  or  a  faithful  witness-^ 
whidi  ought  to  be  the  character  of 
a  Reviewer— who  can  be  guilty  of 
so  gross  a  misrepresentation?  It 
is  impossible  for  any  one  who 
reads  the  work  to  consider  this  as 
a  mere  oversight;  for  the  design 
of  the  work,  according  to  the  title, 
is  strictly  kept  in  view  throughout 
the  whole,  and  enters  into  all  its 
forms  and  arguments.  '  But  the 
Reviewer,  instead  of  noticing  the 
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real  and  manifest  design  of  the  hold  it  modestly ;  and  I  shall  not 

work,  chooses  to  tell  those  who  be  ashamed  to  err  with  such  men, 

may  be  waiting  to  receive  his  re-  They  may  have  been  fools ;— so 

port  of  it,  what  is  not  true; -and  am  I:  they  niay  have  had  sinister 

then  falls  immediately  to  nibbling  designs  on  the  church  of  Christ ; 

and  carping  at  insulated  particulars,  -—so,  it  seems,  have  I.     Whydoe« 

He  first  misrepresents  the  design  not  the  Reviewer  formally,  as  he 

of  the  whole,  and  then  endeavours  does     by    implication,     condemn 

to  falsity  several  of  the  parts.  them  as  senseless,  and  so  forth. 

He,  at  the  same  time,  affects  to  because  they  were  not  strict  and 

consider  mine  as  a  feeble  attempt  rigid  Independents  ?     I  have  done 

to  revive  a  project,  which  he  had  my  best    to    bring  forward    the 

the  honour  of  crushing  about  two  sentiments  of  these  revered  men 

years  ago :  and,  if  a  person  were  to  the  view  of  the  rising  genera- 

to  derive  his  information  from  the  tion,  to  whom,  for  the  most  part, 

fieviewer,  he  would  suppose,  that  they  are  unknown.    The  Reviewer 

"  the  project"  is  some  new-fangled  would  not  have  people  to  read 

scheme  which  was  never  heard  of  them.   He  is  welcome  |to  his  fears, 

before; — some  kind  of   religious  or  to  his  anticipated  triumph.   He 

imposture^  a-kin  to  that  of  Joanna  seems  to  think  ne  has  *'  put  down,*' 

SoQthcott,  and  the  American  pro-  not  only  my  little  book,  but  the 

pbet;  which  he  is  rendering  the  sentiments    it  maintains.     I   can 

public  a  spedal  service  in  detecting  assure  him,  that  he  has  not.    While 

and  exposing.  He  does  not  tell  his  I  hear  from  every  quarter  how 

readers,  that  the  system  which  I  much  his  Review  is  disapproved 

advocate  is,  at  this  day,  in  opera-  of,  I  have,  at  the  same  time,  re« 

tion  among,  large  bodies  of  Chris-  ceived  sufficient  corroboration  of 

tians  in  America ;  and  that,  a  hun-  tlie  soundness  of  my  principles,  in 

dred  and  fifty  years  back,  it  was  the  cordial  approbation  of  those, 

substantially    acknowledged    and  whosejudgment  I  ought  to  esteem; 

practised   by  the  fathers   of  the  and  this,  too,  from  persons  of  difie- 

present  race  of  Dissenters.     It  did  rent    denominations.      Moreover, 

not  suit  the  Reviewer,  to  go  into  I  know,  what,  it  seems  the  Re- 

the  historical  part  of  the  subject,  viewer  has  some    scent  of,  that 

except  to  catch  me  in  an  error,  if  many,dissatisfiedwith  his  rigid  and 

he  could.     But,  surely,  a  man  of  levelling  Independency,  have  been 

his  extensive  knowledge  in  church-  long  waiting  with  anxiety  for  light 

history,  is  well  acquainted  with  all  to  direct  them  in  a  path,  which  is 

the  facts  to  which  I  have  referred ;  none  of  the  smoothest  or  plainest. 

and  I  am  sure  he  would  hiave  de-  Some  have  confessed  the  justness 

nied  them  if  possible.     I  suppose,  of  those  positions  to  which  they 

however,  all  I  shall  get  from  him  in  were  before  hostile;   and  others 

reply  will  be,  that  all  these  people;  have  declared  themselves  as  set  at 

h^  of  old  and  of  modem  times,  rest  and  ea^e,  by  those  views  which 

were  in  the  wrong  together  with  I  have  brought  forward.     The  Re- 

me:  that  ^'^  they  cannot  be  allowed  to  viewer  may  succeed,  in  some  cases, 

ruleour  judgments;" and,  therefore,  in  preventing  persons  from  read- 

they  are  not  to  b^  heard.     Herein  ing  the  work,  and  in  giving  those 

he  condemns  Elliot,  and  Mather,  who  are  strangers  to  me,  a  bad  im- 

and  Cotton,  and  Ames,  and  Robin-  pression  concerning  me  personally. 

son  himself,  and  Dr.  Owen,  and  I  If  he  can  derive  satisfaction  from 

know  not  how  many  more  of  name  reflecting  on  his  achievement*- let 

amongst  us.    Though  I  am  not  him.    But  who,  in  the  name  of 

iBsensible  to  the  ri^t  and  privi-  mystery,    is  this  potent  lord  of 

^eof  private  judgment,  I  would  b(K>ks,  and  authors,  and  of  the 
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diurch  of  Christy  who  haaonly  to 
ptHnt  .his  iron  sceptre  at  any  dis- 
sentient from  his  mind  and  willy 
and  he  is  instantly  '^  put  down?" 
Let  us  all  tremble  at  iJiis  invisible 
secret  power;  nor  dare  to  utter 
our  sentiments  publicly  without  its 
awfiil  license ! 

My  limits  will  not  allow  me  to 
enter  seriatim  into  the  particulars 
of  this  unjust  and  ill-natured  cri-< 
tique ;  nor,  speaking  generally /do 
I  "think  it  worth  while.  I  believe 
that  the  prejudices  of  the  Reviewer 
will  not  allow  him  to  look  at  any 
tiling  out  <xf  his  own  sect  with 
approbation;  and  if  we  may  gather 
any  thing  from  his  favourite  phrase 
o£*^ putting  down"  which  he  has 
abused,  one  would  think  he  cannot 
even  look  at  it  with  tderation^ 
On  this  phrase  of  ^^  puttkig  down/' 
^which  he  quotes  with  great  glee 
from  Dr.  Wardlaw,  and  which .  I 
knew  the  Doctor  had  used,  and  in 
what  connexion,  as  well  as  he 
could  tell  me,  while  I  was  quoting 
those  sentiments  which  suited  my 
purpose;  I  have  to  say,  diat  the 
Reviewer  has  been  &:uilty  either  of 
an  oversight  or  a  mi»4pi«sent.. 
tion.  I  have  pleaded  for  a  local 
association  of  mtnis^erf  andchurches, 
'  with  which  shall  be  connected  an 
appeal  and  inquiry  concerning 
moral  and  religious  conduct.  Dr. 
Wardlaw  says  nothing  about  this 
in  his  sermon.  What  he  says,  re- 
lates to  the  Congregational  Union 
of  Scotland,  which  embraces  alithe 
dmrches  c^  that  denomination  in 
tiiat  kingdom.  I  have  not  pleaded 
for  a  Congregational  Union  4^ 
England,  as  possessing  l^is  power 
oS  appeal  and  inquiry ;  nor  did  I 
intend  so  to  do.  According  to 
the  Reviewer,  I  have  pleaded  for 
a  national  congregational  union  of 
aU  the  churches  in  the  kingdmn^ 
possessed  of  the  power  of  churdi- 
discipline.  "  This  is  only  the  fig^ 
ment  of  the  Reviewer's  own  ima- 
gination." What  I  mean  to  eon- 
tend  for  is  stated  in  pp.  l6  and  1 00 
<jf  'J^  The  CkwoparfttiveView ;"  H^heve 
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the  association  proposed  is  confined 
to  those  churches  which  are  cpn^ 
veniently  situated  as  neighbours 
for  the  benefit  of  Christian  commu- 
nion. In  the  dose  of  the  work,  I 
have  intimated  the  possibility,  as 
it  must  surely  be  deemed  a  thing 
desirable,  thai  all  true  Christians 
may  be  brought  into  closer  union 
widi  each  other,  as  members  ,of  one 
great  family,  and  more  particularly 
those  whose  sentiments  approxi- 
mate to  each  other.  This  kind  of 
general  union  is  not  to  be  con- 
founded with  the  local  assodatiou 
referred  to.  The  Reviewer's  sar^ 
casms  on  this  subject  are,  there- 
fore, wasted.  He  may  gather  them 
up  and  reserve  them  for  a  happier 
occasion. 

Moreover,  I  know  that  some  of 
the  Congregationalists  of  Scotland^ 
think  in  the  main  with  me  on  this 
subject.  They  are  jealous  (^nd  so 
am  I)  of  the  abuses  to  which  any 
such  interference  is  liable ;  *but 
they  distinctly  admit  the  necessity 
of  the  thing. 

The  Reviewer  endeavours  again 
to  bring  me  into  contempt  among 
the  unlearned,  (the  truly  learned 
win  know  how  to  appreciate  his 
contempt,)  for  quoting  an  epistle 
commonly  ascribed  to  Ignatius^ 
and  addressed  to 'Heron,  a  deac<ui 
of  the  church  at  Antioch.  I  am 
the  greatest  simpleton,  and  so  fordi, 
for  quoting  this  epistle  as  genuine, 
when  all  &e  world  knows,  that  it 
is  spurious !  The  fact  is,  I  never 
entered  into  the  qnnestion,  whether 
it  was  genuine  or  not.  This  would 
have  been  quite  oat  of  place  in 
my  work :  and  most  probably  ft'om 
the  temper  of  die  Reviewer,  had  I 
entered  into  any  discussion  of  the 
stfisject,  and  thought  primer  to  ne* 
ject  it  as  totally  worthless,  he  would 
have  brought  against  me  the  opi« 
nions  of  those  learned  men,  who 
have  considered  this  epistle  as 
genuine.  It  suited  ray  puTfiefie 
to  quote  dt  as  an  ancient  docu- 
ment, going  under  the  name*  ^f 
Igtiativw.    Whan  w^  aa»  q«oliii^ 
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any  thing  from  the  Apostolical  Coti-  for  argument^  and   his  scorn  for 

stftutions^  for  instance^   must  We  proof? 

stop  to  prove^  that  they  were  not  But  I  will  grant,  for  argument's 

actually  framed  by  the  apostles  ?  sake^  that  the  epistle  to  Heron  is 

No,  we  quote  them  sA  commonly  not  authentic,  and   that  it  is  the 

going  under  that  name,  whether  composition  of  the  fifth   or  sixfh 

righdy  designated  or  not.  The  Re-  century.      Still  this  very  ancient 

viewer,  therefore,  only  shows  either  document  is  useful  to  my  purpose, 

his  ignorance  or  his  malevolence  as   serving  to  show,  that  certain 

—perhaps  few  will  fail  to  discover  views  were  entertained  by  early 

the  latter  at  least— when  he\  thus  antiquity  concerning  the  office  of 

affects  to  say,  that  there  was  never  deacon,  different  from  those  held 

such  a  thing  heard  of  as  an  author  by  most  in  modern  times.      We 

quoting  even  a  supposititious  writ-  are    not  to   reject  the  document 

ing,  when  it  suited  his  purpose,  because  we  are  uncertain  about  the 

But  it  is  the  epistle  to  Heron  the  author :    for,  if  this  were  lawful, 

deacon,    which  of   all    others,    I  we  might  then  reject  the  book  of 

should  not    have  meddled  with.  Job,   and  several  other    parts  of 

Is  the  Reviewer  really  a  learned  Scripture. 

person,  or  somie  ill-bred,  and  ill-  When  I  sat  down  to  this  reply, 

natured  sciolist,   who,   under  the  I  intended  to  expose  the  misrepre- 

covert  of    secresy,    feels   himself  sentations  of  the  Reviewer  on  the 

secure  in  giving  vent  to  the  effu-  subject  of  authority,  and  his  igno- 

sions  of  conceit  and  malignity  ?'  ranee  of  the  character  of  the  origi- 

If  he  be  a  learned  man,  I  would  nal  Brownists,  ^^c.  &c. ;  but  I  find 

ask  him,    whether  he  beKeves  in  I  have  already  exceeded  the  limits 

his  conscience,  that  nothing  can  be  to  which  I  am  necessarily  confined, 

said  even  for  the  genuineness  of  I  must,  therefore,  leave  the  rest, 

the  epistle  to  Heron,  together  with  together   with   these   remarks,   to 

others    rejected     by    Archbishop  the  reflections   of  the  Reviewer; 

Usher — ^the    authority   on   which  believing,  that  he  will,  sooner  or 

I  suppose    he    depends?      After  later,  be  conscience-smitten:  and 

considering  attentively  what  is  said  I  shall  pray  that  he  may  repent  of 

by  Eusebius,    and'  Jerome,    and  his  sin,  and  be  forgiven. 

Irenaeus,    together    with    Dupin,  I  give  the  Reviewer  credit  for 

Campbell,  &c.,   I  could  bring  ar-  the  labour  bestowed  on  the  article, 

guments  to  show,  that  there  is  no  and  so  far  I  have  to  thank  him  for 

such  improbability,   even   of  the  considering,  in  reality,  though  he 

genuineness  of  the  epistle,  though  avows  the  contrary,  my  work  of 

I  would  not  contend  for  every  part  so  much  importance  as  to  call  for 

of  it,  as    the  Reviewer  pretends,  his  most  attentive  ingenuity,  so  to 

Does  the   Reviewer  really  know  disjoint^ and  cut  out  the  various 

the  state    of  tjie  controversy  re-  partSy-  and  recombine  them,  as  to 

specting   the  epistles  of  Ignatius  F  makethe  work  appear  to  his  readers. 

Is    he    convinced   t^iat    Ignatius  that  thing  which  he  would  have  it 

never  wrote  to  Polycarp  the  letter  to  be,  for  the  sake  of  my  discredit, 

usually  ascribed  to  him,  and  the  In  treating  of  a  subject  attended 

letter  to  the   Pbillppians?     It  is  witl^  such  peculiar  dSfiiculties,  as 

more  than  I  am.     Usher  chooses  that  of  church-government ;  I  am 

to  place  the  letter  to  Heron  on  a  far  from   supposing,  that  I  have  ^ 

footing  with  these,  and  to  consider  succeeded  at  all  times  in  discover- 

them  all  as  supposititious.     Other  ing  the  truth ;  or  that  I  have  not 

learned  men  do  not.     Is  the  deci-  sometimes  committed  mistakes.     I 

aon  to  rest  with  the  Reviewer  ?  should  ever  be  glad  to  have  them 

Is  his    contempt    to   be     taken  pointed  out  and  corrected.— I  sup- 

CoNo.  Mao.  No.  50.  M      .              - 
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pose  eveiy  author  would  wish  diis  allow  of  many  flfuch  in  the  year, 

to  be  done  in  the  spirit  of  kindness  though  he   might  find  some  in- 

and  humility.     Such  a  spirit  is^  I  stances  of  forbearance  and  forgive- 

fear^  not  the  qualification  which  ness. 

Reviewers  in  general  cherish  :  but  After  all  the  abuse  of  the  Re- 

this  article  of  review  is'uncommon-  viewer^   I   suspect    from    several 

ly  tinctured    with   the    spirit  of  circumstances,  that  my  work  has 

unkindness  and  injustice.      From  been  of  some  private  service  to 

what    cause    the    Reviewer    best  him,  and  that  I  may  solace  myself 

knows.      I   believe  the    Eclectic  as  Horace  does  in  his  epistle  to 

^  Review  gets  no  credit  among  re-  Mecoenas. 

fleeting  persons  from  the  insertion  g^j^  ^^^^  ^^^  ^  i^^^tu^  op^gcula 

of  this  article.     I  take  m  the  work,  lector, 

and  have  taken  it  from  the  very  Laudetametqu8doini,premat  extra  Umea 

commencement,  and  shall  continue  imquns? 

♦«:   A^  o^     •*««■   ^^^>^,*4A^^  r,.^^   4.^  Non  ego  ventosse  plebis  suffra^  venor, 

to   do  so,   not  expecting  soon  to  i^peSiscaiiarum.ettritajmSnerevestJs. 

meet  with  another  such  article  to  •       •       •       • 

deform    and    disgrace    its    page.  Hinc  ills  lacryms. 

The^interests  of  the    proprietor  j^  Tornboi-l. 

of  the  Eclectic  Review  would  not 
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Turn  thee,  my  muse,  'tis  emulation  calls ; 
Turn  thee,  and  listen,  for  her  accent  falls 
Sonorous  on  thy  ear :  she  holds  a  spray 
Of  laurel,  to  involve  a  sweeter  lay, 
A  loftier  song  than  thine ;  but  not  a  breast 
On  which  the  name  of  Alfred  is  imprest 
More  deeply  than  on  thine,  will  she  expand 
With  the  fair  donative  that  fiUs  her  hand. 

Fled,  fled  from  Albion,  nullified^  and  gone. 

Are  those  fell  glooms  which  put  their  terrors  on 

When  thou  wast  mortal,  when  thy  regal  might. 

Great  son  of  Ethelwolf,  made  darkness  light. 

Tlie  tides  of  learning  rise  in  these  last  days 

ProiKUy,  and  rush  a  thousand  profluent  ways  : 

But  when  thou  wast  athirst,  thy  needy  lip 

Snatched  from  the  ebbing  rill  a  passing  sip. 

Unmurmuring,  undiverted  from  thy  aim. 

To  bless  the  land  that  blossoms  at  thy  name. 

Where  is  the  veil  opaque,  whose  sombre  folds 

In  tills  millenial  dawn  no  eye  beholds  ? 

*Ti8  rent  in  twain,  and  shall  no  more  be  cast 

Where  mitred  Adiian  or  his  shadow  past, 

Wbose  hands  crowned  thee,  and  at  that  moment  shed 

The  oil  of  migesty  upon  thy  head. 

Gaunt  as  thy  wolves,  and  as  thy  forests  rude, 
Incult,  barbaric,  or  but  half  subdued,  ^ 
O  England,  were  thy  sons,  when  Alfred  rose 
To  meet,  to  parry,  and  to  crush  his  foes. 
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Fraternal  love  had  viyified  his  powers, 

And  worn  the  chaplet  of  triumphant  hours 

Spent  in  stern  war :  but  now  he  grasped  the  reins^ 

To  lay  in  dust  the  honour  of  the  Danes. 

But  see  his  lofty  hands  put  calmly  down 

The  sceptre,  and  take  off  the  glittering  crown. 

His  mind  Was  like  the  moon,— she  travels  on 

Thro'  waning  shades,  and  when^  ail  light  is  gone. 

She,  rising,  turns  her  cressive  periods  o'er 

To  a  full  orb  of  radiafice  as  before. 

He  reached  the  apex  of  his  throne :  he  gazed 

On  countless  missiles  which  diffusely  blazed ; 

Then  summoning  his  valour,  he  descends 

To  fight  his  enemies— he  hdd  no  friends, 

His  heritage  produced  none,  or  they  fled 

Whilst  kingly  rays  were  fading  from  his  head.  - 

The  foe  was  satiate,  but  the  scanty  flocks 

Of  conquered  Britain  pined  amongst  the  rocks 

Without  their  shepherd — his  imperial  form 

In  bravery  clad  like  armbur,  bore  the  s^rm 

With  his  own  herdsman,  or  amidst  the  pile 

Himself  had  raised  upon  a  lonely  isle.  ^ 

Here  flowed  the  condiment  of  all  his  days. 

The  relish  of  his  virtues ;  here  the  ways 

Of  vrisdom  were  the  ways  of  peace,  and  earth. 

That  had  not  honoured,  wailed  his  kingly  worth. 

His  spouse*  leaned  on  his  breast,  his  children  grew  i 

Like  him,  and  learned  to  be  heroic  too : 

His  groupe  of  servants,  undissembling,  saw 

His  lovely  greatness,  and  fulfilled  his  law. 

Thy  meed,  O  Fortitude^  was  gained,  and  now 

Courage  replaced  the  helmet  on  his  brow ; 

Caution  and  he  went  gliding  thro'  the  coast. 

Bearing  its  burden  of  an  adverse  host : 

The  harp  had  \iron  their  ears,  whilst  his  had  learned 

Where  their  strength  lay,  and  how  their  measures  turned 

On  ruin  to  Britannia  •  but  anon 

Her  chieftains  at  his  signal  gathered  on. 

And  from  thine  umbrage,  Selwood,  round  they  drew 

The  obdurate  band,  and  whom  they  would  they  slew. 

Till  Ethendune  drank  rivers  firom  their  veins. 

And  death  nghed  ecstasy  across  its  plains. 

But  tho'  his  bow  invincibly  was  bent. 

And  his  drawn  sword  so  many  bosoms  rent. 

The  affrighted  remnant,  clinging  to  the  ground. 

Encompassing  his  feet,  looked  up  and  found 

That  sword  was  sheathed  in  clemency,  that  bow 

Broken,  before  the  presence  of  their  woe. 

Their  pdurl  of  earthly  life  he  fireely  shook 

From  the  large  lap  of  victory,  nor  took 

By  low  reprirals  one  defenceless  gem  ^ 

Which  might  enhance  his  own  pure  diadem. 

But  turning  to  his  realm,  he  saw  it  waste. 

And  lonely,  and  its  glorious  throne  disgraced  : 

Then  trod  its  high  ascent,  put  on  the  vest 

Of  equi^,  and  uttered  his  behest — 

Pointed  his  high  caduceus  to  the  sea. 

And  bade  hid  i^s  like  evening  shadows  flee. 

Like  shadows  they  returned,  and  spread  the  wing 

Gregarious,  where  the  tea-mew  loves  to  clingy 

And  the  keen  buxlsman's  diligence  elude. 

Who  plucks  fipom  death's  own  fangs  his  daily  food. 

But  Alfred  met  their  coming  unperturbed. 

And  by  the  fiiiits  of  his  clear  prescience  curiied 

Their  predal  lums  •  his  calm  sagacious  mind. 

When  passion  raised  her  hand,  and  sought  to  bind 

His  intellectual  eyes,  evoked  his  might, 

Heaved  a  long  sigh^  and  hurled  her  out  of  sight. 
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The  lack  of  Danish  principle  he  bore 
In  combats  oft  renascent  on  the  shore. 
Or  die  £Bir  inland,  'till  he  beat  them  down. 
And  wore  a  bright,  an  undivided  crown. 
Then  Peace  flew  near,  and  brought  some  oUre  sprays^ 
With  which  she  intertwined  his  final  days : 
And  he,  beneath  their  fragancr,  devised 
A  consecntion  ^riiich  his  sons  have  prized 
t  Down  to  this  era,  a  judicial  plan. 

Which  marks  and  wluch  defends  the  tights  of  man. 

He  reached  the  cHlb  of  sdenoe,  ranged  the  bank 

Of  philosophic  waters,  stooped,  and  drank  : 

Then  tranqnil,  and  supine,  beneath  scMne  tree. 

Breathed  forth  his  own  mellifluous  poesj. 

O  hadst  thou  seen  that  light,  whose  beams  are  ours» 

Dawning  o'er  Papacy,  thy  highest  powers. 

In  operose  conjunction  would  hare  trod. 

Hie  first  to  show  thy  realm  the  path  to  God. 

Hail  to  thy  memory !  yes,  let  it  be 

Our  joy,  our  pride,  to  ludl  thy  memory ; 

Becanae  tho'  time  hath  wafled  o'er  our  sphere 

A  millenary  round  since  thou  wert  here. 

We  rest  upon  the  pillars  thou  didst  nuse. 

Give  laws  to  other  climes,  uid  take  their  praise. 

SOREU.il. 
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On  yon  expanse,  where  restless  breezes  sweep 

The  varying  surfiice  of  the  swelling  deep . 

Where  surges  roll  o'er  yet  untrayereed  space. 

And  with  wide  arms  the  southern  sphere  embrace. 

There,  like  the  gems  on  Heaven's  bright  tablet  traoed> 

Her  blooming  islets  deck  the  wat'ry  waste ; 

Bright  firom  their  coral  beds  promiscuous  rise. 

Rich  in  each  beauty.  Nature's  hand  supplies,  _ 

Luxuriant  is  the  soil !  the  firuitful  vale^ 

Enriched  by  streams  whose  currents  never  fiul ; 

The  mountain  crag  precipitous  and  high. 

Yet  cloathed  with  verdure  grateful  to  tlie  eye  ; 

Within  the  umbrageous  groves  the  cocoa  teems 

With  milky  stores,  matured  by  genial  beams. 

Their  ample  shade  the  tall  bananas  spread. 

The  graceful  palm-tree  rears  its  drooping  head  j 

Here  lowly  shrubs,  adorned  with  varied  hue,' 

And,  bent  with  every  breeze,  the  tall  bamboo . 

E'en  to  the  mountain's  brow,  the  flowerets  bloom,    . 

And  fi-agrant  sandal-wood  exhales  perfume ; 

Spontaneous  all :  for  such  this  lovely  land, 

&e  culture  pruned  it  with  her  skilful  hand ; 

Such  was  its  verdure,  such  its  forest-shade. 

Its  fern-clad  hill,  and  ever  fruitfid  glade. 

But  Oh !  its  nobler  inmate !  he  who  stood 

The  Lord  of  all^  ^th  thought  and  speech  endued. 

The  grace  of  maphood  on  Ms  form  Imprest, 

But  man's  best  feelings  dormant  in  his  breast  j 

The  athletic  limb,  the  quick  inventive  mind. 

But  the  dork  soul  to  moral  beauty  blind ;  '" 

Each  social  joy  obscured  by  savage  pride, 

And  murder  bropding  near  its  gentle  side ; 

Oh  lost  estate  of  nature  I  lowly  fall, 

In  every  age  and  clime,  entailed  on  all. 
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Tho'  decked  by  science  with  a  specious  grace. 

That  hides  with  partial  veil  its  blemished  face. 

And  tho'  refinement  cast  her  softening  hue 

O'er  those  rough  features  Nature's  pencil  drew. 

Witness  ye  classic  shades,  where  reason  strove 

To  solve  the  mysteries  curious  fancy  wove ; 

And  deep  research  essayed  in^yain  to  scan^ 

The  source 9  the  origin,  the  end  of  man. 

How  low  their  best  attainments,  how  debased 

The  God  they  sought,  and  tnan  how  much  disgraced. 

Behold  the  mitaught  savage^tbere  he  reigns 
The  proud  possessor  of  his  fiiir  domains  ; 
The  gentler  claims  that  civilize,  and  bind  i 

In  social  concord,  our  more  fiivoured  kind. 
His  heart  perceives  not,  or  but  faintly  feels. 
Too  faint  to  cqmbat  passion's  loud  appeals. 
To  wrestle  with  the  wave,  and,  freed  from  toil. 
Reap  the  rich  produce  of  the  £ruitfiil  soil. 
Assuage  the  cidls  of  hunger,  and  repose. 
In  kindly  slumber,  all  tlie  change  he  knows. 
Save  when  aroused  by  fierce  vindictive  strife. 
His  latent  passions  start  to  instant  life. 
He  leaves  the  mazes  of  the  midnight-dance. 
To  hurl  on  hostile  tribes  the  furious  lance ; 
With  scornful  raMure  triumphs  o'er  the  slain. 
And  deals  the  work  of  carnage  o'er  again : 
In  solemn  rites  those  scenes  of  murder  close. 
The  living  sacrifice  \  his  vanquished  foes. 

Oh  'tis  without  excuse. Creation's  frame 

Shows  the  mild  impress  of  its  Maker's  name- 
Yet  they  who  view  it  in  its  fairest  form 
A  scene  almost  unruffled  with  a  storm. 
Have  changed  his  heavenly  glory ; — they  reverse 
The  blessings  God  designed  them  to  a  curse. — 
Such  were  thy  sons,  Taheite ;  such  the  gloom 
Which  himg  impervious  o'er  tbev  mournful  doom  ; 
But  mark  the  contrast,  by  themselves  unsought, 
What  has  thy  hand.  Eternal  Sovereign,  wrought ! 
Behold  the  man,  whose  senseless  vows  were  paid 
To  idol  gods,  his  curious  hands  had  made ; 
Where  self-inflicted  wounds,  or  magic  spell, 
Invoked  their  smile,  or  sought  their  rage  to  quelle 
He  kneels  a  convert,  changed  by  power  divine. 
In  pure  devotion  at  a  holier  shrine ; 
The  moles  and  bats  receive  the  worthless  prey. 
To  them  he  casts  his  idol-gods  away. 

Thrice  welcome  era  !  thua  the  man  possest,. 
When  Satan  held  dominion  o'^  his  breast ; 
Whose. desperate  fierceness,  baffling  all  control. 
Betrayed  the  conflict  of  his  tortured  soul ; 
When  Christ  Omnipotent  the  word  had  spoke. 
Which  freed  his  spirit  from  th'  infernal  yol^; 
Clothed  with  a  heavenly  mind  at  Jesus'  feet. 
With  gratefid  love  he  l^es  his  lowly  seat. — 

Propitious  was  the  wave :  the  freshing  breeze 

Impelled  yon  vessel  o'er  the  Southern  Seas ;. 

The  sons  of  science,  eager  to  explore 

The  paths  of  knowledge,  sought  thy  stTaager-shcn^ 

But  ah  !  how  little  did  their  hearts  devise. 

They  held  a  high  commission  from  the  skies ; 

The  blest  precursors  of  that  gloriotks  hopr. 

When  Christ's  own  message  came  in  word  and  power  ^ 

That  hour  arrives,  the  messengers  of  peace 

Proclaim  to  captive  souls  a  sweet  release . 
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They  re'r  the  Ssmnr's  cross,  and  o'er  it  wave 

The  banner  of  his  love,  and  power  to  save : 

No  carnal  weapons  in  their  hands  are  fonnd, 

Nor  garments  rolled  in  blood,  nor  trumpetB  sound. 

But  heavenly  weapons,  mighty  to  snbdue 

The  prince  of  darkness  with  his  hellish  crew : 

With  fell  dismay,  the  subtle  fiend  beheld 

His  throne  invaded,  and  his  power  repelled ; 

He  saw  and  trembled,  yet  with  fury  fired, 

Prepared  to  ravage  ere  his  power  expired. 

He  sent  his  legions  forth  in  dread  array. 

And  fiercer  discord  maifced  their  deadly  way ; 

Yet,  as  the  lurid  lightning's  fearful  flame. 

And  whirlwind  shaking  Nature's  solid  irame. 

Disperse  the  grosser  vapour,  and  prepare 

For  brighter  radiance,  and  more  genial  air ; 

So  oft  does  Love  onmipotent  dispose 

The  janing  passions  thut  his  will  oppose 

Till  armed  against  themselves  their  tumults  cease. 

And  leave  the  field  to  l^rtue  and  to  Peace. 

A  brighter  moment  dawns,  its  glories  rise. 

The  Sun  of  Righteousness  salutes  their  eyes ; 

A  moral  splendour,  chasing  by  its  ray 

The  mist  of  Ignorance,  that  obscured  their  way ; 

To  Faith's  enlightened  view  the  cross  appears. 

At  once  to  waken,  and  dispel  their  fiean ; 

Each  dark  delunon  that  possessed  the  soul. 

Resigns  its  sway  at  this  £vine  control ; 

The  gloomy  morai,  the  seqiiestered  deU, 

Where  Superstition  wrought  her  secret  speH, 

Now  proves  the  haunt,  where  humble  converts  raise. 

The  secret  prayer,  or  join  in  social  praise ; 

And  prince  and  people  own,  with  sweet  accord, 

One  faith,  one  covenant,  and  one  common  Lord. — 

With  pious  diligence  dieir  labours  rear 

A  holy  temple,  to  the  Lord  they  fear : 

No  gold  of  Ophir  there,  nor  Tyrian  dye. 

Nor  curious  workmanship,  to  charm  the  eye . 

Yet  not  thy  Temple,  Zion,  though  it  rose, 

At  once  the  wonder  of  thy  friends  and  foes. 

E'er  owned  his  presence  more  than  fiEuth  can  trace. 

In  yon  meek  monument  of  sovereign  grace ; 

Thine  was  the  costly  vest,  the  mercy  seat. 

Where  righteousness  and  peace  were  wont  to  meet ; 

The  bleeding  victim,  and  the  symbols  fiur 

Of  promised  blessings  future  da,ys  should  share ; 

But  in  those  lowly  walls,  on  heathen  gA>und, 

'<  Where  Sin  abounded,  Grace  doeis  more  abound." 

And  while  assembled  in  his  house  of  prayer. 

Their  God,  theur  glory,  meets  his  people  there. 

Oh  bright  fulfilment  of  prophetic  strain. 

No  more  shall  saints  expect  that  day  in  vun ; 

lliat  happy  day,  when  each  remoter  Isle 

Shall  know  their  Saviour  and  partake  his  smile. 

From  yon  drear  region  of  perpetual  snow. 

To  where  the  Tropic-beams  intensely  glow ; 

O'er  continental  wastes ;  the  vast  expanse 

Of  unknown  shores ;  as  far  as  thought  can  glance ; 

No  limit  shall' be  found ;  o'er  things  in  heaven 

And  things  on  earth  dominion  shall  be  given ; 

Contending  elements  no  more  shall  sweep 

Destruction  round ;  no  more  shall  sorrow  weep ; 

For  God's  own  hand  shall  wipe  each  mournful  eye. 

And  Sin  subdued,  e'en  Death  itself  shall  die ! 

/  C.  P. 


%%»»%%»%»%»^»>%^ 


mf} 


jRevietv  of  Books  I'^The  Triple  Am,  4v. 
REVIEW  OF  BOOKS,  &c. 


87 


Th  Trifle  Aim :  or,  the  Improve" 
ment  of  Leisure,  Friendship,  and 
ItUdlect,  attempted  in  Epistolary 
Correspondence,  8w.  lOs.  6d, 
London:  1821. 

The  author  of  this  volume  is  evi- 
dently a  sensible  and  well  informed  . 
man,  and  yet  we  cannot  compli- 
ment him  on  the  way  in  which  he 
has  got  up  his  work.     With  much 
substantial  worth  in  the  matter  of 
his  essays,  he  seems  to  us  to  have 
adopted,  for  their  communication, 
a  medium  singularly  ill  ad^ted  to 
the  cast  of  his  composition,  and  to 
the  general  tenor  of  his  discus- 
sions.   He  is  a  reasoner  ''  all  com- 
pact," a  thorough-bred  debater,  ' 
not  fierce  nor  clamorous,  but  steady 
and  tenacious ;  one  of  your  logical 
iblk,  who  throw  every  thing  that 
comes  in  their  way  into  the  cruci- 
ble of  syllogism,  and  dismiss  no- 
thing  without  a  complete,    and 
sometimes  rather  tedious  alembica- 
tioh.    His  style,  too,  is  influenced 
by  the  habits  of  his  mind ; .  it  is 
clear  and  sound,  but  by  no  means 
I'emarkable  for  vivacity  or  variety. 
Under   these   circumstances,    the 
epistokry  form  does  not  seem  an 
advantageous  one.    When  we  take 
up  a  volume  of  letters,  we  expect 
to  find  something    spirited    and 
lively;  the  associations  which  rise 
in  our  minds,  bring  with  them  re- 
collections of  the  animation  and 
vivid  colouring  of  Montague,  the 
brilliant  and  graceful  gossipping 
of  Sevign^,  the  shrewd  and  caustic 
gaiety  of  Walpole,  the  fine  hu- 
mour,  strong   sense,    and  manly 
simplicity  of  Cowper.     In  our  own 
humble   way,    we    should  never 
dream   of  making  ordinary  mis- 
sives to  our  friends  the  vehicles  of 
iong  prosing  criticisms  and  disser- 
tations;  and  assuredly  we  have 
no  very  pressing  desire  to  receive, 
from  our  private  and  personal  cor- 
respondents, any  such   stiff  and 


tiresome  substitutes-— head  with« 
out  heart— ^for  the  usual  and  whole- 
some routine  of  amiable  and  affec- 
tionate intercommunication.  We 
shall  not,  of  course,  be  misunder- 
stood by  our  readers,  as  applying 
these  observations  to  letters  writ- 
ten on  specific  and  important  oc- 
casions. Appeals  to  conscience, 
details  of  Christian  experience,  so- 
lutions of  doubts  and  difficulties, 
have  their  appropriate  place  in  the 
most  open  and  undressed,  as  well 
as  in  formal  and  official  correspon- 
dence. But,  in  the  present  in- 
stance, we  find  little  else  bOt  com- 
ments on  sermons,  discussions  of 
texts  and  doctrines,  and  such  like 
matters,  in  all  the  regular  array  of 
set  dissertation;  and  without  re- 
ference to  the  degree  of  ability 
'  which  they  may  display,  we  can- 
not help  expressing  some  little 
dislike  to  the  frame-work  in  which 
they  are  enchased. 

It  appears,  moreover,  to  us,  that 
the  writer  has  fallen  into  another 
error  in  the  management  of  his 
work ;  and  that  he  has  been  partly 
led  into  it  by  his  injudicious  re- 
tention of  the  epistolary  form. 
As  the  book  is  now  made  up,  it 
contains  a  number  of  passages 
which  might  very  possibly  occu- 
py an  efficient  situation  in  the  ac- 
tual correspondence,  but  which  are 
wholly  destitute  of  interest  in  their 
present  association.  There  are, 
in  particular,  two  letters,  the  29th 
and  30th,  of  which  we  have  not 
the  slightest  clue  to  enable  us  to 
determine  the  subject;  some  of  the 
incidgital  observations,  taken  se- 
parately, have  indeed  a  disjointed 
meaning,  but  there  is  a  running 
allusion  to  some  mysterious  opi- 
nion hinted  at,  but  never  stated, 
which  has  a  very  bewildering  ef- 
feet  in  the  perusal;  and  there  is 
an  obnoxious,  but  abeydnt  book, 
written  by  some  ingenious  person, 
whose  name   is    expressed  by  a 
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dash,    and  whose  ar^ments   are  whUe  the  execution,  in  some  parts,  was 

represented,   in  a  sort  of  loffical  redundant,  and  not  quite  free  from  incon- 

Aiu      ua.«i            '^L.'!.  grmty.     It  was  also  too  declamatory,  and 

Algebra,  by  asterisks,  against  which  Lt  sufficiently  logical.    His  reasoning, 

a  tremendous  fire  is  kept  up  for  in  one  instance,  I  think,  was  inconclu- 

'eight  or  nine  pages  successively,  sive.    He  argued  the  wisdom  of  God  in 

■Now  thishas  a  very  unsatisfactory,  ^^^  salvation  of  man,  from  the  appoint- 

^  .    .          .       ..          u  .  -  J      tc  ^1  ment  of  so  digmned  and  illustnous  a  per- 

not  to  say  a  very  absurd,  effect ;  ^^^  ^  ^^\^  gon,  to  accomplishit. 

and  by  ite  exclasion,  as  well  as  by  But,  here^in  order  to  argue  the  subject 

the  rejection  of  other  matter,  which  to  what  he  might  think  more  advantage, 

offers  little  that  is  either  novel  or  he  appeared  to  concede  too  much.   Thus: 

intPrflftttn^    and  bv  an  eauv  altera.  '  Grantmg,  which  indeed   need  not   be 

interesting,  ana  ny  an  easy  altera-  granted,  that  the  same  end— human  re- 

tion  m  the  form  of  his  publicatioh,  demption,  might  have  been  effected  by  an 

the  author  might  have  compressed  inferior  personage,  as  some  contend:  still 

his  materials  into  a  small  and  use-  J*»e  same  end  being  accomplished  by  tba 

ful  rolume  of  essays,  which  would  ^^7.1^'^'  SS'dUpS? 

have  had  a  iair  chance  tor  popu^  of  divine  wisdom  and  love,  than  the  ac- 

larity.  complishment  of  the  same  end  by  less 

With  these  deductions,  we  have  distinguished  means,  coijld  have  done.' 

.«*A«4-  ««1a««./««.  ;«  <^«.*«MAao;»,»  «  ^«  "  Now  this,  I  think,  b  very  doubtful, 

great  pleasure  m  expressing  a  fa-  r^^^  following  remark^  occuied  to  my 

vourable  opinion   ot   the   volume  niind  as  I  was  walking  home. 

before  us.     We  do  not,   indeed,  "  In  the  first  place ;   the  subject  is 

agree  with  the  writet  in  all  his  incorrectly,  if  not  unfairly  rtated,   by 

vitws  and  sentiments ;  but  even  ^connecting  the   display   of  Ae    attaj- 

,                vu?     A.       !_•       'x          ij  D^t*  o*  tow  With  that  of  wisdom.     He 

Where  we  differ  trom^  him,  it  would  gaid :  « it  would  afford  a  far^  brighter  dis- 

be  unjust  not  to  assign  to  him  the  play  of  divine  wisdom  and  love/    But 

praise  of  fairness  and  general  dis-  wisdom,  unconnected  with  any  other  at- 

tinctness  in  his  modes  of  statement  ^"5"'?'  "^^  *^^?  '"^'^*?  of  discussion ; 

,                    .       w      j%    .  and,  in  point  of  correct  statement,  and 

and  argument.     In    fact,  we    are  conclusive  reasoning,  it  ought  to  have 

disposed  to  think  that  this  book  been  considered  alone;   for  the  equal 

may  net  afford  a  just  estimate  of  display  of  both  these  perfections  is  not 

his  powers,  and  that  his  intellec  necessarily  connected  in  eveiye^t. 

.     ,^j.     .  1  •       V       i_               u        ^  "Besides;  even  allowing  the  fairness 

tnal  disciphne  has  been  such  as  to  ^f  connecting  the  display  of  divine  wis- 

qualify  him  for  labours  of  a  more  dbm  and  love,  when  only  the  former 

effective  kind  than  any  which  he  should  have  been  considered ;  the  posi- 

appears  as  yet  to  have  undertaken,  ^^^.^*  i"  ^^  ^^^  ^?  *™-    '^^  ^J^^^ 

. /^'^     1.           u^           •                       u  I  cession  contained  in  the  statement,  does 

though,   perhaps,    m  a  somewhat  ^^^  strengthen,  it  invaUdates,  the  reason- 

uifferent  mode  of  exercise  than  the  ing ;  for  the  wisdom  of  an  agent  is  most 

pretent.  conspicuous  when  the  means  employed 

Of  an  011a  like  this,  it  wfll  not  ™  exactly  a^pted  to  the  acccmplish- 

u>.          4^^  xi^  r  ^        4.-4.4.      ^4.  ment  of  the  end,  and  proportioned  to  the 

be  practicable  for  us  to  attempt  an  importance  of  the  object,  for  which  they  • 

analysis,  however  slight;  and  the  were  selected ;  they  should  be  neither  too 

only  way  in  which  we  can  bring  it  feeble,  nor  too  powerful ;  neither  too 

fairly  before  our  readers,  is  by  al-  m^g*  nor  ^o  profile.    If  so,  it  fol- 

\A^»i^^   4^K^    ««fT.^v   *^  \^^»l/  «^«  lows,  that  if  human  redemption  might 

lowing  the  author   to   speak   for  h^ve  been  eflfected  by  the  interference  of 

himself.     The  following  passages  an-inferior  personage,  say  an  angel,  tben 

will  aff<»rd  a  competent  specimen  there  was  no  extraordinary  display  of  di- 

of  his  argumentative  style.  vine  wisdom  in  «jn^ng  the  Son  of  God 

°                         ''  on  the  mission ;   seeing,  that  was  not, 

'<  I  went  on  Thursday  evening,  and  strictly  speaking,  necessary.    It  would 

partly  at  your  desire,  to  hear  Mr.  H 's  rather  have  been,  according  to  our  ^ews» 

Lecture  on  the  Wisdom  of  God  as  dis-  an  ostentatious  exhibition  of  power  and. 
played  in  the  Scheme  of  Redemption,  contrivance.  And,  it  is'  worthy  of  re~ 
He  is  a  popular  preacher,  and  I  like  him  mark,  that  thitr'  is  contrary  to  the  gene- 
very  much.  I  have,  however,  frequently  ral  tenor  of  ^e  divine  proceedings* 
heard  hhn  with  greater  pleasure  t|ban  on  Small  means  often  accomplish  great; 
this  subject.  The  outline  of  the  dis-  ends ;  but  great  mean^  are  never  used  to 
course,  i  thought,  was  rather  defective ;  produce  small  results.  TheilHyine  Beings^ 


18£3»]}    Improvement  ijfLeisiirel  Friendshipj,  and  Intellect,  S^c,  ^9i 

thoi^h  onmipotent,  is  netlaTish  of  hU     Yjeiy  imj^vem^Dt,  instead  of  fftcilitatiAf 


poorer;  though  ridi  In  means,  he  never 
proAuelf  dcAws  firom  hiA  inezhaustfbte 
resources;  he  neierdiaeoyecB  any  super- 
Salty  of  effort)  or  of  means.  It  is  the 
parade  0^  jiian  only  which  breaks  an  in- 
sect.on  the  wheel. 


may  impede,'  its  progress ;  -and,  if  t!ieu' 
system  be  not  true,  it  certainly  .wiUv 
They  conjecture,  that  befpre  tkeen^.of 
the  world,  no  matter  when,  better  late 
than  never,  Ae  great  mass  of  the  popu- 
Itition  will  arrive  at  the  same  degree  of 


And,  in  fine,  such  a  method,  wlnle  it'     mental  eminence,  as  that  which  has  hi"^ 


wDoid,  leonceive,  liaV!e  been  derogatory 
to  diFine  wisdom,  iifpuld  not  have  i^ord-^ 
ed  a  brighter  dlsplky  even  of  the  .attri- 
bute of  divine  love.  For  the  Divine 
fiei%  Vb  give  His  Son  to  the  most  intense 
sufferiogs,  and  the  most  painfid  and  ig« 


therto  been  Attained  by  th^  few  ^  a  Locke^ 
a  Bacon,  or  a  Newton  f»  Priestley,  o^ 
Belsham,  or  an  Aspland.'  Perhaps  so; 
it  may  be  safely  admitted.  Indited,'  f 
have  no  wish  to  deny'trhat,  I  confielvei 
I  cannot  disprove.  Stilly  however^  Sor* 
Qooiiiuous  ^ontli,  in  a  cau^  for  whicl^  cinianism  may  never  prevail.-  In. those 
the  interposition  of  an  angel  might  h&ve  days  of  superior  light,  the  taper^  the 
sufficed—and  this  the  concession,  ana  glow-worm  glimmer,  of  r^tibqral  chris- 
tbe  construction  of  the  argument,  sap-  tianity,  may  be  extinguish^,  or  diqw^ 
pose— would  exhibit  a  disproportionate  garded.  The  times  may  be  too  intellec- 
io\re.  It  would  indicate.  9,  want  of  ten«  tual,  and  too  rational  for  such  a  system ; 
dfrness  in  tiie  Pivine  Bbing  to  his  Son  t  it  may  suffer  death  from  the  quarter 
ajMirtiality  for  angels,  in  sparing  one  of  whence  \X  expected  deliverance, 
their  order  the 'humiliatron  and  shame  to   '     ^*  There  is,  indeed,  no  proof  that  thia 


which  ke  delivered  his  Son ;  -and  a  need- 
ioss  profusion  qf  love  to  m(Ui*"'-rPP«  85  r  - 

88.  .       ..      i.     .   „ . 

The  following  extract,  tHough 
we  are  strangely  puzzled  to  deter- 
niine  the  principle  on  which  the 


denomination  h^  ever  taken  the  Uad) 
no  evideppe  that  it  ei^jqys  an^  intrea^ 
at  pKsent,  except  that  which  xesults 
from  the  progress  of  population ;  no 
pleasing  presage  that  it  will  ever  Kkve 
toy  pre-eminence«  On  the  (5oi<tra<yi 
eteiy  thing  p^stainipg  to  it*  is  ill^fotpui^ 


mthov  has  made  his  selection  of  for  tiie  present,  and  ilUomene^  for  .the 
names  — Newton   and   Priestley  J     ftiture.    Its  advocates,  perhaps,  wbiild 

Locke  and  Aspland !  I    Bacon  and    f^^V.^^'^.fj^^Ti^Jt^'^y 

u  1  u  -  -  ■  •  t  '  ^    .  V  eppellatton-^rational  Christians^  if,  m^ 

iielsham !  I  T—  states  very  aecu-  g^  ^f^  fluttering  tliemaelves,  ju>d  n^os* 
rately  the  pauses  of  the  increase  of  ing  the  public,  with*  their  predictions 
Sociniamsm  ;    if,  indeed,  the  fiict     about  marching  forward  to  conquest  and 

ofitsincreas'e be  correctly  a^sunupd.    |^7.'  ^^'yr'Si^J™^-''^^^^'?!^'^ 
.^^..    r    rr    t^    /•t'»*v.      dcTjsing,  and -all  tiieircner^  in  carrying 

into  eflect,  tbe  b^st.meftsnres  whidi itbe 
nature  ;of  their  cause,  and  the  destitute 
aiid  hopeless  circumstances  in  which' they 
^rp,  placed  will  ^mit,*to  ;iecure  their  re- 
treat, and  cover  their  shame  r'^-^pp.  50 — 
52.'  .  .  *.  •..,.. 

There  isi «  pa^iage.  at.page.74, 

.where .  tW.  author  alliides.  to  'the 

."  camixH«-fftU0e  esisay.s/!    . vhich 

licai  nartiee  ?^   If  this  is  not  the  ewe,,    appear  in  the  ^'  periodical  joins 

|qq4  of  aueeess,-!!  e.  'mere'  die^iMon,  ah 
idlediieani.^  ISiatiiieydDiBcreaaeinooe 
rapidly  thiui  c^6^  religious  deitqmina- 
tions,  or-cven  ^^jBeistB  and  Atheists^ 
'hey  wtSX  'sorelj^ntiVWetend.  Indeed,  so 
far  fromthis  beingime  fi^ct,  it  is  probable 
that  the  dear  increase  of  the  Wesleyan 
M«tiiodieta  alone*,  during  Oply. the  la^t 
seven  years*  by  fi&r  exceeds  the  tot^  nuni- 


[^h  is  said^  and,-  perhaps,  in  one 
point  of  view  correctly,  ^hat  Soci- 
nianisrh  is  pa  the  inbrea8e^.  And  ko  is 
OeisQi,  and-A^ieiem;  and  so,  indeed^  Is 
u?  sect,  which  doe^  not  enjoin  celibscy, 
and  which  Providence  has  not  written 
childless. '  But  the  increase  of  which 
they  speak^'  is  'nothing  to  the  purpose. 
IH>  thnT;  eentimeiita  exlenc(  in  a  grefater 
<legree  tium  tbpse  eif  the  vanpus  evasge- 


!vii9ily;^$y  afi^r  to.  find  novel  and 

original  matffr.for  '' s.  sipaU  pam« 

.pblet,"  .published  ^\  onlff  once  in  a 

.qa(mthV'     We  believe  that  we  have 

-be^ :  tplembly  sucoe^sful  in  the 

avoidance  of  "  jcqinmon-place  ;*' 

but  we  apprehend  tbaf/  a  little,  ei^- 

,     ,-      .  .  -    .   ^   ,^     .   ,  perience  in  the.conduct.of  a  ma^ 

08,  that  tbereis  a  constant  improvemeflt  book,  a  little  more,  accurately  au 
u)  society,  &  rapid  advance  In  ki)f>wle(^.  Jait  of  the  oppressive  diffifitil.tji«s 
-Vor,  it  wDoid  be  just  as  absurd  for  us  to   .  connected  with  it-     .We.  .certainly, 

17  ^^'^uSi'**«i''l-^T  ^^^^f^Jl    «P^»WDg.for  oarsely^^,  feel  much 

^  favour  dfH;he  ftftior^  extension  of  their      '^  Z»Zl  ®.       •     ii.  i     .j,-i.^« 

m;  andibiiedndtbewdite^-.'niis  :gm^fe^iO».*n,tbft.8fiai«»l3U<5oe*ai 
CoNo.  Mao.  Nq.  50.  N 


QO         Rivieiv  of  Books  :'i^Mmoirs 

of  our  efTortSy  and  in  the  efficiency 
of  the  aid  which  has  been  afforded 
us  by  our  valaed  correspondents'; 
but  IT  the  author  of  •*  The  Trii;le 
Aim,"  were  to  occupy  our  editorial 
ciudr  for  a  few  months,  be  would 
then  be  able  tofbrm  a  more  correct 
estimate  of  the  amdeties,  labours, 
and  embarrassments  attendant  on 
die  composition  and  management 
of  a  periodical  work,  which  has 
higher  a|ms  than  those  of  private 
interest,  transient  amusement,  or. 
superficial  information. 


^^%^»<»%^^%»% 


Memmrs. of  Bishop  WdUon, . 
(  CoHchdedfrom  page  SB,) 

In  the  third  chapter  of  his  work, 
Mr.  Todd  has  collected  some  va« 
luable  information  respecting  the 
progress  of  biblical  and  oriental  li« 
feature  in  this  4»untry,  before 
and  during  the  time  of  Dr.  Wal-« 
ton.  We  feel  indebted  to  him  fw 
his  researches  in  this  department, 
and  would  have  fdt  more,  had  his 
prejudice  allowed  him  to  find  bib« 
fiau  learning  bejrond,  as  well  as 
within,  the  pale  of  episcopacy. 
We  shall  endeavour  to  supply  a 
Httle  of  what  ought  to  have  ap- 
peared at  greater  length  in  the 
work  before  us. 

The  translators  of  the  English 
Geneva  Bible  seem  all  to  have 
hkm  learned  men,  and  yet  they 
are  entirely  passed  over  by  Mr. 
Todd.  Amongst  these  were  Chris- 
tether  Goodman,  Anthony  Gilby, 
Wm;  W|iittingham,  Thos.  Samp- 
son, 8(1)4  Thos.  Cede.  The  learned 
Geor^  Buchanan,  there  is  reason 
to  thmk,  was  a  |food  man,  as  well 
as  the  most  distinguished  classical 
sdiolar  of  hfa  age.  Robert  Rd- 
lock,  principal  of  the  miiversity  of 
Edinburgh,  and  David  Dickson, 
professor  of  theology  in  the  same 
school,  were  both  mstinguished  fdr 
their  learning,  and  fortheur  excellent 
commentaries  <m  various  parts  of 
Scripture.  John  Row,  mitilster 
at  Aberdeen,  taught  Hebrew  there 
witii  great  success,  and  publiriied 


qf  Bishop  Walton.      C^Februart, 

Hebraeas  Lingua  Inslitutiones  in 
1644.'    John  Cameron,    another 
learned  Scotsman,  was,  about  the 
same  time,  professor  of  theology  at 
Montauban,  and  one  of  the  best 
critical  scholars  of  the  time.     His 
Myrothedum    Evangelicum,    pub- 
lished first  dong  with  the  Spicele* 
gium  of  the  learned  Cappellus, 
and  afterwards  with  the  notes  of 
Alexander  Moras,  show  how  pro- 
foundly versant  he  was  in  the  erU 
tidsm  of  the  Scriptures^     John 
Weemys,  of  Lathoguar,  and  pre- 
bendary of  Durham,  was  a  respect- 
able Hebrew  scholar  for  the  period. 
His  works  are  still,  with  all  their 
quaintness,    worth    the   reading. 
William  Robertson,   who  taught 
Hebrew    in    London    for    many 
years,  ought  also  to  be  noticed. 
He  edited  and  corrected  the  Trans- 
lation of  the  New  Testament  into 
Hebrew  by  Hutter;  but,  unfertile 
nately,  the  greater  part  of  the  edi- 
tion was  destroyed  by  the  fire  of 
London.    He  is  also  known  as  the 
author  of  a  learned  Thesaurus  of 
the  sacred  language.    Of  Sir  £d- 
ward  Leigh,  the  learned  author,  of 
the  Critica  Sacra  on  the  Old  and 
New  Testaments,  nonoticeis  taken. 
His  being  a  lay-member  of  the 
Westminster  Assembly  is,  perfa«ps« 
the  reason  for  putting  nun    into 
the  Index  Expurgatorius.     Hu^fa 
Broughton,  and  Henry  Aihsworthj 
are  acknowledged  to  be  among 
the  men  who  were  reckoned  learns 
ed  Hebricians,  '''but  whose  leaim^ 
ing  was  too  often  exercised  nvitJx^ 
outjud^ent"  Tlie^imedX.i^lx^ 
ioal  was  of  a  differem*  opinion  ]r« 
spectingBroughtoiifi^Mr.  Todd 
as  appears  firom  his  ei^ogistic  {>r^ 
face  to  Brbughton's  works.    Aixxs 
worth  had  a  more  profound  kno^^ 
ledge  of  the  j^ble  than  most  xxx.^ 
who  have  written  on  it,  though,  1  i)^ 
all  the  learned  men  -of  the  time^    X 
.  was  addicted  to  Bahbinical  theol 
Had  we  time  and  room,  ^wre 
satisfied  the  list  of  omissions 


be  greatly  enlarged.    These  sl^ 
notices,  howler,  sofficieAtly  & 
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wluit  ought  to  have  been  done,  ceiving  of  others  iii  this  point,  hy 
and  how  much  remains  for  an  im-  attesting  so  much  under  my  own 
partial  history  of  the  biblical  and  hand^  Anglesey."  This,  ana  some 
theological  literature  of  Great  Bri-  other  things  mentioned  by  Tblahd, 
tain.  dught  to  mive  finiriied  the  contro- 
No  part  of  Mr.  I'odd's  work  versy;  but  so  unreasonable  is  nre* 
has  interested  us  more  than  the  judice,  that  so  late  as  the  pubiica« 
letters  of  Bishop  Gauden,  which  tion  ot  No.  50  of  the  Quarterly 
he  has  published  firoih  the  Lam-  Review,-  which  appeared  nine 
beth  Manuscripts.  They  set  to  mondis  after  Mr.  Todd's  work,  a 
rest  for  ever  the  controversy  re-  writer  in  that  jbumal,  not  aware  of 
^ecting  the  author  of  the  Eikon  the  triumphant  conftitation  of  his 
BasUike,  Most  of  our  readers,  we  opinions,  which  had  been  so  lately 
suppose,  are  aware  of  the  attempt  given,  continues  to  argue  for  the 
which  was  made  immediately  after  Eikon's  being  the  woric  of  the 
the  death  of  Charles  I.  to  interest  martyred  monarch ! 
the  feelings  of  the  country  in  his  Mr,  Todd  has  given  four  fett^ 
religious  character  and  cruel  fiite,  of  Gauden's  to  the  Earl  of  Bristol, 
by  the  publication  of  a  small  work  iii  which  he  boldly  and  urgently 
wkh  the  above  title.  It  professes  claims  the  Bishopric  of  Windies* 
to  contain  the  meditations  and  ter  or  Worcester,  as  the  reward  of 
prayers  of  his  sacred  Majesty  dur«  the  meritorious  service  he  had 
ing  his  solitude  and  sufferings.  It  performed.  Among  other  pas« 
was  pslpied  on  the  country  for  sages  in  these  letters,  whidi  ftiUy 
the  Kinjfs  own  production,  and  ptove  the  point  at  issue,  are  the 
such  was  the  avidity  with  which  following,  which  we  extract,  both 
it  was  bought  and  read,  that  it  for  the  evidence  which  they  fu^« 
ivent  thrQ^gh^%  editions  in  little  nish,  and  as  beautiful  specimens 
more  than  a  year.  Milton  was  of  courting  a  Bishoprick.  ''  I 
employed  to  ^nsWer  it,  which  he  cannot  imagine  what  key  your 
did  accorilingly,  with  his  usual  Lordship  hath  to  this  cabinet,  un- 
spirit  and  abiUty ;  but  though  he  less  the  King  or  Royal  Duke  have 
a&d  many  others  suspected  a  trick,  leiit  you  theirs :  nor  am  I  curious 
the  means  of  detecting  it  were  not  to  enquire;  because  I  know  that 
tben  enjoyed,^  \  III  the  Life  of  Mil«  it  dwells  with  a  very  valiant  and 
ton,  publishei}  by  Toland  in  1 6^,  loyal  brest,  as  well  as  with  a  most 
the  author  of  the  work  is  shown  eloquent  tongue.  This  I  am  sure, 
to  have  been  Bishop  Gauden*  In  whatever  the  reward  be,  Noe  man 
a  copy  of  the  Eikon,  which  be-  can  rob  mee.  rf  the  honor  i^  the 
longed  tb  the  Earl  of  Anglesey,  moth.  _  These  considerations  I  am 
the  following  memorandum  was  bold  to  offer  to  your  Lordship, 
found  in  his  Lordship's  own  hand-  not  out  of  any  vapour  or  ostenta- 
writing.  ''  King  Charles  the  Se-  tion,  but  only  to  demonstrate,  that 
cond,  and  the  Ilbke  of  York,  did  both  his  Majesty's  and  your  Lord- 
both  (in  the  last  sessions  of  Parlia-  ship's  extraordinary  favour  msiy, ' 
ment,  1675,  when  I  showed  them^  wimout  any  solecism  of  state,  foe 
in  the  Lord's  House,  the  written  grounded  on  the  public  services  I 
copy  of  this  book,  wherein  are  have  done,  besides  that  privates' 
some  correctionis  and  alteration^  one,  which  is  consecrated  to  the 
written  with  the  late  King  Charles  highest  merit,  reputation,  and  ho- 
the  first's  own  hand)  assure  me,  nour  in  the  world ;  09  thewn  of 
that  this  was  noiie  of  the  said  rot^al  ashes^,  and  the  emMming  of  a' 
King^S  compiling,  but  made  by  martyred  King.  IVfaoever  hath  the 
Br.  Gauden,  Bishop  of  Exeter ;  tuUt  alter  honores,  I  may  challenge, 
vbicfa  I  here  insert  for  the  unde^  Nos  ego'  versiaios  feci ;  atid  me 
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wprlct  thought  tbem  heroick^  wor- 
aiy  of  Augustus."-  After  quoting 
these,  and  some 'other  passages  of 
the  same.  tiature>  the  Edinburgh 
Review  observes:  *' That  this  mo- 
dest laid  disinterested  prelate^  at 
the  very  moment  of  his  eu*nest 
auit,  wap  Bishop  of  Exeter,  and 
h^l  just  received  twenty  th6usahd 
pounds  as  fines  on  the  renewal  of 
le^ses^  in  consequence  of  the  long 
vacancnr.  This  situation  the  good 
Bishop  considers. as  a  station  of 
'  toil  and  tenuity:*  '*  .  The  Bishop- 
rick  of  Worcester  was  thrown  to 
hya  as:  a  aop  to  Cerberus^  and 
forwhich>  no  doubt^  he  would  say 
before  God  and  men,  "  Nolo  Epts- 
copaii  r  The  publication  of  these 
letters  does  honour  to  the  candour 
of^Mr.  Todd^  but  is  not  calculated 
tq  promote. the  honours  of  the 
Hierarchy.  .We  were  the  more 
surprised  at  their  appearance^  as 
Bishop  Gaudeu.)iad  no  connexion 
w.hatever  ^ith  the  Polyglot,  and 
v^ry  little. with  Walton  himself. 

The  most  meritorious  of  all 
Walton's  assistants,  whose  name 
iQUst '  ever  b^  associated  with  his, 
WAS  Dr.  Edmund  Castle,  the  au- 
thor of  the  Lexicons,  which  usually 
accompany  the  London  Polyglot;. 
ij;  is  impossible  to  speak  in  too 
lugh  terms  of  this  distinguished 
individual.  Learned,  modest,  and 
<$sintere6ted,  he  devoted  bis  time, 
talents,  and  property  to  the  cause 
c^  sacred  literature, '  And  was  left 
to  look  for  his  reward,  not  in  the 
{perishing  riches  of  time,  but  in  the 
ifoperishiable  glory  of  ietemity.  For 
yearly  twenty  years.  Castle'  la- 
boured on  me  Polyglot  or  his 
iL^icons,  from  sixteen  to. eighteen 
l^ours  X  day.  .  He  maintained, 
during, a  great  part ,  of  that  time. 
Sloven  foreigners,  and  seven  Eng- 
lishmen, in  his  own  house,  ^d  at  his 
own  expense,  .  He  spent  £l2,000« 
qf  his  own  fortune,  and  contracted 
besides  a  debt  of  £l  800.  which 
rendered  it  necessary  for.  him  to 
j^tion  the'  King,,  that  a  prison 
might. not  be  the  reward  of  hid 


of  Bishop  WaUon,       ^February, 

long  and  laborious  services.     A 
royal  letter  was  addressed  to  the 
Bishops  and  nobility,   and  other 
letters  from  the  Bishops  were  ad- 
dressed to  the  clergy,  recommend- 
ing them  to  patronize  the  author, 
by  purchasing  his  Lexicons,  or  by 
assisting  him  otherwise :  these  re- 
commendations produced,    in    all 
Great  Britain,  the  paltry  sum  of 
4700.!  .  Mr.  Todd  finds  the  rea- 
son of  this  in  '^the   inauspicious 
period,  and  the  want  of  taeans." 
W*e  wonder  it  did  not  occur  to 
him,  that  the  spirit  of  the  usuirper, 
whom  he  has  endeavoured  to  de- 
prive of  the  honour  of  fostering 
the  Polyglot,  was  not  to  be  fonnd 
in  his  royal  successor;  and  tllat, 
with  the  expiration  of  the  Com- 
monwealth,  the  love  of  religion^ 
and  of  sacred  learning,  received  a 
blow,   from  which  it  never  reco- 
vered, till  the  Stuarts  were  hurled 
for  ever  from  the  throne  of  these 
realms.      A  considerable  part  of 
the  Lexicons  was  destroyed  by  the 
fire  of  London,  and  after  the  death 
of  their  author,   several  hundred 
copies  wer6  devoured  by  vermin, 
through    the   carelessness   of  the 
persons  into    whose    hatids   they 
fell !    Illustrious  scholar !  such  was 
the  reception  and  reward  of  thy 
labours  from  men;  but  we  trust  thy 
record  is-  on  high:  and  wherever 
the  learning  peculiar  to  the  Bible 
is  known,  there  it  shall  be  told, 
that  the  Lexicon  Jtepia^lpaon,  is 
the  most  stupendous  effort  <)f  indi- 
vidual labour  and  geniu&    . 

Of  Archbishop  Ushei*,  >riother 
of  Walton's  coadjutors,  so  much 
was  previously  known,  that  very 
little  was  left  to  be  told.  An  op- 
portunity, however,  is  embi^aced  of 
making  another  fiing  at  the'  head 
of  Cromwell,  and  of  discovering 
the  author's  profound  ignorance  of 
theology— or,  if  he  pleases,  rather 
of  Calvinism.^  We  know  quite  Well, 
that  Usher  was  a.  moderate  ittaii  on 
soiQcie  of  the  Calyinistic  points ;  hot 
ipuch  more  so,  however,  th^n'the 
synod  of  Ddrt^  whose  Calvinism 
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will  liot  be  suspeeted. '  It  remaiifed    subjects,  on  Mrhich  th^  Jtoach:  fear 


for  Mr.  Todd^  to'  discover^  In  t6e 
f(Momng  passage  of  one  of  Usher's 
sermons/ thftt  he  was  notisi  Calvi- 
m^  in  th^'early  part  of  his  life. 

"  Thfere  is  an  error  in  the  b^art^ 
ag  well  'as  in  the  bi'ain ;  and  a  kind 
of  ignorance  arising  from  the  will, 
as  well  as  from  the  mind.  Aqd, 
therefore^  in  the  epistle  to  the 
Hebrew's^  all.  sins  are  termed  igHO- 
rances,  and  sinners,  ignorant  pnd 
eh-iDg  persons;  because,  however, 
in  generiSd>  th^  understanding  may 
be  in^rnied  rightly;  yet,  when 
particular  actions  come  to  be  re- 
solved upon,  men's  perverse  Vills, 
ahd  inordinate  affections,  cloud  theit 
minds,  and  lead  them  out  of  the 
way.  That,  therefore,  is  to  be 
acoounted  sound  knowledge,  which 
sii^eth  fron^  the  brain  into  the 
heartj^  and  from  thence  breaketh 
forth  into  action ;  setting  head, 
heart,  hand,  and  all  at  work ;  and 
so  much  onhf  must  thxm  reckpn  thy-^ 
selflo  knonf'in  GhristianUy,  as  thou 
art  abie  to  mhke  use  of  in  pracike. 
Far,  as  St.  James  sailh  qffakh, 
ihem  int  thy  faith'  hy  thy  works ; 
80  dbih  he  in  like  manner  of  knoW" 
ledge:  who  is  H  wise  man,  and  en^ 
dried  mlh  knowledge  among  you  ? 
kt  him  shew  out  ofu  good  conversa^ 
turn  his  works  with  meekness  of  v^^ 
dom.  And  St.  John,  much  to  the 
tame  purpose.:  hereby  do  we  know. 


it  18  a  sad  hardship  to  buyjart  to  be 
obliged  to  pay  £»,  and  to  Ee  vieirers 
to  be  obliged  to  read,  lUch  ipaufiet- 
able  ignorance  and  misoatatesients 
as  frequently  occur.  HadMic-  Todd 
lived  in  the  days  of  Usher  and 
Walton,  he  would  have  been  betteir 
taught,  and  revdered  more  eap^ie 
of  distinguishing  things  that  difier#, 

V  Dr.  Lightfoot  was  one  of  the 
greatest  Rabbinical  scholars  of  his 
day,  and  did  much  to  encourage 
aha  assist  both  Walton  and  Castle. 
The  greatest  blemish  discovered 
in  his  char^ter  by  our  biographer, 
is,  **  That  he  was  nominated  by 
the  members  for  the  county  a£ 
Stafford,  one  of  the  assembly  of 
divines,  with  whom  he  once  sacri* 
ficed  his  learning  and  judgment  to 
the  bigotry  prevalent  amongst 
them  against. the  Apocrypha."  So 
it  is- bigotry  to  obj^t  to  the  Apo« 
evyph'a^  being  conadered  a  part  of 
canonical  Scripture,  or  even' wor-i 
thy  of  being  associated  wit&  it  i 

^In  noticing  Dr.  Peirce,  who  a£^ 
forded  some  small  assistance  to 
Walton,  our  author  takes  an  oppor^ 
tunity  of  introducing'  some  lines  of 
his'-^wbich  he  describes,  as  '^  fear- 
less and  forcible/'  They  are  so^ 
Mre  grant-^tbey  are  a  fearless  vio^ 
lation  of  good-  sense,  good  taste, 
and  scriptural  piety.  They  are 
'die  most  doggrel  trash  that  ever 


that  we.  know  him,  if  we  keep  his  proceeded  from  the  veriest  soavenr- 

commandments.     He  that  satth,  I  ger  of  Parnassus.     But  then,  they 

know  him,  and  keepeth  not  his  com--  forcibly  describe  the  dominaqt  sect 

mandfHents,  is  a  Udr',  and  the  truth  of  tbe  period^-*the  independents, 

is  not  ffi  him.'^  . »      -  ^  ^j^  .    j^:  jg^.  however,  a  cpnsola- 

Our  readers,  we  are  certain,  will  ^ion,  that  they  occur  >in  a  poem, 

be  able' to  discover  nothing  ih'fhis  which   celebrates  tbe  regeneration 

passage,'butthatMr.  Todd  under-  of  the  6/e9M<^  Charles !     We  shall 

stands  tieither  Calvinism  nor  Ar-  not   stain  our  pages  by  quoting 

miniantsm.    Wecan  teUhim,  what  th^m,  and  assure  Mr.  Todd,  ihat 

will  prelkibTy  surprise- him,  thid:  we  only  blush  for  the  ai^thor.  of  tibe 

we  do-not  believe  there  is  a  Calvi-  life  of  Walton.    -  We  do  'Vegrqt 

nist  in  the  kingdom,  who  would  'that  a  book,  which  ouglit  toiiave 

liot  subscribe  to  every  word  of'  it.  -known nothing  of^  party,  has  'dis- 

It  would  really  be  desirable,  in  the  "oovered  the  -injiuisnce  of  it  in  so 

present  *  age  of  book*making,  that  ^eat  a  degree,  as:  most  be  ofiep^ve 

taien  who  write*  would,  firist  thetn-  to  every  person  of  good  taste  and 

eiid^vetir  to  undei:st^»Kl  the  slight  fe^g.  ^ '  lu  merits  ooghr  to 
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have  rested  on  the  extensive  bibli«  have  laid  the  fonndationB^  or  po«^ 
cal  learning  and  information  of  the  Itshed  the  comer  stones.  The 
author,  and  on  the  mani&statiaii  appe^Lrance  of  such  a  work  we 
of  that  high  elevation  of  soul,  shall  hail,  whether  it  oome  irom  a 
which  the  Uierature  of  the  Bible  Churchman  or  a  Dissenter.  Writ- 
is  so  calculated  to  inspire.  If  ten  in  a  Catholic  spirit,  with  a 
any  thing  has  a  tendency  to  raise  competent  measure  of  learning, 
the  mind  above  the  cloudy  and  and  a  large  pwtion  of  research 
troubled  atmosphene  of  political  and  discernment,  it  would  procure 
and  theological  debate,  it  is  as-  for  its  author  immortal  renown, 
suredly  the  discovery  of  the  grand  and  confer  no  ordinary  boieiit  on 
things  of  Ciod  in  the  languages  the  present  and  future  generations, 
spoken  by  prophets  and  apostles.  Should  Mr.  Todd  undertake  such 
'^  'Tis  pitilbl,  'tis  wondrous  ptitful,"  a  work,  we  trust,  he  wQl  previously 
to  see  the  man,  who  professes  to  undeigo.  another  IlaXtyycy'eflria,  (be 
have  studied  the  Polyglot,  and  will  understand  our  reason  for 
to  have  conver^  with  the  giant-  usmgthi^term,  and  tluit,  in  mercy 
spirits  wluch  produced  it,  di^lay-  to  lum,  we  ''  slur  it  beneath  wdOL 
ing  his  ignorance  of  the  first  prin-  sounding  Gred,")  when  we  know 
eiples  of  theological  science,  and  he  will  thank  us  fat  die  iVeedom 
delighted  with  daubing  the  cha-  n^e  have  used  with  him, 
racters  of  men,  whom  he  evidently  u^%^^^t/M^ 
knows  nothing  about.    We  assure 

him,  that  we  are  more  vexed  than  PAMPHLETS  ON  THE  STATE  OF 
angry  with  him;  and  deeply  re^  IRELAND.' 

gret,  that  the  evils  of  which  we  1.  Remarks  on  the  PreseiU  StaU  f^ 
have  so  frequently  complained,  Ireland;  mtk  Hinis  for  ame^ 
should  occur  in. a  work,  to  which  liorating  the  Condition,  and  pro^ 
we  wished  to  give  our  most  unr  iffo^tag  the  Education,  and  Moral 
qualified  approbation.  **  Go,  and  Improvement  of  the  Peasantry  of 
sin  no  more."  that  Country*     The  Eesuh  rf  a 

Our  opinion  of  this  productidn        Vint  during    the  Sumn^er  and, 
must  now  be  evident  to  our  readers.        Autumn  o/  1821.      By  Robert 

We  are  still  in  want  of  a  work,  .    Steven.      London :   Smith  and 

which  will  record,  without  refers  -   Elder. 

encc  to  party. names  or  distinctions,  ^    ^tii      ii       jo.        ^*  ..* 

the  bibl^  literature  of  our  comi!  ^'  ^}^f^  ^f  Suggestions  an  the 
try-a  work  not  of  names,  tides,        f^^  /.  '*^  Peasantry  oj 
and  dates,  but  of  substantialleam-        Ireland.    i^delL 

Jng,  patient  research,  and  diispas-  What  is  the  reason  that  Ireland, 

4iionate  argument— a  work  which  whether  in  peace  or  war— in    a 

-will  give  every  man  his  place  in  season  of  plenty  or  scaacity— witk 

,the  temple,  wnich  has  beoi  rear-  a  diminished    or  an  ov^owin^ 

.ing  for  ages,  and  is  consecrated  to  population,  is  still  a  disturbed  and 

tfaehonour.of  the  Bible— in. which  mutinous  country?  and  why  is  it 

Walton,  and  Castle,  and  Usher,  that  popery  still  prevails  in  all  its 

and  Pococke  ought  to  occupy  a  ancient  power  and  virulence  in  this 

prominent  place;  but  not  to  the  part  of  the  British  empire,  whiles, 

proscription    of  Ainsworth,   and  for  two  centuries  and  a  half,  £n^. 

Owen,  and  Goodw;in,  and  Baxter  land,  Wales,  and 'Scotland,   have 

>**a  work  in  which  every  man,  .been  emandpated  from  its  thral.. 

who  has  contributed  a  stone,  or  dom?     The  fair  and  full  investi*. 

supplied  an  instrument,  ought  to  gation  of  these  questions  ought  to 

receive  his  meed  of  honour;  as  be  repeatedly  set  before  the  pul>« 

drell  as  those  master  builders  who  lie,  and  pressed  upon  the  attentioxi 
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of  all  the  pvties  concerned^  until  since  it  hnk  been  under  a  l^otes- 
sQlne  refonnation  is  effected  in  the  tant  government^  in  our  opinion; 
social  economy^  the  moral  habits,  reflects  but  litde  credit  dthier  upon 
and  the  religious  state  of  the  popu-  the  >isdom  or  the  equity  of  its 
lation.  rulers.     But  we  recollect  that  we 

As  to  the  first  of  these  questions,    are  verging  upon  a  wide  and  difB* 
it  must  be  obvious,  to  every  re«    cult  subject,  which  we  have  no 
fleeting  mind,  that  there  must  be    disposition  to  discuss,  further  than 
sometlung  radically  wrong  in  the    as  it  is  implicated  with  tbe  second 
internal  mianagement  of  a  country,    question,  which   ought  to   be  a 
where  so  large  a  portion  of  the    matter  of  coneem,  and  of  deep 
popdlation  have  scarce  an  option    regret  to'  all  Protestants   in  the 
betwe^  the  miseries  they  endure    united  kingdom.    A  hierarchy  of 
from  starvation    and   oppression,    the  same  nature  as  iii  England  is 
while  quietly  cultivating  the  soil,    supported  in  Ireland,  by  a  Catholic 
and  the  dangers  they  incur  in  a    people ;  a  fact,  which  on  its  very  , 
state  of  insubordination,  and  while    face  proves,  that  the  people  are 
seeking  their  support  by  plunder,    under  a  system  of  Protestant  eccle- 
Armies  may  suppress  insurrection,    siastical  domination,  altogether  ar« 
but  they  never  can  be  looked  to    bitrary  and  oppressive.     For  what 
for  the  permanent  support  of  so-    greater  injustice  can  any  nation 
cial  order.     In  the  state  of  modem    labour  under,  than  to  be  compelled, 
society,  principle  alone  can  uphold    by  all  the  sanctity  of  law,  and  all 
any  govemin^t.     The  peasantry    the  fearfulnesa  of  royal  power,  to 
most  feel  their  interest  in  the  pre-    support  a  system  of  religion,  whidi 
vailing  order  of  things ;  their  com-»    is  professed,  in  their  very  teeth,  to 
forts  must, .  upon  Sie  whole,  be    be  intended  to  convert  uiem  from 
greater,-'4en8ibly  greater  to  them-    the  religion  which  they  love.     Let 
sdves;  in  a  st&te  of  order  and  obe-    us    suppose,    that  Great   Britain 
dience,  than  in  the  reverse  ;  o^er-    should  ever  become  a  province  of 
wise  the  removal  of  militai^  array    an  infidel  empire,  and  diat  all  the 
will  only,  and  always,  be  the  signal    force  of  law  and  power  should  be 
for  a  return  to  Uiat  state  iii  which    employed  to  establish  a  system  of 
/A^  conto've  they  have  the  greatest    public    deistical    instruction,    its 
dumoe.  of   happiness.     A    royal    priests  and  high  priests,   to  the 
visit,  an  augmentation  of  the  cus-    amount  of  many  thousands,  to  be 
toms,  and  a  change  of  Lords  Lieu-    maintained  in  opulence  and  luxnt^; 
tenants,  may  take  place  every  year,    — ^ould  we,  or  could  we,  fetain- 
and  a  more  summary  mode  oi  exe-    ing  our  Christian  and  our  Protes- 
eating'  justice  may  be  resorted  to    tant  predilections,  feel  well  affected 
on  every  new  eruption  of  turbu-    to  sudi  a  state  of  things?   and 
lenoe  and  crime,  but  they  can  ef-    would  not  the  removal  of  absolute 
feet  no  radical  or  permanent  change    force,  like  the  liberation  of  a  spring 
in  the  state  of  the  public  feelings—    from  the  weight  that  bent  it  doWn, 
no  better  understanding  between    naturally  prompt  all  that  is  manly 
the  governed  and  the  governors,     in  tibe  breast  to  shake  off  the  gal- 
At  -pr^ent  thi  people  are  ruled    ling  yoke  ?     There  must  surely  be 
by  men!  of  Hfiiother  religion;  and    something  wrong,  both  in  church 
as  all  men,  under  suc£  drcum-    and  state,  when  the  one  submits 
stances,  are  predisposed  to  disa^c-    to  be  made  the  inslarument  of  such 
tiott,  everything  should  be  done    unrighteous  measures,  and  when 
to  mit^^ate  this  state  of  the  public    the  other  is  disposed  to  abuse  its 
miiid,  and  to  convince  the  people,    power  to  so  inequitable  and  aliti- 
that  tiieir  governors  are  not  their    christian  a  purpose. 
tfpn$9&tu.^  Theliistory  of  Ix^sbmd,        But  it  may,  moreover,  be  itid« 


96    Revi^  of  Booh  :'^PampIil€ts  mtlie  SUife  qf  Ireland.  CFEBWJAny, 

after  fdl  the  untold  sums  the  pea-  of  the*  sun  when  .he  goeth  forth  ui 
pie  hay^  been  compelled  to  contri-^  his  strength. 
bute^  to  support, a  church  which  is  We  have  not^  however,  space  to 
designed  to  convert  them  from  their  enter  into  the  bearings,  of  this  im- 
own  tq  a  better^  and  so  to  bring  portant  and  highly  interesting  sub- 
them  to  a  perception  of  the  ad  van-  ject.;  All  we  can  do,-  is  to  recom- 
tages  they  r^ap  from  the  existence  mend  to  the  more  attentive  perusal 
an4  operation  of  a  power  they  of  our  readers,  the  productions  of 
detest,  little  or  nothing  is  effected,  individuals  better  acauainted  thaii 
What  h^  the  Episcopal  Church  ourselves  with  the  evils  existing  in 
evet,  done  for  Ireland?  Of  late  the  internal  economy  of  Ireland^ 
y^ars,;  it  has  not  even  preserved  and  who  are  experienced  in  the 
the  friends  it  had.  It  has  lost  application  of  remedies, 
ground  in  the  competition  with  Both  the  pamphlets  before  us 
popery—* and  there  is  every  reason  enter  with  warmth,  and  with  no 
to  believe,  it  would  have  lost  still  mean  ability,  into  the  wrongs,  the 
more  ground^  but  for  the  zealous    miseries,  and  the  hopes  of  Ir^and. 

.  efforts  of  private  individuals^  the  They  both  agree  in  exposing  and 
eiptensive  labours  of  benevolent  reprobating  the  extensive  and 
Societies,  and  the  exertions  of  dif-  scarcely  reparable  evils  attending 
fereiH  bodies  o£  Dissenters.  It  is  the  non-residence  of  the  gentry, 
dear  to'  every  unprejudiced  mind,  and  the  inactivity^  speaking  gene^ 
that  the  Episcppal  Church  is  not  fit  rally,  of  the  Protestant  c^rgy. 
to  take  the  field  against  popery-7-  The  writer  of  the  second  pam- 
and  if  ever  Ireland  is  liberated  pblet  has  greatly  the  advantage  in 
from  that  worst  bondage    which  ^  the  ability  with  whic^  his  task  is 

,  ever  oppressed  the  human  mind,  executed,  and  in  the  general  style 
it  must  bfe  effected  by  other  means.  „of  his  work:  but  Mr^  Steven  is 
These  means  are  simple,  but  effi-  clearly  the  better  informed,  and 
cl^nt;  and  to  a  great  extent  within  .  the  more  practical  man ;;  and  i^> 
Ih0    reach    of  British    Protestant    we  think,   the  counsellor   whose 

•  Christians r-> the   Bible-— education    advice  is   both    more    consistent 

,  ^ — and  the  preaching  of  the  Gospel,    with  the  line  of  conduct  which  it 

:  Let  bqt  thes^  naeet  popery  upon  becomes  a  Protestant  .Ration  to 
fair  terms,  that  is,  let  but  the  legis-  ;  adqpt^  and  more  strictly,  accordant 
lature  and,  the  magistracy  so  far  .  with  the  piwciptes  of  Christianity, 
regard  the  interests  of  the  peqpje,  .  We  shall  soon  afford  our  reaJd^s^a 
as  to  leave  eyery.  man  at  perfect  sample  of  the  interesting  informfi- 
liberty  to  choose  his  instructofs,  \  tioii  his  pamphlet  conveys^  The 
without  ifear    of   molestation^  or    ]two  works  are  at  variance  as  to  t^e 

'  \^itfaout  the  undue  control  of  ^-  ^  influence  of  pop^^.  jThe  afitlipr 
thority  pr  interest,  and  we  have,  of  th^  second  pamphlet rwrites  like 

>  little  doubt,  that  an  |rish  popula-  .^  a  deyer  English  pc^itical.i^lan- 
tion  would  be  as  sensible  to  the ..  tbropist,  with  a  ^soft  of ,  aixiia^e 
advantages  and  superiority  of  Pro- ,  attachment  to  a  rengious  j^uca- 

„  testantism,  as  either  their  English,  tion,  of  whatever  kind. *  Eyiew  an 
or    Scottish  neighbours.     If   the       '        *       '         -.-,.., 


Popjish  Church  is  forbidden  all 
temporal  powpr,  if, the  meani^.of 
amioy  tng  and  persecuting  her  vas- 

.  alLls  be  iivr^sted  from  her^  it  isas 
jnipps^ibl^  for  her  to  stand  against 

:the  Jight  and  power  of  the  word 
of  God,  as  for  Uie  y^ipours .  pC  a 

,^g^nt  la^e  to  resist  Jh^.bearas 


education  in  popery  is  better^  he 
maintains,  than  none;  ^d&e  as- 
sumes that  all  parties  ^i)g%<ed  in 
the  instruction  of  the  Irish^  should 
be.  content  to  let  them,  remain 
.:  CatJiioliGs.  .  They  n^aj/all  be  naade 
goc4  Christians  .withquf  l^f^- 
lyting.them.      Edu^t^^  >]$;  t^ie 

'  WMW^ , wo^ffe  :of ;  t^',ij^^cipatf d 
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change.      Bat    Mr.  Steven    has    loua  »pirit  of  improvement,  Which 


thrown  much  light  upon  this  ques- 
tion, which,  in  some  reispects,  is 
not  free  from  difficulties,  and  we 
sincerely  thank  him  for  elucidat- 
ing, so  fully  as  he  has  done>  the 
spirit  of  the  Romish  clergy  to- 
wards the  efforts  making  in  the 
cause  of  education.  He  says,  al- 
luding to  this  opposition— 

"  In  some  counties,  it  has  been  most 
outrageous.  The  enemies  of  education 
liave,  in  one  place,  burned  a  very  excel" 
lent  ttchool-fiouse  and  a  master's  dwelling- 
house,  and  ajfterwards  proceeded  cruelly 
to  card  the  master,  and  in  doing  so,  they 
broke  two  ribs  on  one  side,  and  one  on 
tbd  other,  BO  that  his  life  was  despaired 
of.*  In  a  multitude  of  instances,  the 
vfaolp  of  the  artillery  of  the  church,  at- 
hvoed  In  Ihat.courUry^  has  been  opened  on 
the  offending  parents  who  dared  to  exer- 


exists  even  in  the  long-degraded 
peasantry  of  Ireland. 

V 

"  It  was  most  gratilidng  to  witness 
the  attachment  of  the  children  to  school ; 
even  when  the  parents,  influenced  by  the 
Priest,  had  forbidden  tl^r  attendance. 
A  boy  was  told  by  his  father,  that  if  he 
persisted  in  going  to  the  Society's  school, 
he  would  severely  beat  him.  'Well,. 
fethcr,'sa]d  he,  'you  may,  but  I  still 
tnll  go.'  Finding  that  beating  would 
not  prevent  his  going,  the  father  threa- 
tened to  turn  the  boy  out  of  doors. 
*  Well,  father,'  replied  he,  '  if  you  do, 
still  I  shall  go ;  and,  m  that  case,  I  shall 
attend  school  four  dajrs  in  the  week,  and 
beg  the  other  two.'  The  boy's  decision 
overcame  the  father,  and  he  continued  at 
sichool.  He  behaved  so  well,  that  he  at- 
tracted the  notice  of  the  clergyman  of  the^ 
parish,  who  was  the  visitor  orthe  School ; 
and  he  afterwards  took  him  into  his  ser- 


cise  the  unalienable  right  of  disposing  of  "^^^^iJ^  ^°?^  T^"o*f  !l^"**®if-!r*? 
their  children  as  they  pleased.  Numbers  "•""""'*" 
have,  notwithstanding,  exercised  this 
right,  fearless  of  the  consequences^  and, 
in  the  'face  of  tbr^tenings-  the  most  ap- 
palling, biave  continued  their  children  at 
the  schools  of  the  Society ;  others,  alarm- 
ed and  terrified,  with  grief  have  confessed 
that  they  must  withdraw  them. 

"  The  growing  desire  of  the  Catholic 
parents  for  the  education  of  their  chil- 
dren, has  compelled  the  Priests  to  open 
schools  in  a  way  of  self-defence.  In  these 
schools,  they  can  no  longer  (as  formerly 
they  did  in  what  they  adled  schools)  ab- 
stain from  teaching  the  children  to 'read. 
But,  though  reading  is  taught  in  them, 
they  are,  as  far  as  I  have  observed,  wholly 
destitute  of  the  Scriptures.  Ihavc  visited 
very  many  of  them,  and  never  found  one 
coi^  of  either  the  Rhemish  or  Doway 
Testament  in  use.  They  appeared  alto- 
gether destitute  of  books,  no  provision 
being  made  for  tiidr  supply.  If  they  had 
any,  which  w|w  rare,  I  found  them  gcne- 
raUy  very  improper,  being  just  what  the 
cabin  of  the  parents,  perchance,  could 
famish.''— pp.  36, 37.  ^  -f^: 


propriety.  On  the  first  Sunday  after  he 
came  into  the  house,  his  master  asked 
what  religion  he  was  of?  He  took  his 
Testament  out  of  his  pocket,  and  said, 
'  I  am  of  the  religion  of  this  book.' 

"  In  one  place,  the  Priest  stands  at  the 
comer  of  the  street,  with  a  whip  in  his 
hattd,  to  chastise  the  children  belonging 
to  his  flqck,  whom  he  finds  going  to  the 
Society's  school.  It  is  curious  to  see 
these  dear  creatures  walking  down  with 
cautious  steps  towards  the  dreaded  cor- 
ner. A  number  thus  are  collected,  and 
then  a  general  burst  takes  place;  and  a 
race  also  between  the  priest  and  them. 
In  this  way,  but  few  are  caught.  Where 
is  the  magistrate  who  can  sutlter  such 
things  ?  Were  such  a  course  to  be  follow- 
ed by  a  Protestant  Minister,  in  case  any 
of  the  children  of  his  flock  were  going  to 
a  Catholio  school,  what  an  uproar  would 
there  be,  and  the  whole  country  would 
presentiy  ring  with  the  iUiberaHty  of  the 
proceeding.  And  there  are  not  a  few 
Protestants,  who  can  quietiy  suflfer  the 
Priest  to  take  his  course,  who  would 
join  in  the  cry  against  the  Protestant 
^  ,     ,.  .      .        Minister,   were  he  to  imitate  him.*'  — 

The  folio win^'^^itation  will  il«    pp.  ^,44. 

lustr^  still  %^  this  character        Xj^e  facts,   with  many  more 

nstid  hatred  9^^  light,  m  the    ^  j^y,  Steven's  work,  ought  to  be 

churdi  of  Rom^^  j»id,  at  the  same    published  throughout  Great  Bri- 


time,  powerfi^^. 'I^yince  the  emu- 

— —  •  ■ 

•  €<  This  diabolical  process  is  effected 
by  driviog  a  number  'Of  nails  through  a 
board,  in  imitatioat^.a  card.  Thc^  strip 
the  object  of  their  foiry;  and  drag  this  in^ 
ttrument  of  torture  iip  and  down  the 
We  back,  till  the  ribs  and  backbone  are 
Wed.  Mortification  and  death  fine- 
qsenttyfolUiw." 

CoNo.  Mao.  No.  ^0. 


tain.  They  tell  what  popery  still 
is  where  die  is  conscious  of  an 
ascendiancy  over  the  bulk  of  the 
population ;  and  we  r^ret  to  say, 
th^t  in  some  parts^  even  of  £i^- 
land,  through  the  supineness  and 
treachery  ^Protestants,  thingsare 
verging  to  i  rimilar  sts^te, 
O 


y 
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We  crni  make  room  at  present    fen«d  bim  to  th«  Scriptmw,  wWch  ^e 

<i„ly  for  another  ext«ct.    It  is  of    g^'^rTK^-SSST'S:; 

a  most  encouraging  nature,  ana     ^^  couM  give  him  one  of  those  hooks  he 


wiU  convince  our  readers  of  the 
efficacy  of  the  means  now  in  ope- 
ration, and  show,  that  still  '*  die 
word  of  God.  is  quick  and  power- 
ful." 

*<  Lately,  two  women  and  a  man  called 
in  the  evening  at  the  cabin  of  one  of  our 
masters,  requesting  lodging  for  the  night. 
The  good  man  had  just  assembled  his  fa- 
mily for  evening  ^orship^  having  the  Bi- 
l)le  open  before  him.  He  courteously 
desired  the  strangers  to  walk  in  and  sit 
down,  wh^n  he  began  to  read  the  2d 
chapter  of  the  Eptstle  •  to  the  Ephesians. 
This  he  did  slowly,  and  with  emphasis,  in 
order  to  secure  tne  attention  of  his  visi- 
tors to  the  important  matter  with  which 
it  abounds.  They  all  appeared  to  pay 
attention,  particularly  the  young^  man, 
whose  countenance  indicated  the  inward 
agitation  ^f  his  mind.  When  the  chap- 
ter was  ended,  he  inquired  what  book 
tjhat  was  out  of  which  he  had  been  read- 
ing. His  host  replied,  it  w|^  the  Word 
of  God,  His  agitation  inunediately  in- 
creased, and  alter  remarking,  that  he 
never  before  knew  there  was  auch  a  book, 
he  began  to  inquire  the  meaning  of  some 
of  the  passages,  which  had  particularly 
arrested  his  attention;  viz.  '  Dead  in 
tanespasses  and  sins ;'  *  Walking  after  the 
course  of  this  world  ;*  *  By  nature  the 
children  of  wrath,'  &c.  To  all  these,  the 
good  man,  in  his  plain  and  simple  way. 


ci^led  the  Testament,  the  Word  of  God. 
<  I  can  read,  and  sure  Tneed  it  much.  I 
will  buy  it  with  all  my  heart.'  He  then 
told  him,  he  should  have  one  without 
money  and  without  price.  Next  morn- 
ing they  prepared  fbr  thMr  departure; 
but  uot^»  the  fair.  They  manifesfeed  a 
desire  to  attend  to  ihe  Apostle's  exhorta- 
tion :  *  I^t  him  that  stole,  steal  no 
more;*  by  bringing  forth  their  whole 
store  of  base  coin,  to  fhe  amount  of  three 
guineas,  which  they  begged  tiieir  boat  to 
cast  into  the  fire,  determimng  to  seek  an 
honest  livelihood  for  the  futore."— pp. 
54-56. 

After  these  interesting  speci- 
mens of  Mr.  Steven's  work,  k  will 
be  quite  unnecessary  for  ua  to 
recommend  it  to  our  readers. 
We  could  wish  for  the  sake  of  its 
success,  that  it  had  undergone  the 
revision  of  some  literary  friend ; 
and  that  the  st3rlehadbeen  through- 
out less  declamatory..  We  wish  it, 
however^.,  an  extensive  circulation, 
and  cordially  recommend  tfaie  very 
able  and  respectable  writer  of  tlie 
''Thoughts  and  Suggestions,*'  if  our 
pages  should  meet  his  eye,  to  cor- 
rect some  of  his  own  rather  crude 
*^md  incautious  recommendations. 


gave  answers.    The  young  man  heard  by  the  unquestionable  details,  and 

with  the  greatest  attention,  and  could  not  extensive  observations    of  hia  fel- 

9iH>press  the  sigh,  which  indicated  what  f  ^lensive  oDservauons,  or  nia  lei- 

was  passing  within.    He  was  referred  to  low-labourer   Hi   this  good    worJiu 

those  parts  of  Scripture,   which  throw  The     author    of    The      ThoughU 

Ught  on  the  chapter  which  had  been  read,  writes  with  mudl  of  the  skill  and 

and  especiaUy  on  the  parts  he  wished  to  £^^^^\^\^x,   of    a    philosopher,    but 

be  cMlained.    He  then,  looking  at  his  ^^^^^S""   "*     "    I'    ,  r^*^  ^,  '  .   ^ 

host  with  earnestnesa  and  a^tation,  ex-  'With  less  of  that  zeal  tor  the  mte- 

^med,  <  it  is  indeed  ike  vtord  of  God;  it  grity  and  perfection  of  «acred  truth, 

it  alltrue^  and  my  itate  U  fitUy  ihat  vthich  than  we  could  wish  to  see  in  all 

ii  4e*criUi.    In  this  way  I  have  walked  ^^^  advocate  the  moral  and  spirit 


fro^  my  childhood ;  and  in  the  service 
.Qf  the  God  of  this  world,  I  undertook  the 
journey  which  has  brought  me,  my  wife^, 
and  sister,  to  your  house.  O !  that  our 
iftcda  may  be  raised  from  that  death  ^  in 
tytspaases  and  site,  in  wloch  I  have  been 
inycdvod  to  this  moment.  I  have  long 
followed  no  other  employment  but  de-. 
irsading  the  ignorant  poor  -at  fiiirs  and 
ttarkets,  by  passing  base  money  which- 1 
Ivnre  ^inpd ;  and  for -Ihia  puiyeae  are  we 
come  here,  on  our  way  to  attend  the  fair 

which  is  to  be  held  to-morrow  at : .' 

He  again'  exclaimed,  '  O  !  that  we  may 
ttmi  to  God^  and  hope  for  mercy,  for  the 
gin  of  this,  and  all  the  'vnc^ed  coiidrse  o( 
our  lives.'  ,After  this,  as  he  looked  ear- 
nestly at  his  instructor,  the  good  man  re- 


tual  melioration  of  mankind..  We 
are  no  advocates  for  rash,or  unkind, 
or  violents  efforts,  at  oonverting  the 
vassals  of  popery ;  but  we  are  sure 
of  this,  that  little  good  is  to  be 
expected  to  the  cause  of  Christ  by 
a  compromise  witii  the  spirit  of 
darkness  and  delusion;  and  .that 
it  is,  generally  speaking,  Abao- 
lutely  nece89ar}r  to  unveil  the  abo- 
minations  of  ihe  whole  system, 
before  any  spiritual  good  is  likely 
to  resnlt  to  the  unhappy  victima  of 
superstition.    Let   the  ftiemiis  -of 


]  829.3  Litirarid  Bedivha  :--^Bo^  on  ikt  Hiify  Scriptures, 


hftlf-measBres  but  answer  theques- 
tionfiui4y  to  themselve8--^What  did 
Christiamty  gain  in  the  early  ages  by 
the  attempts  made  to  reconcile  the 
heathens  to  the  doctrine  of  the 
Gospel?    What  fruits  followed  a 


qnritof  symbolianng  with  the  Gen^ 
tile,  superatitioos?  The  alliance- 
was  foul  ai)d  disgraceful,* and  ita 
fruita  were  monstrous  and  infernal^ 
The  war  against  pc^ry  must  be 
one  of  extermination. 


^ 


titcvaxia  Uttiiiiitia ;  or,  wbt  ]$oo&  9motm. 


Some   Cm^deratwM  Umehing    the 

•Sijfrfe  ^th0  Holu  Sorifiures,  S^ 

Bff  iks  Ham.  Robert  Boyfe.  Lon^ 

dcm.  8yo.  16*75^  ^ 

Thbiib  are  but  few  of  our  readers 

idioily  unacquainted  YrtStk  the  hisn 

tory  of  the  great  fiunily  from  which. 

^author  of  this  tract  descended* 

The  name  of  Boyle  is  almost.  syno« 

Bymotts  with  that  of  science  itsel£ 

To  be  noble  and    learned  were 

eqaaUy  entailed  upon  the  descends 

ante  of  that  house.  .  They  inherited 

phiioaopihy  and  literature  almost 

fts  kiTariably  as  their  name  and 

hereditaiy  possessioua.      Budgell 

haa  well  observed,  in  his  memoirs  of 

^is  noble  family,  thal^  it  posseased 

^  a  caitaiB  felicity,  of  which  few 

frmitiee' besides  caa  boasts  that  evev 

ainoe  it  was  first  emfiobled,  there 

has  been,  at  least,  one  aS  its  de<« 

scendants  more    repiarkable   and 

eonspieiioiisfes'peraeMia/  merit  and 

undoulbted  abilities,-  than  for  his 

hirtfa,  titles,  or  estate/'    But  though 

&at  universal    admiration,  which 

true,  genius  and  uncommon  merit 

cm  alone  secure,  has  beei^  bestowed 

vjpon  a  successioii  of  individuals  of 

tlus  illustrious  house,  we  are  fear* 

fill  thift  the  true  basis  of  their  re? 

nown  has  been  but  little  ezaminedi 

We  have  been  so  dazzled  \)y  the 

BiiHtafy  f^Qiy  of  some  of  its  sons^ 

and  hy  the  scientific  and  phUoso- 

phical   reputation  of  others,  that 

the  anobtrosive  and  sQent  virtues 

of  seme  qf  ita  yoaBgec  bsanches 

have  eacap^  genial  notice.  'Far 

be  It  l!rem  us  to  undervalue  the 

soldierly  virtues  o£  ita  fiounder,  the 

Great  EarLqf  CorJc,  c^  p£  his  son, 

Ae  gencioiis  qM  CMuM  Bioghill.; 


nor  would  we  endeavour  to  sully 
the  fair  renown  of  the  scientific 
Chartes  Boyle,  afberwardsk  Lm^ 
Orrery^  or  to  rob  him  of  thatbigb 
veputation  for  critical  acumen  and 
extensive  reading,  fojt  bnlUiuicy  .of 
wit,  and  force  of  argument  whicb 
bis  answer  to.Bentley  l^as  secure! 
to  htm  Irom  all  true  admurersiof 
classic  and  degant  literature.  We 
irould  concede  to  them  all  the 
praise  that  their  umrivaUed  exceit 
lencies,  and  rare  endowments  ipoel 
justly  deserve;  but  we  still  affirm^ 
that  there  are  excellendes  of  chsA 
racter  and  of  principle,  wbi^ 
iranscend  all  in.teUeQtual  endowit 
pients,  however  great  pd  iwe ; , 
that  these  are  quaUfieations,  <sqiiN 
pared  with  which  ^1  the  Mk 
liancy  of  genius,  all  the  disoovmei 
of  science,  and  aQ  the  heroism  of 
the  warrior,  are  trifling  a^d  unsttfet 
stantial.  It  is  for  tibese  reasons^ 
that  we  would  venture  to,  cl^iioi 
for  the  nobl0  aujthor  of  the  present 
tract,  a  pre-eminence  of  honour 
even  among  the  brethren  of  bis 
father's  hquse:  for  to  all  tbi^ 
nobleness  of  mind,  and.  e^ctei^ 
sive  erudition,  i^d  towering.  ge(» 
nius,  which  he  derived  firom  hits 
ancestors,  he  jbin^  exodlencieA.of 
a  bighei}  price,  ahd.of  a  brighter 
and  more  enduring,  lustre.;  a^der 
votipn  to  God,  vB[hidi  eleyated  him 
to  a  nobl^.  siq^eriority  vx  tike 
scale  of  moral  worth,  tban^  ^IM 
which  the  nobiUty  of  his  j^irth 
had  given  him  ioi  tbe  ranks  c^ 
society. 

Robert  Boyk  was  the  s^^cnth 
son  ot^h^Greak  Earl  qf  Cork.  Bis 
fethee  wM>>om  iHL^^^  Gta^ 
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terbuiy,  and  descended  of  an  an-    were  formed  in  his  time;  and  was 
dent  family.  He. was  employed  by    for  a  considerable  time  secretiury  to 
Elizabeth  in  the  Irish  wars.     Of    tlie  Mission,  originated  by  Crorn^ 
bis  military  career,  though  splendid^    well,  for   the  American  Indians, 
and  such  as  became  a  hero  of  -the    under  whose  auspices  the  venera- 
age  of  Elizabeth,  we  are  not  dis-    able  Mr.  Elliott,  the  apostle  of  the 
posed  to  say  much :  he  had  greater     Indians,  was  sent  from  this  coun- 
qualities  than   those  that  he  de-     try.     By  his  munificence,  the  New 
rived  from  the  sword.     Like  Sir    Testament  was  translated  into  the 
Horatio  Vere,  and    many  of  the    Malayan  language ;  and  he  gene^ 
captains  of  those  days,  he  was  a     rously  contributed  to  the  transla- 
pioua  character,  and  was  no  less    tion  of  the  Irish  and  Welch  Bibles, 
eminent  for  his  attention  to  th«    and  the  Turkish  New  Testament, 
duties  of   religion,  than  for  his    He  was  also  at  the -whole  expense 
chivalrous   valour.     In  that  age,    of  a  translation  df  Grodus  on  the 
the  profession  of  religion  was  not    Truth   of  the    Christian  religion^ 
unfashionable,  even  in   a  soldier ;    into   Arabic.     Bui  we  must  not 
and  we  presume  the  contemporaries    enlarge  on  the  excellencies  of  Mr. 
<^  Raleigh,   Sydney,  and   Essex,    Boyle's  character;  his  contempo- 
will  not  be  suspected  to  have  sus-    raries  appear  to  have  jusdy  regarded 
tained    the   honour    of    England    him  as  one  of  the  glories  of  the  fige 
with  less  courage,  or  less  heroism,    in  which  he  lived,  and  as  not  less 
than  those  warriors  of  the  present    distinguished  by  the  dignity  and 
day,  who  would  disdain  to  copy    amiableness  of  his  chanu^ter,  thaji 
them  in  so  unsoldier-like  a  virtue,    by  the  extent  of  his   genius  and 
as  that  which  characterized   the    attainments,  and  the  usefulness  of 
head  of  the  Boyles.     Robert  was    his  philosophical  and  scientific  dis- 
bom  at  Lismore,  in  Ireland,   in    coverie?.  It  tends  not  a  little  to  en- 
1626,  and,  from  his  earliest  youth,    hance  oiir  t>pinion  of  this  good 
devoted  himsdf  so  entirely  to  the    man,  that  no  writer  has  ever  en- 
acquisition  of  the  sciences,  and  the    deavoured  to  lower  his  character^ 
more  profound  parts  of  learning,    except  that  enemy  to  every  tfain^ 
that  the  muses  seemto  have  claimed    that  was    sacred   and    estimable^ 
him  as  peculiarly  their  own.     Un*    Dean  Swift. 

der  the  tuition  of  the  great  Bishop        Mr.  Boyle  endowed  that  cele^ 
Usher,  he  acquired  an  exact  ac-    brated  lecture  on  the  Evidences  of 
quaintance  with  the  Hebrew  and    the  Christian  Religion,  which  pro- 
its  cognate  dialects,  and  retained    duced  the  powerful  and  elaborate 
this  knowledge  so  perfectly,  that    volumes  of  Bentley  and  Clark.    In 
Burnet  relates^  of  him,  that  there    ^agreement  with  the  known  libew 
was  scarcely  a  passage  in  the  Scrip-    rality  of  his  sentiments,-  he  dis- 
tures,  which  ever  came  into  casual    tincdy  stated  his  desire,  that  those 
discourse  in  Mr.  Boyle's  presence,    lectures  .should  not  be  occupied  in. 
but  he  would  immediately  repeat    disputadons^on  points  controverte<l 
it  ver&a^m  in  the  original  language,    mnong  Christians;    but,    on    tlxe 
Nor  was  Mr,  Boyle  satisfied  with    contrary,  with  arguments  tendinis 
an  accurate  knowledge  of  the  great    -to  prove  oqr  common  Christianity 
doctrines  of   the   Scripture;    his    against  professed  unbelieve]^    Mir« 
serious  attention  to  the  duties  of  .Bc^le  was  the  author  of  many  e:x^. 
religion,  gave  the  most  satisfactory    oellent  works  on  theology,  as  well 
proofs  that  he  understood,  and  felt,    as  <xi  natural  philosophy.     They 
and  acknowledged,  the  claims  that    have  all  been  highly  prized  by  tHe 
it  bad  upon  his  conduct.     He  was    judicious  and  serious  part,  of  tb^ 
found  actively  employed  in    the    community;  but  we  are. inclined^ 
di&zent  charitable  institutions  that    for  various  reasonsp  to  give  a  di 
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dded  presence  to  this  soiall  tF|u:t^  the  non,  and  the  lips,  yet  there  is  oftea 
above  aiiy  of  his  other  works.  If  wm«thmg  of  Bplendour  and  vivaciw  in 
there  is  not  so  much  originality  ^*  ^""^  which  no  pencil  can  react-to 
and  genius  displayed  in  its  pages, 
as  in  soime  other  of  his  volumes, 
there  is  certainly,  more  accuracy 

»d  soundne*,  of  judgment.  ^    SSSSLT^rp^Sx^^i.'Z? 
depth  of  reflection,  and  extent  of    he  cannot  possibly  represent  to  the  life, 
learning;  and  the  work  will  re-    " 
ceive  additional  applause  from  dis- 
cerning and  reflecting  *  men,  who 
cannot  fail  to  remember^  tliat  when 
Mr.  Boyle's  tract  was  first^^ublished. 


equal:  so  in  some  choice  composures, 
though  a  skilful  interpreter  may  happily 
enough  render  into  his  own  language  a 
great  part  of  what  he  translates,  yet  dftre 


How  many  passages  of  the  prophets,  by 
lazy  readers,  are  Uiought  to  have  no  use  ; 
which,  as  tiie  starre  did  the  wise  men, 
lekd  tiie  attentive  considerers  t6  Christ ; 
and  so  loudly  and  harmonioualy ,  together 
with  MoHt*  typick   shades,  utter  those 


there  were  comnarativelv  but  few  '^^^^^  ®^  *^®  Baptist :  lehold  the  Lamb  qf 
books  of  any  Yaiue  extant  on  this 
important  subject,  and  that  the 
author  had  to  walk  in  a  new  and 
almost  untrodden  road.  This  little 
Tolume  is  only  a  part  of  a  larger 
work  that.  Mr.  Boyle  had  Written, 
and  which  was  afterwards  publish- 
ed by  his  friend  Sir  Peter  Pett, 
under  the  title  of  An  Essay  on 
Scripture.  It  will  not  be  expected, 
nor  indeed  will  our  limits  permit 
that  we  should  enter  into  a  full 
discussion  of  this  elaborate,  though 
small  work ;  we  shall  present  our 
readers  with  a  selection  of  some  of 
those  passages,  which  will^  we 
think,  tend  to  justify  the  approba- 
tion we  have  expressed.  He  ob-f 
serves. 


God  that  takelh  away  the  sins  of  the  worlds 
As  mineralists  observe,  that  rich  mines; 
are  wont  to  be  hid  in  those  grounds, 
whose  surface  bears  no  firuit  trees,  nor 
is  well  stored  with  useful  plants  or  ver- 
dure ;  so  divers  passages  of  holy  writ, 
which  appear  barren  to  our  first  survey, 
and  hold  not  obviously  forth  instructions 
or  promises,  being  by  a  sedulous  artist 
searched  into,  afford,  out  of  their  pene- 
trated bowels,  rich  and  precious  mysteries 
of  divinity/* 

After  Mr.  Boyle  has  satisfacto- 
rily treated  the  objections  made  by 
infidels  to  the  obscurity  of  the 
Scripture,  he  confutes  their  idle 
assertions  of  its  want  of  beauty 
and  grandeur. 

«  But  the  truth  is,  that  this  florid  ex- 
cellence is  great  in  many  texts,  where  'tis 
not  at  all  conspicuous,  being  hidden  in 
the  matter;  (as  in  roses  of  diamonds, 
the  jewels  oftentimes  keep  us  firom  mind- 


'<  The  Bible,  is,  indeed,  amongst  books, 

what  the  diamond  is  amongst  stones,  the  ^8  ^^^  flower  and  the  enamel)  and  apr 

preciousest,  and  tiie   sparklingest ;   the  P©*"^  ^ot  great  but  because  'tis  not  the 

most  apt  to  scatter  light,  and  yet  the  so-  greatest." 
Udest,  and  the  most  proper  to  make  im-         y^^   j^^^  ^ot  enlarge   in   our 

^*"*"^°**  quotations   from    this  interesting 

The  atithor  has  very  successfully  work;  but  confine  ourselves  to 
met  the  objections  made  by  infidels  the  author's  account  of  his -own 
to  this  assertion  of  the  clearness  studies  in  the  invaluable  book 
and  majesty  of  the  style  of  Scrip- 
ture, urged,  in  general,  by  men 
unacquainted  with  the  original  lan- 
guages, in  which  it  was  written; 
and.  after  some  excellent  reasons, 
in  prooifof  his  assertion,  he  says, 

"  There  are  in  Hebrew,  as  in  other  lan- 
guages, certain  appropriated  graces,  and 


m 
whose  praises  he  celebrates. 

*'  Whereas  at  my  entrance,  I  took  even 
the  chcHcest  part  of  the  Bible  to  be  at  best 
but  like  some  Indian  province,  whernn 
though  nunes  and  gems  were  more  abun- 
dant than  in  other  countries,  yet  thejr 
were  but  sparingly  to  be  met  here  and 
there;  after  a  competent  stay,  my  en- 
suing perusals  presented  it  me,  if  not  as 


a  peculiar  epaphasis  belonging  to  some  a  royal  jewel  made  up  of  gold  and  pre- 

ezpresdons,  which  must  necessarily  be  cious  jewels,  yet   (which  is  gloriouser) 

impaired  by  any  translation,  and  are  but  like  Aaron's  breast  plate,  a  sacred  jewels 

too  often  lost  in  those  that  adhere  too  the  particular  instructions  for  which  were 

scrupulously  to  the  words  of  the  origiiukl.  g^ven  by  God  himself,  and  iriiich,'  besides 

And,  «s  -in  a.  lovely  face;  though  a  pttnter  the  vanous  number  of  flaming  gems  set 

may  wdl. enough  express  the  ciieeks,  and  iKfine  gold,  and  plac'd  ia  a  asystenons 
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otfder,  was  eimob)ied  \3j  that  Urhn  aad 
Tftummlm,  wliemn  God  voticlisafed  to 
i«veal  himaelf  to  mortals,  and  was  adorned 
with  10  much  cunning  woric  -in  gold, 
blae«  purple,  scarlet,  and  fine  twined 
Bnnen,  that  the  cont^vance,  and  woik- 
maaship,  lent  a  lustre  to  the  guttering 
naterials,  without    being  obscured   \^ 


The  works  of  Mr.  Bojle  have, 
never  been  published  in  one  col- 
lection ;  a  circumstance  which,  we 
^nk^  reflects  bat  Utde  eredit  on 
the  present  times,  when  the  press 
teems  with  collections  of  the  works. 
of  every  Bian>  the  number  of  whose 
Uums  only  serve  to  swell  the  cata- 
logues of  public  libraries^  and  the 
collections  of  ambitious  and  pedan- 
tic nobles  and  antiquaries^  His 
thedogical  works  were  epUomized 
in  5  vols.  Svo.  1715,  by  Mr.Boul- 
too.  We  have  long  entertained 
an  implacable  aversion  to  epitomes. 
Were  we  inclined  to  attempt  the 
rujn  of  the  literary  reputation  of 
any  of  our  established  authcnrs,  we 
sboAiId  recommend  some  hind  friend 
to  epitomize  their  works :  an  au- 


thor  that  would  oiidive  tK»  operas 
tion  might  be  iNrooouaic^  invul- 
nerable,  and  proof  against  the  n^ 
vages  of  tine. 

Mr.  B/s  phflosophicri  werk^ 
have  been  published  uniform^  i>iit, 
as  fiir  as  we  know,  not  his  tbeok»- 
gicaL  We  shall  conclude  this  ar« 
tide  with  the  excellent  refleodoafr 
of  Burnet  oa  the  character  of  Mr. 
Boyle.  ''How  divine  andhowpme 
a  thing  mast  that  rdigionbe  in  itseU^ 
which  produced  so  long  aperies  of 
great  effects,  through  the  whole 
course  of  this  shining  life  ^  What 
a  thing  would  mankmd  beeone^  if 
we  had  many  such.  It  were  » 
monopoly  far  any  family,  (nt  seet 
of  men,  to  insross  to  themselves 
the  honour  which  arises  from  die 
memory  of  so  great  a  man.  It  is  » 
common  not  to  be  inclosed.  It 
shows,  in  the  simplest  aad  most 
convinciag  of  all  arguments,  whiit 
the  human  nature  is  capable  of^ 
and  what  the  Christian  can  add  to 
it,  how  Ihr  it  can  both  exalt  and 
reward  it** 
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^»>^%  ^  ^^^>*^<» 


n£  Vaniiy  of  the  JEdrthly  Hopes  of 
Man.  A  Sermon  preached  in  George 
Street.  Chap^l^  Guugow^  on  LoreTs- 
day  Eomtng,  December  9<A,  1821, 
•It  eeeadon  rf  the  Death  if  Mr, 
William  Friimd  Durant,  of  Poole, 
Doreetehire,  Student  in  the  Uni^ 
vereitu  of  Glasgow.  By  Haiph 
Wardiaw^  D.D.  Published  at  the 
request  of  Relatives  and  Students,-^ 
liMigma^. 

Wb  gave,  in  our  last  Nuasbcr  (p.  d4.) 
«  brief  Botiee  of  the  sudden  and  aink>- 
tive  removal  of  the  excellent  yduth 
whose  death  this  Sermon  was  intend- 
ed to  improve-  We  gladly  avail  our- 
selves of  the  present  ppportoQity  of 
a4dili|^,  from  the  pen  pf  Dr.  Wajd- 
la^w,  some  additional  partic^laps. 
Tk9  discourse  is  founded  on.  JqJi 
«v.  19.  Altei  ap  ittustratioo  ol  the 
vofds  9f  th0  tsxi  in  ishich  the  elo- 
fieaohcv  nkmh  that  thougMi 


this  event  might  seem  io  give  a 
gloomy  view  of  the  Deity,  yet  **  it 
is  finely  mingled  with  thegleammgs 
of  hope,  and  the  aspirations  of 
piety;''  he  goes  on  to  show,  that 
the  words  of  tiie  text  are  not  tppli- 
oahle  to  the  Ghristlau'a  he|^,  but 
to  *'  human  hopes ;"  aad,  in  parti* 
cnlar,  the  ''•  hope  (fitfe  itsef."  Thi^ 
view  is  enforced  by  a  retepence  to 
the  general  strain  0i  the  patriarch's 
reasoning,  from  the  commencement 
of  tbe  chapter.  He  proceeds  to  lo^ 
form  us  that  ^'  this  la  a  truth  that 
requires,  not  evideoeoe,  l^  iiWtfr 
sion ;''  and  in  a  very  beautjfuJl  s^nd 
highly  finished  parayrapyh  sums  up 
'the  vanity  of  huQsaai  wiahes«>  He 
then  adverts  to 

**  The  kred  sod  hallOlIled<ypad^  triiom 
ws  this  fisreioiiig  femeiiibar  and  moum, 
mingling  otxr  tears  with  thos^  of  aa  ago<. 
aised  lud  dfisoUt^  P<9«at,  wfaolapvaant 
saK)«g^is,  SDdwtii^hai^sa  pswid^  a 


thlttcmliiele&deresl  sjTOtMthies  ef  oiir  fromtbe  extremes  of  levity  and  moroae- 

hesrts,— fae  liad  no  doabt  nis  dWB  hope^,  ness.    Afl  the  wbile  he  was  iwder  my 

tisownvisiongoflititureenjcymeiit.    Of  reef,  I  4o  not  remember  to  haye  seen 

these  I  fkaXi  not  qieak :  tbey  might  weU  him  even  once  out  of  temper.    If  he  ever 

hm  been  high,  without  being  ehai^ahle  was,  he  bad  the  good  sense  and  self-com* 

with  extravsganoe,  or  want  of  mc^hesty.  mand  to  restrain  its  improper  expres* 

Bat  hifl  aatidpations  were  far  from  being  sion.    He  was  the  pleasantest  of  inmates : 

a  hope  withont  fear ;    all  sanguine  as-  temperate,  regular,  chaste,  upright,  and 

sotssxe,  and  presumptuous  confidence.  Cuthful,  ever  ready  to  oblige,  ever  fisacliil 

But  to  the  eye  of  paternal  love  and  affec-  of  being  troublesome,  and  thorooghly  do- 

tionate  friendship,  there  was  presented,  '  mestic  in  all  his  habits ;  he  was  a  uni^er* 

ill  that  youth,  a  promise  or  future  emi-  ssl  favourite  in  the  family,-  with  pamts^ 

oenee  of  no  ordinary  kind.     In  the  days  and  childreo,  and  servants.    He  had  be- 

of  hb  ^iy  boyliood,  he  gave  indScations  come,  as  it  were,  one  of  oursdws ;  and 

of  an  vnusual  pi«cocity  of  genius,  and  bis  absence  is  felt  accerdingly. 

extrasmdiiiary  powers  of  mind.    For  the        ^  As  a  student,  I  need  not  tdl  either 

first  fifteen  years  of  his  life,  his  powers  his  teiachera>  or  his  feUow-pufnls,  of  the 

were  cultivated  and  developed  by  the  as-  manner  in  which  he  brougnt  his  adnura* 

sociated  and  judicious  tuition  of  parents  ble  powers  into  exercise ;  of  his  ardoor, 

-wi^  qoalifiAl  for  tiie  iatevesting  aflkir,—  ftnd  diligence,  and  regularity,  and  pene* 

one  in  heart,-  in  principle,  in  judgment,  verance,  of  his  alertness  and  promptitudes 

in  effort,  in  prayer.    Of  his  mental  bis-,  his  candonr  snd  facmess,    and  distisi- 

tory,  during  that  early  period,  although  guished  success.    He  had  an  eager  thirst 

mucli,  lam  satisfied,  might  be  learned  for  knowledge,    and,  whatever  0id>ject 

fit)^  it,  profitable  both  to  children  and  came  mider  £ds  investigation,  was  always 

to  parents^  I-  shaH  say  nothing.    I  wish  desirous  to  examine  it  thoroughly,  never 

nther  to  speads:  of  iniat  I  have  myself  satisfied  with  ^at  was  partial  and  super- 

fieeu  and  knowB.    He  Ivas,  for  three  sue-  ficial.    He  read  whatever  he  eould  find 

<»8ive  winters,  under  my  roof,  and  had  fdating  to  it ; .  and  few  could,  with  a 

cammenced  his  fourth ;   having  been  in  i|uieker  perception,  catch  the  scope  of  «n 

iiia  I6th  year  when  he  came,  and  in  his  author,  ascertain  his  leading  ponciples* 

ffloeteenth  when  -he  died.     Seldom,   if  and  appreciate  the  amount  of  his  tLtgu- 

ever,  have  I  known  a  young  man  possess-  ments  ;   but  still  he    thought  for  him- 

ed  of  a  richer  combination  of  excellencies,  self;  and,  while  he  was  lar  above  the 

ilis  reading  had  been  far  beyond  his  years,  need,  he  shrunk*  with  indignant  scom^ 

in  kind,  in  variety,  and  in  extent ;  but  it  from  the  meiumess  of  servile  plagiarism* 

^  net  been  b^fond  his  understanding.  Never,  I  am  bold  to  say,  did  a  student 

It  was  w^  rimembered,  wdl  digested,  enter  liie  pKoincts  of  the  university,  who 

sadieadyrfor  aj^EeationtD  use.    He  was  foUUled  its  required  and  volimtacy  tasks 

dirtingsished  by  a  genesal  matui^ty  of  >nooe  entirely   by    his    own  unassisted 

tthid,  wfaidi  eviqced  Itedf  iqion  all  sub-  jpowefs. 

jectB;  bypenetration.and  comprehensive-         ^  But  high  as  this  nhaeaoter  is  excel- 

aeaa  of  thoaght»  acuteness  in  reasonings  laoH^,  and  engaging  as  the  portraiture  ap- 

dexterity  in  detecting  and  exposing  the  fesss,  it  is  not  yet  finished.    It  wants  a 

faOades  and  weak  points  of  an  argument ;  principal  feature ;  or  rather  I  should  say, 

hy  richness  of  jpoetic  imagination,  chas-  it  wants  that  animating  soul,  ^^t  living 

tened  and  regulated  by  a  correct  and  clas-  and  vivifying  principle,  that  *  <  vital  spark 

ncal  taste ;  and  by  an  uncommon  com-  of  heavenly  flame,"  which  imparted  to 

^0^  of  appropriate  and  elegant  ten-  the  whole  at  once  its  Energy  and  ity  love- 

grage,    (fiaplayed  in  his  compositionB,  Uness,  its  finest  expression  both  of  attrsfl* 

bodi  k  pros^  and  verse,  and  in  the  fiici-  tive grace,  and  of  commanding  dignity.   I 

lily  and  eloquence  of  oral  communica-  peedhardlysay,  that  I  mean  RELIGION.' 

tion,  a  coaamaad  widch  was  the  remilt  of  i  have  no  hesitalaon  in  addii^  this  to  the 

the  early  «nd  iseil-'diraGted  study  of  the  inteUectual  and  moral  qualities  that  ^aTS 

noat  approved  and  staostard^Wftters,  already  been  enumerated.  Y42S :  thosplen- 

*^  TIHith  these^  powem  imi  capacities,  dour.<iif  saence  was,  in  hin^,  united  ^th 

^anochuMd  an  amusing  playfulness  of  the  mUd  and  tioly  iKidiance  ^f  siaoene 

i|und,'widoh  Ingh^  ecgdycd-a  little  &ce-  piety ;  not  the  sentimental  .pie^  of  poe- 

tiom  pleasantry,  and  a^  4mes  spadckd  try  and  lomauoe,  but  tl^inteU^gent  de<f 

is  gBBmne  .e«vH,  ^Uch  .docaaiooaUy  in-  voUonof  examiuedand  settled!  frii^ple," 

ihdged  itMlf  In  haamkss.sttls]3B  and  good  -  -  pp.  3-13. 

^uuQBesd^mhislnr,  Mid'  jmmt  «nd  then        «  The  testimony  of  >a  ^Uker  may  be 

6olicfaed^t£  the i^iqpieflt-fllStCt,  in  te  considered  as  partial;  yet  I  4o  belieiw 

y^d'aptitxji  rnvtifByor^.    With  his  i^t  is  no  ijaore  than  tbe  truth.    'Hefeaood 

%h  .BDteHeetual  quaidfties,    there    were  and  loved  God,' says  be  of. Hm,  addressing 

uued  an  exceUeiKt  oatwal  temper,  and  bimaelf  to  those  who,  livii^  da  the  place 

ifaFosition  sngu^y  juniable;   aWays  of  bisresideiM^q,  hadeveryoppoirtunity  of 

opflaaiulaiMe,  he  vi«  jeqMdly;dj0jwHt  kw>ii^  hjvij    *MP  Sea/^  ^^  1qiw4 
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tfod  from  his  earliest  days.  Throiigli  di- 
Tine  grace  he  was  presenred  from  moral 
improprietiea  in  language,  or  in  action. 
He  never,  I  believe,  apj^ached  a 
falsehood,  even  so  near  as  by  a  pre- 
varication. He  never,  I  am  confident, 
spent  a  day,  fh>m  the  age  of  .five, 
without  secret  •  and  sincere  prayer.  He 
never  once  approached  the  confines  of 
intemperance.  He  never,  from  the  age 
of  throe,  did  or  said  a  thing,  which  he 
thought  would  give  pain  to  his  mother, 
his  aunt,  or  myself.  All  these  virtues 
were  founded  on  a  deep  sense  of  reli- 
gion. He  ever  gloried  in  the  doctrines  of 
the  cross.  He  felt  Christ  crucified,  and 
salvation  by  fi:ee  grace,  to  be^at  once  the 
ground  of  lus  hope,  and  the  grand  stimula- 
ting motive  of  his  obedience.  These  doc- 
trines afforded  him  support  in  death,  and 
gave  to  his  departing  hours  a  calmness, 
Jot  which  he  was  enunently  distinguished 
in  Ufe.' "— pp.  13. 

Though  we  have  made  so  large 
an  extract,  we  canDot  omit  the  de- 
scription of  the  death-bed  scene. 
'  **  Standiiu^  by  his  bed-side,  I  took  him 
afiiectionately  by  the  hand,  and  looking 
faim  in  the  face,  repeated  these  words : , 

*  Ttas  is  a  faithftil  saying,  and  worthy  of 
all  acceptation,  that  Chiist  Jesus  came 
into  the  world  to  save  sinners*.'  you  be- 
lieve this  saying  ?  I  thought,  as  I  began 
to  speak,  there  was  an  attempt  to  restrain 
the  nervous  restlessness  of  the  arm  of 
which  I  held  the  hand,  and  that  his  coun- 
tenance assumed  a  gently  pleased  and  in- 
teresting expression :  *  You  believe  this 
saymg  ?' — <  Yes.*  <  And  it  is  the  ground 
of  your  hope  before  God  ?'  —  *  Yes.' 

*  You  must  have  perceived,  my  ve*y  dear 
young  firiend,  from  medical  advice  caHed 
in,  and  frt>m  the  remedies  employed,  that 
your  complaints  have  been  of  an  alarming 


*  You  like  to  hear  of  Jesus  Christ  and  his 
salvation ?'— *  Yes.'"— -pp.  26-28. 

•  Tbe  application  to  the  hearers,  to 
the  young,  to  the  companions  of  the 
deceased,  and  to  the  students,  con- 
tains some  powerful  appeals— we 
can  only  join  our  prayers  with  the 
worthy  Doctor's,  that  the  awful  les- 
son may  be  blessed  to  all  classes  of 
people,  and  that  what  had  the  ap- 
pearance of  an  alarming  bereave- 
ment, may  work  for  good,  and  j>e  a 
message  of  mercy  to  many  immortal 
souls.  We  cordially  recommend 
this  sermon  to  the  perusal  of  our 
readers. 


%/^<%,%^%%^^%%^ 


7^e  Duty  of  irainitig  up  the  Young"  in 
the  Way  of  Religion :  A  Sermoti ; 
preached  for  the  Benefit  of  the 
Aberdeen  Gratis  Sabbath  School  So- 
ciety, in  the  East  Churchy  Aberdeen^ 
on  Monday  Evening,  10th  September^ 
1821.  BytheRev^JamesFo9le,A,3I. 

The  Rev.  Mr.  Foote  is  well  known 
in  Scotland,  as  a  warm  advocate 
of  every  religious  institution: — as 
the  decided  believer,  and  faitMul 
preacher  of  that '  Gospel,  which  is 
the  power  of  God,  and  the  wisdom 
of  God,  for  the  deliverance  of  fallen 
man. 

.  The  present  sermon  is  founded  on 
ProT.  xxii.  26.  And  after  a  sbort 
exordium,  descriptive  of  the  value 
of  the  soul  of  one  child,  and  the 
interest  it  ought  to  excite;  the 
preacher  proposes  to  discuss  the  fonr 
following  heads :— **  I.  The  Way  in 
which  Children  should  be   trained. 


"?*?f  •  V  y^ '    T  ^^""^  T  ^1^^""    "•  Whose  Duty  it  is  to  train  them 
of  dying  ? — *  No ;  I  know  whom  I  have     : txt    f»»t-_  -iV i i^i.v  -n 


believed,  and  am  persuaded  that  he  is 
able  to  keep  that  which  I  have  committed 
to  him  against  that  day.*  '  You  enjoy 
this  persuasion,  I  trust  ?*-  -*  Yes.'  *  You 
remember  David  says,  '*  Yea,  though  I 
walk  in  the  vidlev  of  the  shadow  of  death, 
I  wiU  fear  no  evil,  for  thou  art  with  me* 
He  could  not  have  had  a  better  reason 
than  this  fbr  fearing  no  evil  V — <  No.' 
<  And  this  Is  the  reason  why  yeu  fear  no 
cvH  ?'--«  Yes.'  «  When  God,  in  thie  Bi- 
ble, tells  us  not  to  fear,  he  -always  gives  us 
a  good  reason  why  we  shoidd  not.  <  Fear 
not,  for  I  Am  the  first  and  the  last,  and 
the  living  one ;  and  I  was  dead,  and  be- 
hold I  am  alive  for  cfvermore;  and  have 
the  keys  of  hell  and  of  death.  Fear  not,' 
for  I  am  with  thee :  be  not  dismayed,  for 
I  am  thy  God :  I  will  strengthen  thee ; 
yea,  I  vriSi  help  thee  ;  yea,  I  wiU  uphold 
thee  with  the  right  hand  of  my  righteous- 
ness.' -  You  are  enabled,  J  hope,  to  re- 
sign yourself  to  his  bleisod  wHl  ? '— <  Yes,* 


up.  III.  The  Means  by  which  they 
should  be  trained  up.  IV.  Why 
Early  Instruction  is  most  likely  to 
be  successful  and,  lasting.  W^e 
gi^e  a  few  extracts,  as  specimens  of 
the  author's  manner. 

*•*  Some  content  themselves  with  de- 
siring cluldren  to  be '  good,  jmd  telling- 
them,  that  good  children  go  to  a  place  of 
happiness^  but  bad  children  to  a  place  of 
misery.  This  is  so  far  well,  but  it  is  not 
enough  :  nay,  i^  is  to  overlook  ■  what  is 
absolutely  necessaiy  for  their  salvation. 
They  ought  to  be,  as  soon-  as.  possmble, 
taught,  not  oidy  die  way  of  duty,  but  the 
way  of  pardon.  This  pre-snpposes,  that 
they  be  instructed  with  regard  to  that 
state  of  guilt  and  condemnation  in  wbicli 
they  were  bom,  in  order  that  they  may 
see  their  need  of  a  Saviour.  This  includes, 
likewise,  distinct  information  of  wh&t 
tiesus  C^irist  did  and .  suffered  for  tlieiix, 
that  they  might  be  saved,  and  of  die  way 


145««.3         AmilifUcai  ufid  Criiieal 
of  pardon  through  fiuth  in  his  name,  &c. 

In  answer  to  the  oBjcction  of  wo- 
velty:,  which  some  urge  against  Sab* 

bath  schools,he  very  perfinenfly  says, 
'<  Suppose  a  man  who  had  lived  about 

40  years  after  the  invention  of  printing 
should  have  reasoned  thus : — '  Nothing 
good  can  come  of  this  novel  plan  of  print- 
ing. Religion  flourished  without  it:  and 
I  am  persuaded,  that  if  it  really  were  to 
liave  been  of  much  service  to  religion,  it 
would  have  been  taught  in  the  Scriptures. 
I  think,  we  should  kfeep  exclusively  to 
the  good  old  way  <rf  writing/  The  ab- 
surdity of  all  this  would  now  be  quite 
endent.  The  principle  was  good  and 
Scriptural,  namely,  that  it  was  a  duty  to 
diffose  knowledge  through  The  world: 
and,  therefore,  printing,  being  one  of  the 
aost  powerfid  means  of  effecting  lliat  de- 
sign, though  requiring  certainly  to  be 
carefully  watched  over,  was  highly  to  be 
encouraged  by  Christians,  who,  instead 
of  being  offended  with  its  novelty,  ought 
to  have  been  thankful,  that  providence 
led  to  its  discovery.  Just  so  ought  we 
to  rqoice  in  tiie  mighty  increase  of  the 
instrumentality,  which  m  our  day,  has 
fa«ea  brought  forward  in  fiur&eirance  of 
the  old  precept—'  Trun  up  a  child  in  the 
way  that  he  should  go.* " 

Annexed  is  an  abstract  of  the  report 
of  the  Aberdeen  Sabbath  Evening 
School  Society,  which  was  esta- 
blished about  24  years  ago*      / 

*'  The  Society  has  now  under  its  charge 
in  the  dty  and  neighbourhood t  twenty 
schools,  taught  by  36  teachers,  and  at- 
tended by  1286  scholars.  This  state- 
ment shews  an  increase  of  upwards  of  300 
children  since  the  publication  of  the  last 
Report.  Several  sehools  lately  opened 
are  not  included  in  the  above  calculation. 
^  '*  With  r^ard  to  the  means  of  instruc<- 
tM>a  in  ^he  amwiry  around  us,  it  will  not 
be  oninterestifig  to  know,  that  in  the 
county  of  Aberdeen^  Sabbath  schools 
are  enereasing  and  prospering." — pp.  51. 

The  Report  then  proceeds  to  givp 
a  detailed  account  of  neighbouring 
Institutions  labourinj^  in  the  same 
good  work  of  youthful  instruction. 

We  offer  e^  bumble  meed  of  ap-  ' 

Elanse  to  MuV^opd.  We  shall  be 
appy  to meetliiiii  again  in  the  walks 
of  religion  ancl  -benevolence.  The 
sermon  is  not  marked  with  any  re- 
markable display  of  language,  elo* 
qoence,  or  deep  research.  It  was 
preached  before  the  children,  at- 
tending the  schools—neither  the 
place  nor  the  audience  demanded 
such  qualities;  but  it  is  distia^ 
fuisbed  by  plain  evangelical  truth* 
coached^  J^  efij^pi\fi  ^nd  pei^spicu- 
oas  diction. 
CoNo.  Mag.  No.  50. 
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An  Eiiqvity  into  some  of  the  Principal 
Causes  of  the  Declension  of  Christian 
Churches.  By  Thilec'clesia :  Glas- 
gow. Ogle.  *1821.  pp.  64. 
We  arc  happy  to  notice  the  publi- 
cation of  a  small  volume  on  this 
highly  important  subject;  and  st ill 
more  so  to  find  tliat  it  has  been 
treated  with  considerable  ability. 
This  excellent  little  work  com- 
mences  with  a  general'  view  of  the 
tendency  of  all  institutions  to  dete- 
rioration ;  a  tendency  which  is  to  be 
observed  in  the  history  of  the  Chris- 
tian church,  even  from, the  apostolic 
age,  and  which  requires  a  perpetual 
recurrence  to  inspired  authority  to 
counteract  its  baneful  operation. 
The  apostolic  churches,  the  primi- 
tive Christians,  the  first  reformers, 
the  original  churches  of  our  own 
country,  have  been  so  many  in- 
stances of  this  tendency.  "  In  the 
1st  section,  the  author  has  consi- 
dered, as  one  of  the  causes  of  this 
declension,  "  A  defective  System,  or 
negligent  Conduct  in  tlie  Admission  of 
Members,*'  making  any  other  quali- 
fication, in  addition  to,  or  in  the 
absence  of,  trUe  piety,  a  term  of 
communion.  In  the  2d  section,  he 
has  reprobated,  **  The  Neglect  of 
mutual  Watchfulness  among  the  Mem^ 
hers."  In  the  3d  section,  he  treats 
of,  *•  The  Decay  of  a  Spirit  of  mutual 
Intercourse,  and  Social  Prayer  amongst 
Members."  In  the  4th  section,  ne 
notices,  **  A  defective  Mode  of  Teach- 
i^S^'  6th  section,  he  considers, 
^'The  over  Popularity  of  Public 
Teachers."  In  this  section,  we  have 
remarked  tiome  very  judicious  ob- 
servations. In  the  sixth  section,  he 
notices,  '*  Conformity  to  tJte  World,  in 
its  Fashianqthle  Amusements  and  Di- 
versions" The  work  is  concluded 
by  appropriate  addresses  to  several 
classes  of  readers.  We  cannot  but 
give  our  decided  approval  to  tiho 
contents  of  this  small  volume,  and 
to  the  Christian  spirit  which  breathes 
through  its  pages.  The  careftil  pe- 
rusal of  it  would  be  of  extensive 
advantage  ijo  Chdstian  Ministers 
and  churches. 


^/W«V»V«'«^»%>% 


The  Vicar  of  Llandovery ;  or.  Light 
from  the    Welshman's  Candle.     By 
John    Bulmer.      Haverfordwest. 
12mo.  1821.  6s. 

M&.  Rees  PgicHARPy  the  autbor  of 
the  prci^ent  poem,  was  cejlebrated,  jn 
tbe  age  of  Blizabetb,  for  his  affec* 
P 
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tion  to  the  great  doctrines  of  the  accooots  which  have  been  preserved 

reformation,  which  were  then  hot  of  the  martyrdom  of  the  early  Chris- 

recently  introdaced  into  his  native  tians  of  France,  a  remnant  of  his- 

country.    He  has  translated  several  tory,  which  has  justly  been  regarded 

works  into  the  Welch  language,  hot  as  one  of  the  most  valuable  beqaests 

the  book  by  which  he  is  most  known  of  '  antiquity.      There   are    several 

among  his  countrymen,  is,   ''The  otherportionsof  the  volume  equally 

Welchman's  Candle.'^    The  Welch  interesting,  and  the  whole  is  adapted 

edition  was  first  printed  in  1672,  to  subserve  the  cause  of  piety.    The 

and  in  1771,  an  English  translation  anecdotes  are  related  in  a  familiar 

was  published   by  .  Mr.  Evans  of  ^  and  easy  style,  which  renders  them 

Llewbaden.      The  present    edition  extremely  suitable  for  presents  to 

may  be  regarded  as  an  improve-  young  people, 

ment  of  Mr.  Evans's  version,  though  ^^.**,**/»^ 

hew  far  such  improvement  has  been  «^      .         *>              .    . 

effected,  Mifc  are  not  able  to  judge,  ^  Treahsei^n  Prayer:  designed  to  as- 

never  having  seen  the  original.    It  Mi  tntU  devout  ThtcAarge.     By  the 

would,  perhaps,  be  nnjust  in  us  to  ^^P-.^^^;^,^*^**^?^? ^'  ^'"i'Tf 

criticise  the  ppetical  merit  of  Mr.  ^Tf^^""  ^  ^^heler  ChmjaeL    Ftfik 

Prichard's  production,  as,  not  un-  ^tJ"X.  ^"*^®° '  ®®®*®^*  ^'^^^ 

derstanding  the  original  language  '821.  as. 

in  which  it  was  written,  we  cannot  Thekb  arc  so  many  distinct  and 
be  supposed  to  know  how  much  it  valuable  treatises  on  this  grand  duty 
may  have  suffered  by  translation,  of  religion,  extant  in  our  language, 
The  doctrines  and  sentiments  it  that  much  variety  can  scarcely  be 
contains  are' truly  Scriptural,  and  expected  in  any  author  that  shall 
the  esteem  in  which  it  is  held  by  attempt  its  discussion.  And  we 
Mr.  Prichard's  countrymen,  is  too  think  a  very  large  portion  both  of 
noble  an  encomium  to  need  any  ad-  discrimination  and  scriptural  know- 
ditional  recommendation  from  us.  ledge,  as  well  as  piety,  is  required 
We  hope  it  may  be  found  equally  in  the  composition  of  a  work,  that 
subservient  to  the  best  of  causes  in  -  has  such  able  precursors  as  the  ex- 
England,  as  it  has  been  in  the  land  cellent  treatises  of  Owen,  Baxter, 
which  gave  it  birth.  The  volume  Howe,  Watts,  Vincent,  Doddridge, 
consists  of  four  books  of  poems,  on  a  Bennett,  and  many  others  of  the 
great  variety  of  subjects.  Nume-  elder  nonconformists.  We  consider 
rous  interesting  notes  are  added  by  this  as  a  department  of  personal  and 
the  translator,  and  the  work  is  pre-  practical  piety  in  which  the  noncon- 
faced  by  a  short  memoir  of  Mr.  Rees  formist  divines  have  greatiy  ex- 
Prichard.  celled.  We  are  happy  to  see  that 
%^«««.%%«%.%^  the  author  of  the  present  volume, 

iTL  /^      tui       ^  r^      1  ^   si.  though  anEpiscopal  Clergyman,  has 

The  Cmsofhttofi  of  Gospel  Truth,  #x-  testiBed  his  value  for  some  of  the 

Minted  tn  rartow#  tnteresttng  Anec  excellent  treatises  to  which  we  have 

dotes,  respecting  the  I)vivg  Hours  of  alluded,  by  his  copious  and  well- 

dfererU   persons,  w^o  flonedtn  j^jged  quotations.    If  on  this   ac- 

the  Cross  ofC/artst.    Ey  J.  G.  Ptke.  ^ount  his  work  should  seem  to  pos- 

vol.  2d.  12mo.  R.  Baynes.  3s.  6d.  gess  less  originality,  it  will  certainly 

We  have  already  expressed  our  fa-  be  admitted  to  have  a  tone  of  evan- 

vourable  opinion  of  Mr.  Pike's  1st  gelical  and  primitive  piety,  that  we 

volume  of  i^necdotes,  in  Cong.  Mag.  should  be  happy  to  find  more  gene- 

voLl.pd50.  This  is  by  no  means  in-  rally  prevailing.    We  are  far  tBoui 

ferior  either  in  the  selection  of  inci-  wishing  it  to  be  understood,  that 

dents,  or  in  the  general  tendency  of  the  excellence  of  Mr.  Bickersteth*s 

the  whole.    To  young  persons  these  work  consists  wholly  in  the  appro- 

▼olumes  will  be  particularly   inte-  priatenessof  its  quotations;  there  is 

resting,  and  will  afford  a  powerful  a  considerable  portion  of  original 

argument  to  induce  them  to  receive  and  excellent  matter  contained  in 

that    Gospel  which    imparts  such  this  small  volume,  and  the  spirit  of 

blessingsto  its  professors.  We  have  piety  which    pervades  the    whole 

remarked  with  much  pleasure,  that  work,  must  secure  our  approbation, 

the  compiler  has  inserted  in  the  pre-  and  will,  we  trust,  recommend  the 

'  sent  volume,  the  very  interesting  work  to  general  acceptance. 
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Secesnvnfrom  the  Wctleyana. — January 
4ft,  1822. — At  the  request  of  numerous 
friends  desirous  of  Knowing  the  particulars 
conaected  with  my  ejectment  from  the 
Salford  local  jft'eachers,  I  snhjoin  their 
resolution  of  the  1 4th  December  last,  and 
my  reply  thereto,  dated  31st  December, 
read  to  them  the  1st  instant,  at  their 
Quarterly  Meeting,  and  their  subsequent 
decision,  on  which,  (for  the  present)  I 
make  no  comment.  Peter  Arrive. 

Ardwick,  December  3\H,  1821.— My 
dear  Brethren, — Having  deeply  and  ma- 
turely reflected  on  the  resolution  passed 
by  yon  at  the  last  monthly  meeting  of 
the  local  preachers  of  the  Salford  Society, 
Tiz. — 

"  That  this  meeting  respectfully  wish 
Mr.  Arrive  to  continue  with  the  Wesleyan 
Goonexion  as  a  local  preacher,  to  preach 
wholly  with  them,  and  to  make  up  his 
mind  by  the  next  Quarterly  Meeting,  as 
to  whetJIier  he  will  wholly  give  his  Mini- 
sterial labours  to  l^e  Tent  Methodists, 
or  any  other  reli^ous  body,  h^  may.  think 
proper  to  join,  being  convinced  that  deci- 
sion on  this  point  is  necessary  to  the  peace 
and  union  of  this  body. 

' "  WiLLi*M  MvLES,  Chairman." 
'*  Decemher  Uth/lS2i:' 

* 

My  reply  to  the  above  is, — * 
That  I  consider  the  resolution  passed 
by  you  as  anti-christian  in  its  principle^ 
and  repugnant  to  the  birthright  of  a  Bri- 
tishsubject,  living  in  a  free  country .  also, 
diat  it  would  not  be  entitled  to  any  notice, 
£d  I  not  remember  with  heart-felt  satis- 
&ction,  that  since  I  have. been  united  to 
your  body,  peace  and  harmony  have  ever 
existed  among  us ;  consequently,  my  be- 
loved fellow-labourers,  you-  live  high  in 
my  affections,  and  havcT  a  place  near  my 
haot;  in  consequence  alone  of  these 
feelings,^!  acquiesce  with  your  request, 
and  reply, — 

1.  Since  I  have  been  admitted  to  a 
share  of  your  important  labours  on  your 
plan,  I  have  never  neglected  one  appoint- 
ment intentionally. 

2.  Since  I  have  been  admitted  a  mem- 
ber of  the  Leaders'  Meeting,  I  have  never 
once  neglected  my  class  intentionally,  nor 
bave  its  members  decreased. 

3.  Since  I  have  been  admitted  a  mem- 
ber of  Salford  Society,  to  this  day,  I  have 
never  once  been  accused  of  immorality, 
nor  the  breach  of  any  one  law  published 
by  the  Metiiodist  body. 

It  is  my  present  intention  that  my  fu- 
ture conduct  shall  be  in  unison  with  tiie 


past :  thus  hr  I  think  you  have  a  right  to , 
require,  but  no  more. 

As  to  whether  I  will  continue  id  the 
Wesleyan  connexion  as  a  local  preacher,  I 
have  no  wish  to  the  contrary^  but  feel 
the  greatest  attachment  to  my  kind  friends 
who  compose  the  country  congregations ; 
and  having  been  educated  at  the  Wesleyan^ 
Seminary  at  Kings  wood  ;—'also  coming 
fW>m  parents  who  first  opened  their  door 
in  a  distant  land  to  receive  the  Methodist 
Ministers,  (to  some  of  whom  I  am  united 
by  family  ties,)  I  feel  naturally  attached 
to  the  Wesleyan  connexion. 

But  as  to  whether  I  will  preach  wholly 
with  the  Wesleyan  connexion,  or  not,  I 
do  in  the  most  unqualiticd  language,  and 
in  the  face  of  heaven  inform  you,  I  will 
never  promise  so  to  do.  But  on  the  con- 
trary, I  mean  to  give  up  myself  wholly, 
fully,  and  solely  to  the  Lord  God,  whose 
servant  I  am ;  and  whenever  I  have  an 
opportunity,  and  feel  impressed  so  to  do,; 
will  go  any  and  every  where,  in  season  or 
out  of  season,  on  a  mountain  or  a  plain, 
in  a  tent  or  h  chapel,  to  any  and  every 
place,  or  denomination,  where  I  think  I 
may,  according  to  the  (Uctates  of  my  con- 
science, and  the  word  of  God,  be  useful  in 
calling  sinners  to  repentance.  I  perceive 
the  evening  of  life  approaching,  I  must 
work  while  it  is  day ;  and  having,  I  trust, 
reason  to  believe  that  a  dispensation  of 
the  Gospel  is  committed  to  me,  woe  ii 
me,  if  I  do  not  thus  preach  the  Gospel. 

This  then,  I  respectfully  request,  may 
be  considered  as  my  reply  to  your  reso- 
lution, passed  at  your  last  monthly  meet- 
ing. .      Peter  Arrive; 

It  was  then  moved  by  Mr.  E.  Roberts, 
and  seconded  by  Mr.  W.  Atherton, 

"  That  this  meeting  have  heard  with 
the  deepest  regret,  Mr.  Arrive's  reply  to 
the  respectful  request  of  the  last  monthly 
meeting  of  the  local  preachers  of  the  Sal- 
ford circuit,  namely,  that  he  will  not 
tohoUy  confine  his  labours  to  the  Wes- 
leyan Methodist  connexion :  by  such  re^ 
ply,  this  meeting  consider  Mr.  Arrive  has 
formally  withdrawn  from  the  local  preach7 
ers  of  the  Salford  circuit. 

"William  Myles,  Chairman." 
January  Ut,  1822. 

I  then  put  ^  the  following  question  to 
the  Chairman. — "  Am  I,  Sir,  to  consi- 
der myself  any  longer  a  member  of  this 
meeting  ?**  To  which  he  replied,  **  No, 
Sir,  we  shall  a*tend  to  your  appoint- 
ments." Peter  ARRivs. 

January  Itt,  1822., 
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IQS  ReUgiaus  InteUigenoe  :-^Miseeilane(ms.  CFEBBUARr, 

New  Chapel  at  Manchester, — On  Sun-     next.      The   Committee  Tna  appointed, 
day,  23d  December  last,  and  the  following     ccwsisting  of  the  Moderator,    Mr.  Ro- 
Christnia»-day,  public  services  were  held,     bertson.  Dr.   Hodgson,    Mr.   Gardiner, 
With  crowded  an^  deeply  attentive  con-     and  Dr.  Bcgg  to  be  Convener." 
gregations,  at  the  opening  for  divine  wor-  SeoUman,  December  8,  1821. 

ship  of  a  new  chapel,  in  Canal  Street,  T0  tfte Ediiors, —New Independent  C^tape I 
Ancoat's :  the  erection  of  which,  in  this  ^^  Mi/»er<cm.— The  New  Independent  Cha- 
imporUnt  district,  (No.  I.  district)  of  pel  at  Milverton,  in  the  county  of  Somer- 
the  town,  (previously  destitute  of  any  ^^^  ^^  opened  for  public  worship  De- 
place  of  worship,  although  containing  member  4th,  1821.  The  Rev.  H.  W. 
20,600  souls,)  is  oisdng,  under  God,  to  Gardiner,  of  Bamstople,  eprached  in 
an  union  of  Christian  effort  and  liberality;  ^^le  morning  from  Psalm  cxxvi.  3.  Mr. 
in  furtherance  of  the  Gospel  of  our  com-  s^ltren,  of  Bridport,  in  the  afternoon, 
moB  salvation,  between  a  number  of  re-  f^^^  Luke  vii.  22.  Mr.  Luke,  of  Taun- 
spectable  individuals  of  the  Independent  ^^^  j^  ^^  evening,  from  lawah  liii.  11. ;. 
and  Baptist  persuasions,  and  that  portion  ^  ^^  discourses  were  very  acceptable 
of  the  Independent  or  Tent  Methodists,     j^j  appropriate. 

whose  disinterested  and  evangelical  la-  jj,^  considering  thii^  pleasing  event,  the 
hours  (recently  undertaken  in  Manches-  people  at  Milverton  desire  to  be  deeply 
tcr  and  divinely  blessed),  have  already  impressed  Trith  a  sense  of  the  diTme 
made  a  conaderable  impression  upon,  goodness,  which  has  abounded  towards 
and  it  is  now  hoped,  will  become  perma-  ^1,^^^  jn  haying  disposed  the  religious 
nently  and  more  extensively  useful  to,  public  to  contribute  so  generously  ftnr  the 
the  untaught  and  perishing  poor  of  our  erection  of  their  new  place  of  worship, 
teeming  population.  Ha^  it  not  been  for  this  gracious  inter- 

The  Sunday  morning  and  afternoon  position,  of  a  sovereign  Providence  in 
sermons  were  preached  by  Messrs.  Pocock  ^j^^i,  behalf,  so  limited  were  their  peeii- 
and  Pyer,  from  Bristol.  Mr.  Birt,  of  ^i^^  resources,  that  all  expectation  of 
York  Street  Chapel,  Manchester,  preached  ^alizing  an  event  so  very  necessary  and  de-- 
in  the  evening.  On  Christmas-day,  Mr.  gi,.able  must  hawebcen  abandoned.  And 
Pyer  preached  in  the  mormng  and  Dr.  ^bile  they  would  mark  with  peculinr  at- 
Raffles,  from  Liverpool,  in  the  cvemng.  Mention  this  display  of  the  goodness  of 
The  devotional  parts  of  the  worship  were  q^^  jbey  also  consider  it  their  duty  to 
conducted  by  the  ministers  usually  em-  express,  in  a  public  manner,  the  very  greet 
ployed  in  tent  preachmg.  obligations  which  they  feel  under  to  all 

The  cost  of  tiie  chapel  scarcely  equals  ^hose  kind  friends,  who,  by  their  Chris-^ 
^1200.,  and  yet  it  is  capable  of  accom-  ^^^  aid,  have  done  that  for  them,  which 
modating,  wiUiout  a  gallery,  upwards  of  ^hey,  of  themselves,  could  never  hav«  ac- 
1200  persons,  seated  principally  on  forms.  compKshed  by  their  utmost  exertions. 
It  is  computed,  tiiat  ^700.  would  build  a     -j^^  j^    ^    Milverton,   in    endca- 

gaUeiy  to  hold,  in  tiie  same  way,  800     souring  to  make  a  grateful  acknowledg- 
additional  hearers.  ment  to  their  friends  in  genwd,  would 

Unifomtity  in  ScaOand,' ^-Presbytery  of  also  consider  themselves  very  deficient  in 
Hamilton, — **  On  the  27th  ult  the  Pres-  duty,  if  they  did  not,  in  a  particular  num-^ 
bytery  'took .  into  conisderation  certain  uer,  publicly  express  the  deep  obUgationa 
innovations  practised  lately  by  some  mi-  which  they  feel  under  to  lliomas  Wel- 
histers  in  some  parts  of  this  church,  in  man,  Esq.,  of  Poundisford  Park ;  wh» 
dispensing  the  sacrament  of  the  Lord's  not  only  con^ibuted  very  munificently  to 
Supper,  to  the  conmiunicants  sitting  in  the  bmlding  of  their  new  chapel  s^  but 
pews,  as  is  done  by  the  Independents,  who,  also,  for  a  series  of  years,  has  patio- 
Methodists,  and  other  sect&ries  of  £ng-  nizesd  the  religious  interest  at  Milverton  $ 
land,  in  place  of  coming  to  a  communion  and  Uy  whose  Christian  liberality^  they 
table,  according  to  the  laws  and  constant  have  enjoyed  a  stated  Gospel  ministry 
practice  of  the  Established  Church  of  for  tiiese  ten  years  past*  In  mentioning 
Scotland  j  and  having  deliberated  on  this  this,  the  writer  of  these  lines  is  aware^ 
Subject  at  considerable  length,  the  Pres-  that  he  may  be  presenting  to  pi;d)lic  ob- 
bytery  most  decidedly  and  unanimously  servation,  benevolent  deeds,  which  the 
disapproved  of  these  unlawful  innova-  worthy  gentleman  to  ^hom  they  have  a 
tio.ns,  in  opposition  to  the  purity  and  teferenee,  would  rather  have  concealed^ 
uniformity  of  worship  presently  esta-  than*  made  known ;  but  his  apology  ioK 
•  blishcd  and  practised  in  Uiis  our  national  taking  this  liberty  is^  and  he  hopes  it  wUI 
Ciiffch;  and  they  appointed  a  Committee  he  considered  valid,  that  if  he  did  not 
of  theit  number  to  prepare  an  overture  give  publicity  to  such  a  long  succession 
on  this  subject,  to  (Ite  Synod,  or  General  of  Christian  liberality,  for  te  support  of 
Assembly,  or  both ;  in  order  that  a  stop  a  stated  Gospel  ministry^  particuhtriy  to 
nty  b^  plit  to  these  irregular  ftnd  unkrw^  a  people  so  very  dependant  as  liioss  st 
fid  procc^ings.  and  to  report  to  tills  Milverton  arsj  he  would  be  een«iesfing 
Fresbyteiy  at  tbeir  jileBtilii  in  March    not  only  his  own  grateful  MtioigA  and  rst 


1S22.^                ReUpauM  TnieU^ence  i-^^MisceUanedtti.   *  tOS 

GoUectioaSy  b«t  ttno&e  aho  of  the  people"  discouragemciiti    preVailUigf    for  '  muf 

(^  his  dmifie,  and  tliatsUence  under  ffueh  yean,   they^   hate  above  12,000  he^ 

drcumatances  wonld  be  culpable ;  there  converts :  above  400  have  joined  theSr 

are  many  other  things  relative  to  the  in-  church  within  twelve  months,  and  it  hne 

troduotion  of  the  Gospel  into  this  place  become  necessary  to  form  a  fifth  setlie^ 

which  might    be  mentioned,  which  at  ment,  from  the  great  accession  of  aum*' 

this  time  wonld  occupy  too  much  of  your  ben.    The  new  settlement  on  the  Witte 

laefbl  mftgaxine,  but  which,  if  consistent  Reviev,  in  Sctath  AfHca,  continnes  to  ad-r 

with  your  rules,  may  be  by  your  permls-  vance  in  outward  as  well  as  in  Spiiitaml 

non  introduced  at  a  subsequent  period.  prosperity.    More  than  200  Hottentott 

P/M^^/T^^^c»^^..       A    .,uv 4.  now  leside  lihcre      From  Greeidand,  thtf 

'JVti^^f^t't^^^  Til"  New  Testament,  translated  into  that  lan- 

l  ?^    .^             ?  w  ®n^**^'^^*  T.^  ^  gnaga  by  the  B^thien,  has  hist  arrived-- 

held  at  Freemason's  Hall,  Great  Queen  ?^?  ^              ^TiZXJ^J^^a     iS.t 

street,  on  -nicsday.  tkc  12th  FebS»ry.  'Z^l^^i^^iT^^ri^ 

The  result  If  four %«  experience  ha.  ^"f}^  "^""^  !?  *?!  *^^^^  J? 
been  i»  highly  satis&cto^  to  the  Com-  ^^^{  "**<^  *  ^  ii«trQ«t*l  Is 
mittee,  that  they  cherish  the  utmost  con-  ^n!!ll?t—  v..^  !«  thz.  B.«t»n>.  «««^ 
fidence  in  awin  inriting  the  Christian  JE^^  ^'J?  ,  ^?f^  *J^ 
pnbUc  to  nsieive  from  Lir  report  the  £'^1'?"*^  '*'!?L-J  '"^  JS?J^ 
Jridence  that  it  h«.  pleased  the  Most  f^.^^  *"**  "^  ^■**°  wotattOM 
High  to  «ii«tion  the  unaertaking  with  "^faSSri  etfe,^tm>,  though  co- 
Our h^yralued  seamen  have  accept-  t^^ai^^  S^r.^S^'^'J' 
ed  this  roncBiatory  approach  to  their  L-  "^Z^'^J"^^^  ^T^^l 

bit,  with   the  liyili^t  gratitude;    and,  '^  T^  f*^ If^ '.^^  '^1 

■a^n^  -r....L,i.>«>i.i<.  „„».L».  .«..i.i.i.  A  Monal   and    ancertaia  aid  nrom   either 

whilst  considerable  numEers  assemble  at  ,^,„^^  fcU  ahort  of  maetfag  th«  unual 


tbouslv  andiodlv  providential  efrcunistanc^ ,  but>  dlfttful- 

i..;^.«.wi  K„  ^iL^  ^:«o.,».««»  -^    ♦t^  ties  have  again  arisen,  and  must  becom* 

Ammated  by  these,  circumstances,  the  ^^^^  ««4«!3l    t*  ,««^,»L  ^.^  isk^iMi  .^id.^ 

Committee  einestly  intreat  the  liten-  !2LT^!*.^  22^i2i?^„?2'^ 

dance  of  ihe  friendi  of  seamen  on  this  ^TL^u'^^SJL    if  V    i^^?^     iT 

occasron;  and  they  do  this  the  more  con-  S^^   ^^   ^'  ^'  ^'  Christian,.  10, 

fidenth^,   because  the    meeting-  at    tins  ^^"*"«'                                  ^  ^ 

place  last  yfear  Was,  not  only  extremely  ^r**^  EvongenaaSoeietff.-^ExtntLGNjtai 

gmtifying  SAd  encouraging  in  itself,  but  » better  lately  received  from  the  Rev.  Dr. 

^fimulatted    to  ezertiotte  in  their  behalf  Cope,  reporting  the  encouraging  state  of 

m  otiK^  places.  ^^  different  stations  of  the  Society  which 

N.  E.  Slopbr,     >  ^^  ^^  pereonally  ^sited. 

Wm.  Cooke,          ySecretariet,  "  My  visit  to  the  ditfeient  stations  in* 

T»os.  Thompson,  j  tl»«  North  has  proved  excctedingly  gratiiy- 

P.S.— Donntiohsofnewof  oldbooks,  »"«.     Accompanied    hw  the    Rev,  W.' 

nated  to  the  nrinds  of  seamen,  irill  be  Cooper,  I  proceeded  tet  to  London^ 

ftaakftilly  »eceived  on  board  the  vessel,  dwiry,  where  the  new  chapel  wsb  opened, 

•r  by  any  membet  of  the  Committee.  en  the  adAath  foilowii^    The  congro' 

gation  was  very  large  and  tcsp^ctame.* 

JiiMMMw  of  the  United  Brethren,  eom^  The  next  day  an  assodatioii  was  ficxnaoed 

WMdy  caUed  Moravians."' An  early  as  the  in  aid  of  the  finde  of  yonr  Society.    I' 

year  1732,  their  first  Mission  was  estab-  ,^88  happy  to  hear  your  Minister  there, 

lished,  and  they  now  occupy  no  less  than  the  Rev.  James  Radcliffe,  spoken  of  in^ 

two  and  thirty  stains,  in  which  one  hun-  terms  of  nroch  approbation  and  esteeUv 

dred  and  azty-one  Missionaries  are  em-  i  afterwards  proceeded  to  CARRicKPfin* 

P^<>y^'  6US,  and  found  Mr.  Flinter  usefully  tad 

It  hns  pleased  God  to  crown  their  la*  fully  employed*    His  sphere  I  consider 

hours  with  growing  success.    The  spirt-  as  one  of  very  great  importasce^    In  ad-"* 

knal  advaacCBssnt  of  the  various  congre-  dition  to  his  other  labours,  ht  fegnlarly> 

gations  has  been  for  the  most  part  very  visits  the  County  Jail,  whem  he  has  con* 

encouraging.    An  attention  to  religion  stant  opportanititfs  of   (SBtmctifig  mad: 

has  taken  place  amona  |hs  Cherokee  In-  preaching  to  Bnmbcov  of  unhtppy  pii-: 

diana,  alter  tbs  Bse&en  had  labouiied  gonen.    DuritigiiyitBy,  i  aecompaniMl 

tbnost  hopelessly  m  that   quarter  for  hkn  thitier,    and  lemained  for  tinvt^ 

lasay  yeais.    In  the  West  indies  they  hours-  coavefsing  with  and  prsackiaf  fe». 

have  been  much  favoured.    In  one  island,  them  the  word  of  life ;  and  I  am  happy 

(Antigua,)   notwithstanding  the  serious  to  say,  their  conduct  and  deportment 


lio  Rdigiaus  Intelligence : — Miscetlaneaus.  '1      [[F£BR(TAtiY, 

were  marked  by  the  deepest  attention,  ^orthof  Scotland;  one  of  them  atlliunoy. 
Mr.  Flinter'g  labours  at  this  interesting  for  the  pastor  of  the  church  there,  who 
station  have  not  been  in  vun.    I  have  was  absent  from  home  by  medical  advice, . 
since  visited  Carrickfergus,  to  open  the  for  the  recovery  of  his  health ;  and  the , 
new  chapel,  which  is  now  invested  in  the  other  two,  either  supplying  Nairn  and 
trusts  of  your  Society.    The  attendance  Avoch  themselves,  or  enabling  neigh- 
on  that  occasion  was  extifemely  encou-  bouring  ministers  ta  do  so  whilst  the 
raging,  and  still  continues,  to  be  nume-  pastors  of  the  churches  of  these  places 
rous.    My  next  visit  was  at  Bangor :  were  engaged  in  itinerating:    one  was. 
iiere  I  found  Mr.  Palmer  well  attended  with  his  relations,  and  occasionally  preach- 
by  a  congregation  collected  by  his  zeal-  ing,  in  the  vicinity  of  London  •   of  the 
ous  labours.      He  preaches  at  several  two  Gaelic  students,  the  one  was  in  Isla, 
places  in  the  neighbourhQod,  and  appears  v  and  the  other  in  Arran.    For  one  of  these 
likely  to  be  very  useful.                            .  two,  a  school-room  in  the  city  has  been 

<<  I  have  recently  been  at  Armagh,  rented,  where  he  addresses  the  word  of 

where  I  preathed  on  behalf  qf  the  Society  life  on  the  Lord's-days,  in  Gaelic,  to  as 

to  a  numerous  audience.    The  Society's  many  as  the  place  will  j^old ;  and,  the 

Minister  there,  Mr.  Foley,  is  much  re-  Committee  rejoice  to  say,  not  without . 

spected,  and  I  have  no  doubt  that  the  success ;  there  being  several  instances  in 

t!ommittee  would  be  gratified  with  the  which,  they  have  reason  to  believe,  his 

appearance  of  things  there,  as  well  as  at  labours  have  been  blessed  to  the  spiritual 

«U  the  other  stations  supported,  by  the  ^  benefit  of  his  hearers.    It  is  of  much  con- 

Socie^.    I  had  much  satisfaction  lately,  sequence,  for  the  sake  of  the  destitute 

with  tne  handsome  manner  in  which  one  parts  of  the   Highlands  and  Islands  of 

of  our  esfcellent  Judges,   (whose  name  Scotiand,   that  a  succession   of  Gaelic 

I  must  omit,)  spoke  to  me  of  the  great  preachers  should  as  far  as  possible,  be 

usefulness  of  the  Irish  JBvangellcal  So-  kept  up ;  and  it  will  ever  give  the  Com- 

eiety  to  this  country.  mittee  pleasure  to  receive  a  due  propor- 

"  In  my  way  to  Armagh,  I  stopped  at  tion  of  well-recommended  and  promising 
N^BWHY,  a  large  town,  containing  15,000  young  men,  who  understand  Gaelic,  and 
inhabitants.  Mr.Foley.preachedthereon.  who  are  desirous  of  promoting,  by  the 
tho^Sabbath  that  I  remained  in  Armagh,  publication  of  the  Gospel,  the  spiritual 
and  was  weU  attended.  There  are  many  in  intecests  of  their  countrymen.  The  Rev. 
that  populous  town,  who  are  anxious  to  G.  Ewing,  and  the  Rev.  Dr.  Wardlaw, 
have  a  Minister  sent  among  them.  In-  are, the  tutors  of  this  academy.  .  The  re- 
deed,  the  haryest  evexy  where  is  great,  ceipts  of  this  Institution  for  the  past  year 
but  tihe  labourers  are  few,  and  the  means,  are  ;£'641.  17^.  5d.  leaving  a  balance  in 
scanty.  One  hundred  faithful  and  la-  the  Treasurer's  hands  of  ^'8. 15».  0|J. 
boriousMinistersM-ewanted  for  Ireland,  ^i^^  Society.-- Fnm.  the  Bev.  Dr. 
as  a  present  supply.  I  trust,  Jat  tiie  pinker  ton,— Marhurg,  Oct.  10,  1821.- 
fhends  in  England  wiU  pity  the  Sis-  Through  tiie  good  providence  of  God, 
ter  Island  yet  more,  and  increasingly  j  h^ye  the  pleasure  of  writings  to  you. 
strengthen  the  hands  of  those,  who  w-e  fr^^  Marburg,  tiie  residence  of  our  ex^ 
willing  to  spend,  and  be  spent  in  tiie  cellent  co-labourer.  Professor  Van  Ess. 
service  of  God  here.  ^^  liud  tiie  map  of  Europe  before  us  a 

Theoiogicdl  Academy,  GUugaw,  —  We  second  time,  and  conversed  over  his  be- 
have just  received  the  Tenth  Report  of  nevolent  operations  for  the  gbod  of  the 
this  excellent  Institution,  from  which  it  Catholic  inhabitants  of  Germany.  In 
appears  that  there  are  at  present  in  the  order  to  give  you  a  general  idea  of  those 
Seminary  fifteen  Students,  and  another  is  different  parts  of  thisr  extensive  field, 
to  be  admitted  in  May  next.  which  have  been  Itown  with  this  blessed 

During  last  winter,  various  places,  seed,  I  shall  give  you  «  few  of  the  de- 
within  thirty  miles  of  Glasgow,  were  sup-  tails  as  I  received  them  from  the  Pro- 
plied  as  regularly  as  possible  with  sermon  ,  fessor,  on  our  travelling  over  the  map 
on  the  Lord's-daytf,  by  the  students,  with  together. 

the  assistance  of  several  other  associates  lu  the  kingdom  of  Wurtemberg  there 

in  labour,  who  were  in  this  city  from  have  been  circulated  upwards  of  38,000 

England,  attending  the  university.     Dur-  copies  of  his  Testament ;  in  the  state  of 

ing  the  vacation,  tiie  greater  part  of  them  Baden,  20,000 ;  in  Switzerland,  10,000 ; 

were  of  course  dispersed  in  different  parts  in  the  Austrian  dominions,  24,500 ;  in 

of  the  country,  nearer  and  more  remote,  Bavaria,  about  3,000 ;  in  Nassau,  10,000 ; 

combining  the  pleasure  of  visiting  their  in  the  states  of  Darmstadt,  upwards  of 

respective  friends  with  the  active  engage-  10,000  ;  in  and  around  Elberfeld,  3,000 ; 

ments  of  preaching  the  Gospel.    One,  as  in  the  country  about  Munster,  2,000  ;  in 

has  been  noticed,  was  at  FfJkirk  .  one  at  and  near  Osnaburg,  6,000  ;  in  t^e  Prin- 

Auldkirk,  who  preached  occasionally  at  cipality  of  Hildesheim,   10,000  ;  in  the 

Largs. and  Helensburgh}    three  in  the  Prussian  states  about  Berlin,  Stettin, 
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ic,  10,0eO;  in  Sacsia,  upwardi  of 
30,000 ;  in  and  around  Frankfort  on 
the  Main,  10,000  ;  in  the  country  around 
Fnlda,  5,000.  In  addition  to  tliese  ge- 
neral items,  there  have  been  239,663 
copies  circulated  in  smaller  numbers, 
and  through  rarious  channels,  in  every 
part  of  Germany,  and  other  countries  in 
Europe  where  German  Catholics  are 
found.  Thus  the  whole  issues  of  Van 
Ebs's  Testament,  up  to  the  present  date, 
have  been  431,163  copies. 

At  present  he  bias  about  1,000  copies 
in  the  depAt  at  Halle ;  1 ,000  in  the  depAt 
at  Frankfort;  2,000  here  in  Marburg; 
and  25,000  copies  lying  at  Sulzbach. 
These  29,000  copies  belong  to  your  Com- 
mittee, and  are  the  remainder  of  the  last 
50,000  you  purdiased  from  him.  If  we 
add  to  these  22,000  copies  in  the  hands 
of  the  publisher  at  Sulzbach,  the  whole 
on  hand  will  be  found  to  be  about  51,000 
copies. 

'  In  his  treasury  he  has  9,000  florins, 
about  ^750  sterling.     The  Committee 


in 

Essex,  aged  74,  the  Rer.  Robert  Steven- 
son, 47  years  the  beloved  pastor  of  the 
ancient  dissenting  congregation  in  that 
village.*    He  had  preached  twice  on  the 

{^receding  Lord's  day,  having  partcu^ 
arly  addressed. his  aged  hearers  in  the 
afternoon,  when,  he  announced,  that  on 
the  following  Tuesday  he  should  preach 
his  annual  sermon  to  young  people.  Hav- 
ing prepared  his  sermon  on  the  Monday, 
he  retired  to  rest  with  his  usual  cheerful- 
ness, and  enjoyed  a  rejfreshing  night; 
but  when  he  was  about  to  rise  to  perfbrta 
that  duty  for  which  he  had  prepared,  and 
in  wliich  he  always  took  great  pleasure; 
he  feinted,  and,  without  a  word,  ex- 
pired ! — and  thus  "  Ceased  at  once  to 
work  and  live;"  .  We  hope  to  be  able, 
ere  long,  to  present  our  readers  with  an 
interesting  memoir  of  this  venerable, 
minister. 

At  Portsea,  on  Saturday  evening, 
(Jan.  19,)  at  his  father's  house,  in  the 
26th  year  of  his  age,  the  Rev.  John  Orif- 
fin,  junior,  pastor  of  the  Independent 
Church   at  Exeter.     His  loss   is  most 


of  the  Russian  Bible  Society  have  pro-      — — —  — — 

mised  him  a  grant  amounting  to  about     j^tly  felt,    and  deeply  deplored,   by  a 
£l40f  and    he  expects  to   receive   an     l^^ge    circle  •  pf   afflicted    relatives   and 


equal  sum  from  Amsterdam.  These 
fon(b  are  intended  to  be  employed  in 
binding  the  above-mentioned  29,000 
copies,  for  such  persons  as  are  too  poor 
even  to  pay  for  the  binding ;  whose  num- 
^rs,  especially  among  the  Catholic  pea- 
santry, the  IVofessor  states  to  be  very 
great.  The  issues  of  copies,  from  the 
beginning  of  this  year  up  to  the  present 
date,  have  been  27,096. 

Deatfis  of  MinUtera. — Died,  on  Tues- 
day, Jan.  1,  1822,  at  Castle  jledingham. 


friends.  Mr.  G.  had  but  recently  com- 
pleted his  education  at  Hoxton  Academy, 
and  had  settled  at  Exeter,  under  pleasing' 
prospects  of  usefulness  and  happiness. 

Jan.  7,  died  the  Rev.  Maurice  Phillips, 
of  Harpenden,  Herts,  late  master  of  the 
Dissenters'  Grammar  School  at  Mill  HilL 
Mr.  P.  was  distinguished  by  his  classical 
attainments,  the  suavity  of  his  manners, 
and  eminent  piety.  His  death  was  sud- 
den, and  while  at  a  distance  from  home. 


NOTICE  TO  THE  COMPETITORS  FOR  THE  PRIZE  ESSAYS  AND  POEMS. 


We  hare  been  abl^  to  insert  only  two  of  the  successful  papers  in  our  present 
Number,  and  are  not  yet  able  to  announce  the  fate  of  all  we  have  received.  The 
following,  however,  are  accepted,  and  will  appear  in  due  course. 

ESSAYS. 

An  Historical  Essay  on  the  Conversion  of  the  Britons,  &c.    By  T.  ab.  Tydfil. 
On  the  State  olT  Religion  and  Learning  among.the  English  Dissenters.    Anglicanus. 

POEMS. 

On  the  Evangelization  of  the  South  Sea  Islands.    C.  P.     (Inserted  in  the  present^ 
Number.)  *    - 

On  the  Character  and  Deeds  of  Alfred.  Sorella.  (Inserted  in  the  present 
Number.) 

We  should  feel  much  obliged  by  the  commuxucation  of  I^rblla's  address. 

A  second  poem  on  Alfred,  signed  Spero,  we  deem  worthy  of  insertion,  and,  with 
the  permission  of  the  writer,  it  will  appear  in  our  pext  Number. 

A  Second  Edition  of  some  of  our  early  Numbers  being  required,  we  are  under 
the  necessity  of  requesting  the  successfid  competitors  to  defer  their  applications  for 
the  eompUU  teU  to  which  they  are  entitled^  until  after  the  26th  of  Februaiy. 


ik» 


UTERAftY 


WaHICS'  PREPARING   FOR.  THE  PRESS. 

"    ■  ■  -         \     ■ 

^  The  Fallacy  of  Infidelity,  and  the  Ve- 
racity of  Scripture .  A  Memoir  of  Mrs. 
E.  Brooker. 

>  Memoirs,  aod  Select  -Remain^  of  an 
only  son,  are  expected  to  be  published 
some  time  during  the  ensuing  Spring,  or 
in  the  early  part  of  the  Summer.  By  the 
Rev.  Thomas  Durant, 

K£v.  T.  -Keyvorth  ha^  ia  the  press, 
the  Catechism  in  Hhyme,  illustrated  by 
Facts,  for  Sundjiy  Schools. 

Trj9^ye]0  in  the  Interior  of  Southem 
Aftslca.  By  WiUiam  J.  Bjnrchell,  Bsq. 
4to.  yrith  mf^p  and  eogr^yings. 

Memoirs  of  the  Court  of  James  the 
J^rst.    By  Locy  Aikin.  '  2  vols.  ^o. 

•  Rroofs  and  lUustratibns  of  the  Prin- 
^ples  of  Peculation. '  By  Francis  Place; 

Memoirs  of  the  Life  of  Mary  Queen  of 
Scots.    By  Miss  Benger. " 

Travels  in  Georgia,  Persia,  An^enia, 
Ancient  B9J)ylpjaia,  &c.  &c.  By  3ir  Ro'^ 
bert  Ker  Porter.  Vol.  21. 

*  The  Travels  of  Thepclore  Ducas^  in- 
^arloiis  Countries  of  Eovope^  at  the  Re- 
vival of  Letters  an^  Arts.  Edited  by- 
^harles  Mi^lls^  author  of  the  History  of 
l3ie  Crusades. 


WORKS   RE.CENTLY   PUBLISHED. 

•   -  ■  .  - 

'  The  Vicar  of  Llandovery;  or,  Light 
from  the  W^^min's  Candle.  By  the 
EevJ  j.  Bulmer,  of.  Haverfordwest. 

Remadcs  on  the  State  of  Ireland ;  the 
ijeenlt  of  9>  'Vimt  made  lo  that  Country 


NOTICES,  *<s;  ^ 

in  the  Summer  and  Autumn  of  1821,  for 
the  purpose  of  promoting  the  Education* 
of  the  Poor,  in  conne^on  with  the  Ex- 
ertions of  the  London  Hibernian  So- 
ciety.   Bv  Robert  Steven. 

The  Children's  Missionary  Meeting  j 
a  Poem.    Py  C.  Brooker.    6d. 

The  Poetical  Expositor,  in  Numbera, 
each  containing  thirty  Original  Hymns. 
By  W.  Chapman. 

Sea  Sermons ;  or.  Twelve  Short  aad 
Plain  Discourses  for  the  use  of  Seamen; 
which  may  be  read  by  indiyiduals  in  pri- 
vate, or  by  the  master  of  the  vessel  to  his 
crew.   By  Rev.  G  Burder..  2s.  6d, 

An  Original  Set  of  Psalm  and  Hymn 
Tunes,  with  a  Funeral  Ode,  adapted  for 
Public  Worship,  and  harmonized  for 
Three  and  Four  Voicejj,  with  Figured 
Basses,  for  the  Org?kn  and  Piano  Forte, 
Py  tl^e  Rev.  David  Everard  Ford,  Ly- 
^lington,  Hants.    3s.  6d. 

Hymns,  adapted  to  Family  and  ViUage 
Wcwrship.  By  Mrsi  Washboum^  of  Ham- 
Qiersmith.  24mo.   3s. 

Sketches  of  One  Hundred  Sermons. 
Vol.2.    12mo.   4s.' 

Selections  from  Doddridgp'a  Eaposi' 
tor.    3s.  6d. 

Prudence  and  Piety  recommended  to 
Young  Persons,  at  their  Entrance  upon 
the  Active  Duties  of  Life.    By  John  Py^ 
'  Smith,  D.  D.  3d  edit.   8d. 

Mental  Discipline.  By  H.  F.  Burder, 
A.M.    Second  edition,  l2iDo^  38. 

A  Coic^aEative  Estimate  of  the  Mineral 
and  Mosaical  Geologies.  By  Grftnville 
Penn,  Esq.    8vo. 


"r>t\w. 
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ANSWERS  TO  CORRESPONDENTS,  &c. 

Communications  have  been  received  this  month  from  the  Rev.  Messrs.  J.  Tuni^r— 

.  ,W,  On»e-a.  Philip— Geo.  Gibbs-J.  Ryley-iJ.  Monson-^Dr.  OMse— B.  God--- 

win— J.  Alexander— T.  Keyworth— W.  Blair— J.  Blackburn— W.  Notcutt-^ 

.  C.  Broolcer.  ..'...• 

Also  froin  C.  P.— W.  T.— A.  Allan— Rufus- **•**•*— T.  S.  Kilkin— M.  C.  S.- 

T.  H.— J.  H.  Bramhall— T.— W.  EUerby— Ka^c^tfwv—  T.  Thompson— G.  Had- 

:  MU-^W.  W;  Wnlmpley^^Clanor  e  tenebrfe--$p«o— A.  B.--Siia^--^ 

-  We  aM  set  stpangeni  to  thie  subject  of  the  letter  signed  KaBapi^tav,  and  may  be 
allowed  to  express  our  disapprobation  of  the  measures  it  is  designed  to  censure ;  but 
have  reason  to  think  that  tiie  obnoxious  form  of  those  measures  is  relinquished,  and 

that  the  a]y>e9l  of  KsL&apt^iov  l^  superseded  by  prooeediogs  subsequent  to  the  d^te 
of  his  letter. 

.'We  h«v«  recttved  Mpv  Oibiw's  Repl^r  to  Messrs.  Hall  and  Alexander,  wd-  shotQd 
have  been  happy  to  publish  so  much,  of  \t  as  relates  to  i^e  facts  in  question  %nong  the 
gentlemen  concerned ;  but  as  ^Mr.  G.  has  accompanied  ms  sti^tements  with  i^  re^- 
thim  4«i(i  juftifieaitieis  jof  lls^'dlready  publk&eid  charges  ^ains^  Messrs:  H^  and  A., 
we  must  decline  inserting  his  letter.     ^  -  ^  ^ 

lAJM  thaaked  fiov^to  tranflldtidik  ^  the  S^os^  of  lOi^pstoek'}  Init  we  fhmktiie 
metre  unbearable  to  an  English  ear.  ^ 


■  III     !»>»■  H  ■  I  I 


">     1 


Ertato  in  the  JLast  Number, 
P.  3^,  col.  I,  Up0  20.  from  bottom,  iovrectk^aiibi^  read  vfCtigdGibm* 

»         :— —  line  10.  fcom  ^koitomj  for  Jedigalibus  read  vectigalVbiut, 

Fi'83^,  c(^.  9,  Hne20.,  for  0ft>2o^i7i«ffareadj^rolSe^i(>^^ 

•In  the  present  Number. 
P.  99^,  col.  2,  line  19,  for  <ft«i^  read  <ft<?r«.       .       • 
P.  100|  col.  1,  line  5  from  bottom,  for  jproofi  read  ^roof.. 
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MEMOIR  Ol^  FATHER  PAUL  SARPI,  THE  VENETIAN. 
To  some  of  our  readers  it  may    nephew,  the  early  indications  of  a 


appear,  at  first  sight,  a  little  re- 
markable,  that  a  place  should  be 
given,  in  the  pages  of  *the  Con- 
gregational Magazine,  to  the  me- 
moir of  a  Romish  friar. '  If,  how- 
ever, our  work  be  a  proper  re- 
pository for  the  biography  of  such 
persons  as  have  been  distinguished, 
not  only  by  eminent  piety,  but  by 
their  successful  efforts  in  the  cause 
of  civil  and  religious  liberty,  the 
lives  and  actions  of  few  indivi- 
dijals  have  a  greater  claim  to  be 
recorded  by  us,  than  those,  of  Fa- 
ther Paul  Sarpi.  We  cannot  but 
consider  such  men  as  raised  up  by 
a  special  Providence  to  benefit  and 
instruct  mankind,  both  in  their 
own  and  succeeding  times;  and 
we,  therefore^  indulge  the  hope^ 
that,  by  endeavouring  to  make  the 
character  and  works  of  this  emi- 
nent man  more  widely  known,  we 
shall  both  interest  and  edify  our 
readers,  and  promote  the  cause  of 
truth  and  religion. 

Father  Paul  was  the  son  of  a 
merdiant  of  Venice,  where  he  was 
bora  August  14,  1552.  His  ori- 
ginal name  was  Peter  Sarpi,  which 
he  exchanged,  at  his  entrance 
upon  a  monastic  life^  for  that  by 
which  he  is  more  generally  known. 
In  his  tender  years,  his  father  was 


superior  capacity  for  learning,  and 
superintended  his  education  with 
much  satisfaction.  The  dispoisition 
of  Sarpi,  who,  from  his  childhood^ 
was  serious,  and  averse  to  trifling 
and  unprofitable  pursuits,  was  such 
as  to  insure  success  to  the  efforts 
of  his  uncle.  Favoured  thus  by 
the  goodness  of  Providence,  and 
possessing  a  strong  and  retentive 
memory,  his  progress  in  useful 
literature  was  prodigious,  and  al- 
most incredible.  In  his  childhood, 
he  had  acquired  the  knowledge  of 
the  Latin,  Greek,  Hebrew,  and 
Chaldee  languages^  and  was  well 
instructed  in  mathematics^  logic, 
natural  philosophy,  and  theology. 
At  the  age  of  thirteen,  he  was 
placed,  for  farther  instruction,  un- 
der the  care  of  Capella,  of  Cre- 
mona, a  famous  teacher  of  logic 
and  philosophy.  This  event  had 
a  material  influence  upon  -his  fu- 
ture life.  Probably,  by  the  per- 
suasion of  his  master,  to  whom  he 
appears  to  have  been  warmly  at- 
tached, he  determined  to  unite 
himself  to  the  religious  order  of 
the  Servites,  of  which  Capella 
himself  was  a  member.  This  re- 
solution he  formed  with  such  firm- 
ness, that  neither  the  entreaties  of 
his  mother,  nor  the  influence  of 


taken  from  him ;  and  his  mother    his  uncle,  who  both  disapproved 
having  retired  into  a  convent^  the    of  the  measure^  were  sufficient  to 


care  of  young  Sarpi,  and  an  in- 
fant sister,  devolved  upon  Am- 
brosio  Morelli,  his  maternal  unde, 
who  was  priest  of  the  collegiate 
church  of  St.  Hermagoras,  and  a 
celebrated  instructcHT  of  youth.  Mo- 
relli perceived,  with  delight,  in  his 
Cong.  Mao.  Nb.  51. 


divert  him  from  it.  He  was,  there- 
fore,  received  into  the  monastery 
of  the  Servites  at  Venice,  in  the 
month  of  November,  1566,  when 
but  in  his  fourteenth  year. 

Seldom  has  it  happened  (as  it 
undoubtedly  did  in  this  instance) 

Q 


114  Memoir  of  Father  Paul  Sarpi,  the  Venetian.         [[March, 

that  the  professed  objfeot  of  enter-    pectecl  to  produce  but  licentious- 
ing   into  a  monastery,    has  been    ness,  bigotry,  and  cruelty  ?     Ac- 
that  really  pursued.     Those  per-    cordingly,  as  the  work  of  reforma- 
soiis  "are  very  rare  and   peculiar    tion  has  prevailed  in  any  part  of 
specimens  of  human  nature,  even    Christendom,  the  most  awful  dis- 
when  sanctified  by  divine  grace,    closures  have  beep  made  of  the  in* 
who  are  capable  of  being  secluded    ternal  state  of  such  institutions, 
from  the  world,  without  being  in-        Father  Paul,  however,  embraced 
)ured,    rather    than    profited,    in    the  life  of  a  monk  from  conscien- 
their  religious  concerns.     The  de-    tious,   though  mistaken  motives ; 
clarations     of    Scripture,     which    and  he  continually  sought  the  ad- 
teach  us  that  man  is  formed  for    vantages  which  he  had  been  taught 
society,  are  confirmed  by  all  cor-    to  expect  from  it,   in  devotional 
rect  knowledge  of  human  nature,    exercises,  and  in  contemplating  the 
especially  in  its  fallen  and  degene-    grace  and  love  of  the  divine  Re- 
rate  state.      Nor  is  religion   de-    ilcemer,  an  entire  reliance  on  whose 
signed  to    counteract    the    social    merits  he  often  expressed  in  the 
principle,  but  to  purify  and  restore    most  simple  and  touching  Iwguage. 
it  to  its  primitive  use.     Monastic    To   religious  exercises  he  united 
institutions  we,  therefore,  consider    the  most  diligent  and  useful  studies. 
As  contrary  to  the  spirit,  and  in-    In  proof  of  his  assiduity  in  studying 
deed  to  the  letter,  of  scripture.*    the  sacred  Scriptures,  it  is  related 
Those  persons  who  are  most  likely    of  him,  that  he  could  repeat  the 
to  live  in  them   innocently,   are    whole    of   the    New    Testament 
just  the  tnen  whose  light  and  in-    memoriter,  and  that  it  being  his 
fluence  are  most  wanted  in  a  dark    custona  to  draw  a  line  under  any 
and  evil  world ;  and  for  such  cha-    passage  which  he  intended  to  cx- 
racters  to  leave  the  world,  (were    amine  more  carefully,  the  whole 
it  possible,)  is  to  desert  their  pro*    of  his  Greek  Testament  was,  at 
per  duty  and   station  in  society,    length,  thus  underlined.  He  tnm- 
But,  too'generally,  what  have  been    ed  his  attention,  also,  to  civil  and 
denominated  religious  houses,  have    common  law — to  physic,  botany, 
been  any  thing  but  religious.   Oc-    and  chymistry— in  all  which   he 
cupied,    as  they  most  commonly    made  great  progress.     With  his- 
have  been,  by  men  of  narrow  and    tory,  as  it  is  proved  by  his  wi)rks, 
vacant  minds,  by  the  ignorant  and    be  was  minutely  acquainted;  and 
die  idle,  what  could   the  leisure    in  anatomy  he  was  so  great  a  mas- 
Which  they  have  afforded  be  ex-    ter,     that    the    famous    Professor 

. Aquapendente  confessed  his  dbli- 

r>  !,  ^"^ «'"''?  ?.^  his  subsequent  woiiis,    nations  to  him.     Yet,  after  aU,  it 

.  Father  Paul  mmself  traces  monaclusm  ^  •         »  ^  «.  i  ^- 

to  its  origin  with   much   learnin-   and  ^^^   OWmg  to   indst  linusttal  Cir- 

exactness.    He  shows  that  it  commenced  cumstancee  that  his  tm^ftiled  ta- 

.in  Egypt  about  the  year  300,  and  passed  lentSxand  -acquirements  were  not, 

from  that  country  into  Greece  about  fey  his  Situation,  rendered  utterly 

.  seventy  years    artei*ward8.      He   states,  i        j.  t^*^^ 

also,  that  it  was  brought  into  Italy,  by  ^^^}^  mankmd. 
Atbanasius,  about  the  year  350,  but  th^t         Having  distinguished  himself  m 

it  met  with  little  encouragement  at  Rome,  an  extraordinary  manner,  in  a  pub- 

and  in  the  parts  adjacent,  until  the  year  Jic  disputation  ftt  Mantua,  when 
500,  when  EquiUus,  a  Benedict,  raised         i     ;„  hia  twpntiPth  xtf^r    he  was 

it  into  greater  credit.     All  this  is  un-  ^"v  *"  ^^  twenoetn  year,  de  was 

questionable ;  yet  Bellarmine,  that  trusty  favoured  With  particular  attention 

advocate  of  every  thing  which  the  ChuiTcfa  by  William  Dnve  of  Mantua,  whose 

of  Rome  has  chosen  to  sayor  do,  gravely  pressing   inviutions   allured   him 

oftl^HS^.'L^invr?:^^  ""  "T'""    froni  ^>8  retirement  to  that  city. 

pr    uistitutions    wnich  had  never   been     ▼»        i_         •        j    i  •         ^^ 

thoti^ht  of,   until  three  hundred  years    Here  he  enjoyed  tlie  society  ot  seu 

«fter  the  New  TestemeiM;  w^s  c6uiploted.     veral  eminent  pers^ne^  by  whosis 
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conversation  his  knowledge  of  the    pidly  in  his  fnvour,  w«s  arreeted 
world  was  much  enlarged^  but  most    in  its  course;  and^  on  account  of 


of  all  by  that  of  Cancilio  01ivo>  who 
had  been  secretary  to  the  popish  le» 
gate  at  the  Council  of  Trent,  and 
who  gave  him  mucli  information 
respecting  that  celebrated  assem- 
bly. But  though  distinguished  by 
the   most    liberal   marks  of   the 


his  free  opinions,  he  was  denied 
a  bishoprick  by  Clement  VIII.  It 
was  no  sooner  known  that  oppo- 
sition to  Sarpi  was  not  unaccept- 
able to  the  powerful,  tlian  he  was 
assailed  by  a  host  of  adversaricyi. 
The  offices  of  trust  to  which  he 


Duke's   friendship,  to  whom  he    had  been  appointed,  were  not  to 
was  appointed  chaplain,  as  well  as    be  held  by  a  person  of  his  strict 


public  professor  of  divinity  in  the 
cathedral  of  Mantua,  he  soon  sigh- 
ed for  restoration  to  his  beloved 
privacy,  ior  the  loar  of  which  he 
found  nothing,  in  »  life  at  court, 
which  eould  be  to  him  an  ade- 
quate compensation.    He  returned 


integrity,  without  involving  him 
in  frequent  contests  with  eonrupl 
men,  whose  avarice  had  fed  upon 
the  public  abuses.  Amaag  these, 
one  Collissoni  is  particularly  men^ 
tioned,  in  whom  Father  Paul. had 
once  placed  a  confidence,  of  which 


to  Venice,  after  the  absence   of    he  afterwards  found  him  mo8t.iii»v 


two  yeara. 

At  twenty^two  years  of  age  he 
took  priesf  s  orders,  and  was  short- 
ly after  admitted  a  member  of  the 
famous  college  of  Padua.  And  ao 
rapidly  did  he  acquire  public  con«* 
fidence  and  esteem,  that,  in  1 579, 
before  he  had  attained  to  the  age 
required  b^  the  statutes,  he  was 
appointed  Provincial,  or  Superin* 
tendant  of  all  the  convents  in  that 
^srovince ;  not,  however,  before  he 
had  obtained  great  influence  over 


worthy,  and  by  whom  he  was  now 
repaid  with  the  basest  ingratitude 
This  man  laid  various  charges 
against  his  benefactor  before  the 
Inquisition  at  Rome,  the  principal 
of  whidi  was  founded  on  a  letter, 
written  in  friendly  ooiific^nce  to 
himself,  in  which  Father  Paul 
said,  y  that  he  detested  the  court 
of  Kome,  and  tliat  no  preferment 
was  obtained  there  but  by  dis^ 
honest  means."  The  charge  was 
not  to  be  denied,  axui  the  dispifia^ 


the  monks,  by  the  regularity  and  '  aure  wliich  it  excited  may  be  easily 
sanctity  oi  his  deportment,  who,  conceived ;  but  the  gneat  reputar 
at  his  approach,  were  accustomed  tion  of  Father  Paul  protected  him^ 
te  lay  aside  any  improper  conver-'  at  this  time,  from  a  storm  which 
sation  in  which  they  had  been  en-  ^  would  have  overwhelmed  «  perao^ 


gaged,  saying,  *'  |iere  comes  the 
bride,  let  us  be  serious,  and  change 
our  discourse."  He  waa  also  ad^ 
vaneed  to  the  rank  of  Procurator 
Gcoerid  of  the  Servites,  and  chosen, 
with  two  «liic0s,  to  arrange  the  re- 
gidatioxis  and  statutes  of  the  monks 
of  that  order.  . 

These  new  appointments  led  Fa- 
ther Panl  to  Rome,  where  he  re- 
sided three  years,  and  saw  nothing 


of  less  consideration. 

But  an  event  took  place,  in 
l606,  which,  in  its  consequences, 
set  Father  Paul  and  the  court  qf 
Rome  at  variance  for  ever.-  Thw 
was  a  dispute  between  Pope 
Pius  V.  and  the  reputdic  of  Ve- 
nice, ocJCasioned  by  some  laws,  fih' 
acted  by  the  latter,  whidi,  it 
was  insisted,  by  the  adherents  6£  - 
Rome,  encroached  upon  the  papal 


bat  what  tended  to  weaken  his,   prerogative.    Cardinal  Bellarmioe, 


attadmient  to  the  court  of  the 
Holy  See.  The  manner  in  which 
he  expressed  his  disgust  soon  be- 
cune  so  well  known,  in  that  quar- 
ter, that  the  current  of  promotion, 
whidi  had  hitherto  tiowcd  so  ra- 


and  others,  appeared  oh  the  si^ 
of  Rome,  and  contended,  with 
weak  arguments,  but  with  hi^ 
and  imposing  language,  tiiat  the 
claims  of  hir  Holiness  were  such 
as  these:    '^  That  he  is  inv^fsted 
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with  all  the  authority  of  heaven  points  at  issue.      The  challenge 
and  earth :  that  all  princes  are  his  not  being  accepted^  he  continued 
vassalsy  and  that  he  may  annul  to  write  as  the  state  of  the  contro- 
their  laws  at  pleasure :  that  kings  versy  rendered  it  necessary.  Thus 
may  appeal  ta  him^  as  he  is  tern-  his  publications  became  very  nu- 
poral  monarch  of  the  whole  earth:  merous^   and  excited  such  atten- 
that  he  can  discharge  subjects  from  tion*  in  different  parts  of  Europe^ 
their  oaths  of  allegiance^  and  make  that  the  court  of  Rome  was  greatly 
it    their  duty    to  take  up  arms  alarmed.  The  consequences  of  the 
against  their  sovereign:    that  he  contest  with  Luther^  which  hap- 
may  depose  kings^   without  any  pened  ninety  years  before,  were 
fiuilt  committed  by  them,  if  the  probably  remembered ;  and,  at  the 
goodof  the  church  require  it:  that  end  of  sixteen  months,  the  Pope 
the  clergy  are   exempt  from  all  gladly  availed  himself  of  the  prof- 
tribute  to  kings,  and  are  not  ac->  fered  mediation    of   the    French 
countable  to  them,  even  in  cases  of  King,  Henry  the  Fourth,  by  whose 
high  treason :  that  the  Pope  can-  int^erence  the  matter  was  ac- 
not  err :  that  his  decisions  are  to  commodated,  on  terms  very  ho- 
be  received  and  obeyed  on  pain  of  hourable  to  the  Venetians, 
ain,  though  all  the  world  should        The  dispute  was  now  considered 
judge  them  to  be  false :  that  the  at  an  end,  and  full  absolution  was 
Pdpe  is  God  upon  earth ;  that  his  given  to    the  Venetians   by  the 
sentencp  and  that  of  God  are  the  Bishop  of  Rome,  by  whom  their 
same ;  and  that  to  call  his  power  whole  state  had  been  laid  under 
in  question,  is  to  call  in  question  an  interdict.  Their  public  worship 
the  power  of  God."  was  pronounced  to  be  again  canoni- 
Such  is  the  abstract,  given  by  cal,  and  all  the  rites  of  religion  were 
an  elegant  author,   of  the  eccle-  allowed  to  be  celebrated.    As  op- 
siastical  maxims  contended  for  by  portunity  was  afforded,  however, 
the  modest  champions  of  the  Pope,  such  of  them  as  had  been  mpgt 
The  Senate  of  Venice  called  Fa-  active  in  their  opposition  to   the 
ther   Paul   from   his  retired  and  Holy  See,  were  singled  out  as  the 
silent  pursuits  to  face  these  thun-  objects    of   its  displeasure ;    and 
dering  canons.      He  obeyed  the  Father  Paul,  in  particular,  was  re^ 
call,  but  not  before  he  had,   by  peatedly  warned,  by  his  friends, 
most  serious  deliberation,  accom-  that  he  ought  to  use  the  precau- 
panied  with  fervent  prayer,  satisfied  tions  of  one  whose  person  was  in 
himself  of  the  lawfulness  of  the  continual  danger.     To  these   ad- 
wa^rfare  to    which  it    summoned  monitions    he    modestly    rej>lied, 
iiim.    The  weapons  which  he  em-  that  he  was  not  conscious  of  hav- 
ployed,    though  less    noisy  than  ing  offended  the  Pope,  since  he 
those  of  his  opponents,  were  more  had  only  maintained  a  just  cause, 
effectual,  in  the  estimation  of  all  and  that  he  would  submit  patiently 
by  whom  the  paramount  autho-  to  the  decree  of  heaven.     It  was, 
lity  of  scripture  and  reason  was  however,  soon  manifest  that  these 
acknowledged.     He  was  cited  to  cautions  were  not  unnecessary;  for, 
Rome,  to  answer>for  his  writings,  about,  six  months  after  the  accom- 
and  was  declared  to  have  incun*ed  nrodation,  the  Father  was  attacked, 
the  ecclesiastical  censures  and  pe-  on  his  return  from  the  palace  of 
nalties.     Paul  offered  to  dispute,  St.  Mark  to  the  monastery,  by  five 
in  public,  with  any  of  his  oppo-  assassins,     armed    with    different 
nents,   but  not  at  Rome,  which,  murderous  weapons,  who  gave  him 
with  reason,  he  did  not  consider  no  fewer  than  fifteen  stabs,  and 
as  a  place  of  sufficient  safety  to  a  left  him  for  dead.  Several  of  these 
disputant  with  bis  views  of  the  wounds  were  very  dangerous^  and 
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in  one  of  them,  passing  from  the    stances  'which  will  not  pennit  us 
ear  quite  through  the  cheek,  on    to  pot  upon  it  so  charitable  a  con- 


the  right  side  of  the  head,  the 
ruffian  who  inflicted  it,  was  obliged 
to  leave  his  stiletto,  being  unable 
to  withdraw  it.  It  was  in  the 
middle  of  the  afternoon  when  this 
outrage  was  committed ;  so  that 
an  alarm  was  soon  made,  and  the 
wounded  Father,  in  a  state  of  in- 
sensibility, was  carried  to  his  con- 
vent 


struction.*  The  assassins  found  a 
ready  and  secure  refuge,  first  in 
the  house  of  the  Pope's  nuncio  at 
Venice,  and  afterwards  in  the 
papal  dominions  themselves.  They 
were  even  treated  with  favour  and 
distinction  at  Rome ;  but  it  *  was 
known  that  they  all  perished  by 
violent  deaths,  with  the  exception 
of  one,  who  died  in  prison.     The 


No  language  spoken  on  earth^    broad    shield    of   the    pretended 
supplies  terms  of  execration  suffi-     vicar  of  God  was  not  able  to  pro- 


dently.  strong  to  be  applied  to  this 
bloody  deed;  which  may  be  re- 
garded as  the  last  and  capital  argu- 
ment of  the  Church  of  Rome  to 
confute  the  writitigs  of  Father 
Paul.  The  argument,  however, 
was  not  conclusive.  Father  Paul 
survived  the  stroke  aimed  at  his 
existence^  and  lived  to  inflict 
deeper  wounds  than  his  own,  not 
upon  the  persons,  but  the  cause 
of  his  enemies.  And  how  wretched 
is  the  cause  which  cannot  be  sup- 
ported but  by  such  means  !  How 
should  we  detest  all  such  methods 
of  defending  any  thing  which 
bears  the  sacred  name  of  religion ! 
And  here  we  cannot  omit  to  sug- 
gest that  all  intolerance  is  the 
ssaok  m  its  essence,  whatever  shape 
or  disguise  it  may  assume.  By 
the  law  df  Jesus  Christ,  causeless 
anger  is  adjudged  to  be  incipient 
murder;  and,  by  a  very  obvious 
parity  of  reasoning,  ^the  least  in- 
jury in  temporal  matters,  inflicted, 
attempted^  or  meditated,  against 
those  with  whom  our  reasons  do 
notp^ail,  or  ^hose  reasons  are 
too  strong  for  ourselves^  is  assassi- 
nation in  its  embryo  state. 

It  were  much  to  be  wished,  for 
the  credit  of  our  common  Chris- 
tiaiiity^  that  this  wicked  act  could 
have  been  attributed  to  some 
gloomy  aiid  bigoted  individual,  as 
the  instigator  of  its  immediate  per- 
petrators, without  making  it  the 
reproach  of  any  religious  commu- 
nity, or  other  public  body  of  men. 
But  it  was  followed  by  circum- 


tect  them  from  the  vengeance  of 
Him  **  who  ruleth  over  all ;"  and 
yet  the  Bishop  of  Rome  continued 
to  claim,  as  Christ's  vicegerent  on 
earth,  authority  to  administer  those 
laws  which  say,  ''  Love  your  ene- 
mies, bless  them  that  curse  you, 
do  good  to  them  that  hate  you, 
and  pray  for  them  that  despitefuUy 
use  you  and^  persecute  you  !"  On 
such  occasions,  the  pithy  remark 
of  Burnet,  respecting  the  pre- 
tended papal  infallibility  and  au- 
thority, always  occurs  to  us :  *'  It 
is  reasonable  enough  (says  he)  to 
apprehend,  that  if  God  had  lodged 
such  a  privilege  any  where,  he 


•  Father  Paul  afterwards  pleasantly  re- 
marked, that  his  wounds  were  inflicted 
ttylo  Romanae  curia:.  The  Father's  wit 
cannot  easily  be  translated  into  English  ; 
but  scarcely  any  other  words  could  have 
been  chosen  in  which  so  much  is  ex- 
pressed. They  both  intimated  his  opinion 
that  the  attack  of  the  assassins  was  insti- 
gated by  the  court  of  Rome,  and  that 
such  a  method  o/  proceeding  was  agree- 
able enough  to  the  spirit  and  principles  of 
persons  in  that  quarter.  He  used  another 
classical  phrase,  equally  short  and  com- 
prehensive, on  the  evening  of  the  day 
when  he  had  been  assaulted.  Holding  in 
his  hand  the  stiletto  which  had  been 
found  in  one  of  his  wounds,  and  which 
had  been  brought  to  him  at  his  own  re- 
quest, he  exclaimed,  Non  e  Umato; 
which  words  expressed  his  sense  both  of 
the  brutal  nature  of  the  attack  made  upon 
him,  and  of  the  unsuitableness  of  such 
weapons  in  a  literary  contest.  By  these 
laconic  alluaions,  than  which  nothing 
could  possibly  be  more  ingenious.  Father 
Paul  contrived,  in  the  most  delicate  man- 
ner, to  speak  volumes  in  reference  to  his 
own  views  of  this  diagvaceful  traosac^on. 
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would  haVe  so  influenoed  those  one  of  them^  friar  Antonio,  who 
who  were  the  depositaries  of  it,  was  admitted  near  to  his  person, 
that  they  should  have  appeared  both  as  his  amanuensis,  and  to  pec- 
somewhat  like  that  authority  to  form  for  hun  an  operation  iiFhich 
which  they  laid  claim ;  and  that  was  periodically  necessary  to  bis 
he  would  not  have  forsaken  them  health,  was  gained  over.,  to  be  his 
so,  that  for  above  eight  hundred  murderer.  The  plot,  however, 
years,  the  papacy,  as  it  is  repre-  was  discovered  by  means  of  inter- 
sented  by  their  own  writers,  is  cepted  letters,  in  which  an  enor- 
perhaps  the  worst  succession  of  mous  bribe  was  offered  to  Antonio, 
men  that  is  to  be  found  in  his-  to  incite  him  to  despatch  his  Q«a- 
tory."                         '  dragesimale,  as  the  murder  of  Paul 

Very  differ^t,  however,  were  was,  with  matchless  profimeness, 
the  principles  which  influenced  the  covertly    denominated.      One  of 
mind,  and  governed  the  temper,  of  ^e  plans  suggested  to  him,  was  to 
Father  Paul,  during  the  long  and  take  the  pattern  of  the  keys  of 
painful  illness  occasioned  by  thin  Father  Paul's  cell,  by  means  of  an 
atrocious    outrage.       When    his  impression  in  wax ;   and,  by  the 
wounds  had  been  dressed,  he  re-<  use  of  similar  keys,  procured  for 
quested  that  no  search  might  be  the  purpose,  to  admit  assassins  to 
made  for  the  assassins,  who,   he  murder  him   in  the  dead  of  the 
said,  were  all  strangers  to  him,  night.     Another  of  these  diabolical 
and  that  as  he  could  not  have  in*  contrivances,  was,  "  to  catdi  (as  it 
jured  them  in  any  thing,  so  he  was  expressed)  two  pigeons  with 
freely  forgave  them.     His   reco-<  one  bean,"  by  poisoning  both  Paul 
very  was  for  .  a  long  time   very  and  Fulgentio,  his  bosom  friend 
doubtful,  both  on  account  of  the  and    biographer.       Antonio    and 
nature  of   his  wounds,   and  the  Fruicisco,  another  friar,  were  fully 
delicacy  of  his  constitution.     The  convicted  of  the  plot,    and  con- 
poor  Father  wajs  little  more  than  a  demned  to  die  by  the  Council  of 
skeleton  at  best,  and  the  great  loss  Ten,  the  fairest  crimicial  court  of 
of  .bipod  which  he  had  sustained,  the  republic.     Father  Paul,  on  his 
made    his    case  almost    hopeless,  knees,  begged  that  their  lives  might 
The    torturp   which   he    endured  be  spared,  and,  in  compliance  ¥rith 
was    extreme.      The  senators  of  his   entreaties,   the  sentence  was 
Venice,  who  were  equally  indig-  commuted     The  instigators  of  the 
nant  at  his  injury,  and  concerned  plot  were  also  discovered,  among 
ibr  his   recovery,    procured  him  whom  there  was  no  person  of  rank 
the  help  of  surgeons  of  the  highest  inferior  to  that  of  cardinal ;  they 
reputation,  among  whom  was  his  were,  however,  fer  out  of  the  reach 
intimate     friend     Aquapendente,  of  the  Venetian  senate, 
who  attended  him  with  the  most        A  plan  was  fixtned  of.  seizing 
laudable    assiduity^      The  divine  his  person,  and  carrying  him  by 
blessing  crowned  with  success  the  violence  Qsn.  board  a  vessel  pre- 
efforts   of    human   skill ;    and,  at  pared,  for  the  purpose,  to  convey 
length,    an    admirable  cure  was  him  without  the  Venetian  jurisdic- 
efiected^  ti«x;  but  this  scheme,  and  others 

The  malice  of  his  enemies  was  of  a  similar  nature,  which  ari|^ated 

not  yet  exhausted.     Several  other  in  Rome,  was  rendered  vain  by  the 

attempts  were  made  upon  his  life,  oiution  and  solicitocb  of  fais  friends, 

and  he  was    obliged  to  confine  and  of  the  public  at  large,  who 

hin»elf  to    the    convent.      Even  could  not  but  look  on  tbe  good 

there  he  was  not  safe.     The  friars  Fadier,  as  an  invaluable  personage 

of  his  own  order  were  employed,  to  the  repuWc. 
if  papUsle,  to  destroy  him;  and  ^To^  eotUmuei*) 
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No.  XXXII.  assured  that  he  had  thousands  and 

urr    V   '      •    »    rii.1'    •  01  millions  of  days  to  spend  in  the 

This,  however,  cannot  be  said  of  little  importance  whether  to-mor- 
all  men.  There  are  many,  on  the  row  were  to  be  a  day  of  pleasure  or 
contrary,  to  whom  death  is  far  of  pain  ;  but  if  to-morrow  were  to 
from  being"  gain ;  and  some,  per-  fix  and  decide  the  aspect  of  all 
haps,  who  may  cast  their  eyes  over  these  days— if  all  were  to  be  spent 
these  pa^es,  to  whom,  if  death  as  to-morrow  was  to  be  spent,  he 
were  to  come  now,  it  would  be  must  feel  greatly  more  anxious  as 
unmixed  loss.  It  is  likely  that  to  the  state  in  which  the  sun, 
they  have  not  much  enjoyment  looking  down  as  he  rises  from  his 
even  at  present ;  for  "  the  way  of  cliambers  in  the  east,  would  find 
transgressors,"  we  are  told,  "  is  him.  Now,  death  fixes  the  ever- 
hard  f  and  "  there  is  no  peace,  lasting  state  of  men,  so  that  every 
saith  my  God,  to  the-  wicked."  individual  must  be  an  eternal  and 
Yet  the  Apostle  admits  that  there  infinite  gainer  or  loser  by  death, 
are  what  may  be  called  "  the  plea-  The  question,  then,  which  it  be- 
sures  of  sin;"  that  there  is  some  conges  all  men  to  put  to  themselves, 
gratification,  sensual  and  there-  is  the  following :  "  Will  death  be 
fore  grovelling  and  contemptible  gain  to  me }" 
though  it  be,  connected  with  the  To  that  question,  supposing  it 
mdulgence  of  the  wayward  and  to  be  put  by  the  reader,  I  an- 
depraved  appetites  and  passions  of  swer,  "If  you  have  been  born 
our  nature.  All  this,  however,  again  by  the  incorruptible  seed  of 
the  sinner  will  lose  at  death.  Now,  the  word,  it  will ;  if  this  be  not 
since  the  declaration  of  the  text  the  case,  and  death  should  find 
cannot  be  made  ^f  all  men,  I  pro-  you  in  youi:  present  state,  it  will 
eeed,  in  the  not  be  gain."     The  Apostle  tells 

First  place,  to  point  out  those  us  that  "all  have  sinned,  and  come 
persons  of  whom  it  may  be  said  short  of  the  glory  of  God ;"  that 
that  death  will  be  gain  to  them.         *^  all  the  world  has  become  guilty 

II.  To  show  in  what  respects  it  befisre  him ;''  that  all  men  have 
will  be  gain  to  them.     And,  divested  themselves  of  that  righte- 

III.  To  state  some  of  the  prac-  ousness  which  is  sufficient  to  an- 
tical  lessons  which  the  subject  is  swer  the  demands  of  the  divine 
adapted  to  teach.  law;   that  there   is  nothing  mt>- 

First,  then,  let  us  endeavour  to  rally  good,  hotliing  but  pure  and 

ascertain  who  thev  are  of  whom  it  unmixed  evil,  to  be  found  in  the 

may  be    said    that    *^  to    die   is  heart  of  man  by  nkture ;  ithat  he 

gain/'  is  born  "  a  Child  of  wrath  ;"  and 

It  16  iittpdefiiblefor  tis  to  put  a  that  tiie  "mind  of  the  flesh  is 

more  itopbrtatit  queitiim  to  our-  enmity  agiltlst  Gbd.*"    There  Are 

selves  than  the  fWloWing :  "  Will  thus  two  barriers  to  keep  tnen,  in 

death  be  gain  to  us  ?''     If,  indeed,  their  natural   state,    out    of   the 

the  8tat6  after  dtoth  Were  not  the  kingdom  of  heaven,  when   they 

iiltimiite  stale  of  beiftg^--if  it  were  die— the  barrier  of  guilt,  and  the 

merely  a  change  from  otie  state  of  barrier  of  pollution ;  and  both  of 

existence  to  another,  to  be  speedily  these  are  removed,  whr^n  an  iitdi- 

followed  by  others,  the  question  vidual  is  '*born   again"   by  the 

wouM  dW^lci  into  comparative  word  arid  Spirit  of  God.     For  the 

in9igili#cUid£^;  To  a  man  who  wad  Mdi  of  the  gospel,  by  which  tfi6 
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heart  is  purified,  receives  also  that  knock   at  your   dwelling,   death 

righteousness    which    makes   the  would  be  gain  to  you.    With  re* 

sinner  just,    even  the  righteous-  gard    to    others,    this    important 

ness  which  the  Son  of  God  finish-  point  is  not  so  clearly  decided ; 

ed  on  the  cross.     Death  then  will  and,  for  better  enabling  the  reader 

be  gain  to  all  who  have  been  jus-  to  ascertain  it, '  I  would  propose 

tified  by  the  blood,  and  saiictified  the  following  questions  to  him.  In 

by  the  word  and  spirit  of  Christ,  the  first  place,  T  ask,   "  Do  you 

These  are  the  two  capital  blessings  delight  in  spiritual  duties  and  ex- 

which  all  men  need,  which  it  is  ercises?"      And   in  putting  this 

the  design  of  the  gospel  to  con-  question  to  you,  I  mean  to  inquire, 

vey,  and  without  which  we  must  not  only  whether  you  are  in  the 

be  lost  for  ever.     And  as  both  are  habit  of  attending  the  public  wor- 

necessary  in  order  to  admission  ship  of  God,    but  whether  you 

*into  heaven,  or  in  order  to  death  have  any  love  to  it  ?  not  merely 

being  gain  to  us,  so  they  are  in-  whether  it  yields  you  satisfactiou 

separably    connected    with    each  of  any  kind  to  come  to  the  .house 

other.     All  who  believe  are  jus-  of  prayer,  for  there  is  a  carnal 

tified,  all  who  believe  are  sancti-  gratification   to  be  derived  from 

fied.     No  man  believes  the  gospel  that ;  but  whether  you  have  any 

who  is  not  born  again,  no  man  delight  in  the  solemn  and  spiritual 

bom    again   who    does    not    be-  exercises  that  are  carried  on  in  it? 

lieve  the  eospel.    Have  you,  then,  I  mean  further  to  inquire,  if  you 

(suffer    me    thus  to  address  the  delight  in   spiritual   exercises  in 

reader  personally,)  been  brought  private,  as  well  as  in  public?    I 

to  receive  it  as  "  a  faithful  saying,  do  not  merely  ask  if  you  practice 
and  worthy  of  all  acceptation,  that '  private  reading,   and  meditation, 

Jesus  Christ  came  into  the  world  and  prayer ;  but  if  you  have  plea- 

to  save  sinners" — have  you  been  sure  in  them— if  you  feel  that  you 

*'  renewed  in  the  spirit  of  your  could  not  live  without  them  ?    I 

mind" — have    you   been   ''  bom  ask,  if  the  word  of  God  is  your 

again  by  the  incorruptible  seed  of  chosen  companion  in  your  closets, 

the  word?"     The  question  is  not,  if  you  there  delight  to  hold  com- 

have  you  a  correct  knowledge  of  munion  with  God?     But  if  this 

the  theory  of  Christianity — is  your  is  not  the  case  with  you,  you  have 

external  conduct  correct — do  you  no  ground  to  hope,  that,  in  your 

make  a  practice  of  attending  the  present  state,  death  Would  be  gain 

public  worship  of  God  ?  for  you  to  you. 

may  have  ^'aname  to  live,  while        Secondly,    I  ask  if  you  jrield 

you  are  dead;"  you  may  possess  the  habitual  obedience  to  all  the  com- 

form,  without  the  power  of  godli*^  mands  of  God,  in  so  far  as  you 

ness:  but  the  question  is,  are  tfou  know  them?      ''Faith,"   we  are 

converted  to   God  9     Now,   if  in  told,  "  worketh  by  love ;"  by  that 

saying  this  I  am  perfectly  unintel-  love  to  God  which  cannot  fail  to 

ligible  to  you—if  you  have  no  exist  in  the  mind  of  him  who  has 

knowledge  of  a  mighty  moral  re-  been  ^'  begotten  again  to  a  lively 

volution   having    taken  place   in  hope,  by  the  resurrection  of  Jesus 

your  minds,  raising  your  thoughts,  Christ  from  the  dead/'  ^  And  love 

and  affections,  and  desires,  from  naturally  and  necessarily  leads  its 

earth  to  heaven,  from  sin  to  holi-  possessor  to  do  those  things  which 

ness,  from  the  world  to  God ;  it  are  well  pleasing  in  the  sight  of 

must  be  regarded,  I  fear,  as  con-  God.    The  ''grace  of  God  teaches 

dusive  evidence  that  you  are  not  to  deny  ungodliness^  and  worldly 

now  in  that  state  in  which,  were  lusts."     Has,  then,  the  grfice  of 

the  )ung  of  terrors  t(?i.  copie  ^d  God  taught  the  readex  to  4o  this  ? 
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Has  it  taaght  and  disposed  you  to  glory  of  God,  he  has  reason  to 

yield  a  cheerful  and  habitual  obe*  hope  that  death  would  be  gain  tO' 

dience  to  the  pure  precepts    of  him. 

God's  niost  holy  law  ?  Is  there  II.  I  pass  on  to  show  in  what 
any  one  duty  you  allow  yourselves  respects  death  would  be  gain  to 
knowingly  and  habitudly  to  vio«  a  Christian.  And  here^  I  observe, 
kte?  Is  there  any  one  sin  you  it  would  be  gain  to  him,  as  to  his 
permit  yourselves  thus  to  commit,  abode,  his  state,  his  society,  his 
either  publicly  or  privately  ?  Ah !  enjo3nnents« 
if  this  be  the  case,  to  die,  in  your  .  First,  if  the  preceding  state* 
present  state,  would  not  be  gain  to  ment  describes  the  character  of 
you.  the  readers  of  these  pages,  death 
Thirdly,  I  ask  whether  it  is  will  be  gain  to  them  in  respect 
your  desire  to  advance  in  your  of  their  abode.  They  will  gain 
knowledge  of  the  divine  will,  th^t  heaven  by  it :  for  the  souls  .of  be^ 
you  may  more  eminently  promote  lie  vers  enter  heaven  when  they 
tile  glory  of  God,  by  a  more  entire  die ;  to  "  depart"  is  "to  be  with 
and  habitual  conformity  to  it?  Christ."  In  conformity  with  this 
There  are  individuals  whose  con-  language,  the  apostle  Peter  assures 
sciences  are  too  much  alive  and  us,  that  those  who  make  their 
awake  to  allow  of  any  open  and  "  calling  and  Section  sure,"  shall 
visible  breach  of  the  divine  law.  have  administered  to  them,  ''  an 
Still,  however,  they  obey  with  re-  abundant  entrance  into  the  ever- 
luctance,  and  dissatisfaction ;  and  lasting  kingdom  of  our  Lord  and 
Aey  willingly  continue  as  ignorant  Sayiour  Jesus  Christ."  And  surely 
of  the  divine  commands  as  it  is  to  gain  heaven  by  dying  will  be 
possible  for  then^  to  remain.  They  ^n  indeed !  To  become  an  in- 
welcome  not  the  light  of  instruction  habitant  of  that  world  whete 
and  information,  lest  it  should  call  there  is  no  sin,  no  temptation,  no 
ibr,  as  they  have  a  shrewd  sus-  suffering,  no  death,  is  surely  in- 
picion  it  will,  a  sacrifice  of  every  finitely  better  than  to  remain  in 
one  of  their  darling  and  cherish-  the  present  state,  where  all  thede 
ed  propensities.  Such  is  not  the  things  are  to  l^e  found.  Here,  sin, 
spirit  of  Christianity;  such  is  not  the  cause  of  all  our  woe,  and  the 
the  spirit  of  a  Christian.  The  re-  shocking  consequences  of  its  en- 
ligion  of  Christ  inspires  genuine  trance  into  the  world,  meet  our 
"  delight  in  the  law"  and  service  view  wherever  we  turn  our  eyes ; 
of  God.  It  produces  so  warm  a  now  in  the  destruction  of  human 
regard  to  his  <;haracter,  so  ardent  virtue,  and  now  in  the  extinction 
a  desire  to  promote  his  glory,  that'  Of  human  life !  But  there,  "  God 
the  subject  of  it  rejoices  when  the  shall  wipe  away  all  tears  from  our' 
light  of  truth  brings  to  his  view  eyes,  and  the  days  of  our  moum- 
ftny  precept  which  had  hitherto  ing  shall  be  ended.  There  shall 
fiemained  undiscovered,  inasmuch  be  no  more  death,  neither  sorrow, 
as  it  afibrds  him  an  additional  op-  nor  cryings ;  neither  shall  there  be 
portunity  to  manifest  his  gratitude,  any  more  pain:  for  the  former 
by  obedience  to  God's  commands,  things  are  passed  away." 
If,  then,  the  reader  delights  in  Secondly,  Death  will  be  gain  to 
spiritual  duties  and  exercises— if  sudi  readers,  in  respect  of  their 
he  yields  habitual  obiedience  to  the  condition;  for  it  will '  raise  ^hem 
divine  commands,  as  far  as  lie  to  a  state  of  complete  mora!  purity; 
knows  them— and  if,  finally,  it  is  of  entire  transformation .  into  thei 
his  desire  to  advance  in  his  know-  holy  image  of  God.  They  will:  not 
ledge  of  the  divine  will,  that  he  merely  find  no  sin  in  heaven/  but 
may  more  eminently  promote  the  they  will  carry  none  thithtt*.  •  The 
I        CoNo.  Mao.  No.  51.  fi 
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^xalted  Hedeemer  is  now  making  tion  efTected^  '  bv  the  death  of 
^em  m^et  and  ready  for  the  p)ace  Christ,  between  heaven  and  earth 
he  is  preparing  for  them  in  the  —-between  the  holy  intelligences 
house  of  his  Father ;  and  when  above  and  redeemed  men ;  so  tliat 
the  important  process  of  spiritual  they  all  form  but  one  family  j  .and 
purification  is  complete^  he  will  of  the  church  J>elow  it  may  be 
say,  "  Come  up  hither,  and  enter  said,  '*  Ye  are  come  unto  mount 
upon  your  mansions  above."  Now,  Zion,  and  unte  the  city  of  the 
surely  to  gain  a  state  of  sinlesa-  Hving  God,  the  heavenly  Jerusa- 
perfection  by  dying,  will  be  gain  lem,  and  to  an  innumecable  corn- 
indeed!  Such  is  not  the  moral  pany  of  angels;  to  the  general 
conditioi^  of  believers,  while  thej  assembly  and  church  of  the  first- 
continue  in  the  present  world,  bom  which  arp  written  in  heaven. 
There  is  not  only  pollution  on  all  and  to  God  the  judge  of  all,  and 
sides  of  them,  but  there  is  pollu-  to  the  spirits  of  just  men  made 
tion  within  them.  Depraved  prin-  perfect,  and  to  Jesus  the  mediator 
ctples  and  affections  remain  in  the  of  the  new  covenant/'  The  mem- 
soul,  even  after  the  soul  has  been  bers  of  this  one  family  are  not, 
renewed  by  the  Spirit  of  the  liv-  however,  all  gathered  at  present 
^in^  God.  We  '^delight,"  indeed,  into  one  place.  They  are  ''  now 
**  m  the  law  of  God,  after  the  divided  by  the  stream,  the  narrow 
inward  man ;  but  we  see  another  stream  of  death.  Part  of  the  host 
Uw  in  our  members,  warring  have  crossed  the  flood,  and  part 
against  the  law  of  our  mind ;"  and,  are  crossing  now ;"  while  part  are 
ready  to  sink  under  the  burden  of  appointed  to  remafai  for  a  season 
this  war&re,  we  'often  say,  with  in  this  land  of  comparative  dark- 
the  Apostle,  *'  O  wretdied  i^aea  ness  and  woe.  To  die  is  gain  to 
that  we  are,  who  Atll  deliver  us  believers,  because  it  intYoduce^ 
from^  the  body  of  this  death  f  To  them  to  that  more  august,  as  well 
Qbtain  this  deliverance  mlisi  then  as  numerous  par(  cf  the  family, 
be  ^n  ifideed !  And  such  gain  which  dwells  in.  the  gloriovs  abode 
awaits  all  .0ie  people  of  God !  The  of  whieh  we  have  been  just  speak- 
moment  of  death  will  complete  tl^e  ing.  It  introduces  thooa  int^  the 
purification  of  the  immortal  ^rit ;  presence  of  the  Father  of  the  whole 
and  the  emancipated  captive,  soar-  fiunily,  to  the  great  Ete^mal,  where 
ing  aloft,  and  winging  her  way  to  he  permits  his  face  to  be  viewed, 
the  gates  of  Paradise,  will  carry  without  a  veil  between.  It  intro^ 
none  of  the  defilement  which  duces  them  into  the  presence  of 
cleaved  to  her  in  this  world,  with*  their  elder  Brother;  for  to  die  is 
in  its  walls— no  mistakes,  either  to  depart  to  be  with  Christ.  It 
of  the  understanding,  or  of  the  introauoes  them  into  the  presence 
heart !  Oh !  if  we  could  but  of  "  the  angels  whp  kept  their  first 
catch  a  view  of  her  when  admitted  estate ;"  to  the.  oountkss  myriada 
to  the  beatific  vision  of  the  Lamb-—  of  our  race  who  have  gone  before  ; 
if,  but  i(^  a  moment,  we  could  be  to  Adam,  and  Enoch,  and  Noah, 
permitted  to  gaze  on  her  bright  and  all  the  patnwrchs ;  to  Samuel, 
and  daazltng  glocies,  arrayed  as  and  David,  and  all  the  prqphets ; 
Ab  is  in  the  gannents  of  rootless  to  Paul  and  all  the  apostles ;  to 
motvl  purity,  we  could  no  longer  Luther,  and  Calvin,  and  Knox, 
doubt  that  *'  to  die  is  gain"  to  the  and  the  whole  of  the  biright  host 
people,  of  God.  of  refi^rmers  a^id  martyrs;  It  will 
.  Thirdly*  It  will  be  gain  to  them,  intiioduce  us  to  multitudes  whose 
ki  point  of  society.  Those  are  faces  we  never  saw  in  the  flesh, 
be^tiful  words  of  the  Apostle,  in  but  whose  names  and  \irhoae  worth 
w^}ch  he  exhibits  the  recohoilia-  were  dear  to  our  hearts.    It  will 
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reitoie  to  u^  those  precious  Cbris-  and  the  present  state  ^  the  people 
tian  friends^  and  relatives,  wboee  o(  God.     This  is  a  state  ct  tnai 
loss  has  made  a  vend  in  our  hearts,  and  suffering ;  ikal,  of  enjoyment, 
which  xbthing  on  earth  ean  fill;  ''In  the  world,"  said  our  Lord, 
and,  if  a  sigh  should  be  on  the  **  jt  shall  have  tribulation';"  but 
point  of  escaping  us,  at  the  recol-  **  there  remaineth  a  rest  to  the* 
lections  of  others  who  remain  be-  people  of  God/'  At  the  great  daj, 
bind,  it  would  be  repressed  by  they  shall  receive  the  plaudits  of 
the  thought  that  they  are  on  the  their  Judge,  and  *'  enter  into  the 
road  to  join  us !     Such  is  the  soci^  joy  of  their  Lord."    ''  They  shall 
ety  to  which  death  will  introduce  be  caught  up  together  to  meet 
usl    society,  from  every  member  the  Lord  in  the  air;  and  so  shall 
of  which,  though  in  his  own  nature  they  be  for  ever  with  the  Lord !" 
callable  of  sin,  all  actual  pollution  In  company  with  the  angelic  hosts, 
will,  as  we  have  seen,  be  cleansed  they  shall  return  back  with  their 
away  ;  the  harmony  of  which  can  Redeemer,  and  their  King,  to  the 
never  be  disturbed,  (as,  alas !  is  too  splendid  capital  of  his  dominions-^ 
commonly  the  case  in  the  present  to  that  ^'  city  of  pure  gold,  like 
state,)  by  a  single  jarring  note,  unto  clear  glass,  which  has  no 
There  will  be  no  stubborn,  per-  need  of  the  sun,  or  of  the  moon 
verse,   uiiacoommodating  tempers  to  shine  in  it;   for  the  glory  6i 
in   heaven-— no    angry  passions,  God  doth  listen  it  T    They  shall 
promptii^  aagry  looks,  and  angry  sit    down    with    Christ    on    his^ 
word»— no  vestige  of  what  will  throne,   and  reign  with  him  Ibr 
sometimes*  obscure  the  sunshine,  ever  and  ever.  Surely  to  die  mu«t 
and  detract  from  the  enjoyment,  be  gain  to  the  people  of  God,  in 
of  the  brightest  and  happiest  so-  respect  of  enjoyment 
ciety  in  this  world-— all  will  be        III.  Let  us  look  at  the  practical 
union,  harmony,  and  love !  influence    and  tendency  of  thia 
Fourthly,    It  will  be  gaift  to  subject.    And,  in  the  first  place, 
them  in    respect^  of  enjoyment.  I  observe,  it  is  calculated  to  T«« 
This  cannot  indeed  be  otherwise,  move  those  fears  of  death  by  which 
If  their  abode  be  superior,  if  their  some  of  the  Lord's  people  are  sub** 
characters  be  imprdred,  if  their  ject  to  bondage.  Oh!  if  our  hearts 
society  be  perfect,  tiieir  bliss  must  acquit  us  of  unbelief —if  we  have 
of  course  he  complete.   Hence  the  reason  to  hope,  on  a  careful  com- 
Apostle  saya,  that ''  to  depart,  and  parison  of  the  whole  of  ^our  cha« 
be  with  Christ,  is  better"— better  sacter  with  the  word  of  God,  t^t 
in  point  of  security,  better  in  point  we  are  accepted  of  God,  and  made, 
of  enjoyment*    Nor  is. it  merely  in  some  measure,  "  meet  fior  the 
better ;  this  inspired  writer  adds,  inheritance  of  the  saints  in  light"<« — 
that  it  is  "Jar  better!"  it  is  in-  why  should  we  fear  to  (tie f     Is  it 
comparably  better,   indescribably  possible  that  we  can  have  any  re- 
better,  inconceivably  better !     For  luctance  to  quit  a  polluted  abode, 
it  will  satisfy  the  desires  of  the  and  to  enter  a  pure,  and  splendid, 
immortkl  s  spirit,^  capacious    and  and  glorious  one—any  reluctance 
vast  though  they  be ;  so  Vast,  and  to  bear,  not  faintly  as  now,  but 
so  capacious,  that  nothing  Aort  of  brightly  and  eonipletely  as  we  shall 
the  supreme  good  can  adequately  do  hereafter,  the  image  of  the  Sa» 
fill  them  !     "  1  shall  be  satisfied,"  viour-— any  reluctance  to  mingle 
sadd  the  Psalmist,  %,wheq  I  awak6,  with  the  blessed  society  of  hea- 
with  thy  likeness/'     There  is  a  ven— any  reluctance  to  enter  upoq 
most  nuurked  and  striking  differ-  a  state  of  pmre,  and  perfisct,  and 
ence  in  tlie  descriptions  which  the  uninterrupted,  and  everlasting 
Scripturel  give?  us  of  the  future  joybienti      Surelj  we  can 
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And  is  not  death  the  pre*    spiritual  body."     And  when  the 

transformation  is  oomplete,   they 


nonef 

lude  to  all  this  ?  Yes ;  it  is  "  to 
depart,  and  to  be  with  Christ, 
which  is  far  better!"  Let  only 
their  due  weight  be  given  to  these 
considerations,  and  they  will  bear 
us  &r  above  the  fear  of  deaths  and 
produce  in  us  an  habitual  readi- 
,  ness  to  depart,  whenever  it  is  the 
will  of  God  to  take  us  away.  I 
observe. 

Secondly,    It    is  calculated  to 


shall  be  caught  up  to  meet  die 
Lcnrd  in  the  air,  and  so  shall  they 
be  for.  ever  with  the  Lord.  Where- 
fore comfort  ye  one -another  with 
these  words." 

Thirdly,  The  subject  is  calcu- 
lated to  excite  the  deepest  con- 
cern with  reference  to  those  to 
whom  de^th,  in  their  present 
state,  would  not  be  gain.     In  the 


assuage  our  grief  under  the  loss  of  midst  of  life  we  are  in  death,  and 

friends   and  relatives  who    have  the  very  next  moment  may  be 

**  died  in  the  Lord."     They  are  their  last  i    And  if  that  were  to 

infinite  gainers  by  the  exchange  be  the  case,  their  loss  would  be 

they  have  made — an  exchange  of  both  immense  and  irreparable ;  it 

weariness  for  repose,  of  suffering  would  be  great  in  point  of  abode. 


for  enjoyment,  of  sinful  dying 
friends  for  perfect  and  immortal 
ones,  of  darkness  for  light,  of  earth 
for  heaven !  Their  spirits  are  join- 
ing in  the  hallelujahs  of  **  the 
saints  in  light,"  while  their  bodies 


great  in  point  of  state  and  charac- 
ter, great  in  point  of  society,  great 
in  point  of  enjoyment !  "  The 
wicked  shall  be  turned  into  hell." 
They  shall  be  driven  from  the 
presence  of  God,  into  *''everlast- 


are  not  dead,  they  only  sleep  !    At  '  ing  fire,"  togetlier  with  ^*  the  devil 
the  trump  of  God,  the  dishonour**    and  his  angeW    "  And  God  shall 


able  fetters  in  which  they  are  now 
held  shall  be  burst  asunder,  and 
they  shall  come  forth  from  the 
grave  in  all  the  freshness  and 
bloom  of  immortal  youth  and  vi- 
gour. ^^  They  are  sown  in  dis- 
honour, they  shall  be  raised  in 
glpry;  they  are  sown  in  weak- 
ness, they  shall  be  raised  in 
power;"  the  body  that, is  com- 
mitted to  the  grave,  '^  is  sown  a 
natural  body,  it  shall  be  raised  a 


rain  upon  them  snares,  fire,  and 
brimstone,  and  an  horrible  tem- 
pest ;  and  this  shall  be  the  ever- 
lasting portion  of  their  cup !"  Oh  I 
while  the  tear  of  pity  bedews  our 
cheeks,  let  the  heart  of  christian 
love  pour  upon  them  all  the  stores 
of  its  tenderness,  and  let  the  hand 
of  duristian  exertion  never  relax 
in  its  efforts,  till  we  have  plucked 
them  as  *^  brands  from  the  ever- 
lasting burning." 


ORIGINAL   ESSAYS,   COMMUNICATIONS,   &c. 


IPrife  <S00afi« 


AN  HISTORICAL  ESSAY  ON  THE 
CONVERSION  OF  THE  BRITONS 
TO  CHRISTIANITY. 

The  conversion  of  the  Britons  to 
Christianity,  though  blended  with 
legendary  lore,  monkish  fable,  and 
popish  miracles,  is  a  subject  of 
tlie  most  lively  interest  to  every 
Christian,  and  to  every  Briton.  It 
ii  higldy  pleasing  to  the  Christian 


to  contemplate  the  astonishing  pro- 
gress of  Christianity  in  the  first 
century,  and  to  the  Briton  to  con- 
trast his  present  state  of  elevation 
among  the  cultivated  nations  of 
the  world,  with  the  savage  degra- 
dation of  his  ancestors,  under  the 
infiuence  of  druidical  surpersti- 
tion. 
This  Historical  Essay  is  intend- 
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ed  to  furnish,  the  reader  Vfi^  a    their  re*9pectiire  order.  The  angiiU 


standing-*pUice^  whence  he  may  be 
able  to  survey  the  primitive  state 
of  the  aboriginal  Brittms— to  as- 
certain the  period  and  the  instru- 
ments of  introducing  Chriistianity 
among  them—- and  to  trace  the 
progress  and  the  attendant  cir- 
comstanoes  of  their  conversion. 
A  survey  which  though  necessarily 
brief  and  imperfect^  while  it  awa- 
kens all  our  moral  sympathies^  will 
convince  us  that  our  ancestors 
stood  in  the  utmost  need  of  the 
Christian  religion. 
It  is  well  known  that  the  Bri- 


num,  Bxid  the  glass  nng^  were 
imposed  on  the  superstitious  mnl* 
titude  as  the  spontaneous  produo 
tions  of  nature,  though  they  were^ 
in  fact,  manufactured  by  the 
Druids. 

The  Druids  were,  undoubtedly^ 
a  learned  body,  versed  in  theo* 
logy,  philosophy,  astronomy,  phy- 
sic, and  other  sciences ;  and  per-* 
haps  there  never  existed  a  class  of 
men  who  have  preserved,  through 
the  mazes  of  superstition,  the  early 
history  and  opinions  of  mankind, 
with  so  much  simplicity  and  in- 


tons  had  ^mong  them  a  class  of    tegrity.   The  routine  of  their  edu- 
men,  called  Bards,   or  Druids,    cation  required  twenty  years  of  a 


▼ho  were  held'  in  the  highest  ve- 
neration, and  whose  professed  of- 
fice was,  to  teach  the  ignorant,  to 
encourage  virtue,  and  to  promote 
peace.  They  were  divided  into 
three  orders,  viz.  Bards,  Ovates, 
and  Druids^  with  a  chief  at  their 
head,  called  Y  Dryw,  or  Arch- 
druid.  The  Bards  were  poets, 
historians,  and  tracers  of  pedi- 
grees.    The  OvATEs  were  phy- 


pupil's  life..  Though  they  were 
acquainted  with  letters,  they  never 
committed  their  religious  mys- 
teries to  writing,  but  confined 
them  to  oral  triads  and  sacred 
poetry.  This  practice  is  parti<« 
cularly  noticed  by  Caesar,*  and 
ascribed  to  its  proper  cause— « 
"  neque  eos,  qui  discant,  litteria 
Gonfisos,  minus  memoria?  studere." 
Draidism   was    a   superstition 


sicians,  magicians,  and  musicians,  founded  upon  the  ruins   of  the 

The  Druids  confined  themselves  patriarchal  religion ;  many  of  the 

to  the  mysteries  of  their  religion,  'vital  and  essential   principles  of 

and  the  rites  of  their  temples.  All  which  were  retained  by  the  Druids. 

of  these  orders,   as  belonging  to  Davies,  in  his  Ce/iic  Researches, 

the  priesthood,   had  the  appella-  enumerates,  among  the  articles  of 

tion  of  Druid.  the  druidical  creed,  the  existence 

The  Druids  administered  then-  of  one  God,    tlie   maker  of  all 

rites  in  the  temple,  at  court,  and  things— the    superintendence    of 

in  the  cotUige;    for  seldom,   or  divine   Providence— the    immor- 

never,  was  any  religious  service  tality  of  the  soul-^-moral  responsi- 

performed   without  the  presence  bility ,  and  a  future  stete ;  but  when 

and  assistance  of  a  Druid.     The  the  Phoenicians  commenced  their 

whole  profession  wore  around  their  commerce  in  tin  with  the  ancient 

necks  a  ring  of  gold ;   but  their  Britons,  they  introduced  their  own 

vestments  were  of  different  co-  «tes ;  and  the  worship  of  the  host 

lours,  every  order  having  a  colour  of   heaven    became   incorporated 

peculiar  to   itself.      The    Bards  with  the  druidical  rdigion.    That 


wore  blue^  as  significant  of  peace : 
the  OvxVTES  wore  green,  as  den^ 
^n^  learning :  and  the  Druids 
arrayed  themselves  in  tvhiie,  as 
expressive  of  purity.  They  also 
carried  about  them  a  mystic  egg, 
which  contained  a  lunette  of  glass, 
or  a  small  ring  of  th^  .colour  of 


the  ancient  Britons  were  idolaters, 
is  evident  from  the  poetry  of 
Aneurin  and  TALiBsiN,^and  from 
the  Commentaries  of  C^bsar,  who 
was  personally  acquainted  witjli 
the  druid  Divitiacus.  -  Mr.  Peter, 


♦  Bell.  Cal.  L.v).  e.lX 
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of  CaeittAArthffn,  in  bis  V8lald>Ie 
f'  History  of  RJigian  in  Wales," 
f^res  a  catalogue  di  their  gods  and 
goddesses.  Many  other  gross  er« 
Mrs  crept  eventaally  into  their 
i^stein.  They  believed  in  the  ex« 
istence  of  an  evil  principle,  which 
they  Called  OwARTiiAWN;  they 
tavight  the  doctrine  of  the  metem* 
peychosis,  or  transmigration  of 
souls;  and  they  placed  heaven  in 
the  southern  parts  of  our  gldbe. 
For  the  performance  of  their  re« 
ligious  ceremonies,  the  Druids  si* 
ways  met,  while  the  sun  was 
aboVe  the  horizon,  in  the  open 
air,  within  a  drde  of  mOssy  stones, 
called  the  Bardic  Circle,  which  by 
all)  except  bardic  writers,  is  de« 
i^ominated  a  dmidic  temple. 

The  four  grand  and  sdemn 
bardic  days  were  the  two  equinoxes 
and  the  two  idstices :  every  new 
and' full  moon  was  also  observed 
a  subordinate  druidio  period. 


as 

On  March  10,  which  was  the  first 
day  of'their  year,  the  Druids  cut, 
with  very  solemn  pomp,  the  Mis* 
VLETOE.  On  the  fo«t  of  May,  and 
tlie  following  days,  they  kindled 
two  fires  in  every  village  to  liie  ho- 
nour of  Beli,  dbe  name  by  which 
tiiey  designated  Apollo.  On  Mid* 
summer  day  they  assembled  to  sup- 


soners ;  but  no  grounds  fbr  suck 
an  ofnnion  can  be  found  in  the 
druidic  doctrines,  in  Cymraic 
poetry,  or  in  bardie  traditioii* 
Their  disdpline  was  extremely 
rigorous,  and  the  thunders  of  their 
etcommantcation  were  truly  tre* 
mendottS. 

Thepridewithwhich  the  Druids 
contemplated  their  office,  and  the 
importance  which  each  order  as- 
sumed, formed  around  them  a 
rampart  of  exclusion  unpenetrable 
to  the  knultitude.  The  long  pe- 
riod necessary  for  education,  and 
&eir  rbystf^ous  mode  of  tuition, 
involved  the  populace  in  the  basest 
slavery  of  intellect,  and  in  the 
grossest  darkness  of  ignorance. 
The  pomp  of  the  druidic  office,  and 
the  splendour  of  its  dress  were  cal- 
culated tokeepthenaked  and  paint- 
ed Britons  lit  the  greatest  possiUe 
distance.  The  rude  grandeur  of 
their  temples,  imd  the  idolatrous  so- 
lemnities of  Aeir  bardic  days,  in- 
spired the  uncultivated  Britonfe  with 
the  keenest  sensibilities  of  ^persti- 
tious  awe  and  religious  dread  The 
rigour  of  dieir  diedplinci  and  the 
terrors  of  their  exconununications, 
gave  them  a  wondrous  power  over 
the  entranced  minds  of  their  devo- 
tees.   The  impositions  of  their  phi- 


plicate  a  Messing  on  the  labour  of    losophy,  and  the  mysteries  of  Uieir 
the  husbandman,  &e.    On  the  first    metempsychosis,  i^peaned  to  all, 


of  December,  every  family  through' 
out  the  <;ountry  came  to  their  re* 
spective  temples,  to  purchase  con« 
secrated  fire  of  the  Druids,  who  had 
enjokied  on  every  family,  under 
pain  of  excommunication,  to  put  out 
theirfirestheprecedingevening.  In 
imumentting  these  sdemn  bardic 
days,  the  writer  has  to  lament  that 
druidism,  through  all  the  pathless 
labyrinths  of  its  ruins,  presents 
not  the  least  vestige  of  a  Sabbath. 
Thdr  offerkigs  consisted  prind- 
pally  of  wh^t,  honey,  milk,  dew, 
acoths,  &c.;  and  their  principal 
sacrifices  were  sheep,  oxen,  stnd 
other  animals.  CAskn,  indeed,  m^ 
forms  us,  that  they  sacrificed  hu- 
man bdngs,  espeoally  their  pri- 


withcfut  the  pale  of  the  profession, 
as  the  breatbings  of  unbeheld  com- 
munions with  mysterious  agendes, 
shading  in  portentous  colouring 
their  future  destiny,  and  rivctted 
afi*esh  the  shades  that  bound 
them  in  their  mental  vassalage. 
At  the  same  time,  the  bewitching 
strains  pf  bardic  song  led  them, 
with  passionate  and  impetuous 
jseal,  to  follow  the  bland  voice  that 
conducted  them  to  a  wilderness  of 
doubt,  of  darkness,  and  of  death. 

From  the  wilds  of  druidism  we 
may  now  turn  to  a  region  where 
Ve  may  breathe  a  serener  atnio&- 
phere  of  thought,  and  where  the 
moral  scenery  opens  widi  fresh 
Jand  novel  beauty  to  our  view,  but 
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where  the  objeot  of  our  inc|uiry,  EussBiua^  who  had  every  op;* 

though  ai^ptfirent   in  the  distant  portunity  to  examine  public  re* 

prospect,  seems  dimmed  with  the  oords  and  documents,  for  satisfac* 

shades  of  ancient  times,  and  ob-  tion  qn  historical  subject^  gives 

scored  with  the  mists  of  early  the  weight  of  his  name  and  testi- 

biatoiy.    Tradition,  both  foreign  mony  to  the  same  tradition*    In 

and  native,  ascribes  the  introduc-  proving  that  the  apostles  could  be 

tion  of  Christianity  into  this  coun-  no  impostors,    he    says,  '^  What 

try  to  a  very  early  period ;  and  this  madness  were  it  iot  such  illiterate 

tradition  is  ably  supported  by  the  parsons,  who  knew  only  their  mo* 

most  respectable  authorities*    The  ther  tongue,  to  go  about  to  deceive 

age  of  the  apostles  is  generally  the  world,  by  preadiing  in  the  re* 

^ified  and  determined  as  the  motest  cities  and  countries !"     He 

period  of  this  illustrious  event.  concludes  this  sentence  by  sayings 

.  TfiBTULLXAN,  who  wTotc  about  that  some  of  them  *'  passed  over^ 

A.D.  200,  in  enumerating  the  dif-  the  ocean  to  tiie  British  ieletJ' 

ferent  nations  that  had  believed  in  OiLDAS  Badonicus,  in  the  only 

Christ,  mentions  "  all  the  bound-  work  which  haa  survived  him,  hie 

aries  ^  the  Spaniards,  all  the  dif-  '^  De  Eiccidio    Britawiniffi,"    aflbev 

^ent  nations  of  Gaul,  and  thofe  mentioning  the  defeat  of  Boadicea; 

parts  of  Britain  that  were  in-  in  A.  D.  6l,  says,  **  In  the  mean 

aecessible  to  the  Romans."  time,  Christ,  the  true  Sun,  superior 

OaioEN,  who  wrote  about  A.  P.  to  thi^  luminary  which  shines  in 

ilO,   in  his   fourth  Homily  on  die  firmament^  dis|^yed  his  divine 

Ezekiel,  exdaima,  "  When,  b^ore  19^^,  the  knowledge  c^  his  pie* 

the  advent  of  Christ,  did  die  lafid  cepts,    ia  this  island,  benundied 

/Britain  agree  in  the  worship  with  the  cold  of  winter/' 

^ one  God?"  The    testinHmies    of  Clemene 

AaNOBiye^  in  an  observation  on  Romanus,  and  Jerome,  might  liaye 

Psalm  147,  says,  that  '^  God  is  now  been  introduced  under  tUs  head 

kaown  to  the  Indians  in  the  East,  '  of  inquiry  ;  but  they  will  be  no^ 

and  to  the  Britons  in  tiie  West."  ticed,  with  more  propriety,  in  Ae 

Chrysostou,  the  famous  ora-  progress  of  this  Essay,  as  they 

tor,  who  flourished  about  A.  D.  400,  bear  equally  on  the  means  and  the 
safs^  '^  The  islands  ^  Britain,^  /lerioiof  the  introduction  of  Christ 

which  are  dtuated  beyond  our  sea,  tianity  to  this  oouatry. 

and  in  the  very  oee»i  itself,  have  Our  inquiry  into  the  xipANfl  of 

felt  ^  power  of  the  w<»*d ;  and  introdudng  Christianity  into  thitf 

even  there  churches  are  built,  and  country  will  furnish  us  with  addi«t 

altars  erected."  tional  evidences  in  ]^roof  of  ther 

Theodoret^  .  who  flourished  above  tradition.  Many  parsons  have* 

about  A.  D.  423,  from  a  full  ac-  been  mentioned  as  the  instrumented 

qoaintance  with  the  tradition  that  of  the  convansion  of  the  Britons  ; 

had  been  $o  respectably  support-  and  many  a  legend,  and  many  a 

ed,  and  so  extensively  circulated,  vision,  and  many  a  miracle^  haa 

enlaiges  smtc  luminously  on  the  been  advanced  to  support  theiir 

labours  and  jusamies  of  the  i^>06-  various  claims, 

ties,    and   ea^plidtly  states,    that  Bsns  accounts  £br  the  entrance 

"these  our  ^sheomen,  and  pub-  of  Christianity  into  Britwthrou)gh 

licansy^and  tent*makers,  had  pro-  the  means  of  a  letter  written  h(y 

pagated   the .  gospel   among    all  King  Lucius  to  Bcme,  in  A.D» 

nations;    not   only    among    the  1 56,  finrOmstian teadievs.  Widi« 

Roieans,   &c,  &c«   but   jalso  ijbe  out  detailing  this  account^  as  con«*. 

Britons,   ^he  Cimtnetfi,    and  the  tained    in .  his   History,    and    in 

Germana.  the  "  Genealogy  qf  Samts,"  I  A^ , 
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0^7  observe^  that  it  Is  attended  Britain ;  that  he  converted  theBri- 
with  so  many  difSculties,  and  con-  tons^  established  churches  among 
flicting  circumstances,  as  to  render  them^  ordained  bishops  over  thenij 
it  quite  untenable.     It  is  at  va-  and  then  returned  to  Rome.  Peter^ 
riance  with  the  concurrent  testi-  however,  was  a  minister  of  the  cir- 
monies    of   the    high  authorities  cumclsion,  and  therefore  confined 
cited  above,  in  favour  of  the  Intro-  himself  to  the  countries  where  the 
ductionof  Christianity  Into  Britain  Jews  were  dispersed.     It  will  be 
in  the  apostolic  age.  It  savours  too  a  difficult  task  to  prove  that  there 
much  of  the  marvellous,  that  all  were  any  Jews  in  Britain  at  this 
ttie  tettitories    of   South  Britain  time ;  and  more  so  still,  to  prove 
should  be  converted  almost  Instant-  that  Peter  ever  visited  them, 
ly ;  especially,  when  we  read.  In        The  tradition  that  received  the 
the  page  of  impartial  history,  that  most  general  sanction,  and  widest 
many  districts  continued,  a  long  circulation,  in  monkish  days,  was, 
time  after  this  date,  in  heathenish  that  Joseph  of  Arimathea,  after  a 
darkness.     It  can  be  very  easily  miraculous  voyage  to  Gaul,  came, 
proved,  that  there  was  no  such  in  A.  D.  6S,  over  to  Britain,  ac- 
king  as  Lucius,  at  that  time,  over'  companie<f   by    eleven    disciples, 
any  territory  in  Britain.  The  great  who  fixed  themselves  in  Somerset* 
authority  which  this  legend  as-  ^Ire.    Arviragus,  the  king  of  that 
cribes  to  Rome,  at  this  early  pe-  country,  gave  them  Ynys  Wydrin,  ^ 
nod,  betrays  its  monkish  origin ;'  Glastonbury,  for  their  residence, 
for  we  learn  that,  even  as  late  as  the  After  remaining  here  some  time, 
seventh  century,  the  British  clergy  the  angel  Gabriel  commanded  tliem 
reftisedto  acknowledge  the  supre-  to  build'  a  church,  and  dedicate  it 
macy  of  his  Holiness.  When  Gar-  to  tlie  Virgin  Mary.     Thie  legend 
MON  and  Lupus  arrived  here  In  details  the  miracles  they  wrought, 
A.iD.  4^9,  they  adopted  suchmea-  the  success  they  realized,  and  tlie 
sures    as  clearly  prove  that  the  sufferings  they  endured.     As  this 
ehttrches  in  Britain  had  not  been  was  in  A.  D.  63,  or  thirty  -  years 
previously    formed    into    regular  after  the  ascension  of  Christ,  Jo- 
dioceses  In  the  time  of  Luciusi.  seph,  who  was  not  young  at  die 
LasUy,  the  establishment  of  dio-  time  of  the  cruciiSxIon,  must  now 
cesan  bishops,  endowed  with  ample  have  been  well  stricken  in  years  to 
revenues,  can  be  clearly  demon-  travel    into  these  regions.      But 
strated  to  be  a  state  of  things  never  what  an  illustrious  exemplification 
known  among  the  old  Christians  of  apostolic  zeal  have  we  in  the 
of  Britain.  conduct  of  these  primitive   mis- 
Some  assert,    that  James,   the  sionarles,  who,  having  obtained  a 
son  of  Zebedee,  was  the  first  who  residence  for  themselves,  indulged 
preached  the  gospel  here,  in  A.  D.  in  their  dignified  ease  and  indo- 
41 ;   but  this  is  sufficlentiy  .con-  lence,  until  roused  to'  their  work 
tradlcted  by  the  fact,  that  James  by  a  voice  froih  heaven  !     This  le- 
was  put  to  death  by  Herod,  In .  gend  has  only  obtained  since  the 
A.  D.  44,  before  the  disciples  dis-  Conquest,  and  was  never  known 
persed  from  Jerusalem.     There  Is  before  that  time.     Dr.  Stillingfleet 
adso  a  tradition,  that  Simon  Ze-  has  proved, /fbat   the  raokiks    of 
lotes  preached  first  to  the  dritons  Glastonbury  had  no  charter  more 
in  A.  D.  47,  and  that  he  was  mar-^  ancient  tlian  the  one  presented  to 
tyred  by  the  Druids.   Others  have  them   by  King  Ina.    And    even 
judged,  with  greater  probability,  William  of  Malmsbury;  plainly 
that  his  ministry  was  confined  to  affirms,   that    Ina  was    the    first 
tile  East.    MfiTAPHRASTfis  asserts,  founder  of.  that  mpn^tery  ;   ^nd 
that  Peter  spent  iuany  years  in  Asserius,  In  his  "  CHR<iNicLE/* 
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corroborates  this  jUfirmationy    bj  from  the  writings  of  HeroioM* 
wpngy  tbat,  ^'  in  A.  D.  «7^,  King  Plutarch,  Tkeodor&t^  Eusebius,  6co* 
Ina  went  to  Rome,  and  died  there,  that  the  bounds  of  the  west  meant 
having  bailt  and  dedicated  a  mo-  Spain,  Gaul,  and  Britain.    He  has 
nastery  in  Glastonbury."    Stilling^  also    ai^ued,    from    a    corrected 
^eet  observes,  from  Lcland,  thiit  chronology    of   Paul's    imprison- 
the  name  of  the  Eremite,  wbo  first  ment,    that  he  had  sufficient  lei- 
formed  a  religious  institution  at  sure  and  opportunity  for  a  journey 
Glastonbury,  was  Joseph,  who,  in  to  Spain  and  Britain ;  that,  from 
the  disputes  of  religious  houses,  the  tliick  population  of  the  island, 
soon  afler  the  Norman  conquest,  the  extensive  colonial  settlements 
was  converted  into  Joseph  of  Ari-  of  the  Romans  in  this  country,  and 
mathea.  the  Christianity  of  Pomponia  Gre- 
Another  hypothesis,  which  bas  cina,  wife  of  A.  Plautius,  the  Bo- 
mudi  Mler  and  weightier  evi-  man  Lieutenant  here  at  that  time, 
dence  in  its  suf^rt  is,  that  Paol  he  had  sufficient  inducement  and 
was  the  apostle  of  Britain.     Paul  encouragement  for  his  undertake 
had  always  been  distinguished  as  ing ;  and  that,  from  the  testimoiky 
the  apostle  of  t^e  Gentiles.    In  of  the  fathers  to  the  early  Chris- 
his  Epistle  to  the  Romans,  he  in-  tianity  of  this  country  in  the  days 
timates  an   intended   journey  to  of  the  aposdes,  and  frtxa  the  stft- 
Spain.    Such  a  journey  has  been  tions  and   circumstances    of  the 
sil^ued  to  be  practicable  and  pro-  other   apostles,-  the  decisions  of 
bsdble,  as  be  had  to  reach  there,  fiiir  probability  are  in  favour  of 
and  proceed  thence  to  Gaul  and  Paul's  l^ng  the  first  preadwr  of 
Britain.— ^Ci^BMBNS  Romanos,  a  Christiaiiity  in  this  island* 
companion  ci  Paul,  who  must  have        Dr.  BuROSSs^t  the  amiable  and 
known  his  travels  for  the  pronml-  learned  Bishop  of  St  David's^  has 
gation  of  the  gospel,  affirms,  that  ably  defended  the  theory  of  Dr. 
"Ponl,  having  taught  ri^^teous-  StiUingfieet,  by  showing,  thait  the 
ness  to  the  -visible  worlds  and  hav-  common  computation  of  Paul's  mi- 
ing  travelled  to  the  utmost  bounds  ntstiy  originated  in  a  mistake  re- 
of  the  West,  (£9r<   rs  rep/tMi  ttfQ  spectang  the  duration  of  Feftiz^a 
hffBttt),   snfTered  nawetjtdaBou" '**^  government  of  Judea.    Hepcorvs 
TnaoDORST,    having   just  men-  that    Fdix  was   dismissed  frmxk 
tiooed    Spain,    says,    that    '^  the  Judea  in  the  second  3^ear  of  Nero; 
Apostle  brought  salvaticm  to  the  and,  therefore,  Paul  might  have 
idiMs  whick   lie  in   the  ocean"  come  to  Rome  in  the  latter  end  of 
meaning,    in  all  probability,   the  the  second  or  the  beginning  of 
British  i8les.^-^£ROME  says,  that  the  third  year  of  Nero,  i.  e.  A.  D. 
''Paid,    having    been  in    Spain,  56  or  57;    so  that  his    ralease 
went  ^rosa  one  ocean  to  another,  would  fall  out  in  5Q,  if  not  in  56. 
imitating  the  motion  and  course  of  Thus,  from  his  release  to  his  se- 
the  Sun   of  Righteousness,"   &C,  cond  imprisonment,   Paul  would 
and  tbat ''bis  diligence  in  preach-  have   eight  years  fbr   preadiing, 
ing  extended  as  far  as  the  earth  which  time  he  spent  in  Europe, 
it^"      In  anotiier  place  he  af-  for  the  eastern  Ohrisrians  f'saw 
finns,  that,  ^'  after  his  imprisrai-  his  &ce  no  mow^'' 
ment.  Paid  preadied  the  gospel        Eight  years  affiirdsd  a  sufficient 
is  the  wvestem   paM'-^a  ^rase  opportunity  fi»r  the  anddhtigable 
which  favours  this  hypothesis,  if  Apostle  to  accomplish  his  medi* 
taken  in  oonnexion  with  the  words  — '  '    ; .'   ^ ^. 

rf  CUUISNS  and  ThEODORBT.  t  Vi^ehi.  «  L^  to  .k>»  Ctenjy; 

Z    ^^  *    i_  I.  and  his  treatise,  entitlea,  *'  vnnst,  ana 

SriiAiNWJURET*    has    $bewn,  ^^t  St.  Peter,  the  Rock  of  the  Chnstiaa 

•  Origitiet  Btitmmkm.  Church.*' 
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taited  journey  to  Spain';  and  ^' with  through  the  treadiery  of  Areg^ 
regard  to  ,his  journey  to  Britain,"  wedd  Voeddawg,  (Carlismandua,) 
says  the  Bishop  of  St.  David's,  "we  .  the  daughter  of  Avarwy,  the  son 
possess  as  substantial  evidence  aS  of  Lkidd,&c.&c.  The  35th  Triad t 
any  historical  fact  can  require/'  naentions  "  the  three  holy  princes 
'    In  his  "  Letters  to  his  Clergy,"    of  the  isle  of  Britain :  Bran,  the 


blessed,  the  son  of  Uyr  Llediaith, 
who  first  brought  the  fkith  in 
Christ  to  the  nation  of  the  Cymry 
from  Rome,  where  he  had  been  fen* 
seven  years,  as  hostage  for  his 
son  Caradog,  whom  the  men  of 
Rome  ca,rried  into  captivity,  after 
being  betrayed  through  the  entice- 
ment, deception,  and  plotting  of 
Aregwedd.  Voeddawg,"  &c.  &c. 

Another  ancient  record,  called 
«  Bonedd  y  Saint,"  or  the  "  Ge- 
nealogy of  the  Saints,''  also  men- 
tions Bran  as  one  of  "  the  first  of 
the  nation  of  the  Cymry,  that  em- 
braced the  christian  faith." 

The  probability  of  this  account 
is  very  great ;  and  it  is  remark- 
able that  Dr.  Stilliugfleet,  in  his 
Origines  Britannicse,  conjectures, 
without  being  aware  of  the  tes- 
timony of  our    ancient    records, 
that  some  of  the  British  captives, 
carried   to   Rome  with    Cmdog, 
may   have   been  instrumental  in 
planting  Christianity  in  this  island. 
The  Bishop  of  St.  David'js,  also,  in 
a-  treatise,  "  Christ,  and   not  St. 
Peter,  the  Rock  of  the  Christian 
Church,"  page  14,  is  disposed  to 
conclude  that  Paul  accompanied, 
or  immediately  followed,   die  fi»- 
mily  of  Caradog,  on  their  return 
Essay,  to  enter '  on  a  defence  of    to  Britain.     This  event  took  place 
the  antiquity  and  authenticity  of    about  A.  D.  58 ;  and  Gildas  fixes 
these  Triads,  any  more  than  of  the    the  introduction    of   Christianity 
genuineness  of  the  £pistle  of  Cle-    here  ait  a  short  period  before  the  de- 


I](r.  Burgess  comments  on  the  cn-i 
ro  rcp/xa  ri;c  BviretDQ  of  Clemens 
Eomanus,  and  affirms,  that  they 
.necessarily  include  Spain  and  Bri- 
tain. He  then  proceeds  to  show, 
that  Paul's  journey  to  Britain  was 
-practicable;  that  Clement  was  a 
•perfectly  competent  judge  of  the 
extent  of  Paul's  travels ;  that  the 
literal  sense  of  his  testimony  is  ad- 
missible ;  that  the  rest  of  the  far- 
thers explain  and  countenance  his 
meaning ;  that  there  is  nothing  in 
the  works  of  the  fathers  contradic- 
tory to  its  literal  acceptatipn ;  that 
the  expressed  intention  of  Paul  ren- 
ders it  highly  probable ;  that  the 
fathers  assure  us  the  gospel  was 
preached  here  in  the  times  of  the 
Apostles,  by  some  of  the  apostles, 
and  ^particularly  by  Paul. 

L'Enfant,-  Beausobre,  Dr.  Lard- 
.ner,  &c.  deny  the  existence  of  this 
western  journey  of  Paul. 

Most,  if  not  all,  Cymraic  and 
•bardic  writers  of  the  present  day, 
ascribe  the  introduction  of  Chris- 
'tianity  among  the  Britons  to  Bran, 
die  father  of  the  famous  Carac- 
TAeus.  This  opinion  is  grounded 
on  the  authority  of  *'  The  Triads 
of  tlie  Isle  of  Britain."  I  trust  I 
shall    not  be   expected,    in    this 


mens  Romanus,  and  the  passages 
from  other  fathers.  In  the  Triads  * 
.of  the  Isle  of  Britain,  the  18th 
mentions  the  three  holy  families 
oli  the  isle  of  Britain :  the  family 
of  Brany  the  blessed,  the  son  of 
Xlyr  Llediaith,  who  was  that 
•Bran  who  brought  the  faith  in 
Christ  first  into  this  island  from 
Rome,  where  he  was  in  prison, 

*  Arch,  of  Wales,  ^oKii.  p.  61, 


feat  of  Boadicea,  in  A. D.  6l .  Paul 
was  in  Rome  when  the  family  of 
Caractacus  was  there,  and  made 
many  converts  there.  In  his  se- 
cond Epistle  to  Timothy,  he  men- 
tions Lintis,  and  Pudens,  and 
Claudia.  Our  antiquarians  argue 
that  this  Claudia  is  the  same  with 
the  Claudia  Ruffina  Britannis 
edita  of  Martial ;  that  her  name  is 

t  Arch*  of  Wales,  vol.  ii.  p.  63. 
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very  common  in  Wales^  Gladys 
Rupfydd;  and  that  she  was  the 
daughter  of  Caractacus.  Thus  we 
^d  that  Paul  had  access  to  the 
family  of  ^-CaraQtacus,  and  had 
made  converts  among  them  ^  that 
Bran  may  be  enumerated  among 
them;  and  that  the  Triads  have 
the  highest  probability  in  their  fa^ 
vour.  And  if  any  apostle  ever 
visited  this  island,  according  to 
thefathersy  it  could  be  no  other 
than  P^ud. 

It  would  have  been  a  pleasing 
task  tt)  conclude  this  Essay  by  fol- 
lowing out  the  progress  of  CIms- 
tianity^  and  recounting  its  illus- 
trious triumphs^  as  it  captivated 
one  and  another,  and  another,  till 
it  swayed  its  sceptre  over  many 
converted  profligates — many  hap- 
py f amities — many  flourishing 
churches — many  peaceful  neigh" 
hourhoods,  and  a  tranquil  country. 
The  writer,  however,  has  to  la- 
ment, that,  owing  to  the  influence 


REMARKS  ON  THE  REV.  T.  R 
DIBDIN'S  TOUR  IN  FRANCE 
AND   GERMANY. 

I  AM  a  kind  of  Bibliomaniac,  and 
have  long  felt  no  ordinary  degree 
of  pleasure  in  examining  old,  rare, 
and  curious  books,  in  all  depart- 
ments. An  account  of  an  old 
library,  or  a  catalogue  t>f  its  con- 
tents, is  quite  a  treat  to  me.  Every 
thing  relating  to  the  typographic 
art,  or  which  affords  a  view  of  its 
ancient  or  its  modem  state,  the 
splendour  of  its  execution,  or  the 
rudeness  of  its  eifotts,  alike  at- 
tracts my  attention.  You  will  easily 
suppose,  then,  that  the  annuncia- 
tion of  '*  A  Bibliographical,  Anti« 
quarian,  and  Picturesque  Tour  in 
France  and  Germany,  by  the  Rev. 
Tho.  Frognal  Dibdin,"  in  three 
volumes,  full  of  splendid  illustra- 
tive engravings,  would  whet  my 
appetite  in  the  highest  degree. 
But  as  the  price  of  the  work  was 
to  be  no  less  than  £lO.  10s.  what 


of  Roman  manners-— the  horrors  of  was  a  poor  Helluo  Biblorum  Jike 

Roman  persecutions — the  ravages  myself  to  do  ?    I  despaired  of  get- 

of  the  RoBian  wars,  and  transcen-  ting  even  a  peep  at  it,  except  in  a 

dantly  to  the  attachment  of  the  bookseller's  window  or  catalogue. 


Britons  to  their  venerated  Druids, 
the  march  of  Christianity  was  slow. 
At  an  early  period,  indeed,  some 
of  the  Druids  were  converted ;  but 
in^heir  hands  the  religion  of  Jesus 
became  a  kind  of  Christian  druid- 
ism,  or  druidical  Christianity.  In 
the  mean    time,    evangelists   af- 


However,  it  so  happens  that  i 
have  obtained  something  moie 
than  a  sight  4yi  it  The  gratifica- 
tion afforded  by.  its  exquisitely 
finished  engravings  sxidfac  similes 
— ~by  the  account  of  rare,  and  splen- 
did, and  curious  MSS.,  bibles,  mis- 
sals, £^nd  printed  books — and  by 


ter  evangelists,  continued  to  visit  the  light,  chit-chat  manner  of  the 

this  country,  who  restored  Chris-  author,  who  is  perfectly  at  home 

tianlty  to  its  jpurity.     The  druidic  in  any  Walk  of  Bibliomanianism,  I 

gSove  gave  way  to  the  Tree  of  cannot  possibly  express:  it  was  in«> 

life;  the  mistletoe  vanished  before  deed  a  luxurious  treat, 

the  Stem  of  Jesse's  rod,  and  the  But,  Gentlemen,  there  is  me- 

Ultle  stone  cut  out  of  the  mountain  thod    in    my  madness.      I    love 

without  hands,  came  rolling  ma-  '^  £)&)  T^ofce/S"  dearly,  but  I  love 

jestically  over  the  huge  Cameddau,  Christianity  more ;  imd  I  cannot 

and  dashed  the  ponderous  Crom^  admire   the   work   of   any  man, 

Uchs,  and  the  massy  Logans,  while,  however  fascinating  and  splendid,. 

QQ  the  ruins  of  the  druidical  circle  which  teaches  us  to  violate  the 

God  laid  the  foundation  of  a  tern-  solemn  injunctions  of  the  Most 


pie,  which  is  now  crowded  with 
adoring  throngs,  and  resounding 
with  mpturous  harmonies. 
W .  T.  W.  Jenkin, 


High.  Tho.  F.  Dibdin,  I  knew, 
was  a  Rfiverendl  a  clergyman  c^ 
the.  Church  of  England.  I  ex- 
pected ip  his  work  nothing  ap« 

S2 
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proaehing  to  tyro^nltr.     I  coald    this  is  not  the  head  and  fnmt  of 


not  possibly  anticipate  that  he 
would  discover  a  wanton  disre- 
gard to  all  the  proprieties  of  dia- 
racter^  and  even  to  the  institutions, 
prolessedly  venerated  by  his  own 
church..  I  soon  fbufid^  however, 
that  journeys  to  visk  picturesque 
scenes  on  a  Sunday,  and  taking 
drawings  of  groups,  and  other 
such  employments,  on  that  day. 


his  ofiRending.  His  combinii^  the 
'*  orgies  of  the  poUbouse,"  and 
**  the  Iknatical  ravings  of  the  ta- 
bernacle,"' as  evils  of  a  similar 
kind,  and  preferring  the  levdries 
of  French  folly,  on  the  Lord's  day, 
to  men  associating  in  any  place 
for  divine  worship,  except  that 
which  is  -consecrated  fay  human 
laws,  are  evidences  of  a  state  of 


* — ^ J  — — ^ ,    ,  —   — 

were  no  violations  of  the  law  of    sentiment  and  feeling,  for  which  I 

Ood,  in  the  estimation  of  our  tra- 

vefler.     But  what  was  my  asto- 

mshment,  in  lightit^  on  the  f<^ 

lowing  passive  ?     R^uming  from 

an  excursion  to  make  drawings  on 

the  Lord's  day,  he  says— •*  As  we 

guined  upon  the  town,  we  began 

ta  £soem  gi'oups  of  rustics,  as 

well  as  of  bourgeoises,  assembling 

and  mingling  in  the  dance.     We 

soon  beomie  spectators  at  more 

than  one  place  of  festivity.     The 

couples  are  frequently  female,  for 


have  no  words  to  express  my  asto- 
nishment and  abbwrence.  What 
nAust  be  the  state  of  an  aposto« 
lie  church,  in  which  one  of  its 
nunisters  can  publish,  without 
shame  or  censure,  such  language  ? 
Need  we  wonder  at  the  irrriigion 
and  infidelity  of  our  higfaer  orders, 
when  sudi  men  are  their  teadiers. 
^*  The  prc^hets  prophesy  fidsely, 
and  the  priests  bea^  rule  by  their 
means,  and  the  people  love  to  have 
it  so ;  and  what  will  ye  do  in  the 


want  of  a   sufficient  number  of    end  thereof?"  Shame  upon  you,  Mr 
beaus;  but,  whether  correctly  or    Dibdin,  you  injure  your  church. 


incorrectly  coupled,  ihef  dance 
with  earnestness,  if  not  with  agi- 
litjr.  No  foolish  tricks,  or  wanton 
mischief,  ever  disturbs  the  har- 
Mony  of  the  scene.  It  was  a  pic- 
ture d  in  Ttuierss  without  its  ocea* 
sional  groasness.  "This,  then," 
said  I  to  my  companion,  **  is  what 
I  hftve  so  often  heard  of  the  Sab^ 


and  ought  to  be  reproved,  if  not 
by  the  Bishops,  by  the  Roxbuigh 
Club.  Crito* 


ON  THE  VALIDITY  OF  BAPTISM 
BY  DISSENTERS. 

What  Is  the  reason  that  some 
Dissenters  take  their  children  to 
parish  clergynij 


haih  gambols  of  the  French-^ohd  tiaed  ?     It  has  been  thought  that 

hag  may  they  enj^  them! snCh  parents  look  upon  the  epis- 

far  they  me  'surely  better  th<m  the  eopalian  as  having  a  higher  dfegree 

brutal  orgies  of  a  pot-house,  or  the  oi  saeredness  about  him,  thefi  the 


JbnaHcttl  navmgs  ^the  tabernacle. 
VoJ.i.  p.ai,  a^. 

So  unblu^ing  an  avowid  ef  ap- 
prdbatio 


dissenting  minister.  But  surely 
Dissenters  in  general  -must  be 
better  informed.  The  mere 
prebuMe    reason   is,     that    such 


Lofd's  day,  ic  has  not  been  my  conduct  is  the  omsequence  of  s 

kt  to  meet  with,  since  the  pub-  suppos^don  that  Ckurdi  of  Engu 

^ntion  of  the  farH&mcd  Book  of  knd  baptism  is  the  safiH  mode. 

^orts.     That^thi9  shoold^be  suid  H  appears  tfait  mMiy  Dissenters 

by  a  dergyman,  not  in  the  mo-  are  unaware  of  the  high  legal'  oi»- 

BMt  of  hilarity,  but  when  gmtely  nione  in  fkvoor  of  the  vaKcfify  of 

i^mtfag  a^book  ¥ksity  to  pass  hrto  Dissenters'  baptism.     Some  soch 

^  ™°Q*  .^^  *fl  »^  higher  chiss  epinicms,  of  recent  date,  1  am  not 

ot  aowty  m  this  country,  and  to  in  possession  of;  but  I  apprehend 

be  handed  downf  to  posterity,  is  the  foUowing  extract,  fiwn^Bum's 

•»teao«diiia»y  andr  pidnfliL     But  Eodeyaetical  Law  "  cxnresseB  the 
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doctrine   itill  beld  on  the  sub-  ter,  may  ooeasicKi  eerious  eoMe^ 

iject :  qaences ;  and  therefore  it  appeoiv 

"  Biihop  Fleetwood  says^  that  to  me  necessary  that  Dissenters^ 

laj  (or  dissenting)  baptism  is  not  who  have  any  thing  to^  do  with 

declared  invalid  by  any  of    the  building   ebapeis^    should    them- 

offices  mr  rubriclfs,  nor  in  any  pub-  selves  know  what  is  requisite,     if 

licacthath  the  Church  ever  ordered  you  are  of  the  same  opinion,  and 

such  as  have  been  baptized  by  lay  can  spare  a  comer  for  the  ft>llo(w« 

hands,  to  be  re-baptiaed  by  a  law-  ing  extract,  probably  some  of  your 

fill  minister,  though  at  the  time  of  readers' may  find  it  useful. 
the  Restor^ion  there  were  sup-        "  No  nwabprs^  lands^  tenements^ 

posed  to  l>e  in  England  and  Wales  &c.  whatsoever,  nor  any  sum  or 

2  or  300,000  souls  baptized  by  suns  of  money,  or  any  other  per<*. 

such  as  $re  called  lay  hands."  soaal  estate  whalfcsoever,  to  be  laid 

I  have  never  heard  that  the  I9-  omt  in  the  purdusse  of  any  lands^ 

gislature,  or  any  o£  the  courts  of  &e.   shall  be  given,  granted^  or 

hw  or    equity,    have   d<Hie  that  ainy  ways  conveyed  or  settled,  or 

wbich  the  Bishop  says  the  Church  in  any  ways  charged  or  ineum* 

h^h  not  done.     A  certificate  of  bered  in  trust  for  the  benefit  of 

baptism,  0rom  a  register  kept  by  a  any  charitable   uses    whaAsoerer, 

(Kssenting  BKUEiister,  is  soffident  for  unless  awh  gift,  conveyance,  &cl 

any  purpose  wbieli  regi^iers  an«  be  made  by  deed  indented,  exe- 

swtr.  cuted  in  the  presence  of  two  or 

Why    should   not    Dissenters,  more  witnesses,   twelve  calendar 

then,    instead    of    compromising  months  at  least  before  the  deatk 

their   prineiples,  by  going   to  a  .of  the^  donor  or  grantor,  and  e/i- 

d^gynoan  of  the  Establishment,  rolled  in  his  Majesty's  High  CmifH 

procure  the  assistance  of  their  own  of  Chancery,   wilhm  six  ccdendar 

minister  in  dedicating  their  chil-  mmihs  next  after  the  execution  ikerC'^ 

dren  to  God?      Surely  the  sim-  rf"    See  9 Geo*  II.  e. S&  sec  L. 
plidty  of  the  Dissenters'  noethod,  T*  H. 


and  the  affectiotiate  advice  given 
to  parents,  and  the  eemest  and  oN  MmiSTBRIAL  ADDRESSES  TO 
aoitable  {Mrayera  usually  offered  on  SINNERS, 
sudi  occasions  by  them,  are  not  (TofheEdUorr,) 
<alculated  to  produce  the  incon-,  Ym  subject  of  ministerial  ad- 
^ency  comidaiBed  o£  I  say  non  aresses  to  sinners,  introduced  1^' 
thwg  of  the  higher  greimd  occu^  y^r  correspondent  Investigator,, 
pted  by  Dissenters,  m  adapting  a  (gee  Cong.  Magazine,  Jan.  182^) 
^  for  the  administration  of  thb  has,  \  doubt  not,  often  impressed 
offdinABce,  mere  in  aceordance  niost  of  your  thoughtful  and  in- 
with  aeriptw^e  and  primitive  pirac^  telKgent  readers.  But  though,  in 
tice  %hm  Ae  Episcopalian,  be-  a  philosq)hical  point  of  view,  it  is 
eau8e>  if  neeeasary,  this  raay  be  attended  with  diffioolty,  yet,  when, 
more  ably  done  by  some  other  of  considered  practical^,  there  is 
yonr  correqpondents.  T.  H.  much  less,  as  it  appears  to  me, 
«««.M<*«««.A^  llian  your  correspondent  seems  to' 
HINT  ON  THE  ENROLMENT  OF  imagine.  Without  entering  into 
TRUST  DEED&  the  partfcttkrs  which  he  describes 
Three  or  four  casea  have  come  to  ^  the  sources  of  bis  dotibt  an<I 
my  knowledge,  where  the  trust  hesitation,  I  think  that  doubt  and 
deeds  of  disseis^g  meeting-houses  hesitation  may  be  somewhat  re- 
have  been  invalid,  for  want  of  en-  fiered,  by  an  attentive  perusal  of 
rolment  as  required  by  law.  The  Hebrews  xi.  5  and  Si  "  By  faith 
ignoranee^  or  inattention,  of  jnro^  Enoch  was  translated,  that;  he 
ftssional  genftteiaeB,^in  thii  mat^  should  not  see  death;  and  ivas 
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BOtfoand,  because  God  had  trans-  God.     The  two  methods  of  ad- 

latod  faim  ;  for  before  his  transia-  dress  are  therefore  like  two  springs, 

tion  he  had  this  testimony,  that  he  which,  rising  on  different  sides  of 

pleaaed  God ;  but  without  faith  it  the  same  hill,  mingle  their  waters 

18  impossiUe  to  please  him :  for  he  in  the   valley,   and  flow  in  one 

that  oomeUi  to  God  must  believe  united    and    continuous    stream. 

that  he  is,  and  that  he  is  the  re-  With  submission  to  Investigator, 

warder  of  them   that  diligently  there  may  be  such  a  difference  in 

seek  him."  the  circumstances  of  the  Apostle's 

These*  words    imply,    that    to  congregations,   and   those   which 

come  to  God  is  to  please  him ;  are  addressed  by  modem  preachers 

and  they  assert,  that  this  cannot,  of  the  Gospel,  as  wiU  account  for, 

in  the  natiure  of  things,  be  done,  and  perhaps  justify,  the  difference 

without  believing,   Ist,    that   he  whidi  he  has  remarked  in  their 

exists ;  and  2d,  &at  he  is  the  re-  mode   of  address.      The  former 

warder  of  them  that   diligently  heard  the  Gospel  for  the  first  time, 

seek  him.    The  purpose  for  which  and   were  probably  ignorant    of 

the  sacred  writer  lays  down  these  every  thing  but  that  they  were 

positions  is  to  prove,   that  "  by  sinners,  and  that  Christ  was  a  Sa- 

faith  Enoch  was  translated;**  and  viour.     To  have  introduced  the 

bis  argument  is  as  follows  :»*  doctrine  of  divine  influence^  and 

He  who  comes  to  Grod  pleases  the  statements  founded  upon  it, 

him.  would  have  probably  confounded 

But  no  one  can  come  to  God  their  minds,  and  impeded   their 

without  faith.  reception  of  the  Gospel.     The  lat- 

But  it  is  testified  that  Enoch  ter  have  been  accustomed,    from 

pleased  God.  their  youth,  to  hear  the  doctrines 

Therefore  Enoch  had  fiuth.  of  election  and  divine  influence 

Now,  to  apply  these  premises  discussed  in  the  regular  course  of 
to  the  .case  presented  by  your  cor-  pulpit  instruction.  YHienever, 
respondent.  When  a  sinner  is  therefore,  they  are  exhorted  to  be- 
directed  to  pray  to  God  for  faith,  lieve  in  the  Lord  Jesus  Christ,  the 
if  he  in  sincerity  complies  with  impediments  which  these  doctrines 
the  exhortation,  he  is  accepted  of  seem  to  place  in  th^r  way  must 
him;  for  he  that  comes  to  God  necessarily  occur;  and  they  re- 
pleases  him.  But  he  cannot  do  quire  to  be  met  with  the  assu- 
this  without  faith ;  for  he  that  ranees,  that  God,  the  father  of 
cometh  to  God  must  believe  that  lights,  the  giver  of  every  good 
he  is,  and  that  he  is  the  rewarder  and  perfect  gift,  willj^  without  up- 
of  them  that  diligently  seek  him.  braiding,  give  wisdom  to  every 
This,  however,  implies  some  ,de-  one  that  asketh^-will  give  his 
gree  at  least  of  knowledge  and  be-  Holy  l^irit  to  them  that  ask  it. 
lief  m  the  Lord  Jesus  Christ.  To  I  know  not  whether  these  ob- 
exhort  a  sinner  to  pray  for  faith,  servations  will  remove  the  doubts 
is  therefore  tantamount  to  exhort-  of  Investigator,  but  they  are^  I 
iug  him  to  believe  in  the  Lord  ^ink,  fairly  founded  on  a  passage 
Jesus  Christ.  On  the  other  hand,  of  Scripture  which  is  frequently 
when  a  sinner  is  exhorted  to  be-  quoted,  and  not  unfrequently  mis- 
lieve  on  the  Lord  Jesus  Christ,  interpreted.  Y. 

the  doctrine  is  at  the  same  time  „, 

mamtamed,    Aat  "  no  man   can  qjj  ^HE  DUTY  OF  PRAYING  FOR 
come  to  the  Son,  unless  the  Fa.  CONDEMNED  CRIMINALS, 

ther,  who  hath  sent  hun,  draw  x^r    r    r.^ 

him  ;"  and  this  is  therefore  tanta-  ^^"^  ^'  Editors. j 

mou^t  to  an  exhortation  to  pray  Bbino  a  constat  reader  of  your 
for  that  faith  which  is  the  giflt  of  very  valuable  Magazine,  I  take  the 
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libertyof  suggesting  the  follawing  There  is  one  means  of  ascer* 
hints^  upon  a^subject^  which  must,  taining  the  true  sense  of  the  dis^ 
at  various  time?^  have  pressed  itself^  puted  passage,  which  does  not 
with  irresistible  force^  upon  every  appear  to  have  been  sufficiently 
feeling  and  tender  mind :  I  mean  noticed.  The  inference  to  be 
the  execution  of  condemned  cri-  drawn  from  the  sentence,  "  vUiling 
minals.  Surely  they  are  objects  the  iniquity  of  the  fcUJiers  upon  the' 
of  deep  commiseration,  especially  children"  &c.  is  alluded  to.  This 
so,  when  viewed  in  connexion  with  declaration  is  no  doubt  intended 
eternity,  t  have  often  been  great*  to  illustrate  that  'general  rule  of 
ly  surprised,  on  the  Sabbath  pre-  the  divine  conduct  stated  in  the' 
ceding  an  execution,  that  no  no-  sentence,  n^l*  vh  n^ly  ''  clearing 
tice  whatever  has  been  taken  of  lie  will  not  clear"  by  adducing  a; 
the  awful  situation  of  these  un-  special  instance  of  its  application* 
happy  mortals,  by  the  minister  of  Does  then  the  Lord,  in  the  ex« 
the  congregation  to  which  I  be-  ample  given,  represent  himself  as 
long ;  and  I  have  reason  to  believe  acting  towards  the  offender  in  all 
that  this  is  a  general  omission  the  rigour  of  justice,  or  as  dis- 
amongst  our  dissenting  brethren,  playing  a  measure  of  forbearance  ? 
Would  it  not  be  well  for  every  The  advocates  for  the  new  transla- 
pastor,  in  his  public  capacity,  and  tion  assume  the  latter  as  the  light 
every  head  of  a  family,  around  the  in  which  he  exhibits  himself.  They 
domestic  altar,  to  esteem  it  a  duty  say,  that  the  Lord  intimates  he 
to  pray  earnestly  and  affectionate-  will  not  entirely  dest^'oy  the  wick- 
ly  for  their  poor  fellow-creatures  ed,  but  will  only  visit  their  sin  to 
standing  on  die  brink  of  an  eter-  a  certain  extent.  But  now  if  it 
nal  world,  that  they  may  have  can  be  shown  that  the  punishment 
given  unto  them  that  godly  sor-  denounced  will  not  bear  this /enim^ 
row,  which  "  worketh  repentance  interpretation,  then  it  is  appre- 
to  salvation  not  to  be  repented  of;"  hended  the  propriety  of  our  re- 
remembering  that  '*  the  effectual  ceived  version,  *'  that  tviU  by  no 
fervent  prayer  of  a  righteous  man  means  dear  the  guilty  "  will  be 
availeth  much."  I  shall  feel  great  demonstrated, 
pleasure,  Mr.  Editor,  with  many  With  the  view  of  elucidating 
more  of  your  readers,  if  you  will  the  punishment  threatened,  we 
have  the  kindness  to  call  the  at-  may  observe, 
tendon  of  your  correspondents  to  (1.)  That  to  visit,  when  spoken 
this  important  subject.           A.  B.  of  sin,  does  not,  in  scripture  Ian- 


%^»^i^»^i^%»<%%^ 


guage,   mean    merely  to  inspect 

BIBLICAL  CRITICISM  ON  EXODUS  or  to  notice   sin,    but  to  inflict 

Chap,  xxxir.  7.  punishment  for   it      See    Psi^ 

(To  the  EiUtors.)  Ixxxix.  32.     Jer.  v.  <). 

(2).  It  is  doubtful  whether  the 

Gentlemen,  phrase  "  third  and  fourth  genera- 

In  your  Number  for  December  are  tion,"  be  intended  to  point  out  an 

some   observations  upon   Exodus  exact  limits  beyond  which  punish- 

xxxiv.  7,   in  which  our  received  ment  shall  not  extend.     A  similar 

version  of  that  passage  is  defended,  form  of  expression  is  evidently,' 

Were  the  correctness  of  our  trans-  and  less  definitively,  by  the  pro- 

lation  more  frequently  vindicated,  phet  Amos,  chap.  i.  3.  6.  11.  13, 

the  incautious  might  be  guarded  &c.     "  For  three  transgressions  of 

against  unfounded  censures  of  a  Damascus,  and  for  four"  remind- 

version  pronounced  by  competent  ing  us  of  the   Ter  quaterve  of  the 

judges  to  be,  on  the  whole,  supe-  poets, 
rior  to  any  other.  (3).  To  involve  children  at  all 


iSiS  BibUetd  Cithnsm  vn  Exodus  xxstiv.  7,F^Sitaioal  ^bieriet.   {^^Ixncn, 

in  the  pnnisliiMnt  of  their  fathers^  ments  should  be  adduced  before 

has  something  apparently  rigorous  we  consent  to  give  up  the  instmc- 

in  it     Who  can  read  such  a  pa»-  don  it  conveys, 
sage  as  Josh.  vii.  24^  &c.  or  an  in-  T.  K. 

junction  like  liiat  in  1  Sam.  xv.  3.  %/%v%%%%.v>^%.%v» 

and  not  «xc!mhi,  "  It  is  a  fearful  .  miRRfPS 

thing  to  fail  into  the  hands  of  the  BIBLICAL  QfUERIES. 

living  God:^'— But,  ^^^^  ^  Editon.j 

^4).  To  extend  punishment  be-  I  shall  feel  obliged  by  some  of 

^ond  the  immediate  descendants  of  your  learned  correspondents  say- 

the  offender y  not  only  to  his  chil-  ing  what  they  apprehend  to  have 

dren,  but  to  his  children's  children,  been  the  occupation  of  the  Apos- 

«ven  to  many  generations  ^if  this  tie  Paul,  as  he  has  stated  it  in  the 

be  not  an  instance  of  the  severity  .18th  chapter  of  Acts,   and  the 

'Of  Divine  justice,  what  is ! !  Sd  verse :    **  And  because  he  was 

(5).    1  ne  connexion  in  which  of  the  same  crafl,  he  abode  with 

ih^  same  phrase  stands  in  Exod.  them,  and  wrought,  for  by  their 

XX.  5.  establishes    the  sense  de-  occupation  they  were  tent-makers/^ 

fended.     "  The  Lord  thy  God  is  Was  the  business  'the  holy  Apostle 

a  Jealous  God."    How  then  does  was  employed  in,  the  making  cyf 

this  jealousy  tnamfest  itself?     By  wooden  frames  for  tents?  or  the 

^  visiting  the  iniquity  of  the  &-  manufacture  of  doth  for  covering 

thers  upon  the  children  unto  the  of  tents?  or  woridng  the  doth  up 

third  and  fourth  generation.''  .  into  proper  form  and  shape  fbr  the 

From  these  considerations,  there  covering  of  tents,  and  fixing  audi 

tseems  no  ground  for  a  doubt,  that  ropes  and  strings  to  them  as  were 

not  mera/j  hut  justice,  is  the  attri-  necessary  to   &ten    and    secure 

bute  illustrated,  when  the  iniquity  them?     I  observe,  in  John  Wic- 

of  fathers  is  yisited  on  their  chil-  lirs  translation  of  the  New  Te»b 

dren.     If  the   propriety  of  this  lament,  he  savs,  "And  Aci  weren 

view  of  the  phrase  be  admitted,  of  ropemaker  s  craft." 
the  context  must  be  interpreted        i  observe,  also,  in  l^diTs  trans*- 

conformably,  and  the  whole  pas-  lation,  the  following  passage,  whidi 

aage    may    be     thus     explained,  is  not  in  our  translation.     I  shall 

**  Forgiving   iniquity,    transgres-  first  cc^y  our  translation.    Acts 

sion,  and  sin,  in  the  penitent,  but  xxiii.  S4th  and  25th  verses.    d4th. 

by  no  means  dearing  the  obsti-  *'  And  provide  them  beasts,  that 

kiately  guilty;  inflicting  on   such  they  may  set  Paul  on,  and  bring 

the    most    exemplary   vengeance,  him  safe  unto  Felix  the  governor, 

punishing  the  guilt  of  the  fathers,  25th.  And  he  wrote  a  letter  after 

not  merdy  upon  themselves,  and  this  manner.**     In  Wiclif 's  trans- 

their  immediate  offspring,  but  upon  lation,   it  is  as  follows : — "  And 

children's  children,  even  to  many  make  ghe  redi  an  hors  for  Poul  to 

generations."     Matt,  xxvii.  25.  af-  ride  on  to  lede  him  saaf  to  Felix 

fords  an  awful  imprecation  of  this  the  president;  ^/br  Me  frt6Miierfrrcfcfe 

extent  of  punishment,  which  has  lest  the  Jewis  wolde  take  him  by  the 

been  awfully  inflicted.  tveie  and  sle  him,  and  aflinvard  he 

The  sentiments  of  the  venerated  might  be  chalengid  as  he  had  take 

IScott  wQl  form  a  suitable  close  to  money,  and  wroot  him  a  pistle  con- 

this  paper — Holiness  and  justice  teyning  these  thinges.'     The  jMurt 

are  as  essential  to  the  perfection  of  marked  is  that  whidi  is  not  in  our 

the  Divine  character,  as  grace  and  translation. — Can  any  reason  be 

truth.    These  attributes  are  illus-  assigned  for  its  introduction  into 

trated  by  our  common  version  of  ^'iclif 's  translation  ? 
this  place,  and  very  cogent  argu-  Your's,  &c.  K. 
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POETRY. 


WORLDLY  GLORY. 

Sic  irantU  gloria  mundi. 

Oh  !  what  is  glory  ?  something  undefin'd ; 
An  'ignUfatuiu*  which  betrays  the  mind ; 
A  flitting  pageant,  nothing  but  a  name  ; 
A  phantom  constantly  pursued,  in  vain. 

Oh !  what  is  glory  ?  transient  as  the  race 
Of  gleaming  meteor,  which,  dissolves  in 

space; 
A  gilded  cloud  before  the  setting  sun, 
Ting'd  for  a  moment,  then  involved  in 

gloom. 

As  empty  as  the  beauteous  bubble,  broke  $ 
As  evanescent  as  the  curling  smoke ; 
A  dazzling  splendour,  whidi  deceives  the 

eye; 
A  fatal  rock,  where  ruin'd  myriads  die. 

The  polish'd  surface  of  the  faithless  deep ; 
A  treacherous  gale,  that  lulls  the  waves 

to  sleep ;      ' 
A.  Syren's  song  upon  a  dangerous  shore, 
Wliere  Scylla  and  Charybdis  join  their 

power. 

Clarior  £  Tenebris. 


THE  FADED  FLOWER. 

The  bud  has  faded  ere  it  bloom'd. 

Or  open'd  an  Ae  day ; 
Its  early  beauties  have  been  doom'd 

To  wither  and  decay. 

Poor  blighted  promifle  of  a  flower  I 

Still  on  thy  stem  remain ; 
There  yet  may  come  a  brighter  hour 

To  bid  thee  bloom  again ! 

§0  God  may  spare  the  withered  heigrt^ 

And  give  the  sinner  space ; 
His  heavenly  ray  of  love  impart. 

And  shed  the  d«ew  of  .grace. 

And  tho'  tiie  soul  has  faded  been, 

His  love  may  bid  it  thrive ; 
The  heart  that  has  been  dead  in  <8in. 

His  grace  can  make  alive. 

M.  C.  S. 


A  REFLECTION. 

Whatever  most  we  cherish  here. 

As  airy  shadows  disappear ; 
We  prize  a  blessing  in  the  mom. 

And  when  the  evening  com^^  'tis  gone. 

TiiB  bitter  fruit  of  earthly  joy 

Allures  us  only  to  destroy ; 
It  promises  a  rich  supply; 

And,  tempted  thus,  we  eat  and  die. 

And  is  this  false  and  fatal  fruit 
So  worthy  of  our  whole  pursuit, 

Which  seems  as  if  'twere  OQly  plac'd 
To  tempC,  to  diisapp<nnt  the  taste  ?    .  . 
Cong.  Mao.  No.  51. 


No,  worldly  joys  were  never  given 
As  substitutes  for  those  of  heaven ; 

Were  never  offer'd  to  control 
The  flights  of  an  immortal  soul. 

For  all  the  pleasures  here  we  love 
Are  shadows  of  delights  above ; 

And,  through  the  atmosphere  of  woe. 
Reflected  on  our  path  below. 

M.  C.  S. 


THE  ROJBIN. 

See!  down  in  the  valley,  on  yon  naked 
spray. 
Which  the  winter  has  buried  in  snow. 
There's  a  lone  UtUe  Robin  that  wvbl^ 
all  day 
The  sorrowful  munc  of  woe. 

Her  friends  are  all  gone,  and  her  young 
ones  are  flown ; 
Now  the  sunshine  of  summer  is  past ; 
They  have  sought  other  shelter,  and  left 
her  alone 
To  aiag  to  the  pitiless  blaaL 

"Hs  so  when  the  summer  of  youth  «hall 
be  fled. 
The  bright  days  of  pleasure' are  o'er; 
The  few  that  have  cherish'd  and  lov'd  us 
are  dead. 
Or  perhaps—  they  may  love  us  no  more ! 

Then,  poor  little  bird,  when  I  hear  thee 
complain 
Of  the  winter's  cold  merciless  V9ge, 
With  the  notes  of  thy  sorrow  I'U  mingle 
my  strain. 
When  1  think  on  the  winter  of  age  ;— 

When  the  verdant  affeqtions  that  twine 
round  the  heart 
Shall  be  frozen,  or  faded  away ; 
When  those  we  have  tenderly  lov'd  must 
depart. 
And  we  feel  the  cold  blast  of  decay.— 

And  yet  I  would  Md  thee  no  longer  com- 
plain. 
For  1^  winter  win  shortly  be  o.'er ; 
The  aeason  of  sununer  will  cheer  thee 
again. 
And  the  friends  who  haveleft  thee  before . 

And  so  must  we  look  ^or  that  iyii™w^«r 

above. 

Which  the  feelings  of  youth  will  restore. 

Where   again  we  shall   meet  widi   the 

friends  that  we  love. 

And  Shan  me^,  to  be  paited-nb  more. 

M.  C.  S. 
T 
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An  Inquiry  into  the-  Doctrines  of 
Necessity  and  Predestination,  In 
Four  Discourses,  preached  before 
the  University  of  Oxford.  With 
Notes,  and  an  Appendix,  on  the 
17th  Article  of  the  Church  of 
England.  By  E.  Copleston,  D.  D. 
Provost  of  Oriel  College,  4*c.  Sfc, 
^,  Murray.  78.  6d. 
f  HIS  is  altogether  a  very  interest- 
ing and  singular  performance,  and 
has  afforded  us^  in  the  perusal,  no 
slight  gratification.  For  though  it 
has  little  in  point  of  novelty  to 
oi&r  to  the  reader's  attention,  yet 
the  eminent  ability  with  which  it 
is  put  together,  the  amiable  tem- 
per of  tlie  writer,  and  the  general 
eandour  of  his  statements,  enti- 
tle him  to  our  high  respect. 
The  appearance,  moreover,  of  so 
temperate  a  work,  furnishes  us 
with  an  opportunity,  which  it  al- 
ways gives  us  pleasure  to  embrace, 
of  domg  honour  to  the  ^irit  and 
talents  of  an  antagonist.  Would 
that  all  controvertists  were  such  in 
discretion,  frankness,  and  libe- 
rality, as  Dr.  Copleston  f  and  that 
all  controversial  works,  especially 
of  the  theological  class,  were  cha- 
racterized by  the  same  clearness  of 
style,  the  same  freedom  from  invec- 
tive, and  the  same  attachment  to 
truth,  as  the  one  before  us !  Com- 
pletely BS,  to  our  apprehension. 
Dr.  C.  appears  to  have  failed  in 
ev&ey  effort  to  force  a  breach  in 
the  lofty  battlements  of  Calvinism, 
we  cannot  refrain  from  expressing 
our  admiration  of  the  open  and 
manly  bravery  with  which  he  has 
led  on  the  assault,  and  the  con- 
summate generalship  displayed  in 
planning  both  his  advance  and  re- 
treat. It  will  not  be  expected  that^ 
we  should  minutely  examine  his 
long  and  complicated  argument; 
or  that,  in  a  few  pages,  we  should 
be  able  to  ex.pose  all  the  incon- 
sistencies and  mistakes  into  which 
he  has  manifestly  fallen.  We  shall, 


however,  attempt  to  present  to  our 
readers  a  brief  analysis  of  his  ar- 
gument, with  a  few  rapid  stric- 
tures upon  its  more  prominent  de- 
fects and  failures.  We  shall  do 
this,  not  because  we  feel,  afWr  the 
most  candid  and  careful  examina- 
tion of  his  work,  that  Calvinism  is 
in  the  slightest  degree  shaken  by 
his  efforts ;  perhaps  the  effect,  even 
among  the  opponents  of  that  sys- 
tem who  read  this  work,  wiU  be 
the  very  reverse  of  the  author's 
intentions ;  but  because  it  is  a  duty 
we  owe  to  the  cause  of  truth,  and 
to  so  open  an  antagonist  as  Dr.  C, 
to  point  out  the  glaring  mistakes 
and  errors  into  which  he  has  fallen. 
A  temperate  apd  respectable  book, 
from  an  Oxford-man,  upon  such  a 
subject,  written  in  so  goo4  a  spirit, 
afid  with  so  much  abSity,  of  itself 
is  a  rarity,  and  claims  attention : 
but  besides  this,  we  could  hardly 
wish  to  have  seen  a  work  better 
fitted  to  shake  the  notions  of  the 
opponents  of  Calvinism,  or  more 
admirably  adapted  to  open  the 
minds  of  the  Pelagian  and  Armi- 
nian  clergy,  to  the  fair  considera- 
tion of  the  basis  of  the  contro- 
versy: and  we  feel  perfectly  con« 
fid^nt,  that  it  will  greatly  promote 
the  spread  of  the  principles  it  con- 
demns, though,  for  a  short  season, 
it  may  serve  to  swell  the  ti4e  of 
odium  which  has  long  been  flow- 
ing against  the  name  of  Calvin.. 

Dr.  Copleston  sets  out  with  a 
somewhat  ingenious,  though^  by 
no  means  novel/ attempt,  to  apply 
to  Calvinism  the  argument  caU^ 
Reductio  ad  adsurdum.  He  wishes 
to  show,  in  his  first  discourse,  that  ' 
the  Calvinist  ought  to  be  charged 
with  what  Dr.  C.  deems  the  legiti- 
mate results  of  his  theory ;  and 
that,  if  he  were  consistent,  these 
results  would  be  the  same  as  in 
the  case  of  Fatalism ;  the  active 
and  moral  powers  of  man  would 
be    completely    subverted:     and 
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hence  he  infers,  that  Calvinism    increase  of  knowledge,  in  general, 

in  a  corrupted  being,  niignt  only 


must  be  false  in  theory,  because 
its  results  in  practice  would  coun- 
teract the  moral  government  of 
God.  The  passage,  in  which  he 
presents  a  condensed  view  of  the 
first  part  of  his  reasoning,  is  found 
at  p.  18. 

"Now  this  is  precisely  the  point  to 
wUch  I  was  desirous  of  leading  the  whole 
qnestiou.  For  if  to  diMcaver  the  true  reia- 
thnt  ofthiftgg  be  one  of  the  proper  em- 
ployments of  our  beingr,  if  in  proportion 
to  the  exercise  and  improvement  of  our 
mtellectoal  faculties  we  come  to  see 
these  things  more  clearly,  and  to  think 
of  them  more  justly,  so  that  our  pro- 
gress in  this  knowledge  is  a  kind  of  mea- 
nire  of  our  intellectual  advancement,  it 
▼ould  follow,  upon  the  hypotheHs  of  fa- 
laRtm,  that  every  step  we  advance  in 
knowledge  we  recede  from  utility;  and 
that  in  ue  same  proportion  as  we  grow 
wiser,  we  become  less  fit  and  less  dis^ 
posed  to  fulfil  the  purposes  of  our  being. 
If  fatalism  represent  the  true  relations  of 
things,  the  path  of  error  is  then  the  path 
of  utility  and  of  happiness  :  truth  has  a 
tendency  to  lead  us  away  from  both : 
and  the  Creator  has  formed  us  full  of 
active  powers  and  principles,  and  yet 
with  a  capacity  and  a  disposition  to  draw 
nearer  and  nearer  to  that  state,  which, 
if  we  could  ever  actually  reach  it,  would 
make  all  these  faculties  and  principles 
implanted  In  us  useless,  and  would  re- 
dnce  us  to  absolute  inacUvity." — pp.  18, 

Now  this  reasoning  is  erroneous, 
in  assuming  that  a  discovery  of  the 
true  rdations  of  things  must  have 
the  effect  of  producing  fatalism. 
If  by  the  true  relations  oftlnngs  is 
simply  meant,  what  the  Neces- 
ntarian  means,  that  there  is  such 
a  necessary  connexion  among  them, 
u  to  enable  God  certainly  to  fore« 
luMw  them^  but  not  such  a  neces- 
sary oonnexion  as  to  destroy  their 
contingency  to  us,  it  by  no  means 
follows  that  fiitalism  is  the  fair,  or 
even  the  common,  influence  upon 
oar  nature,  of  the  discovery  of  the 
trye  rdaUons  of  things.  But  again, 
the  case  the  Doctor  has  made  out 
is  deceptive  in  its  application, 
since  he  has  only  shown  to  how 
great  abuse  such  a  knowledge,  as 
he  supposes,  is  liable,  in  a  depraved 
^  perverted  mind.  A  progressive 


lead  to  a  greater  perversion  of  the 
active  and  moral  faculties,  and 
confer  an  ampler  power  of  evil; 
but  this  would  by  no  means  prove 
that  progression  in  knowledge 
were  itself  an  evil,  or  that  he  who 
should  maintain  its  acquisition  to 
be  an  end  of  our  existence  was 
mistaken,  in  his  assertion.  We 
cannot  perceive  any  tendency  in 
mere  knowledge  to  promote  in  fi 
depraved  being  moral  rectitude? 
and  it  might  therefore  be  admitted, 
without  at  all  invalidating  the  Cal- 
vinistic  argument,  that  such  a  pro- 
gression, in  the  discovery  of  the 
true  (that  is,  the  necessary  J  rela^ 
tions  of  things,  would  lead  to  all 
the  folly  and  immorality  of  the 
Fatalist.  But  it  by  no  means  fol- 
lows, that  such  results  as  those 
described  by  Dr.  Copleston  would 
ensue,  in  the  case  of  a  holy  and 
perfect  being.  In  such  a  being,  a 
progression  towards  a  perfect  dis" 
covery  of  the  true  relations  of 
things,  that  is  to  the  relations 
they  are  perceived  to  have  by  the 
supreme  Intelligence,  would  be 
accompanied  by  such  a  perception 
of  the  relation  of  cause  and  effect, 
means  and  end,  as  greatly  to 
strengthen  the  suggestions  of  con- 
science, and  confirm  the  moral 
and  active  principles  of  our  na- 
ture. But  why  should  Dr.  C. 
make  diis  supposition  point  at  all 
against  the  Calvinists  ?  If  it  have 
any  weight,  it  has  it  equally  against 
all  who,  with  the  fatalist,  hold  the 
doctrine  of  the  divine  perfect  fore- 
knowledge. The  Calvinist  pre- 
tends not  that  the  divine  fore- 
knowledge is  imparted  to  him; 
he  attempts  not  to  unveil  futurity^ 
or  to  derange  the  order  of  means 
and  ends ;  but  though  he  believics 
in  such  a  connexion  among  events 
as  renders  the  divine  knowledge 
infallible,  be  yet  believes  that  the 
rule  of  human  duty  is,  not  that 
which  is  unknown,  but  that  which 
is  revealed ;  and  that  it  is  his  duty 
T2 
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to  ad  precisely  as  if  there  were  ii#  nmn  may  reascm  so  ;  a  weak  man 

such  thing  as  fbrelmowledge  in*  may  reason  so ;  but  does  it  follow, 

God,  and  no  such  thing  as  neces*  that  every  Calvinist  iittt^/  reason  so? 

81^  of  any  kind,  in  the  volition  of  His  attempt,  moreover,  to  involve 

active  and  accountable  creatures.  the  controversy  in  the  question  of 

The  same  remarks  apply  to  the  moral  results  is,  like  many  speen- 

seoond  branch  of  the  reasoning  of  ladve   reasonings,    made    in    the 

ihe  first  sermon ;  in  which  he  comes  teeth  of  facts.     It  is  vain  and  weak 

to  show  how  the  supposed  know-  to  attempt  to  a^rgue  what  moral 

ledge  of  the   relations  of  things  results  must  follow ;  Calvinism- has 

would  influence  the  moral  powers,  been  too  long,  and  too  extensively. 

The  whole  of  this  argument  might  embraced,  not  to  supply  a  better 

be  admitted,  in  relation  to  a  per«  criterion,  if  any  such  were  needed. 

verted  nature,  but  denied  where  The  doctrine  of  necessity  may  be 

the  moral  sense  is  not  perverted,  held  in  theology,  as  well  as  in  phi- 

or  the  bias  of  the  soul  to  holiness  losophy,  and  is  so  held,  without 

restored  by  divine  grace.  either  making  us  stoics  or  fatalists. 

But  it  surprises  us  not  a  little,  -*It  is  not  so  held  by  the  Calvinist 

that  Dr.  C.  should  have  indulged  as  to  supersede  human  agency,  or 

in  this  speculation,   without  per«  dissolve  the  sacred  bonds  of  moral 

ceiving  that  in  heaven  the  very  obligation.     Upon  this  subject,  we 

thing  supposed  must  take  place,  are  the  less  conc«*ned  to  answer, 

in  the  case  of  the  spirits  of  just  as  a  vindication  has  recently  been 

men,  one  part  of  whose  happiness  supplied,  which  is  as  undeniable 

will,  doubtless,  arise  from  a  pro-  and  just  in  itself,  as  it  was  unex- 

gressive    knowledge  of   the  true  pected  from  such  a  quarter.     The 

relations  of  things,  and  yet  no  such  Edinburgh  Revien^ers,  incidentally 

results  can  flow  from  their  know-  noticing    Dr.   Copleston's     work, 

ledge.  If  an  approximation  to  wards  say,  '' Let  us,  therefore,  appeal  to 

God,  in  one  attribute,  must  neces-  experience,  on  the  moral  influence 

sarily  imply  a  departure  from  him  of  Necessarian  opinions  in  their 

in  another— -then   we   infer  those  theological  form.     By  doing  so,  we 

attributes  themselves  to  be  anta-  shall  have  an  opportunity  of  con- 

gonist,  and  mutually  destructive —  templating  the  principle,  in  its  most 

and  the   reasoning  woi;ld  prove,  active  state,   operating  upon  the 

that  God's  perfect  knowledge  of  greatest  masses,  and  for  the  longest 

the  true,  that  is  necessary,  rela-  time.     Predestination,  or  doctrines 

tions  of  things,  must  have  the  same  much  inclining  towards  it,  have^  on 

-tendency  to  paralyse  or  destroy  his  '  the  whole,  prevailed  in  tiie  Chn»« 

active,  and  his  moral  attributes,  tian  churches  of  the  West,  since 

But  surely  Dr.  C.  is  here  at  open  the  days  of  Augustine  and  Aqui- 

war  with  facts — and  those  of  the  nas.     Who  were  the  first  fi»nii- 

highest  ctrder.     We  might  quote  dable  opponents  of  these  doctrines 

his  own  words  against  him,  even  in  the  Churcdi  of  Rome  ?      The 

if  his  reasoning  were  unanswer-  Jesuit8,-~the  contrivers  of  courtly 

shle ;   ''  difficulties  can  never  be  casuistry,  and  the  foimders  oi  lax 

listened  to  i^ainst  the  evidence  of  morality.       Who,    in    the    sanoie 

fiu!ts."  p.  53.     The  whole  effort  of  church,  inclined  to  the  stem  theo« 

this  first  sermon  appears  to  us  to  logy  of  Augustine  ?     The  Jansen- 

have  failed,  throuffh  the  eagerness  ists-^the  teachers  and  the  models 

of  Dr.  C.  to  transfer  to  the  Calvi-  of  austere  morals.    What  are  we 

nist,  what  has  been  observed  to  be  to  think  of  the  morality  of  ^  Calvi- 

the  process  of  reasoning— or  rather,  nistic  nations,    especi^y  of  tbe 

t^e  perversibn  of  all  reasoning,  in  most  numerous  ^  classes  of  them^ 

the  case  of  the  fittalist.    A  bad  who  8eem>  jbeyond  all  olber  men^ 
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to  be  most  sealoasly  attached  to    to  shake  the  faith  <^  the  humble 
their  religion^    and    most  deeply    Christian^  and  to  generate  some* 


penetrated  with  its  spirit  ?  Here, 
if  any  where,  we  have  a  practical 
and  a  decisive  test  of  the  moral  in- 
fluence of  a  belief  in  Necessarian 
opinions.  In  Protestant  Switzer- 
land, in  Holland,  in  Scotland, 
among  the  English  Non-conform- 
ist«,  and  the  Protestants  of  the 
North  of  Ireland,  in  the  New  Eng- 
land States,  Calvinism  lotig  was 
the  prevalent  faith,  and  is  proba- 
bly still  the  faith  of  a  considerable 
majority.  Their  moral  education 
was  at  least  completed,  and  their 


thing  not  very  much  unlike  those 
vague  notions  of  Providence  en- 
tertained by  Deists.  We  scarcely 
know  whether  Dr.  Copleston'a 
views  upon  Providence  are  decid- 
ed ;  sure  we  are,  they  are  not 
consistent,  either  among  them- 
selves, or  with  Scripture.  That 
power,  which  we  denominate  Pr(H 
vidence,  may,  he  thinks,  **  be  kept 
in  reserve,  to  act  upon  occasion : 
it  may  form  the  plan  snd  the  oul^ 
Une,  and  delegate  the  subordinate 
parts  to  minor  agents."     In  seve- 


coUective  character  formed,  during    ral  other  places,  he  seems  to  pro- 
the  prevalence  of  Calvinistic  opi-    scribe  all  interpretation  of  provi- 


mons.  Yet,  where  are  communi- 
ties to  be  found  of  a  more  pure 
and  active  virtue.  Perhaps  these, 
and  other  very  striking  facts, 
might  justify  speculations  of  a 
somewhat  singular  nature,  and 
even  authorize  a  retort  upon  our 
respectable  antagonists."  * 

Dr.  Copleston's  second  discourse 
is  intended  to  deprive  the  Calvmist 
of  all  the  support  which  his  sys- 
tem derives  from  the  doctrine  of  a 
universal  providence.  And  this 
design  the  author  attempts  to 
carry  into  effect,  by  a  very  laboured 
display  of  the  difficulty  of  recon- 
ciling sath  a  providence  with  the 
free  agency  of  man.  But,  after  all. 


dential  occurrences,  and  to  forbid 
us  to  believe,'  that  the  Divine  Be- 
ing interferes  on  oilr  behalf  in  any 
particular  case.  We  may  believe 
his  hand  is  over  the  w^ole,  but  we 
must  not  trace  that  hand  in  any 
insulated  fact  for  ourselves.  Now, 
really,  a  providence,  which  is  so 
general  as  to  admit  of  no  particu- 
lars, is  very  much  like  an  absur- 
dity ;— it  might,  with  very  little 
labour,  be  demonstrated  to  be  no 
providence  at  all  ;-^  it  is  void  of 
all  practical  and  religious  value; 
— »and  though  such  a  scheme  of 
providence  meiy  serve  the  purpose 
of  evading  the  point  of  the  Calvi** 
nistic  argument.  Dr.  C.  must  per- 


this  is  a  difHculty,  which  is  fislt  mit  us,  with  all  due  respect,  to  tell 

only  in  theory,  and  not  at  alL  in  him,  it  is  neither  a  philosophical 

practice.     No  good  man,  whether  nor  a  scriptural  view  of  the  doc-< 

Calvinist  or  otherwise,  is  conscious  trine  in  question.     We  ate,  indeed, 

of  any  of  those  embarrassments  and  quite  at  a  loss  to  understand  what 

perplexities^  which  learned  meta-  he  means,  either  to  affirm  or  deny. 


physicians  feel:  and  3ret  every 
good  man  adraitsf  the  two  tilings'-^ 
a  providence,  And  a  free  han^uk 
agency*  There  are  6ome  things, 
however,  in  Dr.  C/s  second  dis^ 
coarse,  which  appear  to  lis  likely 


with  respect  to  an  over-ruling  Pro- 
vidence, and  our  maintenance  of  a 
sense  of  dependence  upon  God.  In 
one  place  he  admits,  that  God 
knorn  all  ihings-^^kai  he  made  all 
things^^tkat  he  governs  all  things  ; 


to  have  a  much  more  pemicfous  and  again,  that  ^^  it  is  an  unde- 
influence,  dian  any  bf  his  strictures  niable  fact,  that  serious  and  good 
upon  the  moral  results  of  Calvi-  men  have  regarded  the  events  of 
nism;  beoause  they  are  ealodated  theit  life  as  subject  to  the  control 
.  of  Divine  Providence— that  they 
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Mefrwisdoni— -foresight— •power—  wvghre  to  those  who  press  us  with  the 

and  ooDtriTanee  brought  i^boat  the  "^**  difficulty,  must  in  aU  reason  be  al- 

greiit  or  good  thin^  which  hap.  ^^'^  to  cover  these  dso/'-pp.  69,  70. 
pen  ; — that  it  is  God's  will  alone        We  subscribe  most  cordially  to 

to  whidi    the  whole  is  owing,"  this ;  and  only  ask  to  be  allowed 

&c^  and  jety  in  another  place,  he  to  follow  out  foreknowledge  into 

talks  of  the  sdieme  being  carried  the  particulars,  and  the  certainty 

on,   *'  not  by  single  and  insukUed  of.  the  particulars  comprehended 

«cCf,  biU  by  general  lams    of  tern-  in  it ;  to  be  permitted  to  apply  the 

ponury  deviations^  (on  the  part  of  doctrine  of  a  particular  providence 

God's  providence,)  firom  the  ge-  to  the  regulation  of  those  events 

neral  law  of   equity,    as    essen-  which  bring  a  sinner  to  repen* 

tial   to    the  discipline   and    pro-  tance — that    lead    the    Christian 

bation    of    a    being    constituted  through  this  mortal  life— till  he 


as  man    is;"    of  prayer     "im-  whowas^^dbiofira isalsog/ltirt/Se^/. 

plying  a  bdief  that  the  Deity  is  Less  than  this,  we  conceive,  would 

not  inflexible;"  that  "ignorant  or  be  inconsistent  in  any  one  who 

•anguine  people  are  perpetually  in-  professes  to  believe  both  in  divine 

terpreting  the  occurrences  of  life  prescience  and  divine  providence, 

as  special  marks  of  divine  favour  and  more  we  do  not  conceive  to 

or  displeasure ;"  yet  this  "  breeds  be  essentially  involved    in    Cal- 

a  narrow  notion  of  God's  piovi-  vinism. 

denee,  and  borders  dose  botli  upon  Dr.  Copleston's  third  discourse 
presumption  and  superstition ;  and  is  devoted  to  the  statement  and 
that  there  is  ''  a  settled  order  of  application  of  the  opinions  of  Arch- 
things  by  which  these  events  may  bishop  King,  upon  the  use  of  terms 
be  accounted  for,  without  the  aid  by  which  the  attributes  and  acts 
of  any  particular  interference  of  of  God  are  represented.  The 
divine  power."  And  yet,  in  spite  of  Archbishop  remarks,  that  all  such 
all  this  inconsistency,  hestates,with  terms  are  analogica^ihey  repre- 
great  precision  and  elegance,  aJl  the  sent  what  God  is  relatively  to  us, 
principal  views  which  we  enter-  and  not  what  he  is  in  himself, 
tain  upon  this  interesting  subject,  ''-  It  is  to  teach  tts  how  to  feel  and 
and  in  a  manner  most  completely  act  towards  God,  not  to  explain 
to  our  mind.  his  nature,  that  such  words  are 

^,  ,.  ^,     _  ,  chosen."     There  is  -certainly  a  aa- 

.    **  If  that  God  made  every  thimr,  know-  i   .              ^               •  -^     •     jL 

hig  before-haad  aU  that  WoSd  rome  to  ^^^^^  caution  requisite  m  the  use 

pass,  and  all  that  men  would  do,  be  an  of  human  language,  upon  every 

nndeniable  truth— if  nererthdess  he  dealt  topic  relating  to  the   Dei^,   and 

with  man  as  if  he  were  free  to  act,  and  n,any  divines  have,  doubtless,  been 

rewards  «nd  punishes  him  according  to  ^^  ««««.,*♦««,  ^Ja  ,«»<^,»»^4,.^,,<. 

this  trial—and  we  cannot  comprdiemdham  ?»  peremptory  and  presumptuous 

both  these  things  should  be  true  together,  m  xeasonmg  upon  the' nature  and 

-we  yet  can  bdteve  them  both  to  he  true,  perfections  of  God ;    but  we  are 

audso  beUcving,  we  may  weU  conclude  not  aware  that  this  fidling  has 

S:^l:rtl^^  char«^ri«d  the   Calvinistic   di- 

with  the  same  apparent  incongruity  that  '▼ll^es  more  than  their  opponents, 

strikes  us  in  the  enunciation  of  those  first  There  is,  however,  a  refinement 

ponciples.    We  ought  not  to  wonder  at  and  a  fitftidionsness    upon    this 

ttese    difficulties;   we  ought  rather  to  „»k;*.«#.    wI«UK  «••*  .»».W^m»^  4U^ 

expect  them.    Strife  mustbe  endless,  if  ^^RJ^Ct,  which  can  only  serve  the 

we  are  not  to  rest  till  they  are  all  ex-  puipose  of  bedoudmg  the  word  of 

plained  and  harmoniged :  and  enror,  not  God,  and  introducing  doubt  and 

trnA,wmpre^,ifeitherpodtionbeso  scepticism  into  the  minds  of  Chris, 

estabhshed  as  to  exclude  the  other.    Let  *;.„«     rp*  ^  ♦««^^«*»,  ^  «»„^i«  »u  ^ 

»,  however,  carefuUy  bear  in  mind,  that  ^fv .  P®  Joidency  of  much  that 

these  are  not  eontradictioHs  but  apparemt  Archbishop  King  has  wntten  upon 

<Mnir»<^*-HUMl  the  same  aoswcr  which  this  subject,  and  which  Dr,  C.  has 
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qaot^^  with  waim   approbation,  real  import,    and  by  the   whole 

seerxi^  to  us  to  be^  to  set  aside  the  Christian  church,  which  has  hi- 

pklndeclarationsof  Scripture,  and  therto  gloried  in   knowing  more 

to  produce  the  effect  of  obliterating  of  the   divine  attributes,  nature, 

froin  our  minds  the  belief  that  and  acts,  than  the  poljrtheists  of 

there  are  any  such  things  in  the  antiquity.     But  even  upon  Arch- 


Deity,  as  those  terms  represent; 
and  consequently  to  weaken,  or 
even  destroy,  those  affections  in 
his  creatures,  which  the  contem- 
plation of  such  attributes  and  acts 
has  been  accustomed  to  excite. 
We  can  form  no  idea  of  God  but 
analogically,  and  we  must  either 
be  allowed  to  retain  such  a  me- 
dium of  knowledge  as  the  true. 


bishop  King^s  hypoth^is,  thtft  they 
are  analogical,  they  must  have  a 
double  reference,  and  are  as  true  in 
their  relation  to  the  supreme  Being, 
as  in  their  relation  to  u^;  and 
they  could  not  be  true  analogies, 
unless,  upon  Dr.  C.'s  own  defini- 
tion,* they  exhibited  two  true 
rdatums.  After  all,  then,  it  can 
only  be    maintaiojed,    that    such 


though  imperfect,  one,  or  else  we  terms,  instead  of  having  no  mean- 
can  have  no  knowledge  at  all.  If  ing  in  relation  to  God,  do  really 
this  medium  is  one  which  God  represent  true  relations,  true  acts, 
himself  has  employed  to  convey  to  true  attributes,  though  relatively* 
us  any  notions  of  his  nature  and  We  have  no  need  to  seek  an  ab- 


acts,  we  may  infer,  that  though 
the  knowledge  we  acquire  by  it  is 
inadequate  in  degree,  it  is  yet  true 
in  kind.  Neither  can  we  assent  to 
Dr.  C.'s  opinion,  that  all  the  terms 
used  in  Scripture,  upon  this  sub- 
ject, are  employed  merely  to  indi- 
cate, not  his  nature  and  essence, 
but  the  duties  which  belong  to  us, 
arising  out  of  that  relation  he  bears 
to  us.  Surely  the  terms  so  em- 
ployed^ were  designed  by  God  to 


stract  knowledge  of  God ;  perhaps 
we  could  never  acquire  any  notion 
of  him  but  what  is  relative ;  per- 
haps it  is  equally  true  of  aU  other 
objects  of  human  knowledge :  we 
know  but  their  rdations,  yet  our 
knowledge  is  true.  And  though, 
in  reference  to  the  Divine  Being, 
the  imperfection  of  this  medium 
may  be  most  sensibly  fdt,  yet  it 
is  not  on  that  account  to  be  kss 
trusted,    or  less  confidently  em- 


awaken  our  affections,  and  prompt    ployed,  while  its  accuracy  rests 
us  to  our  duties,  by  the  represen-    upon  the  testimony  of  revdation 


tation  of  such  qualities  and  acts 
belonging  to  him,  as  the  terms  in- 
dicate; and  they  are  calculated 
and  designed  to  induce  us  to  attri- 
bute those  very  things  to  the  Di- 
vine Being.   It  appears  to  us,  then. 


itself.  ,For  all  the  purposes  of 
theoretical,  practical,  and  devo- 
tional religion,  those  terms  must 
be  taken  in  their  obvious  import, 
in  relation  to  God,  as  attributing 
knowledge,      wisdom,     oounsd. 


to  be  a  very  questionable  mode  of  will,  predestination,  decree,  choice; 

expounding  the  Scriptures,  —  to  otherwise  we  could  have  no  knowm 

take  away  the  first  reference  of  ledge  of  God,  and  might  write  the 

those  analogical  terms,  and  to  re-  Athenian  inscription  over  the  doors 

present  them    as    possessing    no  of  our  temples— -2*o  the  unknown 

meaning,  or  none  in  which  we  are  God,  So  that,  after  aS,.  the  subtlety 

to  have  any  confidence,  in  relation  of  Archbishop  King  appears  to  be 

to  the  divine  nature.      If  those  little  better  than  egregious  trifling, 

terms  are  intended  to  convey  to  even  to  describe  it  by  no  worse  a 


us  no  knowledge  of  what  God  is, 
w  of  what  he  does,  they  have  been 
all  along  strangely  mistaken  by 
prophets,  apostles,  and  evangelists, 
who  have  never  disclosed  their 


name.  We  do  not  wonder  that  his 
contemporaries  charged  him  with 
fiivouring  atheism;    for  his  prin- 
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ciples  upon  tiiis  subject,  followed  w  CmphaticaUy  called  the  door  of  the 

^.!i    »^V.i.i  »M««.<.«  •.«  ^4-u^m  ««■««  kingdom  of  hearen.     No  man  cometh 

out,  would  answer  no  other  pur-  ^^  Father  but  by  him."-rpp- 153- 

pose  than  to  shake  the  foundations  155, 
of  religion  and  morality. 

The  fourth  discourse  proposes        We  exceedingly  regret  to  find 

to    discuss    the    question—"  Are  the  learned  author  attempting  to 

there  few  that  be  saved,"  &c.  &c.  array  against  the  Calvinist,  towards 

There  is  much  in  this  sermon  to  the  close  of  this  sermon,  several 

commend  ;    and  we  are  sure  our  classes  of  scriptures,  which  enfiarce 

readers  will  peruse,  with  unmin-  upon    believers   the   necessity   of 

gled    satisfaction,    the    following  watchfulness,  diligence,  and  exer- 

passage,  upon  the  most  important  tioD,  with  all  those  which  proceed 

of  all  tc^ics.  -  upon  the  ground  of  the  free  agen- 

^  cy  of  man,  the  connexion  of  means 

"It  is  not  then  by  the  opposition  the  ^jj  ^^^    ^nd  the  obligations  of 

world  offers  to  an  innocent  and  holy  life,       ,| .^  .1  ^  ^^„««:««J1.,„   «^^« 

it  is  not  by  the  serere  self-denial  and  ^11  men  to  the  conscientious  exer- 

oppressive  services  which  the  Gospel  ex-  CISC  of  their  f^ctive  and  moral  pow- 

acts  from  us,  that  the  path  of  life  is  ers.     He  seems  not  at  all  aware 

rendered  so  narrow,  and  that  man  is  so  ^jj^^j;  ^y^^  Calvinist  is  as  liberal  and 

»;^r*n"t  TmJZ  ",^lch  -fette'ed  in  the  u,e  andappliou 
lie  around  him,  as  in  those  which  spring  tion  ot  such  places  ot  scripture  as 
up  within  Mm.  It  is  the  pride  of  his  others,  and  that  he  feels  no  more 
heart  which  presents  the  chief  obstacle,  practical  difficulty  in  the  use  of 
He  cannot  bear  to  be  told  that  his  nature  ^  t^-i  1  v  1  j  u  •  «-^e«t:^ 
is  a  corrupt,  a  fallen,  a  sinful  nature :  ^^>  "wmiQ  ne  noiQS  niS  preaesu- 
that  the  carnal,  or,  in  other  words>  the  narian  creed,  than  any  pious  and 
natural  mind,  is  at  enmity  with  Ood :  good  man  does  in  the  daily  con- 
that  if  he  seeks  to  be  reconciled  with  Juct  of  the  affairs  of  life,  and  in 
God  he  must  seek  it  alone  through  the  ^^  ^^  ^f  ^^^  ^  tj^; 
merits  of  a  Redeemer.  To  him,  not  to  . .  i_  i_  i  •  • 
his  own  doings,  however  dUigently  he  same  tune,  he  beUeves  in  a  suprenae 
Buiy  hibour  in  the  xegulation  of  his  own  and  over-ruling  Providenoe,  which 
mind,  or  in  the  service  of  his  fellow-  fiu'esees  the  events  of  each  day, 
creatur^,  to  his  Saviour  he  must  refer  ^^  ^  ^jg  ^wn  actios,  volitions, 
the  whole  merit  and  the  whole  efficacy  of  j  .  v  i_^  1.  x»  li_  ^  ^ 
his  salvation.  That  Saviour  hath  «aid,  ^^  thoughts,  before  they  take 
*  tirtt  he  came  to  seek  and  save  diem  place. 

tha^  were  lost.'    And  every  man  who         The  note^  in  several  places,  oon- 

would  be  his  disciple,  let  him  be  the  t^in  some  valuable  hints,  and  the 

wisest  and  the  most  virtuous  of  men,  j  t*      •         _^     i  -^    .^i_ 

must  believe  that  he  himself  was  one  of  ^PP^ndu!,  m  ^particular,  merits  the 

those  lost  cieatvres  whom  Christ  came  careful  attenl^on  of  Church-of-£ng. 

to  save.    He  must  not  only  acknowledge  land-men.    It  Was  our  intention  to 

with  his  Ups,  but  in  hi3  heart  he  must  huve  oflfered  a  few  strictures  upon 

reel,  that  in  the  siffht  of  God  his  best  ^i.      ^         a.        j     •     ^i.     a  j« 

deedi  are  nothingTrth— that  however  ^  ««f»PPt  "Bade  in  the  Appendix 

they  may  tend,  as  they  certainly  will  to  explain  away  the  predestinatiai^ 

tend,  to  rnaka  him  happier  upon  earth,  and  election  affirmed  by  the  J7tk 

^  ha^  no  power  whatever  to  raise  Article  crif  the  Establishment.    But 

«  Nay'^ore  than  this,  if  he  trust  to  ^^  >^®  "^^^J  trespass^  be- 
himself,  if  he  indulge  himsdf  in  setting  yond  our  usual  bounds,  and  shall 
a  value  before  God  upon  any  thing  that  sum  up,  in  three  or  four  particu* 
he  does,  these  very  deeds  wiU  be  the  larg,  the  remarks  which  w«  had  in- 
instrumental  cause  of  his  ruin  :  they  will  ^.^^-j-^  4.^  w.«L.^   ^*-  ^^^«.4^t^  ^^^,^^.    ' 

lead  him  from  that  gate  through  which  tended  to  make,  at  greater  length, 

alone  he  can  carter,  and  *m  carry  him  ^P^n  the  whole  volume. 
£ul9ier  and  farther  in  a  wrong  direction.         First  of  all,  the  atten^t  of  Dr. 

His  good  works  wUl  never  bring  him  to  Copleston  to  force  the  proof  of  A 

Chnst ;  but  if  he  lay  hold  on  Christ,  in  „^o«„-^    ^^  l^^^l^^J^^^,^^^^^ 

sincerity  of  faith,   ke  will  easily  anrf  necessary,  OT; legitimate  connexion 

qmdriy  brinr  him  to  good  worics.    He  between  Calvmism  and  thep»ver- 

is  the  way,  ttie  tnUh,  and  the  life.    He  siou  ^  of  all  the  aptive  apd  oioml 
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tacolties  of  our  nattire^  is  highly  through  the  work^  that  any  event 

I)erver9e,  glaringly  unfafr;  and  ut-  -  is  in-  itself^  or  in  the  order  and 

terly  fatOe.     Reasonings  against  purpose  ofGod^  or  in  the  connexion  \ 

facts  are  about  as  ineffectual  as  *  of  cause  and  eflfect^  dertain^   Dr.  C. 

they   are    unphilosophical ;    and  appears  to  us  to  be  involved  in  the 

there  is  every  reason  to  believe  inconsistency  of  believing  an  at- " 

Dr.  C.  would  never  have  set  his  tribute  to  belong  to  God,  by  which 

hand  to  this  unhallowed  work,  but  he  has  certain  knotrledge  of  events 

fat  the   tempting  opportunity  of.  which,  as  far  as  any  power  of  his  is 

WQundingf   the   Calvinist  through  concerned,  or  any  necessary  connex- 

the  sides  of  the  Antinomian.  ion  among  the  events  themselves^ 

Secondly,  The  effort  of  Dr.  C.  to  ate  altogether  uncertain — that  is  to 
identify  Calvinism  with  fatalism,  say,  these  events  are  by  him  infal-* 
though  craftily  designed,  and,  had  libly  foreknown,  without  any  basis^ 
theparallel  been  perfect, powerfully  either  within  or  without  himself, 
calculated  to  invalidate  the  Calvin-  for  such  knowledge.     The  whole ' 
istjc  hypothesis,  is  neither  fair  in  series   of    events    in   this  world,  * 
point  of  fact,  nor  logical  in  point  which  are  represented  as  all  fore- 
of  argument.     The  Calvinist  hcdds  seen  by 'the  Deity,  were  just  as 
but  one  principle^  in  common  with  likely  never  to  have  been,  as  the' 
the  Fatalist,  and  that  not  in  essen-  reverse :  the  chain  of  causes  and " 
tialjy  the  same  form.  '  Dr.  C.  him-  consequences  thus  becomes,  not  an 
self  holds  that  principle— the  di-  adamantine  Chain,  but  a  rope  of 
viae  perfect  fore-knowledge,  and  sand ;  each  link  has  the  power  6f . 
we  should  therefore  have  little  dif-  dissolving   the  whole  concatena-^ 
ficuky  in  retorting  upon  himself  tton ;  or  rather  it  is  no  chain  at  all;  * 
all  his  own  reasoning.  The  Fatalist  for  there  is  no  necessary  connexion, ' 
views  a  direct,  positive  decree  of-  nor  ^  any  thing  resembling  links, '^ 
God,  as  the  opertOive  and  efficient  nor  does  the  Deity  exert  any  things* 
cause  of  all  events,  good  or  evil,  like  a  connecting  power  among 
and  from  that  point  proceeds,  with  causes  and  effects,  so  as  to  make ' 
this  mighty  spell,  to  dissolve  all  their  results  necessary  or  certain—- 
obligations,  to  abrogate  all  relations  so  that,  upon  this  statement,  the 
of  cause  and  effect,   means  and  yrho\t\xxAw&ne  is  ^schemeqf  chance, 
ends.  The  Calvinist  hokis  no  such  (if  such  terms  be  not  self-destruc-- 
notion  of  the  divine  decree^  nor  tive)  and  not  only  is  it  such  really' 
does  he  sanction  any  such  6utr«^e  to  ns,  but  to  the  Deity  himself^ 
on  the  prkidples  and  laws  of  £s  unless  he  perceives  things  other- 
nature.     If  Dr.  C.  did  not  know  wise  than  they  ai-e  ! !  -       * 
the  p'oc^icffi^  character  of  Calvinists,        Fourthly,  Dr.C.  professes,  inhir 
he  was  a  very  unfit  person  to  write  Appendix  and  elsewhere,   a  belief* 
upon  the  controversy ;  and  if  he  in  predestination  and  election,  as 
did,  he  has  culpably  allowed  spe--  expressed  in  the  17th  Article,  but; 
culation  to  carry  hirfi  6ut  of  the  thten,  with  Drs.  Laurence,   Win^' 
region  tffa^ts  and  realities.            •  Chester,   and  others,  hie   explain^' 

Thirty,  Throughout  his  trea-'  this  to  be  '' in  Christ :"  and  thisf" 

tise,  which  is  less  remarkable  for-  is  deemed  a  solvent  sufficiently  po-'* 

its  reasonings  against  the  Calvinist  tent  for  all  the  knotty  matter  of 

than  for  its  concessions  to  him,'  the  obdurate  article.     When  this 

there  is  a  full  and  unequivocal  be-  phrase,  "  elected  in  Christ,"  comes 

Kef  professed  in  the  divine  perfect  oiit  of  the  theological  menstruum^  it 

foreknowledge,    as  extending  to  appears » that  it  signifies  elected,  6e- 

the  most  minCite,  as  well  as  to  the  cause,  it  was  foreseen  we  should  re-- 

naost  important,  events ;  and ;  yet  ppit  and  believe  the  Gospel-^"  God's 

there  is  a  denial,"  equally  current  purpose  being  founded  on  his  fore^ 
GoNo.  Mao.  No.  51.  U 


kmmkdf^e.'*    But  if  Ood  peimved  moro  to  the  Calvinbtic  opinlona, 

mir  fiith  «nd  grace,  and  did  not  and  tha^  ere  long,  there  wHl  be 

nifacr  bestow  dieni,  his  dectioii  scarce  a  shade  of  differeooe  be- 

obligations.  tween  hb  views  and  our  own. 


.  If  Ood  foresaw  that  I  should  be-  v>v.^.<>%^%>. 
lieve  and  persevere,  and  jo  chose  The  True  Age  qf  Reastm;  or,  A 
loe.  jdien  I  am  not  at  all  indebted  Fair  ChiUlenge  io  Deists.  ACan^ 
to  his  election  for  any  grace  or  in«  did  Examinatiom^  of  the  CUumeef 
floence  to  enable  me  to  believe  or  ^  Modem  Deism  ;    ctmiamimi 
persevere  to  glory.     What  ends  a  Demonstration  qf  the  Insufl 
suc^  an  election  can  subserve^  or  Jiciem^  qf  unassisted  Beasm  to 
what  consolation  it  can  supply  in  lead  Mankind  to  Virtue ^  io  Hap* 
the  godly  eonsideration  of  it,  it  be«  piness,  and  to  God,    By  Oeotge 
hoves  our  adversaries  to  determine.  Re^ofdy  A.  M,     ISmo.  pp.  44. 
The  question  returns  upon  them  Price  Is.  6d.  fine  paper;  small 
urith  redoubled  force,  which  must  edition,  is.  London.   1821. 
be  answered  before  their  notion  It  must  be  confessed,  that  the 
oir  election  can  stand  with  oonsis-  Spirit  of  Evil  has  a  deep  know- 
traqr  even  in  their  own  creed,  ledge  6f  the  master-sprinspB  of  Ihe 
whence  is  the  grace  of  faith  and  human  heart,  and  that  ms  dei^ 
iqientance?  Are  notall  God's  gifts  terity  in  diifting  his  modes  of  ap- 
pend acts  ,the  result  of  counsel,  pre-  plication,  is  not  less  conqpicuous 
determination,  purpose?     Yet  Dr,  than  tibe  awful  power  with  whidi 
Copleston'snotion  of  election  makes  he  controk  and  directs  the  mi« 
it  subsequent  to  foreknowledge,  serable  bdnffs  whom  his  subtle^ 
even  sulnequent  to  our  faith,  so  ^nd  strengu  have  subdued  and 
that  this  election  makes  nothing  shackled.  Thousands  have  yielded 
€ertain,noris,ina]9yway,thecause  to  the  temptatimiSiof  avarice;  tens 
to whidi  weare  to  trace  upour  sal-  of  thousands  have  faUen  the  tio- 
vatiooyorto  feel  ourselves  indebted,  tims  of  appetite;  but  who  shall 
But  we  must  desist    There  are  estimate  &  countless  multitudes 
many  other  defects  in  the  reason-  who  have  perished^  betrayed  to 
iogji   and    inconsistencies  in  the  the  bitter  vassalage  of  ^'hell'e  t^ 
statements,  of  Dr.  C*>  which  we  lendess  sovereignties,'' by  the  pride 
could  point  out  would  our  limits  and  perverseness  of  their  hearts* 
permit.      We  are  persuaded  he  Often^  too,  does  man  fall    here 
cannot    rest    satisfied   with    his  widi  sctfcely  the^  pretext  of  a 
own  explanations.     He   appears  teq^ptation;  the  reptile  cravings 
to    be   too    sincere    in    ms   aU  of  human  vanitjr  wiU  ravenously 
tachment  to  truth— -too  candid  in  **  prey  on  garbage,"  where  a  loftier 
lus  confessions— «nd  too  evangelic  feeling*  even  in  the  entire  absence 
cal  in  his  views  of  the  gospel,  to  c^  spirkual  elevation,  would  spurn 
remain  at  the  point  to  which  he  the  coarse  refuse  wiUi  utter  loatb». 
has  conducted  his  readers.     If  he  ing.      If  the  mind  of  man  were 
W4II  but  pursue  his  own  principles  actuated  by  a  true  ambition,  where 
— 4f,  as  a  consistent  Protestant,  he  oDuld  it  find  a  purer  and  more 
will  but  admit  that  the  Scriptures  congenial  kUment  than  in  the  high 
w^re  written  for  and  by  plain  men,  aspirings  and  celestial  gcaudeurs 
Mid  not  designed  to  represent  m&*  of  that   bright  course  and  aim 
taphysical  subtleties,  but  simple,  which  the  Goqpel  opens  wide  and 
pur^  and  useful  facts;  and  that  gkxrious  before  him?     What    is 
their   obvious    import    was    diat  diere  more  sublime  than  holiness, 
whidi  it  was  designed  should  be  more    animating   and    ennobling 
generally  accepted  by  Christiaxis,  than  the  favour  of  God,  more  pre- 
we  think  he  will  aj^Jroximate  still  eious  than  the  amsdousneai,  or 


more   sure  tiian  the  eternity  of  cste  t]ie  majesty  of  the  Bstooi, 

his  love?   And  yet  this — ^thegrand  «id  the  saoctitT  of  the  TahowM; 

prospeot  of  evangelical  life  and  li«  by  taerifidng  the  JdiMioniriet  on 

berty^^^&at  no  attmctions  for  the  the  itoiies  of  the  Morei  I 

aemUs  of  creation !    They  grovel  The  plain  questioii  to  be  askadi 

in  the  meanness  of  their  imagina-  of  these  prosecutinff  gentkmen  ie 

tioos,    and    lift    up   their  heads  this:  Dicl  ChristianttT flonddh  Ie«i 

awhile    to  deride   the   free  and  when  racks  and  gibbets  were  aiw 

blessed  heirs  of  immortality.    We  rajred  agahui  her^  than  now^  when 

lament  their  delusion^  not  on  our  jadors  mod  attorneys  plead  so  form 

own  accounts,  but  on  their's ;  we  otbh  in  her  bdiuf  ?    Is  God-— 

would  plead  and  expostulate;  we  wira  ra^erenee  we  speak  it-^t  to 

would  exhaust  all  the  intellectual  be  trusted  with  his  own  cause  f 

and  moral  resources  widiin  our  Or  is  our  glorioas  fUth  to  be  lo* 

reach ;  we  would  look  to  a  higher  vdUed  widi  die  feroctoils   creed 

eoergy,    in   bundle    prayer  and  of  Omar  and  Khaled,  and  to  bei 

hope;  but  we  would  not  call  in  led  in  abject  triumph  by  the  fbroe 

the  aid  of  any  other  force  than  of  persecution.    Whatever  allow- 

th^t  of  reason  and  God's  grace :  ances  for  difference  of  c^nion  we* 

we  would  not  insult  the  Gospd  by  may,  on  lighter  points,  be  dispo^ 

the  pimctieal  admission  that  it  ean»»  to  admit,  nere,  at  least,  we  can 

not   prosper  without  gyves  aikd  make  no  concession ;  we  can  never 

gaols.    And  what  have  tl^e  i|.bet-  rank  the  common  law,  the  statutes 

tors  of  these  arbitrary,  app^aU  to  at  large,  or  the  dicU»  of  the  Judges, 

the  aeonlar  arm  achieved  by  their  among  the   evidences  .of  Cmris* 

aBti-8ci4pt«fal  interferenee?  Thejr  tiani^. 

have  shewn  its  entire  inefficiency ;  -    We   oecopy   firm   an4    loffy 

they  have  made  martyrs  to  m*  grxwnd,  advantageous  equally  &ir 

Mdky ;  they  have  awakened  eu«  attadk  and  ftir  defeioe;^  1^  nu, 

nomty  and  sympathy,  ami  eontii-  then,  not  weaken  oar  position,  by 

buted  far  more  to  the  diffusion  of  siMindoning  it  fbr  a  lower  levei 

Uie  poison  th^y  would  jcounter-  and  a  dubious  warlkre.    For  our 

worl^    than  a  whole    legion   of  own  parts,  we  ai^e  too  confident  ja 

Paynes,  Webbs,  H<mes,  and.Car-  our  cause,  and  ja  our  Mcngth, 

Itles  could  have  done  without  their  not  to  reject  the  alUanee  of  io^* 

aid.  mi^ons  and  indictments.     Tkete 

And  what,  after  all,  is  their  are  moi  our  mfapans  z^^^we  fi^^ 

pintle?     Neither  more  nor  less  secure  of  victory,  with  the  word 

than  this,— tiiat  the  -power  of  the  of  the  testimony,  and  the  ^wonl 

state  luis  a  simple  right  to  perse*  of  the  Spirit, 

cute  m  behalf  oi  the  rdigm  of  the  In  this  temper,  and  with  learn- 

stata:— ^  other  words,  that  the  ing  and  eloquence,  not^  crude  and 

Grand  Turk  has  a  right  to  hang,  vapid,  hut  substantial  and  mttfcure, 

or,  if  that  be  too  much,  to  in.car-  has  the  writer  of  ^e  present  brief, 

9fft9tfi  all  t(^  Patriarchs  lud  Bi«  but  comprehensive  taraot,  discussed 

flhops   of  Greece;  that  the  Shah  the  most  important  of  aU  ques^ 

of  Perma,  might,  with  perfect  jus«  tions.     Reasons  of  delicacy,  which 

tice,  have  shut  up  Henry  Martyn  some  of  our  readers  ^re  acquainted 

in  jtfae  ^ttngepQS  pf  j£ip|£an ;  that  with,    unfortu^iatdiy  wi^haold  us 

the   aoyerei^  of  the  ''Celestial  from  saying  all  that  we  ahould,  in 
Empire^'  does  nothii^  more  than  'other  circumstances,  feel  justified 

exercise  a  holy  authority,  when  he  in    iifBrining    of    this    admirable 

iafiict8>the  bamboo  qn  the  converts  essay:    we  shall  therefore  adppt 

to  Chfistianity ;  imd  that  Pomarre  a  different  plan  from  that  which 

would  have  done  w^l  to  viiidi«  we  had  at  first  mtended;  and  ia^ 

U2 


1^         RenUm  (fBaoh  :'^Redfmrd:s  True  Age  of  Reason.     O^auch, 

Qtetd  of  analyfiing  the  nrooess  by  whicfa  enjoyed  not  the  Jeinsh.    We  miia^ 

l?hidi   Mr.  Bedford  has  reached  contemplate  reason  by  itoklf  ;  we  mi^ 

noRu    «*r.  xvc«t««i   iiffif  y^r**  trace  op  the  course  ofthis  boasted,  mighty 

tus^ndttsions  m  favour  of  Chrw*  ^^^3^*  y^^^  it  met  the  confluence  of 

tianitj^  merely  quote  the  heads  of  the  majestic  river  of  the  water  of  life, 

ku'sections^   and  then  suffer  two  »nd  mark  it,  moving  on,  trowbled  and 

ortJiree  extracts  to  approve  their  f^^'  through  the  desert  of  its  otouu- 

„            *     ^*^  •    J           ^  broken  sohtwle :  there  we  shall  be  able 

♦wn  excellence  to  the  judgments  ^^  estimate  its  salubrity,  to  measure  its 

of  our  readers.     This  plan  is  a  compass,  to  sound  the  depth  of  its  cnr- 

privation  .  to    ourselves ;    for  we  rent,  and  to  watch  the  limits  of  that 

have  read  the  tract  with  more  care  ^rtUity,  which  it  is  said  to  be  capable  of 

.  1,  .             1                  -^     i?  A  _A  u     1  spreaclimr  over  tlie  human  wild. 

than  usual,  as  a  sort  of  text-book  *',,  AcTompanv  me  back,  then,  to  that 

for  a  long  argumentative  article :  period  in  the  Mstory  of  human  nature, 

and  now,    as   ^e  turn  over  the  and  of  philosophy,  in  which  the  mind  of 

leaves,  and  observe  the  marffinal  ™*a  seems  to  have  arrived  at  the  very 

1  •         1      1-        •          !.•  i_    ^      1.  J  zenith  of  its  self-sustained  glory;  when 

hieroglyphics  ^m  which    we  had  ^^  ^^^^  ^^„   ^^  cultivati  to  ita 

traced  the  outline  of  our  plan,  we  highest  pitch ;  when  the  judgment  was 

reluctantiy  abandon   it:    but/  all  matured  to  its  most  senttthre  discrlmina- 

things  considered,  it  is  best  f«  us,  <wm ;  when  the  fAncy  wbe  indulged  in  ite 

^«^J^ ^u^,^^u  TLf-   B   u->  A^fi^^^A.^  most  lofty  and  beautiful  visions;    and 

even  though  Mr.  R.  be  defiauded  ^j^^^  ^^  ^^  ^^  cultivated  to  a  degree 

of  part  of  his  just  praise,  to  take  a  of  refinement,  an  approximation  to  wtiich 

different  course:  has  been  the  highest  amhitioa  of  modem 

It  has  been  Mr.  Risdford's  ob-  «*tions.     If  the  eslimiite  can  be  taken 

\^%^  4^  «»;»«  fk^  wt^..^.  ***•  Asmwv^i*^^  with  more  advantage  to  reason  at  one 

ject  to  give  the  means  of  forming  ^^  ^^  ^^  ^^^^^^  ^^  .^  ^„^  „^^^^ 

what  may  be  termed,  m  his  own  i^  preference  to  all  others,  it  must  be  in 

«n|diatic  phrase,    ^*  an  historical  diat  nation  in  which,  for  centuries,  it  had 

estimate  of  the  only  age  that  can  l^een  «n  object  of  the  most  assiduous  cul- 

be  fairly  caUed  the  Agb  of  Rea-  ^^^[°."»  ^^  '^  w?  J'  ^1,  l*'*^"^  * 

«     ^ttT   Ti                   X'  height  and  a  subtlety  which  have  never 

aoN.^        He    takes    up-  this    po-  i^^  exceeded.     I  shall,  therefore,  now 

sition,   that  the  modem  deist  is  bring  in  review  the  moral  senttments  of 

idterly  incapable  of  forming  an  ^  most  renowned  nations  in  the  history 

accurate  notion  of  the  powers  of  Jjf  ^^^  ^o"-^^'  and  exhibit  the  daims  of 

^,    ^       ,        ,       *^^          .^  the  pure  reason,  m  the  results  of  the 

reason ;  that,  when  he  assikmes  its  combined  genius,  and  learning,  and  wis- 

oapacity  of  self-regulation,  and  its  dom  of  their  most  adnured  sages.    Nor 

power  of  attaining  the  true  know«  shall  this  be  done  with  any  view  of  dis- 

ledge  of  Godi  and  when  he  grounds  paraf  i«^the  talents,  or  under-rating  the 

.  1    °                 '    .                ^,     °             ^  efforts  of  men,  to  whom  all  succeedinir 

that  presumption  on   the  present  generations  have  paid  the  deserved  meed 

state  of  moral  and  theosophical  of  intellectual  homage;  men  who,  had 

science,  he  is  really  evading,  most  th^  lived  in  the   day«  of  inspiration, 

ireakly,  or  most  disingenuously,  ^ere  is  every  reason  to  believe,  would 

*i,^  *—  1    4.  J.       r  aL         ^*:         u  have  been  the  first  to  admit  and  to  advo- 

the  true  state  of  the  question,  by  ^^^  j^^  ^j^j^^ .  ^^^  ^.^^  unequivocally 

appeahng  to  the  mental  and  moral  sgreed,  that  no  one  truth*  of  vital  impor- 

illumii^tion   diffused   by  Christi-  tance  to  tho  interests  of  virtue  and  of 

anity,   and- 6y   Chrisiimuty  exciu-  man,  could  be  ascertained  or  enforced, 

sively,     as    an     evidence    of    the  "°ta  the  Deity  should  grant  a  revelation; 

••«'**y>      «w    WW     ^  w^A^AWK.^    V*     w*«  j^jj^  ^Ijq^  ^  ^jj^  ^j^j.  confusion  of  mo- 

power  and  the  glory  of  his  vaunted  dern  infidelity,  all  stood  on  the  utmost 

oracle.  confines  of  reason,-  sighing   over   their. 

short-sightedness,  and  in  the  attitude  of- 

**  To  do  justice,  then,  at  once  to  rea-  fervent   supplication  to   the  Author  of 

son  and  revelation,  we  must  ascertain  to  their  being,  entreating  that  he  would  im- 

what  height  the  former  had  raised  itself  part  to  them  that  very  gift,  which  the 

before  the  latter  took  it  by  the  hand,  and  sons  of  reason,  in  our  age,  are  so  cla- 

led  it  up'  that  high  and  steep  ascent,  morous  to  have  rejected." — pp.  6r-&. 
which  hitherto  its  steps  had  not  dared. 

The  only  equitable  ground  upon  which  k^^     ^t^j      ^^afisaffe    which   n»i- 

this  contest  can  ever  be  decided,  is  to  go  ™^^    rij"    passage,   wnicn  cnir 

back  to  the  agM>  which  preceded  the  readers  will  agree  with  us  m  think- 

Xhristian  revsliftion,  and  to  the  nations  ing  beautiful,  both,  in  ooneeptioa 
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and  compoution^  Mr.  Bedford  pip-  neither  Hume- nor   Lord  Herbert,  nor 

ceeds  in  his  first  section  to  show,  ^^X.  ^^  ^^  ^^^^'^^  Peists,  obtained  their 

ti^«f  A^«  ;i;«4^n^  ..r:<>n»a  ^f*j,^  t>^'..»  notions  of  one  God  from  mere  i^asotf. 

that  for  distinct  views  of  the  Bmg  ciriUaation,  and  refinement,  and  phUow- 

(^  a  Uod,  we  are  indebted  to  the  phy  do  not  tend  to  remove  the  deluaioA 

inspired  volume.      In  this  chapter  of  polytheism ;   they   never  did  re- 

he  detects,  with  admirable  acute-  wove  it  ;  their  tendency  has  been  uni- 

ness,   and   triumphantly   exhibits,  f^b;  the   re^-crse      inulosophical  ad- 

1     i  11       •        /•   •  1-    1  '^      •             /•  vancement  m   Greece,   and  Rome,  and 

the  toUowing  finished  specimen  of  Eg}'pt,  tended  but  to  uphold  and  orna- 


an  argumentative  felo  de  se, 

"  It  is  not  a  little  remarkable  tliat 
Mr.  Hume,  that  able  adrocate  of  modem 
deism,  should  have  clearly  admitted  the 
entire  process  of  this  reasoning,  and 
thmeby,  though  unconsciously  enough, 
prepared  the  way  for  the  overthrow  of 
his  whole  S3r8tem.  His  words  are  these  : 
**  It  appears  to  me,  that  if  we  consider 
the  improvements  of  human  society,  from 
rude  beginningB  to  a  state  of  greater  per- 
fection, polytheism  or  idolatry  was,  and 
necesmrily  must  Jvave  beetty  the  first  and 
most  ancient  religion  of  mankind.'  (  TMm, 
hy  ike  way^  U  tuppodng.  that  the  nearfir 
rttuou  it  traced  up  to  its  primUive  source. 
Us  auOwr^  the  more  corntpt  and  weak  it 
viU  be  found:)  hd  lie  proceeds  s-"*  This 
opinion  I  shall  endeavour  to  ooufirm  by 
the  following  arguments.  'Tis  a  matter 
of  fact  incontestable,  that  about  1700 


ment  polytheism ;  to  multiply,  and  not 
to  diminish,  the  number  of  their  deities; 
to  enshrine,  and  not  to  desecrate,  their 
images.  The  influence  of  superstitious 
fears  was  but  augmented  by  the  lights  of 
philosophy  and  the  cultivation  of  the 
arts ;  while  the  highest  speculations  of 
a  religious  kind,  in  which  the  concen- 
trated philosophy  of  Greece  ever  indulged, 
embodied  themselves  at  last  in  the  con- 
ce{)tion  of  an  altar  to  The  Unknown 
God— an  altar  which,  in  reference  to 
the  philosophy  that  dictated  it,  may  be 
described  as  the  highest,  but  the  expiring 
effort  of  its  strength— thf  frijg^htful  mis- 
^vings  of -its  guilty  fear,  and  the  stand- 
irUg  memorial  of  its  imbecility.  Here, 
then,  you  may  trace  the  claims  of  reason 
in  -its  master  efforts — in  its  maturest 
energies.  Here  you  see  it  endeavouring 
.to  erect  itself  by  its  own  vigour-— or  ra- 
ther, I  might  say,  still  creeping  along 


years  ago'  {observe  this—tlie  very  date  of    the  lower  region  of  this  dull  earth,  like 


ChrittUsnxty)  '  all  mankind  were  idcJators. 
The  doubti^  and  sceptical  principles  of  a 
few  philosophers,  or  the  theism,  and  that 
too  not  entirely  pure,  of  one  or  two  na- 
tions,* (this  is  the  insidious  way  in  which 
be  gets  rid  of  the  awkward  case  of  the 
Jews,)  '  form  no  objection  worth  regard- 
ing. Behold  then  the  clear  testimony  of 
history.  The  further  we  mount  up  into 
antiquity,  the  more  do  Ve  find  mankind 
plunged  into  idolatry.  No  marks,  no 
symptoms  of  any  more  perfect  religion. 
The  most  ancient  records  of  the  human 
race  still  present  us  with  polytheism  as 
the  popular  and  established  system.  The 
north,  the  south,  the  east,  the  west,  g^ve 
their  unanimous  testimony  to  the  same 
fact.'  .  Now  without,  stopping  to  offer 
any  strictures  on  the  disingenuousness, 
which  has  thus  passed  oveY  the  long  his-^ 
tory  of  the  patriarchs,  and  the  unques-'' 
tionable  records  of  the  Jews,  who,  though 
occasionally  seduced  into  idolatry,  never 
were  systematically  and  theoretically 
poiytheists,  but  preserved  the  worship  of 
one  God  from  the  foundation^  of  the 
world,  (evidences  of  which  fact  the 
philosopher  might  have  found  both  in 
the  East  and  in  the  West,)  we  may  re- 
maik  upon  this  statement,  which  is  in- 
disputable as  it  affects  all  other  nations, 
that  the  .views,  hero  exhibited  poweriuUy 
confirm-  oar  :  previous  argument — tha( 
human  iaature  did  not,  and  could  not, 
attain  to  the  discovery  6f  pure  theism  ; 


some  weak  and  sickly  shrub,  casting 
forth  its  shoots  and  its  tendrils  indeed 
upwards,  as  if  feeling  after  some  sus- 
taining power,  by  which  it  might  pro- 
gressively raise  itself  towards  the  sky, 
but  lacking  the  friendly  arms  and  sus- 
taining trunk  of  the  lord  of  the  forest, 
sinking  back  again  to  its  mean  and 
earthly  level,  where  it/clings  more  tena- 
ciously than  ever  to  the  humblest  and 
vilest  brambles.  By  this  very  conces- 
sion, therefore,  Hume  has  subverted  aU 
the  pretensions  of  deism;  for  he  has  ad- 
mitted jthe  utter  inadequacy  of  reason  to 
the  discovery  of  a  God,  and  the  destruc- 
tion of  idolatry ;  and  by  dating  the  origin 
of  theism,  among  the  Gentile  nations,  at 
the  precise  period  of  the  propagation  of 
Cluristianity,  {his  words  are  *  1700  years 
ago,'  and  he  wrote  about  1742,)  he  has 
unwittingly  allowed  the  advocate  of  rever 
lation  to  claim  for  the  word  of  God,  the 
undisputed  honour  of  being  the  first  and 
only  instructor  of  the  nations,  in  .the 
doctrine  of  one  infinite,  eternal,  and 
perfect  Deity,  to  the  utter  exclusion 
of  every  species  and  degree  of  idolatry." 

-pp.  13- 16..  ; 

On  the  worship  of  a  Supreme 
Being  —  on  the  Morals  of  Unassisted 
Reason — on  the  Moral  Government 
i^ihe  World— on  the  Divine^  Placed 
biXity-^n  the  Immortality  of  the 
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jSom/— are  the  titles  of  the  succeed-    gnmnd,  and  tidwt  an  iiifliilieijr  wider 


ing  sections.    We  can  only  make    JS*^*  ***  ^^""^  Socwi^  or  Plite. 

~omforhu«um.ied«KiU«-  Sraj:..".;^^ttrrcr'.£[ 

'  ^^  conclllflion.  forms  of  a  contentious  and  aabtle  logic, 
<<  I  liaTCy  in  these  feir  pans,  attempted  or  of  an  elabomte  svllogism,  but  stamped 
to  present  to  the  reader  an  historical  esti-  with  the  reoognisaUe  imafe  of  the  God- 
mate  of  the  only  age  that  can  be  fairly  head,  which  leaves  the    reason  of  the 
called  tiie  age  of  reason.    He  has  seen  hnrablest,  or  the  highest,  no  place  for 
tibe  portraltnrs  of 'its  alarish  fean;  let  objection,  and  no  right  of  appeid.    The 
liim  say  if  an  emancipation  from  ^ese  Creator's  authoritative  mandate  of  pro- 
was  not  imperioosly  required.    He  has  hibition  or  command,  "  Th/m  JtaU,**  or 
seen  the  narrow    sphere  to  which  the  **  ^f*^  '^^  ^^^  uttered  by  that  voice 
Tiewi  and  Ibe  hopes  of  mere  reason  were  which  bids  die  thunder  of  heaven  awake, 
confined ;  and  let  him  say,  if,  for  answer-  or  written  by  that  finger  which  points  the 
ing  the  cBgnitjr  of  our  original  constita-  lightainr  to  its  fated  mask,  or  the  gcaial 
tion — if,  for  filling  the  longings  of  an  *vn  to  his  rimng  and  his  going  down, 
ambitions  intellect — if,  for  ennobling  and  ^1  pieree  deeper  into  CNir  nature  than 
perfecting  the  expansive  faculties  of  the  ^i^  outward  sense  through  which  it  en^ 
mind, — a  snblimer  stage  of  being,  and  ters.    This  voice  finds  widiin  a  myste- 
an  ampler  duration  than  this  life  aifoids,  '^OQ>  feculty^  a  moral  ssuse,  or  ear  of  the 
are  not  necessary? — and  if  necessary,  *oul,  which  he    who  fomied  man  de- 
with  what  less  evidence  of  their  reality  i>Si>0d  for  the  traaandssion  of  his  own 
would  he  be  satisfied,  than — ^thb  au*  voice  afene.    By  means  of  this  fecalty, 
TRORiTY  OP  God  ?  CM  can  eSbctoaUy  tooch  the   aecnt, 
**  I  have  only  to  add,  in  conclusion,  that  n^hty  spring  of  aU  moral  action— the 
I  hare  all  along  forbom  to  avail  myself  human  will— that  firet,    most  miff^ty, 
o{  the  just  plea,  which  deism  never  can  and    most    mysterious    of    all    human 
deny,  that  this  estimate  has  not  been  powers,  fimn  which  reasoning  and  phi* 
taken  fhmi  an  age  or  a  nation  in  which  losophy  um^  he  eflbctnatty-eiuiuded,  or 
human  reason  was  entirely  unassisted:  "poa  which  th^  may  be  found whoiiy 
we  have  not  yet  seen  that  reason  utteriy  ineflkdsnt.*' — ^pp.41-— 44. 
soUtary  in  Hv  actings  upon  the  visible         «,    i^  «        i  .     .         « 
worid,^and  its  own  consciousness.    AH         We  nq>e  tfaat  mis  is  only  to  be 
tiie  philosopfaers  of  Greece  and  Rome  considered  as  tbe  commencement 
had  the  lulvantage  of  patriarchal  tredi-  of  a  series  pf  tracts,  by  the  mae 
tioas.    Many  even  of  their  fidiles  bear  u.«  j      a  -i-JTr-^ui^  J.     *  ««^-  ^^ 
*c  mariLs  Sf  being  grounded  on  fiurts  T^   Admuably  counteract! ve,  |» 
recorded  in  the  Moauc  record,  but  gar-  the^  must  be  deemed,  of  the  poison 
hied  and  obscured  hj  the  mode  of  trans-  of  infiddii^,  we  should  be  sornr 

?Sf '''V  r?^-^.?*^  "^  "^  *•  *«*  Mr.  Bedford's  efforts  stopped 
!^mL^1f?h?ilTof^^^^  herermfi^earsixofthese^S: 
tion;  and,  in  the  Uter  periods  of  Grecian  cations,  he  might  take  a  oom^ 
history,  thdr  obligations  to  the  Jewish  pressed,  jf^  popular  suTvgr  of  the 
Scriptures,  tiiongh  never  acknowled^,  evidences,  history,  and  (toctrines 
become  abundantiy  manifest  So  that,  ^#»  PK,^o*;««;*iir  ^liA  IP  \¥  -,«-*  -»^« 
after  aU,  tiie  Uttie^ight  they  did  enjoy  Z^^^S^  ^Tn  ^  T^  ^^ 
sprung  not  up  vrithin  tiusmselves,  but  was  Cttted  with  Ae  akul  aad  spmt 
jderived  dtfaer  -fi:om  traditionsry  history,  dispkyed  in  these  prdmnmena,  a 
or  the  feoords  of  the  Jews ;  and  even  most  acceptable  and  e^ctive  To- 
taking  human  reason  at  tiiat  most  select  i^^-.^  woi5d  be  aent  forth  at  a 
andchoeen  period  of  its  development—  ^^,  wouia  oe  sent  lonn,  at  a 
the  best  which  its  patrons  and  worshippere  cntMsal  and  anxious  seafWDU     Tlie 


tx>uld  ask  for  H— our  argument  Ib  abun-  scattered    guerillas    of    infideli^ 

danthr  valid,  bave  rallied,  and  are  making  show 

"Here  IS  tiie  contrast  which  I  ask  ^f    fight;    "Constitutional"    and 

every  reader  to  make ; — the  writings  of  „  ^  *     '  .     "^^"^^J^^  "**      •"** 

jtiie  phUosophere  are   characterize  by  Suppression    Soctetias,  alarmed 

do^,  wu!ert4wUy,  and  imbecmtji  whUe  fw  Uie  safety  of  the   Bible,  are 

revdation  is  harmonious,  clear,  decisive,  mustering  Ae  police  in  its  defence. 

5^.!S?^^^T'^  "^  ^^J!^  TH":  ^^^  ^  o*^  tactics ;  and  we  thank 

EFFICIENT  to  lead  vwn  to  the  highest  »*^  t>   r    '-.u-           'n     ^  -i^  7^ 

ends  of  his  being.  Mr.  B.  for  this  eicoeUent  dliistca^ 

^"EheseftctftwiUjustiVne-ia  saying,  tion  of  one  important  part  of  a 

Ibat,  In  point  of  useful,  consolatocy  Christian's  conflict  with  the  power« 

IwwJedge,  die  humbly t  cottar  in  a  of  darkness.                     ^                J. 
Christian    land,    stands   upon    higher 
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iZd&fo  Jtfedfcf .  Cthe  Religum  tf  a  and  transparent,  but  fall  of  Latta 

PhygieianJ    with    Annotatums,  and  Greek  words,  classical  allii- 

alto  (^tervatims  by  Sir  Ktndm  sions  and  singular  combinational 

2>^,  nmv"  newly  addtd.    By  .whichsometimesproduceobscuritr. 

Sir  T.  Browne.  and  impart  an  appearance  of  rough- 

True  Christian^  MaraU.    By  Sir  ness,  and  want  of  grace.    In  this 

Thomas  Browne,    M.D^j    pub^  age,  an  author  who  should  take 

Med  from  the  original  and  cor>^  Browtie  for  his  model,  would  not 

feet  Manuscript  of  the  Author*  escape   the  charge  of  pedantiy. 

By  John  Jeffery,  D.D.  Arch-  and  would   just^  be  reminded, 

deacon  of  Norwich.    171 6.  that  he  had  corrupted  the  sim^ 

Among  the  eminent  individuals,  plicity,  and  added  nothing  to  the 

who  supported  and  extended  the  H-  beauty,  of  our  pure  English,  by  so 

terary  ^ory  of  6ur  nation  in  the  large   a   license    of  juiraseology. 

seventeenth  century,  thename  of  Sir  Johnson,  who  was  manifestly  an 

Thomas  S^owneholdsaoonspieuoat  ardent  admirer  of  Browne's  genius, 

place.    Distinguished  by  the  most  his  versatility,  and  his  originality, 

profodiid  and  varied  learning,  and  has  evidently  contracted  one,  of  the 

endowed  with  a  genius  singularly  worst  vices  of  his  style.     Yet  we 

original  and  elevated,  he  raised  must  be  allowed  to  say,  that  not- 

himsdf  from  comparative  obscu«  withstanding  the  occasional  harsh** 

ritjr,  to  the  highest  pinnacle  of  ness  of  his  diction,  the  obscurity 

fiune,  to  honorary  distinction  in  and  involution  intq  which  his  re« 

sodeiy,  and  to  a  d^pree  of  opu«  dundance  of  thought  betrays  him, 

lence,  which   is  not  always  the  his  style  is  eminently  adapted  to 


reward  of  literary  merit.    The  two  the  esqpression  of  his  thought 

works  of  this  extraordinary  indi«  Ae  dress  suits  his  intellectu^  fea« 

▼idual,  which  we  have  placed  at  tures ;  like  the  whimsical,  but  not 

thehttKiof  this,  article,  hod  he  left  inelej^ant    robe  of   some  Indian 

tto  other  memorials  of  his  splendid  wamor,  it  befits  the  robust  frame 

t^nts,  and  extensive  acquirements,  and  enterprising   countenance   of 

would  have    placed    him  among  the  wearer.     Every  limb  appears 

^ose  rare  spirits,  which  the  Omni«  to  advantage,  and  every  gesture, 

potent  Creator  oocaoonally  sends  though  not  fxedsdy  to  modem 

on  cardi,  as  wdl  to  illustrate  his  taste,    is  griaoefol    and  dignified^ 

own  mysterious  power,  in  the  en«  The    subjects    on   which  Sir  T; 

dowments  of  the  human  soul,  as  Browne  diooses  to  descant,  are  all 

to  instruct  and  ddigbt  mankind,  interesting  and  important,  and  the 

and  to  adorn  human  society  with  mode  in  whidi  he  un^nnly  treata 

ornaments  of  imperishable  beauty  them,  is  at  the  greatest  possible 

and  fraginance.  distance  from  commonplace.    Of 

The  Religio  Medici  is  a  book  the  vast  and  varied  learning  dia- 

altogether    singular  in  its  style,  played  in  this  work,  as  well  as  of 

curioiis  and  multifarious  in   tlie  the  singular  subjects  it  brings  feiv 

learnb^  it  displays,  in  its  subjects,  ward,   and  the  original  style  of 

and  in  its  sentiments.     In  its  style,  thought  and  sentiment  pervading 

it  is    eminently   expressive    and  the   whole,  our  readers  will    be 

energetic,  frill  dP  bold  and  success*  better  able  to  judge,  by  one  or  two 

fol  combinations  of  phrase.     It  is  extracts,  tlian  by  any  len^ened 

alwaya  powerful    and  often  elo»  comments  in  which  we  might  be 

fpeoi;  generally  speaking,  aimple  indulged.  Aftor  describing  himsdf 
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generally  as  a  Christian^  and  a 
Protestant,  and  a  Church-of-Eng* 
land  man^  he  comes  more  particu-i 
larly  to  state  bis  •  views  and  prin- 
ciples in  reference  to  almost  every 
subject  of  moral  or  religious  specu- 
lation. And  this  he  does^  not  so 
much  in  the  way  of  disclosing,  or 
enforcing  by  argument,  his  own 
opinions  upon  the  question  ,  itself, 
as  in  the  way  of  general  and  run- 
ning comment  upon  the  spirit  of 
the  controversy,  the  uncharitable- 
ness  of  disputants,  and  the  diffi- 
culty or  hopelessness  of  deciding 
many  disputes,  which  divide  man- 
kincU  He  has  taken  frequent 
occasion  to  show  the  necessity 
which  arises  from  the  diversity  of 
human  opinion,  for  the  exercise  of 
mutual  candour  and  charity.  We 
do  not  accord  in  many  of  .his  sen- 
timents, but  we  are  always  amused 
with  his  facetiousness,  and  de- 
lighted with  his  ingenuity  and 
amiableness.  Describing  himself, 
•—he  says, 

*  "  It  is  the  method  of  charity  to  suffer 
^nthout  re-action :  those  usual  satyns 
and  utvectives  of  the  pulpit  may  per' 
chance  produce  a  good  effect  on  the  ml- 
^r,  whose  ears  are  opener  to  rhetorick 
than  logick  ;  yet  do  they  in  no  wise  coti- 
fiim  the  faith  of  wiser  believers,  who 
lokow  that  a  good  cause  needs  not  to  bQ 
pardon'd  by  passion,  but  can  sustain  itself 
upon  a  temperate  dispute. 
'  ".I  could  never  divide  myself  from  any 
fbaii  ttpion  the  difference  of  an  opinion,  or 
be  angry  with  his  judgment  for  not  agree- 
ing with  me  in  that,  from  which  within  a 
ifew  days  I  should  dissent  myself.  I  have 
no  genius  to  disputes  in  religion,  and 
have  often  thought  it  wisdom  to  decline 
them,  especially  upon  a  disadvantage,  or 
vheu  the  cause  of  truth  might  suffer  in 
the  weakness  of  my  patronage :  Where 
we  desire  to  be  inrormed,  'tis  good  to 
tontest  with  men  above  ourselves ;  but  to 
confirm  and  establish  our  opinions,  'tis 
Jbest  to  argue  with  judgments  below  our 
own,  that  the  frequent  spoils  and  victories 
over  their  reasons,  may  settle  in  our- 
selves an  esteem  and  confirmed  opinion 
of  our  own.  Every  man  is  not  a  proper 
champion  for  truth,  nor  fit  to  take  up  the 
gauntlet  in  the  cause  of  verity  :  Many 
from  the  ignorance  of  these  maximcs,  and 
an  inconsiderate  zeal  unto  truth,  have  too 
rashly  charged  the  troops  of. error,  and 
remain  as  trophies  unto  the  enemies  of 


[[March, 

truth  :  A  man  may  be  i^  as  just  posses- 
sion of  truth  as  of  a  city,  and  yet  be 
forced  to  surrender;  *tis  therefore  far 
'"better-  to  enjoy  her  with  pieace,  than  to 
ha^zard  her  on  a  battle':  if  thertfforc 
there  rise  any  doubts  in  ipy  way,  I  do 
forget  them,  or  at  least  defer  them,  till 
my  better  setled  judgement,  and  more 
manly  reason  be  able  to  resolve  them,  for 
I  perceive  eveiy  mans  own  reason  is  his 
b^t  Oedipus,  and  will  upon  a  reasonable 
truce,  find  a  way  to  loose  those  bonds 
wherewith  the  subtleties  of  error  have 
enchained  our  more  flexible  and  tender 
judgements.  In  philosophy,  wltere  truth 
seems  doublc-fiic'd,  there  is  no  man  more 

faradoxical  than  my  self ;  but  in  divinity 
love  to  keep  the  road  ;  and  though  not 
in  an  implicite,  yet  an  humble  faith,  fol- 
low the  great  wheel  of  Xht  church,  by 
which  I  move,  not  reserving  any  proper 
poles  or  motion  from  the  epicycle  of  my 
own  brain ;  by  this  means  I  have  no  gap 
for  heiesie,  schismes,  or  errors,  of  which 
at  present  I  hope  I  shall  not  injure  truth 
to  say  I  have  no  taint  or  tincture  .  I  mubt 
'  confess  my  greener  studies  have  been 
polluted  with  two  or  three,  not  any  be- 
gotten in  the  latter  centuries,  but  old  and 
obsolete,  such  as  could  never  haye  been 
revived,  but  by  such  extravagant  and 
irregular  heads  as  mine.** — pp.  9—12. 

. .  It  we^'e  well,  if  all  who,  in  our 
own  day,,  are  ambitious  of  the 
name  of  philosophers,  afid  of  men 
of  genius,  would  imitate  Sir  T. 
Browne  in  the  regulation  of  their 
Blinds,  and  in  the  solution  of  their 
sceptical  doubts.  Speaking  of 
the  perversion  of  the  doctrine 
of  secpnd  causes  to  Atheism^  be 
says, 

**  I  have^  tbereforej  always  endeavdnred 
to  compose  those  feuds  and  angry  dissen* 
tions  between  affection,  faith,  and  reason  . 
For  there  is  in  our  soul  a  kind  of  trium- 
virate, or  triple  government  of  three 
competitors,  which  distract  the  peace  of 
tills  our  Gomraonwealth,  not  less  than  did 
that  otiier  the  state  of  Rome.  As  reason 
is  a  rebel  unto  faith,  so  passion  unto 
reason  :  As  .the  propositions  of  faith  seem 
absurd  unto  reason^  so  the  theorems  of 
reason  unto  passion,  and  both  unto  rea- 
son; yet  a  moden^  and  peaceable  dis- 
cretion may  so  state  and  order  the  matter, 
that  they  may  be  all  kings,  and  yet  make 
but  one  monarchy,  every  one  exercising^ 
his  soveraignty  and  prerogative  in  a  due 
time  and  place,  according  to  the  restraint 
and  limit  of  circumstance.  There  is,  as 
in  philosophy,  so  in  dirinity,  sturdy- 
doubts,  and  boisterous  objections,  where- 
with the  unhappitless  of  our  knowledge 
too  nearly  ocquainteth  us.    More  of  tiicse 
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DO  man  hath  known  than  myse]f,  which 
I  confess  I  conquered,  not  in  a  martial 
posture,  btit  on  my  knees.  For  our  en- 
deavours are  not  only  to  combat  witli 
doubtS)  but  alwajTS  to  dispute  with  the 
de\ril :  the  vlUany  of  that  spirit  takes  ^ 
bint  of  infidelity  from  our  studies,  and  by 
demonstrating  a  naturality  in  one  way, 
makes  us  mistrust  a  miracle  in  another." 
— pp.  44,  45. 

We  could,  with  pleasure,  mul- 
tiply extracts,  but  our  limits  en- 
force brevity,  and  we  can  make 
room  only  for  the  following  truly 
beautiful  and  animating  passage. 
The  author  had  been  just  declar- 
ing his  belief  in  the  separate  state 
of  souls,  and  in  the  existence  of 
spirits,  and  had  mentioned  the 
victory  of  the  devil  over  Adam 
and  his  race,  manifested  in  the 
spoils  of  death. 

"  This  is  that  dismal  conquest  we  all 
deplore,  that  makes  us  so  often  ciy  (O) 
Adam  quid  Jbcitti  f  I  thank  God  I  have 
not  those  strait  ligaments,  or  narrow  ob- 
ligations to  the  world,  as  to  dote  on  life, 
or  be  convulst  and  tremble  at  the  name 
of  death :  Not  that  I  am  insensible  of 
the  dread  and  horrour  thereof,  or  by 
raking  into  the  bosrels  of  the  deceased, 
continual  sight  of  anatomies,  skeletons, 
or  cadayerous  reliques,  like  vespilloes, 
or  grave-makers,  I  am  become  stupid,  or 
have  forgot  the  apprehension  of  morta- 
lity; but  that  marshalling  all  the  hor- 
Tours,  and  contemplating  the  extremities 
thereof,  I  find  not  any  thing  therein  able 
to  daunt  the  courage  of  a  man,  much  less 
a  well-iesolved  Christian.  And  therefore 
am  not  angry  at  the  errour  of  our  first 
parents,  or  unwilling  to  bear  a  part  of 
this  conunon  fate,  and  like  the. best  of 
them  to  dye,  that  is,  to  cease  to  breathe, 
to  take  a  farewel  of  the  elements,  to  be  a 
kind  of  nothing  for  a  moment,  to  be 
within  one  instant  of  a  spirit.  When  I 
take  a  fall  view  and  circle  of  my  self, 
^thout  this  reasonable  moderator,  and 
equal  piece  of  justice,  death,  I  do  con* 
ceive  my  self  the  miserablest  person  ex- 
tant ;  were  there  not  another  life  that 
1  hope  for,  all  the  vanities  of  this  world 
should  not  intreat  a  moments  breath 
from  me :  could  the  devil  work  my  be- 
lief to  imagine  I  could  never  dye,  I  would 
not  outlive  that  very  thought ;  I  have  so 
abject  a  conceit  of  this  common  way  of 
existence,  this  retaining  to  the  sun  and 
elements,  I  cannot  think  this  is  to  be  a 
man,  or  to  live  according  to  the  dignity 
of  bomanity :  in  expectation  of  a  better, 
1  caa  with  patience  embrace  this  life,  yet 
in   my  best  meditations  do  often  defie 
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death  :  I  honour  any  man  that  contemns 
it,  nor  can  I  highly  love  any  that  is  afraid 
of  it :  this  makes  me  naturally  love  a 
souldier,  and  honour  those  tattered  and 
contemptible  regiments,  that  will  dye  at 
the  command  of  a  sei^eant.  For  a  pagan 
there  may  be  some  motives  to  be  in  love 
with  life;  but  for  a  Christian  to  be 
amazed  at  death,  I  see  not  how  he  can 
escape  this  di^mma,  that  he  is  too  sensi- 
ble of  this  life,  or  hopeless  of  the  life  to 
come." — pp.  87—89. 

The  small  posthumous  work, 
which  is  entitled  Christian  Morals, 
consists  of  a  great  number  of  apo* 
thegms  divided  intb  sections,  with- 
out specific  titles,  but  having  a 
precise  subject  They  are  not  al- 
together unlike  Lord  Bacon's  Es- 
says. They  are  distinguished  by 
much  of  the  eloquence,  point,  and 
force,  of  Lord  Bacon,  but  are  com- 
jposed  rather  more  in  the  form  and 
style  of  proverbs.  The  wholfs 
work  is  full  of  wisdom,  of  chris- 
tian principles,  and  of  discrimina- 
tion, and  well  deserves  the  atten- 
tion of  the  curious  and  inquisitive. 
It  will  well  repay  a  careful,  or 
even  a  frequent  perusal.  We  take 
the  following  specimen  quite  at 
random,  and  by  no  means  as  the 
finest  passage  of  the  book. 

"  Carry  no  careless  eye  upon  the  unex- 
pected  scenes  of  things ;  but  ponder  the 
acts  of  Providence  in  the  publick  ends  of 
great  and  notable  men,  set  out  unto'  the 
view  of  all  for  no  common  memoran- 
dums. The  tragical  exits  and  unexpect-  ( 
ed  periods  of  some  eminent  persons,  can- 
not but  amuse  considerate  observators; 
wherein,  notwithstanding,  most  men 
seem  to  see  by  extramission,  without 
reception  or  self-reflexion,  and  conceive 
themselves  unconcerned  by  the  fallacy  of 
their  own  exemption  :  whereas,  the 
mercy  of  God  hath  singled  out  but  few 
to  be  the  signals  of  his  justice^  leaving 
the  generality  of  mankind  to  the  pseda- 
gogy  of  example.  But  the  inadvertency 
of  our  natures  not  weli  apprehending  Ihis 
favourable  method  and  merciful  decima- 
tion, and  that  he  sheweth  in  some  what 
others  also  deserve ;  they  .entertain  no 
sense  of  his  hand  beyond  the  stroke  of 
themselves.  Whereupon  the  whole  be- 
comes necessarily  pumshed,  and  the  con* 
tracted  hand  of  God  extended  unto  uni- 
versal judgments:  firom  whence,  never* 
theless,  the  stupidity  of  our  tempers  re- 
ceives but  fiiint  impressions,  and  in  the 
most  tragical  state  pt  times  holds  but 
starts  of  good  motions*    So  that  to  con* 
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tinue  us  in  goodness  there  must  be  itera-  tions  of  falsehood  may  require  the 

ted  returns  of  misery,  and  a  cirdulation  masks  and  trappings  of  external 
in  afflictions  is  necessary.    And  since  we  ^  render  her  comely  to  the 

cannot  be  wise  by  wammgs ;  smce  plagues  r      *^'  «    ^,  _ .  v  •  i,;„  „  \.„^  ^ar 

are  insignificant,  except  we  4)e  personally  eye    of    the    unthmkmg    vulgar, 

plagued ;  since  also  we  cannot  be  pu-  truth,  who  is  ever  young,  slimes 
nish'd  unto  amendment  by  proxy  or  com-  Ju  unborrowed  beauty,  and  de- 
mutation,  nor  by  vicinity,  but  contac-  ^^^^jg  ^ut  a  clear  and  unbiassed 
tion :  there  is  an  unhappy  necessity  that  ^  -  ^  „««*>«rtiia  anil 
we  must  smart  in  our  own  skins,  and  the  scrutiny   from   her   generous  and 

provoked  arm  of  the  Almighty  must  fall  intrepid  admirers.      Inis  remarK 

ujjon  ourselves.    Tlie  capital  sufferings  '^JH  find  ample  illustration  in  the 

of  others  are  rather  our  monitions  than  jQej^orv  of  Uiose  of  our  readers 
acquitments.    There  is  but  one  who  died        ,         •'     ^«  ,«:«*^,i  ^rUK  tVio  unn- 

salvifieally  for  us,  and  able  to  say  unto  ^^o  are  acquamted  with  Oie  non- 

death,  hitherto  shalt  thou  go  and  no  far-  conformist  controversy.    W  e  migni 

ther;  only  one  enlivening  death,  which  concede  to  our  episcopalian  adver- 

makes  gardens  of  graves,  and  that  which  series,  in  this  controversy,  the  me- 

^:^^'^gJ^r;r7h^e^°L:^Ssd  rit  of  that  mode   of  disputation 

die,   and  living  shall  have  no  period;  which    palms        a  well-measured 

when  the  damned  shall  mourn  at  the  fu-  sentence,  or  laboured  period,  for 

neral  of  death ;  when  life  not  death  shall  ^  svUoffism  where  two  gingling 
be  Ae  wages  of  sin,   T^^'J  the  second  /^    ^  J^  ^      ^^^  propositions, 

"death  shall  prove  a  miserable  life,  and  ""*""  "*«*  *  i   *^    j  r  • 

desfaTiction  shall  be  courted."— pp.  73  and  a  decent  comely  cadence  tor 

-r76.  the  conclusion;"   in  this  warfare 

We  have  been   compelled    by  we  are  not  willing  to  contend  for 

our  limits,  on  the  present  occasion,  the  victory ;  let  so  ignominious  a 

greatly  to  abridge  the  remarks  we  prize  belong  to  those  who  have 

had  intended  to  offer  on  Sir  Thos.  little  else  to  boast:   we   claim  a 

Browne's  genius  and  writings,  but  nobler,  a  more  illustrious  tnumph ; 

as  some  of  his  most  distinguished  a  renown  which  will  ever  attadi 

works  have  been  unavoidably  pas-  to  the  champions  of  truth,  though 

sed  over,  we  design,  at  some  fu-  they  sacrifice  all  things  but  truth, 

ture  period,  to  extend  our  obser-  liberty,  and  honour,  m  a  cause  so 

vations  on  this   interesting,   but  great  and  ennobling, 
neglected  author.  Though  we  are   compelled  to 

confess  that  there  have  been  many 

'*****^*^"^  instances,  in  which,  according  to 

Melius  Inquirendum  ;  or,'  A  Sober  the  words  of  a  celebrated  historian. 
Inquiry  into  the  Reasonings  of   our  enemies  have  acquired  as  much 

the  Serious  Inquiry.  3d  Edition,  honour  in  their  defeat,  as  we  have 

London.    8vo.    1681.  in  the  victory;  when  the  ability 

The  charms  of  genius,   and  the  displayed  in  covering  the  retreat 

playfulness  of  wit,  hav«  so  seldom  may   have    almost    snatched    the 
been  diq)layed  in  the  defence  of    laurel  from  the  victor's  brow,  yet 

truth,  that  many  have  hastily  sup-  there  are  not  a  few,  on  the  other 

posed  there  existed  some   secret  hand,  where  the  conqueror's  car 

and  irreconcileable  antipathy  be-  has  been  decked  and  embellished 

tween  them ;  but  those  who  have  by  all  the  graces, 
reflected  with   more  mature  and        Of  this  number,  the  controversy 

masculine  judgments,    have    dis-  which  was   decided  by  the   rare 

covered  that  truth  appears   most  and  choice  volume  on  whose  me- 

generally  without  these  ornaments,  rits  we  are  now  entering,  was  a 

not  because  they  are  beyond  her  splendid    instance.      The   victory 

reach,  but  because  she  needs  not  was  glorious   and    decisive ;   but 

their  embellishments :    Nuda,  sed  the  matchless  vigour  that  achieved 

magna  est.  tierUas,   ei  prcevalebiL  the  triumph,  borrowed  increasing 

While  the  wrinkles   and  distor-  lustre  from  the  exquisite  adroit- 
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ness,  and  inimitable  grace^  "with  mity.  Unhappy  man !  well  had 
which  the  victor's  strokes  were  it  been  for  thy  literary  reputation^ 
aimed.  Perhaps  we  should  not  never  to  have  adventured  beyond 
trespass  the  bounds  of  veracity,  if  a  peaceful  rationale  of  the  service- 
we  were  to  assert,  that  the  Melius  book,  or  a  harmless  eulogy  on  the 
Inquirendum  has  no  equal  in  our  comfortableness  of  lawn  sleeves, 
language,  for  the  rare  union  of  and  the  advantages  of  tythes ; 
the  most  powerful  and  acute  argu-  thou  mightest  then  have  dreamed 
mentation,  and  the  most  refined  and  away  thy  days  in  that  oiiwin  cum 
brilliant  wit,  except  in  another  dignilate,  which  is  so  suitable  to 
work  by  the  same  author — The  the  talents  as  well  as  to  the  taste 
Anii'Sazzo.  The  author  of  both  of  thy  brethren,  and  never  a  Non- 
these  delightful  works  was  Mr.  Conformist  rod  would  have  dis- 
Vincent  Atsop,  a  Nonconformist  ciplined  thee  into  humanity,  and 
divine,  and  one  of  those  honour-  a  feeling  of  thine  insignificance! 
able  men  who  left  the  ranks  of  Mr.  Alsbp  is  not  merely  known 
the  Establishment,  on  the  memo-  to  the  world  as  the  author  of  the 
rable  Bartholomew's  day.  We  present  work:  his ^w/i-i^ozzo,  writ- 
must  not  trust  ourselves  within  ten  in  answer  to  Sherlock,  has  been 
the  magic  circle  that  the  mention  considered  by  Harvey,  Toplady, 
of  that  day  ever  presents  to  our  and  other  excellent  judges,  as  the 
mind  ;  it  would  call  up  too  many  of  best  polemicsd  piece  in  our  laii- 
those  puritanical  principles  which  guage.  Even  that  implacable  ene- 
lie  deep  within,  and  impart  too  my  to  Dissenters,  Dr.  South,  him- 
much  of  the  enthusiastic  feeling  self  an  acknowledged  wit,  allows 
to  what  ought  to  be  the  cool  and  that  Alsop  thoroughly  defeated  his 
dispassionate  opinions  of  the  critic,  antagonist.  The  Mischief  of  Im- 
We  therefore  refrain.  positions,  in  answer  to  Stilling- 
The  controversy  which  we  have  ^eeVs  .Mischief  of  Separation,  is 
alluded  to  was  altogether  a  singular  another  production  of  his  fertile 
one  ;  it  was  decided  by  one  blow,  mind,  and  carries  on  its  front  the 
but  that  /was  from  a  master-arm*  same  features,  though  perhaps  not 
Unlike  most  p<^emical  discussions,  distinguished  by  equal  symmetry 
which,  however  ill  adapted  to  im-  and  proportion,  nor  impressed  with 
part  other  salutary  lessons,  are  cer-  such  characteristic  force  and  ex- 
tainly,  by  the  length  and  pertinacity  pression,  as  either  of  the  two  other 
of  the  contest,  well  calculated  to  pieces.  In  the  Melius  Inquirendum, 
call  into  exercise  the  most  praise-  Mr.  Alsop  has  followed  his  oppo« 
worthy  patience.  There  was  not,  nent  through  all  the  dubious  and 
in  this  instance,  even  an  attempt  winding  paths  thatthe  nature  of  the 
made  to  parry  the  well-directed  opinions  he  had  to  contend  against 
thrust :  the  puny  challenger,  hav-  lead  him  to  trace :  in  eadi  of  them 
ing  discharged  from  his  ^nerveless  he  has  detected  the  weakness  of 
grasp  the  telum  imbelle  sine  iciu,  the  defence  that  such  covert  fast- 
en under  the  first  onset  of  the  nesses  offered  to  him ;  and,  after 
impetuous  Presb3i;erian,  and  fled^  driving  him  from  these  dark  am- 
for  ever,  dishonoured  from  the  bushes  of  a  weak  cause,  he  forces 
field.  This  doughty  hero  of  Epis-  him  to  the  open  field  of  Scripture, 
copacy,  whose  hard  fate  it  was  to  In  this  sphere,  where  Nonconfor- 
encounter  Mr.  Alsop,  was  a  certain  mity  is  in  her  own  dominion,  our 
Dr.  Goodman.  We  know  not  much  readers  will  feel  assured  of  her 
of  bis  history ;  but  we  believe,  that,  safety,  and  will  have  no  other 
though  be  subsequently  published  unpleasant  feelings  than  what  arise 
several  small  pieces,  he  never  again  from  compassion  towards  an  an-i 
adTentured  to  attack  Nonconform  tagonist,   who  has  adventured  to 
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tjhe  combat,    without  either    the  monies  (when  well  scraped  ftnd  wiped) 

nerve  or  the  sJtiU  of  the  warrior.  ^^""^  ^^V"^*"  ^«f  ^^y  ^^  comeliness  in 

TUT      1-11             i_     -.       ^     •         _^  toe  worship,    why  were  not    the    rest 

We  shall  now  hasten  to  impart  Kummer'd  up,  that  the  worship  rai^t 
to  our  readers  a  few  specimens  o£   \te  mMt  decent  $   For  if  two  or  three  inno- 

Mr.  Alsop's  manner :    a  few  they  cent  ceremonies  i^ill  add  a  decency,  ivo 

must  be,  for  were  we  to  give  all  ^  ^/^r^^  hundred  would  have  bumish'd  it 

-I  •     1        '  .                 L     ij        ^     *i  to  such  a  lustre,   as  must  have  either 

his  beauties,  we  should  copy  the  ^^jg^'d  or  bUnded  the  eyes  of  all  be- 

book.     Our  readers   will   see  the  holders?     5.  Who  shall  infallibly  a»- 

necessity  we  are   under  of  com-  sure  us  just  how  fpx  will  be  w)  burden, 

pressing,  as  much  as  possible,  our  ""^^  the  imposing  of  them  no  nnf  and 

t^^t,       .^       f            r  t.  \.'           e  *.i  yet  one  more  shall  make  ikem  an  tmraen- 

extracts.      In  confutatioir  of  the  J^,^  ^^  ^  ^^  imposition  of  them  to 

inquirer  s   argument  for   the  mo-  become  sinful  ?  or  jwi  luno  r»iany  to  an 

deration  of  the  church  in  the  mat-  unite  will  render  the  worship  decent,  and 

ter  of  ceremonies,   in  which  Dr.  ^}^  ^^^^rJ'i^r  '"^^^  render  all  de- 

Gpodman  has  asserted,   "though  ^Tt^iL'^h^r^Ro^^'^'llJr'X' 

tney  found  some  ceremonies  then  have  determined  the  question  ?     Espe- 

used  that  were  superstitious  and  cially  seeing  that  of  all  pretenders,  she 

dangerous,  and  thought  too  many  ^^^^^  challenges  an  infallibility,   which 

K.. »?»««<.  ..^^      «^«.     IzL^i..^^^    «^4.  i«  the  most  considerable  thing  in   this 

burdensome,    yet   concluded  not  ^^  ^j^^^  ^^  church  must^any  her 

all  decency  m  the  service  oi  Ood  hand  even,  and  cut  by  a  thred,  between 

was  popish,"  Mr.  Alsop  answers—  decency  and  indecency ;   a  burden,  and 

«  It  had  been  a  conclusion  wUd  to  "°  ^^^^^,^     6-   ^^  ^''.^^''t  ^**  * 

fiensie,  ^  to  infer  t^at  aU  decency  was  P^'T^^  *^  '^^  «  *^^  (^^^"^'^  *  f «f 

Doniah     because  some   ceremonies  were  '*'^>'  ****  "^^  *  ^^^^  ^  communicate 

^^U^               Tif      w^     !ii  3!!!  ftrength,  though  it  be  but  Uttk  strength, 

superstitious  .  nay,  though  th^  all  were  ^  ;^     ^    ^    Especially  seeing  the 

80,  and  had  accordingly  been  discarded :  i,  _i      t               *      ♦  i-    ^    A^t  „l.   i    * 

but  this  had  been  a  soLr  and  moderate  ^""^^^^  ^^"^  ^^^  "^^^  1»«  0°  ^^  ^^^>  ^^^ 

out  tms  *iad  oeen  a  sober  and  moaerate  ^j^     ^^        ^          ^y^     shoulders,    but 

conclusion,  that  because  all  popish  cere-     *. .  *   ^    „v-  ..i.-.*    i„„^-  ««  «1  •!, 

monies  were  sunerstitious  and  damrerous  *^®  conscience:  she  that  pleads  an  autho- 

momes  were  superstitious  and  oanfffrous,  ^.        institute,  can  she  produce  a  power 

the  worship   of   God    mii^ht  be  decent  .    \,        i  *   i     •     ..•***           «  •  •„.     i 

without  them:  God's  ser^ce  was  decent  'f'^^.±.'^^^:^U:^^l'^ 

j.»       .,              ,             J         ij  u      -.  end?    rius  encouragement  we  nave  from 

before  Oey  were  Jom.  and  would  be  <m>  ^^    ^       pre^tive  it  is  to  in^ose  .- 

«g«n.  If  they  were  all  vill^r  grave.,  a»  ^    ^;^  will  g?vc  g?a«i  to  bear  w^t  fti 

weU  as  dead  and  rotten.    And  if  those  de-  ^^   ^  »      ^^  m>ke  M,  yoke  eaeie, 

^nt  ccremoiuea  had  a  *;««.<  i»™/    It  „J^W<fei.  %AtA-pp.32,  &. 

were  an  honour  as  great  as  thoite  of  a  -b           rr      f 

?°5  u!?"*?' '  T^  ""7*°*  cCTemonie*.  jhe  Episcopalian,  according  to 
had  bestowed  on  them :  I  would  seriously  ^,                   i      i           i»    ^i.               i_ 
enquire  of  our  serious  enquirer:    1.  If  ^^^   general   plan    ot    those     who 
tome  ceremonies  were  abolished,  because  have   adventured    on   the    attack 
they  were  superstitious,  and  therejbre  dan-  against     Non-COnformity,     having 
^«row.  why  all  the  rest  were  not  served  proceeded  to  vilify  the  name  and 
with  the  same  sawce,  that  were  equally,  i.       _.         /»    a           *.•            j  i- 
or  mar<?  superstitious,  and  therefore  more  character  of  Augustin,    and  hav- 
dangerous.   I  think  its  demonstrable,  that  ing  charged  him  With  not  agree- 
all  the  superstition  that  ever  stuck  to  ing  with  himself,  our  author  re- 
holy  xtater,  eream,  salt,  spittle,  oyl,  was  loins-^ 
innocency  to  that  horrid  abuse  of  the  sign  "^ 

of  the  cross.    But  2.  if  the  superstitions  ''  A    pitiful    sorry    self-inconsistent 

of  the  remaining  ceremonies  were  ca-  scnbler  he  was  it  seems,  that  could  not 

pable    of   separation  from   them,   why  make  his  matters  hang  together :    one 

might  not  a  little  oyl  and  elbow-grease  that  caper'd  backwards  and  forwards ; 

have  been  bestowed  on  the  rest,  and  their  that  it  was  the  easiest  thing  in  the  world 

lives  saved  ?     It  seems  most  of  the  cere-  to  trip  up  his  heels ;  such  a  novice  was 

monies  were  knock'd  oth*  head,  because  this  Austin :  all  which  I  could  easily  be- 

they  would  not  go  to  tlie  charge  of  rear-  lieve,  when  it  shall  be  proved,  that  he 

ing  them.    3.  If  many  ceremonies  were  wrote  the  first  and  second  part  cf  the  serious 

a  burden,  whether  were  not  ftalf  of  that  Enqutry,     Really,  that  man  must  have 

many,  half  as  great  a  burden,  and  so  pro  amassed    a    vast  stock    of   confidence,. 

ratdf   And  if  so,  where  was  the  churches  that  shall  hope  with  one  puff  of  con- 

commission  to  impose  any  unnecessary  temptuous  breath  to  blow  away  that  fair 

burden  upon  the  necks  of  tiie  disciples  ?  heap  of  repute,  that  that  fathers  name 

4.  If  some  of  tiie  old  superstitious  cere-  has  gathered  in  so  many  centuries .  and 
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he  must  have  an  over-weening  conceit  of 
his  own  rhetorick,  that  can  presume  to 
perewade  this  learned  age,  that  he  was  so 
insignificant  a  ceremony,  so  great  a 
trifler.  The  Papists  with  incredible  zeal 
have  struggled  for  him  ;  the  Protestants 
have  tooth  and  nail  wrestled  to  draw  him 
into  their  tents ;  all  parties  have  ambi- 
tiously courted  his  suffrage  ;  at  last  comes 
one  Hugh  Croat j  and  our  Enquirer,  and 
tliey  cashier  him  as  an  inconsiderable 
fellow,  not  worth  the  whistling."— 
pp.48,  49. 

In  answer  to  the  argument  ad- 
duced by  the  learned  Doctor, 
"  tJiai  there  are  qftentimes  reasons 
to  make  one  form  necessary  in  one 
place  or  people,  and  not  in  another, 
when  its  possible  they  may  be  both 
indifferent,"  Mr.  A.  says— 

^  **irhey  observed  without  his  informa- 
tion, that  the  circumstances  of  time  and 
place  in  general,  were  indifferent;  but 
they  observed  not,  that  new  invented 
rites  were  necessary  in  any  time  or  place, 
to  represent  the  grace  and  duty  of  the 
Gospel ;  they  knew  well,  that  all  Christs 
ordinances  were  decently  to  be  admini" 
ttred :  and  they  knew  as  well  that  there 
was  no  need  to  institute  new  rites  and 
ceremonies  to  create  a  decency,  to  con- 
ciliate a  respect  or  reverence  to  any  of 
Christs  ordinances  :  if  we  must  have  new 
ritesy  to  render  Christs  ceremonies  decent 
and  comely »  then  we  must  have  new  rites 
also  invented  to  render  those  humane  cere- 
monies decent  and  comply;  and  so  infinitely 
forwards  :  others  to  make  those  latter  de^ 
cent  and  comely :  because  we  cannot  ima- 
gine the  wisest  man  on  earth  able  to 
contrive  a  more  pfrfect  ceremony  than 
Christ  has  done  :  and  thus  we  must  have 
a  lace  to  make  the  garment  decent,  and 
then  an  edging  to  make  the  lace  decent ; 
and  then  we  shall  make  religion  a  suit^  as 
fanfastick  as  that  prince's,  who  fitted  it 
vrith  loop  holeSi  like  Ai^s  his  eyes,  and. 
then  hung  a  needle  at  every  loophole  to 
make  all  decent* 

# 

*'  I  have  heard  of  a  taylor  (fi"om 
France  no  doubt)  that  was  sent  for  to 
take  measure  of,  and  make  a  corderobe 
for  the  moon ;  she  was  then  very  slender, . 
as  being  in  conjunction  with  the  sun; 
and  when  at  the  fortnights  end  he  brought 
her  home  her  gown,  she  wss  grown  so 
corpulent,  that  it  would  not  meet  by  a 
third  part  of  her  circumference ;  the  podr 
man  was  sadly  ashamed,  blamed  his  spec^* 
tacles,  and  with  more  circumspection 
takes  measure  of  her  ladyship,  and  when 
be  came  to  try  her  stays^  she  was  grown  so 
■lender,  that  she  looked  like  a  shrimp  in 
A  lobsters  symar :  now  the  moon  is  the 
Church,  whjch  according  to  ^    mea- 
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sures  which  our  modish  fashion-monger? 
take  of  her,  must  at  evnry  change  and  fdll, 
appear  in  new  accoutrements :  and  as 
nations  have  differing  attires  each'  from 
other,  and  the  vnnters  freeze  differs  from 
the  summers  ht\{ffe;  so  the  same  Church  must 
have  a  mourning  worship  and  a  wedding 
worship,  accommodated  to  her  outward 
accessions  or  declensions  in  wealth  and 
riches. 

**  The  external  condition  of  the  Church 
docs  vary,  but  her  God  is  the  same ;  her 
joy  may  be  turned  into  sorrow,  her  sorrow 
into  joy ;  she  has  her  fasting,  as  well  as 
her  feasting  day  es  I  solemn  humiliations,  so- 
lemn thanksgivings ;  but  her  worship  con- 
tinues still  the  same :  though  the  worship- 
pers may  alter  their  garb,  yet  the  worship 
which  respects  the  immutable  God  is  im- 
mutable like  himself :  if  new  things  pleased 
God,  it  were  our  duty  to  study  new  things. 
If  he  shall  declare  for  summtr  ceremonies 
and  winter  ceremonieSf  we  must  provide 
accordingly  ;  but  if  with  him  there  be  ho 
variableness  nor  shadow  of  turning,  that 
worship  and  service  which  we  offer  to 
him,  ought  to  observe  the  same  fixedness 
and  stability."— pp.-lOl,  102. 

We  are  compelled  to  restrict  our 
further  extracts  from  this  admi- 
rable work  to  the  following  retort 
to  Dr.  Goodman's  arguments.  The 
passage  in  italics  is  quoted  from 
the  Serious  Inquiry,  and  Mr.  A1- 
sop's  answer  follows  ipamediately. 

"  As  the  Children  of  Israel,  even  when 
they  had  bread  from  heaven,  angels  food, 
longed  for  the  onyons  and  garlick  of  £gypt, 
remembering  how  sweet  thty  were  to  them, 
•under  their  bitter  bondage;  so  these  men 
retained  as  long  as  they  lived  a  lingring  after 
those  entertainments  which  they  found  then 
very  pleasant,  when  the  other  was  denied 
them.-y'r\xe  foundation  of  this  ingenious 
illustration  «lies  in  these  two  things. 
First,  That  the  rites  and  ceremonies  of 
England  were  manna,  bread  from  heaven, 
angels  food :  and  secondly.  That  the  wor- 
ship of -the  reformed  churches  without 
these  ceremonies  were  onyons  and  garlick  ; 
he  must  have  an  ostrich  stomach  that 
could  concoct  them,  unless  they  were 
first  macerated,  and  dissolved  in  a  men- 
struum of  ceremonies.  Now  the  parallel 
is  so  self-evident,  that  we  shall  only  need 
to  gather  what  drops  of  it  self,  and  not 
to  shake  the  tree ;  for  1 .  As  the  manna 
was  of  Gods  ow^  appointment,  so  we 
must  not  question  but  the  ceremonies 
also  were.  2.  The  manna  was  angels  food, 
and  as  whenever  angels  will  cloath  them- 
selves with  a  garment,  they  cannot  assume 
one  of  more  congruity  than  light)  so 
whenever  they  shall  please  to  conde- 
scend to  a  treat  from  men,  they  cannot  be 
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seired  up  with  a  more  agreeable  dish  than 
ceremonies.  And  then  3.  As  the  manna 
was  despised  and  accounted  dry  meat,  so 
are  these  ceremonies  too ;  and  therefore 
as  wise  fathers  take  away  the  childrens 
meat,  if  they  will  not  eat  their  hread,  so 
the  fathers  of  the  church  think  it  wisdom 
to  deny  their  children  spiritual  food,  if 
they  will  not  down  with  the  ceremonies, 
or  let  them  fast  till  they  have  a  better 
stomach  :  but  the  parallel  comes  o(f  very 
last :  for  the  mxmna  lasted  only  while  the 
church  was  in  the  wildet-ness,  and  ceased,  as 
soon  as  they  entred  the  land  of  Canaan ; 
whereas  the  poor  afflicted  and  persecuted 
churches  knew  none  of  those  rites,  but 
forfeited  of  them  in  the  day  of  her  rest 
and  prosperity :  and  therefore  to  have 
carried  on  the  humour,  he  might  have 
feigned  one  thing  more  as  well  as  all  the 
rest ;  That  those  exiled  wortliies  lived  all 
the  forty  years  of  their  banishment  upon 
nothing  but  rites  and  ceremonies,  but 
when  they  came  to  the  land  of  promise, 
the  manna  ceased* — pp.  103,  104. 

It  is  needless  for  us  to  inform 
our  readers  that  Mr.  Alsop's  work 
has  never  been  'answered.  .  It  is 
very  similar,  in  this  respect^  to 
Calderwood's  Altare  Damascenum, 
of  which  King  James,  when  reply- 
ing to  the  offer  of  Lis  officious  and 
time-serving  bishop,  who  proffered 
his  assistance  to  answer  it,  re- 
marked, "  What  would  ye  answer, 
^man;  there's  nothing  in  it  but 
scripture  and  reason."  So  we  are 
persuaded,every  candid  reader  will 
think  of  the  Melius  Inquiretidum, 
Scripture  is  the  only  ground  upon 
which  ^  controversies  relating  to 
church-government,  can  ever  be 
settled.  UpcMi  thi^^  ground,  even 
according  to  the  testimony  of  the 
ablest  Episcopalian  writers.  Non- 
conformity has  long  since  been 
triumphant.  Mr.  Alsop  has  well 
exposed  the  crafty  dealing  of  the 
defenders  of  church-ceremonies  in 
the  following  passage : 

"  Though  opinion  and  custom  may  fight 
it  out  for  me,  yet  let  the  proudest  an- 
cient custom  bow  down  to  the  insti- 
tutions of  Christ.  It  has  ever  been  at 
a  common^  so  a  tucces^tUl  policy  to  clap 
hoary  perriwigt  upon  Juvenile  innovations, 
to  conciliate  some  reverence  to  their 
antique  looks:  error  has  often  a  mora 
wrinkled  face  than  truth,  but  trutii  al- 
ways carries  the  graver  aspect.   They  that 
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imp  their  pin-feather'd  inventions  with 
plumes  borrowed  from  Time's  ^^gs,  do 
not  teach  them  to  fly,  but  flutter :  An- 
tiquity is  like  Romulus  his  assylum, 
where  all  pursued  corruptions  take  sanc- 
tuary ;  'tis  the  grand  burrough  and  safe 
retreat  of  superstition,  when  ferretted  out 
of  her  lurking  holes  of  counterfeit  rea- 
son. He  can  say  very  little  for  his  opi- 
nion, that  cannot  plead  aniquity,  aistttm, 
and  such  like  mormo's  :  thus  the  aquarian 
hereticks  pleaded  custom  to  use  water 
mingled  with  wine  in  the  Eucharist, 
whose  folly  Cyprian  thus  censures,  Victi 
ratione^  apponunt  consuetuJinenit  quasi  con- 
suetudo  major  esset  veritate :  Being  beaten 
at  the  weapon  of  reason,  they  fetch  out 
the  old  rusty  sword  of  custom  ;  as  if  such 
a  Bilbao  sword  durst  try  its  edge  against 
the  tryed  scimiter  of  truth.— Error  is 
error  still,  and  will  be  so,  of  Plebeian 
breed  and  ignoble  parentage,  though  it 
hath  purchased  a  coat  of  arms,  scrapes 
acquaintance  with  some  ancient  families, 
and  would  make  it  out,  that  it  came  in 
with  the  Coiiquerour." — pp.  244. 

There  were  three  editions  of 
this  ingenious  work  published  with- 
in a  very  short  space ;  but  that  of 
1681  is  by  far  the  best,  both  as 
it  regards  the  beauty  of  the  type, 
a^nd  the  quantity  of  matter.  All 
the  editions  are,  however,  now 
become  rare.  In  these  days, 
when  so  many  of  the  elaborate 
pieces  of  our  elder  Non-con-' 
formists  are  constantly  iqppear- 
ing  in  reprint,  we  are  surprized 
that  neither  a  respect  to  litera- 
ture, nor  the  prospect  of  galn^ 
has  excited  our  adventurers  in 
new  editions,  to  send  out  a  xno« 
dem  collection  of  Mr.  Alsop's 
works.  Surely  his  Anti^Soxzo, 
Melius  Inquirendum,  and  Mischief 
of  Impositions y  would  be  most  ac>- 
ceptable  additions  to  the  library 
of  every  Dissenter,  and  to  that  of 
any  cme  who  has  the  least  relish 
far  the  charms  of  polished  and  grace- 
ful Wit,  or  regard  to  the  unanswer- 
able principles  of  Non-conformity  ; 
<i  book  which,  while  it  would  gratify 
the  passion  of  the  mere  biblio- 
maniac,  would  enrich  the  libraries 
of  the  studious,  and  afford  the 
most  refined  mental  gratification 
to  the  intellectual  connoiaseun 
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A  Vindicaiitm  oft  John  ▼.  7./rom  the 
Objections    of   M.   Griesbach:    in 
which  i$  given  ^  «  New  View  of  the 
Internal  jSvidenee^   with  Greeh  Au- 
thoriHesfor  the  Authenticity  of  the 
Verse,  not  hitheHo  adduced  in  its 
defence.     By  the  Bishop  of  St.  Da- 
vid's. London:  Rivingtons.  38. 6d. 
Pew  subjects  within  the  ranf^e  of 
biblical  criticism  have  pccupied'so 
much  attention,  or  engaged  so  much 
talent,  as  that  to  which  the  present 
tract  relates.    The  prevailing  ten- 
dency, for  some  time  past,  has  been, 
even  among  the  friends  of  the  doc- 
trine of  the  Trinity,  to  admit  the 
spurionsness  of  this  long  disputed 
passage.    The  authority  of  Greis- 
bach,  of  Porson,  and  of  Marsh,  has 
been    esteemed  quite  sufficient  to 
silence  every  advocate  in  its  favour, 
and    to   establish  the   opinion    of 
scholars  against  it.    In  short,  it  has 
almost  become  a  fashion  to  laugh 
down  every  man'that  should  be  so 
simple  as  to  doubt  its  spurionsness. 
Some  later  scholars  have,  however, 
again    resumed    the    controversy. 
Among  them  are  Mr.  Nolan,  Br. 
Hales,  and  now  the  Bishop  of  St. 
David's.     These    gentlemen,    and 
particularly  the   latter,    adhere   to 
the  opinion  of  Bengelius  and  Mill, 
both  of  whom  may  be  considered 
as  giving  a  sanction  to  the  belief 
of  the  authenticity  of  the  passage, 
suffit^ient  to  rescue  any  man  that 
admits  it  from  the  scorn  of  its  im- 
pugners.     There  must  be  something 
more  than  probability  or  conjecture 
in  favour  of  that  reading,  which  has 
been  defended  by  such  scholars  as 
Ball,  Pearson,  Stillingileet,  Grabe, 
Mills,  Bengelius,  Ernesti^  andv&orse- 
ley. 

The  Bishop  of  St.  David  s  has 
certainly  produced  an  interesting 
pamphlet  on  the  subject.  He  has 
shown,  we  think,  considerable  rea- 
son for  pausing  before  the  verse  be 
wholly  abandoned.  We  confess, 
we  have  never  felt  that  entire  readi- 
ness to  expunge  it  from  our  Bibles, 
which  many  great  and  eminent  in- 
dividuals among  us  have  expressed. 
It  IS  not  our  intention,  however,  to 
attempt  to  decide,  wh^re  so  many 


and  so  great  doctors  disagree.  We 
shall  content  ourselves  with  giving 
our  readers  a  brief  analysis  of  the  ' 
present  publication.  The  Bishop 
divides  his  view  of  the  argument 
Into  two  parts, — the  internal  and 
the  external.  The  pamphlet  consists 
of  six  sections: 

*'  1.  Greisbach's  judgment,  on  1  John 
V.  7.  shown  to  be  precipitate,  partial,  con- 
trary to  his  own  rules  of  criticism,  and 
untenable.  2.  Bengelius's  conviction  of 
the  authenticity  of  the  7  th  verse,  not 
founded  on  one  argument,  but  many. 
3.  Reasons  accounting  for  tiie  loss  of  the 
verse  in  ancient  MSS.,  not  incumbent 
on  the  defenders  of  the  verse  to  account 
for  its  loss.  4.  Abi^ncc  of  the  verse 
from  MSS.  now  extant,  no  proof  of  its 
spuriousness,  if  it  can  be  shown,  that  the 
verse  was  ever  read  in  the  most  ancient 
Greek  MSS.  Cyprian's  testimony— the 
allegorical  interpretation  of  the  8tn  verse 
imputed  to  Cyprian— a  fiction  of  Facun- 
dus.  Cyprian's  quotation  of  the  verse 
from  Scripture,  asserted  by  Fulgentius — 
Facundus's  fiction  maintained,  by  Greis- 
bach,  but  not  warranted  by  Cyprian's 
own  words.  The  eighth  verse  not  alie- 
gorically  interpreted  by  the  generality  df 
African  fathers — the  7th  verse  extant  in 
Greek,  six  or  seven  centuries  before  the 
time  of  the  Lateran  council.  5.  Inter- 
nal evidence  of  the  verse,  a  sufficient  but 
not  the  sole  evidence  of  its  authenticity— 
the  external  endence,  a  secondary  consi- 
deration. Grounds  of  the  internal  evi- 
dence—Neapolitan reading  of  the  GlSh. 
verse.  6.  External  evidence,  three  pe- 
riods. First  jperiod,  A.  D.  101—300.  No 
external  evidence  against  the  verse  dur- 
ing this  period.  Rejection  of  the  epistles 
of  St.  John,  by  the  Alogi,  a  probable 
evidence  of  the  verse.  Indirect' evidences 
of  the  verse.  Condusion  from  the  ex- 
ternal evidence  of  the  first  period.  Se- 
cond period,  A.  D.  301— 900.  Only  four 
Greek  MSS.  extant  of  this  period.  Ffoof 
from  the  prologue  to  the  cpistks,  that 
the  7th  verse  was  absent  from  most  of  the 
Latin  copies,  of  the  6th  or  7th  century, 
and  extant  iir  the  Greek.  Words  of  the 
prologue.  Probability,  that  the  7th  verse 
was  extant  in  Greek  in  the  4th  century, 
from  Epiphanius's  testimony,  to  the 
agreement  of  St.  John's  epistles  with  his 
Gospel.  Testimony  of  the  African 
Church.  Tlie  African  Church  the  de- 
pository of  the  most  ancient  Latin  ver- 
sion— ^^possessed  also  of  the  Greek  origi- 
nal— Augustine's  mystical  interpretation 
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of  the  8th  verse,  not  adopted  hy  Marcus  under  the  late  Mr.   Brewer,^  this 
Celedeosis,   \^^lu8  Tapsensis,    Cassi-  worthy  {::entleman  followed  him  U> 
odorus,  or  Fulgeatius.    Fulgentius's  tea-  Livery  Street,  became  bis  able  ad- 
timony   \o    Cyprian's    quototion    from  yocate,   and   remained    his  steady 
Scripture.      Greisbach's    testimony  ,to  fvjend.      Mr.    Dickinson    acquired 
Fulgentius's.    Fulpntius  quotes  difectly  considerable  wealth  and  influence 
from  St.  John     The  8tb  verse  not  alle-  .       Birmingham,    and   distributed, 
srorically  explained  by  Euchenus.     Au-  "4.      ,.V    ^V?"**^  ^«o«,«ii  ri«r#i«n 
iustin,^the  first  of  the  African  fathers  ^'^ha  liberal  hand,  °o  small  pent  on 
who  interpreted    the  verse   mystically.  «»  »"s   income  in  acts  of  charity. 
FoUowed  by  none  but  Facundus.    Why  "  When  m  business,  he  regularly 
Augustin  had  recourse  to  allegory  in  ex-  devoted  a  tenth  of  bis  income    to 
plaining  the  8th  verse.    The  7th  verse  the  cause  of  the  Redeemer;    and 
known    to    Augustin.       Third  period,  when  he  retired,   he  lived  in  the 
A.  IX  901 — 1522.    Evidence  against  the  most  economical  manner,  that  he 
7th  verse  derived  chiefly  from  this  period,  might    have  the  luxury    of    doing 
Evidence  of  this  period  superseded  by  the  good.       He    subscribed    to    every 
evidence  of  the  two  former  periods.    A  y^^^^  institution  of  the  town,  which 
Oreck  MSS.  containing  the  7 tb  verse,  ^^^       ameliorate  the  distresses 
KX  S..^sracViC.d   Mr^ok'o^S  Of  the  people  ,  but  bis  benevolence 
supposed.     Induxsct  eridences  from  the  ^as  most  profuse  when  co-opera- 
first  and  second  period.    Conclusion  of  ting  with  others  in  advancing  the 
the  whole  inquiry."  spiritual     and    eternal    felicity    of 
„.      .  '         .                 ,,         ,  men."    In  improving  the  death  of 
Five  interesting  appendices  close  tjjjg  exemplary  Christian,  his  pastor, 
the  volume.  the  Rev.  Mr. East,  from  Psalm  xii.  1 , 
Wecertainly  think,  upon  a  candid  shews  that  we  ought  to  be  deeply 
examination  of  the  Bishop's  per-  affected  by  the  loss  of  eminently 
formance,  that  he  has  thrown  con-  good  men,  especially  as  they  are 
siderable  light  upon  some  parts  of  so  few  in  number,  and  the  loss  sus- 
this  important  and  perplexing  con-  tained  so  great ;  aud  that  we  ought 
troversy,  and  that  if  his  work  is  not  to  pray  that  the  Lord  would  raise 
altogether  conclusive,  as  to  the  re*  up  others   to  supply   their  place, 
moval  of  objections,  it  yet  has  un-  since  he  is  able  to  do  it,  and  has 
deniably  invalidated  much  that  has  ordained  prayer  as  the  means    of 
been  urged  against  the  passage,  and  perpetuating  a  succession  of  godly 
has  exposed  the  inconsistency  of  and    faithful    men   in   the    visibre 
Greisbach  and  others,  upon  their  church.  The  sermon  conclades  with 
own  principles.     The  wdrk  is  de-  an   interesting  sketch  of  the   life 
serving  of  the  careful  attention  of  and  character  of  the  deceased.    It 
scholars,  and  offers,  ample  reasons  is  a  publication  we  most  cordially 
why  the  passage  should  not  yet  be  recommend,  and  hope  it  will  be 
abandoned  by  the  friends  of  sound  extensively  useful, 
doctrine. 


A    Sermon,    meaehed    in    Ebenezer  Anecdotes,  ju^eampanud   mth  Ob^ 

.  Chapel,  Birmingham,  September  the  ^attune,  destined   to  furntsh    Kn- 

SQtk  1821 ;  on  the  lamented  Death  teitatnment  and  Imtf-uctttm  for  fct- 

of  John  Dickinson,  Gent.    By  T.  f%^?''*'    selcHed  and  ^piied 

jg^f                                       ^  by  J.  Thornton,    2  vols.  Baynes, 

1821.  8vo.  8s. 
Mr.  Dickinson  was  a  pious  trades- 
man, of  Birmingham,  who,  in  1792,  We  are  not  quite  disposed  to  agree 
joined  the  church  worshipping  at  with  the  worthy  compiler  of  these 
Carr's  Lane  Meeting,  then  under  volumes,  in  the  sentiments  of  the 
the  pastoral  charge  of  the  late  Rev.  apologies  he  has  offered,  for  those 
Dr.  Williams.  There  he  remained  masses  of  heterogeneous  and  ill- 
without  exciting  much  attention,  concocted  matter  that  pass  in  the 
until  the  old  meeting  was  taken  reading  world,  under  the  designa- 
down,  and  a  new  one  erected,  when  tion  of  collections  of  anecdotes.  Nor 
he  stepped  forward  as  a  strenuous  do  we  feel  at  all  inclined  to  recant 
supporter  of  the  measure.  An  oc-  this  opinion,  on  account  of  the  for- 
currence  having  taken  place,  which  midable  authority  of  Dr.  Johnson, 
divided    the    congregation,    then  which  Mr*  Thornton  has  alleged  for 
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this  species  of  works  ;  for  the 
Doctor  was  too  inveterate  and  con- 
firmed a  gossip  himself  io  be  re- 
ceived as  a  safficient  testimony  in 
this  disputation.  Oar  objections 
are  MO%  ce^n^  to  the  tepdenejr 
they  have  of  inducing  too  great  a 
relaxation  of  the  iBtetleetnai  powers, 
and  in  consequenee  to  the  gradual 
formation  of  a  mental  habit,  unUt 
for  more  serious  and  powerful  ap- 
plication ;  (though  that  Is  a  weighty 
objectiqo»)  bat  we  fear,  that  the 
conataDt  demand  for  aneodole  has 
often  caused  a  oolouritig.aad  exag- 
geration to  be  given  t6  events, 
whieh  possessed  but  little  that  was 
extraordinary  in  themsehres,  or  that 
was  worthy  of  record  ;  but  which 
have  been  gradually  heightened  by 


Tke  Great  Period,  arthe  Time  efwiwU 
Juitifieatian  consider ed^  in  Dimioguei 
and  Letieri,  Sre,  hf  Rev,  T,  Youngs  ef 
Margate, — London,  Burton,  1821. 
The  subject  of  this  volume  is  of 
greflit  importance.  Upon  its  preper 
adjustment,  depend  many  leading 
points  in  the  Antinomi&n  contro* 
versy.  We  do  not,  however,  con- 
ceive, that  the  manner  in  which  IVfr. 
Young  has  treated  the  argument, 
is  the  best  that  might  have  been 
selected.  There  is  no  reason  'to 
quit  titot  open  and.  manly  mode  of 
discussion,  which  the  strength  'of 
the  ea«ise  permits,  to  have  recourse 
to  so  weak,  and  unfair  a  method  as 
that  of  dialogue,  where,  of  coursb, 
the  victory  is  easily  disposed  of, 
and  no  stronger  bbjiections  are  put 


the  wit  and  the  inventive  powers  of    into  the  adversary's  mouth,   than 


the  different  retailers,  through  whose 
refining  crncibles  they  have  past, 
till  they  were  at  length  wrouglKt  up 
io  tolerable  consistency,  rendered 
saieaUe,  and  fit  for  introduotien 
SBtaHhe  popular  vehicles  of  amuse- 
anent. 

We  wonld  not  be  tmderstot^d  to 
apply  these  remarks  to  the  Volumes 
tinder   consideration;   they  arc  a 


admit  of  an  easy  and  immediate 
answer.  There,  are,  however,  mi^^ 
readers  to  whom  Mr.  Young's  bodt 
may  be  useful.  He  has  made  many 
excellent  extk-aets  from  authors  of 
^established  character,  thoagh  oe- 
easionally  he  has  referred  to  works, 
whose  tendency  is  very  question- 
able, iind  which  we  should  be  soriy 
to  see  in  the  hands  of  either  the 


jhappy  and  conspicuous  exception:    ^oung,  or  the  feeble-minded  Chris- 


we  have  observed  many  excellent, 
and  some  original  anecdotes  in 
them,  ^nd  they  possess  one  quality 
Ihat  isyipdeed,  unusual ;.  they  con- 
tain ^no  story  which  might  endanger 
the  moral  principles;  while  it  admi- 
nistered delight  to  the  mind.  The 
pageiB  of  these  volumes  are  calcu- 
Ittted  to  lead  the  young  toadniire 
andpractiee  what  is  excellent,  and 
to  shun  the  patns  of  vice.  As  books 
of  this  kind:  will  never  be  populjeir 


tian.  The  following  are  a  few  of 
the  more  material  oversights,  which 
the  author  will,  no  doubt,  amend  in 
his  next  edition:  Messrs.  Samael 
Bolton,  William  Gouge,,  and  John 
Preston,  are  mentioned  as  belong- 
ing to  the  Church'  of  England; 
when  Sibbs,  and  Ball,  and  Bains, 
are  numbered  among  the  Dissen- 
ter««  They  were  all  of  the  same 
class,  the  old  race  of  l^onconform- 
ists,  then  called  Puritans.    We  are 


among  a  great  proportion  of  readers,     perfectly  ignorant  what  pretensions 
it  is  surely  right  to  turq  their  ta^ste  1  John  Wiclifhasto  be  numbered  wi|^ 

the  Establishment,  who  lived  almost 
two  hundred  years  before  the  Pro- 
testant Cfanreh  of  England  existed. 
Dr.  Lfghtfoot)  who  lived  and  died  in 
the  Establishment,!^  mentioned  in 
the  list  of  Dissenting  divines;  Crq- 
den  the  corrector,  is  styled  the  Jler. 
Aieitandcr  Cruden,  M.  A.— he  conti- 
nued to  his  death  a  layman ;  Mr. 
Marshal],  the  author  of  the  Guspd 
My&tei-y  of  SanetiJ^ation,  is  quoted 
as  a  eelebrated  Scotch  auU^or^ 
.  whereas,  he  was  one  of  the  two  tbow* 
•sandJB'f^ifA^ected  ministers;  nnd 
'  Dr.:  Ames,<an  English  Independent, 
-'though  living  abroad)  is  mentioned 
in  the  tist  oiiUMStti^usf ensign  d»i»a» 

Y 


into  a  better  channel,  than  that  jn 
"irbich  it  has  most  commonly  run. 
Mr.  T.  has  attempted  this,  and  tes 
jaaedeeded  to  adnriratioB.  Weliave 
no  doubt  his  volumes  will  meet  with 
«rery  general  a{>prObhtion.  Inde- 
pendently of  the  religious  nature  of 
the  anecdotes,  there  is  in  them  much 
more  of  an  intellectoal  character 
than  is  usually  found  in  similar 
productions;  and  the  author's  judi- 
4cioas  reflections  prefixed  to  the 
diflfeirent  artielpf,  ar^  .equally  xsal- 
^anlated  ito  instruct  andrCdify^  as 
4]ie*'fiiet8  tliemselves  aie  to  interest 
moA  Minte. 
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i.  WATifFttCAL  V»W    or    mStBNTKBB   IN    EKOLAVD  AHH   WJHtCS. 

Wiihiag  to  make  this  department  of  onr  woik  u  complete  as  pooaible,  we  ear- 
Dflstly  beg  oar  Correspondents  to  fiinudi  us  with  all  documeata  and  inlormation 
jKladsig  to  ity  addressed  to  the  Editors,  at  the  Publisher's. 


CUMBERLAND. 

Tub  Mdibritttioal  blstoiy  of  tina  omm- 
.<ly»  'is>  perhj^pa,  sacond-to  noiiey  l&:pofakt 
:«f  iM  iateresty  and  importence.    If  we 
jfi^fvr  to  i|s  earlier  perioda^  tiua  coiiaty 
boafta  of  the  Tenerable  namea  of  Be»- 
MABD  QiirMf  the  puritan,  and  the  great 
(JsHER ;  and,  in  more  modem  periods, 
of  Law,  Paley,  Carlylb,  and  MaNER, 
'as  hsTing,  for  longer  or  shorter  periods, 
been  enrolled  among  her  cleigjr.   The  im- 
"pott  of  its  name,  Cymdbi-laub,  prorea 
'that  it  was  one  of  thbse  prorincea  into 
Wliieh  the  ancient  Btfitoas  retired  after 
'tiM  eoiiqiieat  of  the  greater  portion  <of 
'thiir  ctentrv  by  the  Saxcna,  and  ^i4eie, 
kk  aU  ftdmymiy,  tlie  ChrlitiaB  religiop, 
whieh  was  gently  wofessed  by  Hne 
Britons,  flourished,  ^roile  their  Saxon 
neighbojurs  were  immersed  in  paganUm 
.  ^na  barbarity.      In  our  noUees  of  this 
disUict,  which  must  ^nerally  be  confined 
to  the  tiiree  denominations  of  dissent, 
though  we  may  be  allowed  to  diverge  oc- 
'^emibnally  into  some  notice  of  the  labours 
'bf  our  blrethren,  "We  hare  liie  adrantage 
'•f  ^sonie  manuscripts  written  by  the  ex- 
aUfent  Mr,  George  I^arkham,  the  eject- 
ed aaialsterdfCe«^rntt>tt&,  and  ofaome 
tOoi^Mt  diuivh-Tegiategfs,  besides  the  in- 
ii^deatal  i^otioea  vqpplied  fay  Calamy, 
Brooks,  Neai,,  Bogus,  and  Bennett, 
and  Hutchinson's  History  of  tiie  County. 
AppiNGHAM. — Calamy  mentions  that 
Mr.  Daniel  Broadly  was  ejected  from 
^s  parish  in  1662.     We  learn  firom  the 
'^<*Rl^8ter  of  the  Ch^h  at  Huddluceugh, 
'first  gsth^M  in  1653,''  that  many  Non- 
'e^i^ttforaiiite  lited  heriS'iO^out  ihat  period; 
-and  to  this  dwf,thoitgli' there  is  no  dii- 
benting  dmrdh  in  the  parish,  there  are 
•many  of  ite  inhabltailte  who  are  membera 
d  the  chiureh  a(  P^rkkmi. 

Ainstablb. — ^In  this  yiUage  the  learned 
John  Aglionby,  one^of  the  translatcnns 
of  King  James's  edition  of  the  Bible, 
was  bom.  (Wooi^t  Athena),  Of  late 
vears  it  has  been  faToUred  with  the  preach- 
ing of  the  Gospel  by  the  means  of  Mr. 
James  Scott,  of  ParMiead, 

Allonby.  -—  In  addition  to  an  old 
-Rfeeeting-hMtte  belonging  to  the  Sodefty 
W  Friends,  the  independent  form  of  wor- 
ahip^  wast  iftferoduoed  here^dbout  Awe  yean 
'<«f»  hy  ¥r*  Whitsidoe,  oC  Cm^Utk's 
.fuJM^  sesTi^  is  still  ocoasioiiaUj  carriad 


cm  by  the  neighbouring  ministers.  As 
this  TiHage,  w%ieh  is  situated  on  tiie  sea- 
coaat,  is  a  plite  of  eonsidenhie  resort  in 
ike  ■mmner,  it  has  oilan  bean  ooHtem- 
platad  lo«rect  a  prtraaanent  piaca  of  wor- 
ihip.  Tht  sarrices  aie  now  hM.  in. a 
room,  whieh  is  geniBraQy  used  -for  the 
tuition  of  ehildren,  on  the  ]^an  of  the 
«  BritMh  and  Foreign  School  Society." 

AurroN  Moor.—- %iu  church  arose  out 
of  the  andent  one  at  Garrigill,  In  which 
place  there  haa  been  a  congregation  of 
dissenters  ever  rince  the  ejectment  tif  the 
two  tiiousand  ministen.  Thte  sncccsaion 
of  the  minSsters  of  thiB  uMted  congregm- 
tfo|t  ia  aa  follows :«— Thomas  0AWBa ; 

DlCHINSOHf  ;  TVRNlilt ;  AnAM^Wtl^ROIl  ; 

Jambs  RiGHiB,  MiD.;  'T»&mm  Smith  ; 
John  Deai^;  Timothy  Nelson;  Wn.- 
I.IAM  NoRRia,  sen.  (B^ihiPkapi  Aca- 
demy J  ^  John  Harper,  from  /die  Aea- 
dem^,  waa  ordained  here,  Aug.  21,  1816. 
Mr.  Dawes,  the  first  mimster  of  whom 
we  have  any  account,  and  who  wma  set- 
tied  here  about  the  end  of  the  seventeenth 
ceiitury,  preached  in  the  times  of  pene- 
cutioii  at  dfilerent  housea  in  flie  neigh- 
bonriiood,  and  towiurda  the  eioae  of  his 
tile  in  a  newly*e«eeted  meating-lKMiae  at 
Qareigm.  J^  Ma  laat  wiD,  data*  Kitk- 
itfwaUU  April,  1763,  fa^baqHedtbed  jtdiO. 
tobele«t  out  ^§otk  intereat  $  tnd^he-aaid 
interest  po  be  given  anmia^y  to  hia  auc- 
ceasors  in  office,  who  (as  he  cxppEeased 
himself)  shall  preach  at  the  meetii^- 
house  latefy  erected  at  the  Loaning^heod, 
on  tiie  east  side  of  Tyne,  near  Garr^llm 
gate.  His  books  also,  with  a  few  ezcep- 
tiona,  were  included  in  the  same  b^^foest ; 
and,  when  the  eottgregatibn  lahould  foe 
destitute  of  a  pastor,  were  'to  ^be  lent 'to 
the  different  mambert.  Hia  taboura  were 
extended  to  many  hamltfel  and  private 
'hoQaasiathfimmedlfttevioiRity.  Measra. 
TiHWERand  Digkimson  succeeded  hiaa  : 
the  former  removed  to  Berwidt'mpen'^ 
Tweed,  and  the  latter  to  FUher  Street^ 
CarRfle,  Mr.  Adam  Wilson,  fr^m  C^* 
lowshields,  N.  B.  was  the  next  minister 
in  succession,  and' preached  alternately  at 
Garrigia  and  ir$hojpe  Sum,  npwaids  of 
twenty  years,  and  then  returned  tb  Scot- 
land. Jamss  Rf^Hita,  M.  D.  from  N.fi. 
offidAted  alternately  at  ^eplacea  heiw^ 
idhMlad  to,  ftr  about  tweltw  ^or  Aim^»^>w^ 
years.  At  the  expunatian  «f •'tet  Mmis, 
(about  1751  or  2,)  he  took  the  pwtoraa 
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G«7yar  «ad  Pli^v^fi^*  hctweeq  ip^ibicli  ntion»  and  tbe  advice  of  caadi4  dwm- 
Iw  4lndtd  hb  lihom  for  a  Iqvc  feiin>  Ifrented  friendsj  I  cdnplied  with.  iTor. 
and  theft  tawioiwd  lo  ARpmlMib  Vorkr^  Mma  time  we  carried  on  ngiilar  worsM]^ 
«Mf«i.  Mr.  IWm ,4i8  Smith,  from  ifiMi-  at  Alatoo  In  the  room  of  an  inn ;  but  the 
tm  M^Uf  N.  B.  then  aiHseeeded,  and  oae  of  a  more  conyenient  apartment  at  a 
ooaitiiuied  heve  abcfnt  fix  or  leven  yean,  apinning  manufactory  beiuj^  oiGsred  us  fay 
Dinng  ^OB  icndenee  in  BedwUuf,  a  new  a  iBiend,  we  removed  to  it ;  and  I  con- 
ii(Mtiiig«-tflnfle  for  the  cbvch»  was  erected  tlnued  to  preach  three  times  every  Lord's- 
in  .tluMfc  KillafQy  about  the  year  1754.  dayt  and  on  one  evening  in  the  week,  nn- 
hbth  Smiih,  left  (iSarr^fitf  on  4  presentation  til  the  encouraging  prospects  of  religious 
to.lht  cb««hoCCiHNifr4me«oear  ^mMw.  matters^  indu^  us  to  ewct  a  chapel* 
fhe  mat  o^nistef  was  Mr.  John  Dkan,  which,  together  with  the  burying  groundf 
son  0f  Mib  AoAM  Pbaw  ,  of  Huddktcett^,  is  vested  m  the  hands  of  tnisteea,  accord- 
He  remained  here  about  three  years,  «id  ing  to  the  usual  mode  of  Independent 
then.  WW  Vied  to  Nofih.  ShU149,  In  the  churches.  The  whole  of  tiie  ground  was 
year  17^,  Mr.  Timothy  Wilson,  then  given  by  Mr.  William  Todd,  the  friend 
pwwM^Ing  at.  IVirrtMUodb,  near  PenrWi^  before  dludM  to ;  about  half  the  expense. 
wae^  Infited  to  tslw  the  chaige  of  the  ^r  building  the  chapel  was  raised  by  the 
ehnsdi  41^  i7erH||rW,  where  he  continued  friends  at  Alston,  and  the  remainder  I 
■inmntt3<-  years.  Jin  the  year  1800,  he  got  in  London,  in  the  usual  way  of 
and    returned  to   his  native     begging,  including  a  small  sum,  which 

I  collected  among  my  friends  in  Yorlf 
shire  and  Durham."  Mr.  N.  continue^ 
here  about  five  or  sb  yean,  and  then  re- 
moved to  Bnrroughbndge,  in  Yorkshire, 
where  lie  still  remains.  His  son  Mr. 
KoRms,  jun.  (from  RMherham  Aca- 
demy), succeeded  him  at  AUUm^  but  died 
in  the  prime  of  his  usefulness^  on  Feb.  9. 
I8I4,  aged  29  years.  He  was  a  youth  of 
uncommon  memory,  and  calleii^  when  a 
student,  the  Wal/cing  Concoritmce.  He 
possessed  respectable  classical  attain- 
ments, and  evinced  superior  skill  in  bibli- 
cal criticism,  and  sacred  literature,  to 
which  he  joined  the  most  unassuming 
modesty,  and  the  most  exalted  spiri- 
tuality. Mr.  John  Harper,  (from  th« 
Academy  at  Idle,)  took  the  pastoral 
charge  of  the  united  congregations  in  the 
year  1816,  in  which  situation  he  etiU 
continues.  Tlie  number  of  hearers  at 
liftoff  are  about  400.  of  whom  36  are 
communicants.  At  UarrigiB,  tiiere  are 
about  60  hearerS)  apd  nine  communicants. 
The  moeting-house  was  considerably  en- 
larged in  the  course  of  the  last  summer. 
Mr.  Harper  preaches  occanonally  in 
the  neighbouring  villages  of  MuUlirr^^ 
Jiayesp  &c. 

Beucastlb. — A  Presbyterian  meeting- 
house was  erected  here  about  30  yean 
ago,  the  mimster  of  wluch,  Mr.  I^acder, 
belongs  to  the  Established  Church  of 
Scotland.  To  him  it  was  principally 
owing  that  the  place  of  worship  wfs 
built.  For  a  considerable  tingie  his  mim- 
stry  was  mnch  attended ;  but  some  un- 
pleasant circumstances  having  caused  his 
temporaiy  removal,  the  congregation  de- 
creased. Purinff  Mr.  Lauder's  abs^ncie, 
which  was  for  about  the  space  of  seven 
years  ;  the  services  were  pnncipally  car- 
ried on  by  Messrs.  Anderson  and  Wright. 
Mr.  Lauder  has  since  returned  to  Beu- 
cf  $Ti,E,  as  the  pastor  of  the  chiuxrh.  T%e 
inunediate  ndi^bpai-hood  i»  h%bly  iii- 
Y2 


pbca.  Whs*  Mr.  mu<m  left  Garrigm^ 
the  e—e  hsd'almoat  dwindled  away,  and 
WDold-  IK  aU  pvobabili^  have  been  en- 
tirely kali,  had  it  not  been  for  the  disin- 
twested  a«d  benevolent  exertions  of  Mr, 
Akm  JlfaWaspa,  of  AliUm^  wiio  was  £or- 
neily  sif  Oarriglli*  He  todi  a  lively  con« 
ocm  ift  the  deoliniJig  cause,  and  engaged 
Mr.  Wm,  Nomus,  4e«tor,  to  preach  in 
Jbi&m  and  the  Ksid^iboarhofod.  Under 
Mr.  NciiiRit,  a  ebujcvh  was  formed  at 
AJstaAy  and  reo^vcd  into  uaipA  witl» 
ilHtf  tittft  rasasins  «f  the  ojid  church  of 
Gmnigm.  The  oieeting-house  at  AMon 
WW  eractad  in  the  year  1804,  shortly 
after  Mr.  Netmus  wtH^  settled  over  tlie 
OMgragstion,  and  opened  on  Februasy 
13,  1805.  Tbe  causes  that  led  to  tM 
setthaaHmt  of  Mr^  ^^rtia^  at  Alston, 
have  horn  iecwdi|d»  and  we  shall  accord- 
ingiy  dtojail  thett  hMia.  In  October  1796, 
he  WM  dtpnled  by  t^  SUhc^tas  Evav- 
«BLicA«  lo  procaed  kom.  London,  to  the 
•arth  •f  YoriLshiK,  to  attampt  the  intro- 
dnctUwL«f  the  Crospel  iiwlodestitute  places, 
and  has  sMnistry  was  en^inently.success- 
fal  in  riiaiBffasvenal  congregations  which 
frmBMi»aad  pmspier  to  the  psesant  day. 
Hetiiiianrriteas  *«  After  the  j^Simovalof 
Mr.  WUfOB  ^moB  GarngiU,  I  tinnk  in 
180a,  I  reeearad  a  r^ey  pyiessuw  i^^vita- 
tian  to  mit  AHaton-uMMir,  whicHi  I  com- 
piiad  with  ftosa.nc^  ftisther  design  than 
aa  itinewint  eoeeiMsion*  for  a  fortaqehty 
dmJBg  whkh  wterval,  I  preached  at 
GmrrigUy-Ah^  Iowa,  and  several  ad- 
JaoMit  i^aeea,.  the  result  of  which  visit 
waa,  an  Iwki^dent  ii^faereat  was  raised 
a*  AiaHin,  ^  a  ^Ejodent  iOrom  Hoxton 
Aeadoky  .wpa  engagad  |o  sivpljr  them ; 
hut  aoc  HqogtiM/eonntiy,  heetaid  but  a 
short  ^naatiicre,  andctnimlaajfiiw  thein, 
they  nn#0d  t«  ose  agam,  rcKmosting  that 
i  w«ald  ga  and  Jbike  the  paiRtora^  f^9i^ 
oftiheuawAyrtiaed  iMogxigation,  in  con 
»lih  a|»  .vidiiiciy  M 


VB4f^  katigticdt  Pitnr  (f^Biiimkeny^^itTrdHffkLnJ:         jyitiiUiti^ 

.  debted  to  the  enlightened  exertions  of  a     mops  ivreaehed  in  tlie  Bi«etiii|f-libttM'%w 
worthy  curate  ot  the  Episcopal  Church.        by  Mr.  Gibbons,  of  UlTcrstoney  3^^^ ' 

'  Blennerha^sBT. — Thie  sacccssion  of    1780,  and  Wte^puMshed^^^to- the  tot 

the  ministers  belonging  to  this  ancient       '  "  "  "*       ^  ^^    -.    «    ^        «-     - 

church  is,  as  far  aiS  tre  Can  ascertain,  as 

follows :  James  Mallison — John  SeyeR 
— James  ,  Saunders— Jacob    Dixon— 

Adam  Irwin—Francis  Rattray.    Mr. 

James  Mallison,  was  minister  in  1715,' 

but  probably  removed  soon   after.    Mr, 

SaundeHs  is  stated  to  have  remained  in 

his   pastoral  charge  of   this  church  for 

34  years.     It  is  certain,  that  he  was  in 

that  situation  in  the  years  1739,  and  1766. 

His  successor  Mr,  Dixon  is  stated  to 

have  been  a  worthy  man  ^  his  name  oc- 
curs as  pastor  of  this  church  in  the  year 

1773.    His  successor,  Mr.  Irwin,  died 

in  1794,  and  Mr.  Rattray  in  1806.    These 

four  last  gentlemen  were  all  Scotsmen. 

Mr.  Rattray  fell  into  the  most  extreme 

poverty  before  his  death,  and  increased 

his   misfortunes  by  an  imprudent  mar- 
riage in  his  old  age.    Since  his  decease, 

there  has  been  no  resident  minister,  the 

chapel  was  for  some  time  deserted,  till 

supplied  once  a  month  by  the  late  Mr. 

Anderson,  of  Wigton.     After  his  re- 

m.oval  into  Scotland  in  1813,  or  1814,  it 

was  again  closed.      The   report    of  the 

Northern  Congregati&nal  Union  for  1815, 

States,  (^  Lately   one   of  the  associated 

ministers^  has  commenced  preaching  in 

the  old  chapel  at  Blennerhasset^  a  very 

central  village,  and,  from  its  local  situa- 
tion, it  is  not  improbable,  that  the  chapel 

was  erected  when  the  Five-mile  Act  was 

rigorously  enforced  r  the  Lord  appears  to 

be  reviving  his  work,  by  the  number  that 
assemble,  and  their  serious  attention  to 

hearing.**  It  has  ever  since  been  sup- 
plied once  on  the  Lord's  day  by  Mr, 
Walton,  (late  of  Hackney  Academy,)  the 
present  minister  of  "Wigton,  and  Blennen- 
nasset. 

BooTlE. — ^The  dissenting  congrega- 
tion in  this  place  is  supposed  to  have 
originated  in  the  preaching  of  Messrs. 

Homaine  and  De  Courcy,   who  were  in- 

'troduced  into  the  parish  church  at  the 
recomnaendation  of  Messrs.  Parke  and 
Whitridge,  both  natives  of  this  parish. 
Those  jEaithful  ministers  were,  however, 

'  not  often  allowed  to  officiate  in  that  de- 
pository of  orthodoxy,  nor  scarcely  ever 
without  interruption.  The  friends  of  the 
Gospel,  however,  provided  themselves 
with  another  place  of  religious  worship. 
At  first  a  dwelling-house  was  registered 

'  for  the  purpose,  and  then  a  barn,  in  which 
Mr.  G.  Gibbon,  of  Ulverstaney  f^nA  Mr. 
G.  Surder^  then  of  Lancaster y  occasion- 
ally officiated.  Their  exertions  happily 
terminated  in  the  erection  of  a  very  com- 
modious meeting-house,  in  1780,  at  the 
expense   of  the  above    Mr.  Whitridge, 

'  who,  at  his  death,  endowed  it  with  the 
l&terest  pf^flOOO.  -One  of  the  first  scr- 


of  «' A  True  Guide  to  Httpfiae»/'^  A*^ 
the  dedication  is  in  t6m^  degiree  ooii^«- 
nected  with  the  history  of  the  di6BelltiI^^> 
cause  in  this^placc,  we  shall  snbjoinit.  ••Tcr 
Joseph  Whitridge,  Esq.— Sir,  Th*  «cr* 
mon  which  here  claims  yoar  patronage  anA 
protection,  was  preached  in  a  place  wid^h, 
under  God,  owes  its  eatistence  to  yom^  g«*' 
nerosity.    As  the  cron  of  ChriH  i»  the 
believer's  glory  in  earth  aiid'  hdatren',  1 
trust,  Sir,  you  will  -erercsteeni  it  yoar 
Mghest  honour  to  countenance  moA  ea" 
courage  a  work  which,  in  any  measuK, 
recommends  this  to 'lost  sianers.     Had 
this  sermon  contained  any  thing  T0p^' 
nant  to  the  plun  revealed  -wotd  of  God^ 
or  contrary- to  the  doctrinal  arttcleB  of 
the  Church  of  England,  i€  would  ksve 
been  highly  criminal  in  me  to  offbr>it  tcr 
your  protection.    The  degeneracy  of  the 
present  age,  from  the  doctrinal  articlea 
of  the  Church,  is  truly  de|>loTahley  and 
loudly  calls  npon  all  lovers  of  dvr  LiOfid 
Jesus  in  sincerity,'  to  endeavbnr  the  ex- 
tirpation of  those  Arian,Sociniaiiy  aiMl< 
Pelagian  tenets,  which  have  been  aab-' 
stituted  in  their  stead.    The  world  can 
testify,  that  you.   Sir,  have  not  been 
backward  in  seeking  these  valuable  endSr 
May  the  Father  of  Mercies  crown  all 
your   ^008   6ndeavonra  with  abundant 
success;    and  tfattt  yon* may  everinore 
rejoice  in  that  adorable  Savioar,  in  whom 
all  fulness  dweHs,  is  the  deare  of.  Sir, 
your   most    obedient  'humble    aervanty 
D.  Gibbons." — Hie  name  .of  tbe  first 
minister  settled' over  this  congregation  in 
uncertain;   but  a  Mr.  Dbrbyshikk -i9 
the  first  of  whom  we  bm  heard.    The 
following  extraordinary  circular  note-was 
printed,  and  circidilted  tinxyngb  the  pa- 
rish by  the  Rector,  abont  this  tune,  and 
proves  that  the  new  heresy  caased  no 
small  stir. — "  Mr.  — ^-,  Brovided  yon, 
end  your  dependents,  pay  a  r^^ular  at- 
tendance at  your  paA^  dmn^j  wbk^  is 
founded  upon  the  purest  establisAmient 
in  the  world,  and  of  which  I  amr  bmmd 
to  be  the  faithful  guardian,  a»  wdt  as  a 
sincere  preacher  of  the  woid ;  -  provided 
also,  that  your  life  and  oonversatiDn  be 
such  as  is  consistent  with  yoiir  cbrialiaa 
profes^on,  witii  the  welfare  df 'soeiety  in 
general,  and  with  tiie  peace  and  kappinens 
of  your  own  parish  m  particular-— you 

may  have,  for years,  the  tythea  of 

such  lands  as  yott  now  oocwpf,  at  tbe 
underwritten  annual  price;  ^otberwise, 
they  are  to  be  drawn.  Yonrv.  •  Thomnn 
-Smith.  Bootie,  January  1,  1784." — 
Mr.  Danibl  Gray,  from  Trerecca  Col* 
lege,  was  nditister  of  this  congregation 
in  1795.  He  died  in  that  office^  and  waa 
succeeded  by  Ids  son  Mr.  WiurAM  G«av, 
who'|[y(Bacbed'to-  th«  peofle  abvut 


«     ll 


m^:y         StaUtkcall^ofiyUieniersr^CmAertand.  l65^ 

tte  years)    but,  tiavlng  been  charged     Mr.  John   Allan,  from  Hbrnfrfegy  itt^ 
_..L   , •  „*  _  ^        .    .    .        jy^g     His  stay  was  protracted  to  1753, 

when  Mr.  ^Tohn  Johnstovc  undertook  ' 
the  ptetoral  charge,  which  he  kept  till , 
the  year  1752.     In  that  year  Mr.  RoBERt ' 
Potts,  successor  to  the  celebrated  Botfon, ' 
of  Ettcrick.    Mr.  Potts  remained  here  tiH  ' 
the    year    1772,  and  was  subsequently 
settled  at  Penruddock,    in  this  countjr. 
Mr.  afterwards  Dr.  Robert  Hood,  fol- 
lowed, and  continued  here  till  the  yMT 
1789,  when  he  removed  to  Newcastle^ 
and  shortly  after  died,    aged   61.     Mr. 
Robert  Cokrie,  was  their  next  minister, 
and  died  here  about  1783.     It  is  gene- 
rally supposed,  that  during  the  residence 
of  several  of  these  ministers,  there  was  R 
flourishing  and  respectable  congregation. 
In  1783,  Mr.  Wiohtman  took  tiie  charge 
of  the  church,  under  his  ministry  the  at- 
tendance   decreased  considerably.      On . 
his    death   in   1819,    Mr.  Laurie,    of 
Adrie,  North  BritatHf  succeeded,  and 
considerably  meliorated  the  state  of  the 
church.    Tne  congregation  amounts  to 
about  140  persons,  Mid  tiie  communi- 
cants to  about  40. 

JndependaU,'-{Zi<m  Chapely—This  In- ' 
dependent  cause  in  this  town  originated 
witii  the  late  Mr,  Jamet  Scott,  of  Parkhead, 
who,  with  other  neighbouring  ministers, 
preached  occasionally  in  a  room  hired 
for  the  purpose.  The  cause  became  at 
length  r^Tuli'ly  supported  by  the  County 
Association ;  and  the  congregation  chose 
Mr,  Ivy,  of  Hacknepr  Academy,  to  be- 
come their  stated  mmister,  whose  active 
exertions  were  very  extensively  blessed. 
In  October  1818,  a  commodious  meeting- 
house was  erected  for  tiie  increasing  con* 
gregation,  which  is  still  considerable. 
The  members  of  the  church  have  increased' 
to  34 ,  and  the  attendants  generally  amount 
to  150.  The  neighbouring  villages  are 
occasionally  visited  by  Mr.  Ivy.  '  , 

Bridekirk.— Mr.  George  Benson 
was  ejected  from  this  parish  in  1662. 
The  register  of  the  church  of  Cocker- 
mouth,  contains  the  following  interest- 
ing particulars  respecting  this  worthy  niMi; 
<*  January  28,  1651 .  They  did  by  praler, 
and  all  the  other  like  solemnities,  except 
imposition  of  hands,  receive  and  admitt 
George  Brown  to  tiie  office  of  a  teaching 
elder  among  them.  The  reason  why  the 
said  G.  B.  was  not  ordained,  was,  be* 
cause  he  had  been  before  ordi^ned  hy  tlie 
Bishops ;  and  the  church  was  feaiMl  of 
iterating  his  ordination,  least  thev  should 
have  offended,  though  they,  m  their 
judgments,  were  satisfied  they  miglit. 
In  1662,  the  13th  of  the  third  montiiy 
firotiier  Benson  went  from  this  part  kit6  ~ 
his  ownconntiy  of  Westmoreliuid,  to  1i<r« 
for  a  season,  m  regard  of  the  diflkculty 
of  the  times,  that  soe  he  miglit  provide 
for  his  family— ''tiie  chnreh  tiot  being  in 
a  cRpacity  to  mKkc  pii^rislon  for  faulii  aii 


with  some  -irregularities  of  conduct,  he 
V  wu  dismissed,  and  baa  since  taken  orders 
in  the  Betablidiment.  The  chureh  is  now 
Without  a  settled  pastor.  A  flourishing 
Sunday  school,  commenced  about  two 
years  ago  is  held  at  the  meeting-house. 

BoRROWDALE. — There  is  occasional 
preaching  in  many  hamlets  of  this  dale, 
by  Mr.  Gritton,  of  Keiwkk,  This  place 
gave  binh  to  Dr.  Thomm  Wren^  wiio 
vu  tiie  <Kasenting  minister  of  Ports- 
month;  hedied  Octoher30,1787.  (GenL 
Magi.  Nero,  1787.)  The  fomily  of  John 
FiAoTj  Esq.  of  SeatoUer,  in  this  vici- 
nity, deserves  particular  and  grateful 
notice  for  their  long  and  active  friendr 
ship  to  religion  and  Nonconformity. 

BowNESS. — Mr.  John  Saxton  is 
lUted  by  Palmer  to  have  been  ejected 
iiloin  this  place  in  1662.  We  have^ 
however,  no  account  of  the  existence  of 
Non-conformity  here,  prior  to  1815, 
when,  by  tiie  united  exertions  of  Mr.  John 
DiMifi,  o£  Dumfries,  and  Mr.  WliUrid^^ 
of  Carlisle,  the  Gospel  was  introduced 
into  this  populous  but  profligate  parish. 
A.  congregation  of  from  fifty  to  a  bundred 
ra  usually  collected,  who  manifested 
their  liberality  by  unsolicited  contribu- 
tions to  the  missionary  cause,  and  by  the 
support  of  a  numerous  Sabbatii  school  at 
Gla&son. 

Brampton. — C  Presbyterian,)  — The 
succession  of  ministers,  as  far  as  known, 
is,  W. '  BuRRAND,  Robert  Wight, 
—  Herris,  J.  Bennett,  John  Allan, 
John  Johnstone,  Robt.  Potto,  Robt. 
Hood,  Robert  Corrie,  —  Wright- 
man.  Mr.  BuRRAND  is  recorded  by  Pal- 
mer to  have  been  ejected  from  this  place^ 
but  he  is  not  mentioned  by  Hutchinson. 
There  appears,  however,  to  have  been 
a  respectable  body  of  Presbyterians  here 
about  the  close  of  the  17th  century ;  but 
where  they  worshipped,  or  what  were  the 
names  .of  their  ministers,  we  have  no 
means  of  ascertaining.  The  present 
meeting-house  was  erected  about  the 
year  1712.  Lysons  says,  that  there  has 
been  a  Presbyterian  congregation  here 
since  1672,  and  that  the  present  meeting- 
house was  built  by  subscription  in  1722, 
Robert  Wight  was  the  minister  of  this 
congregation  in  1715,  and  is  said  to  have 
continued  his  labours  here  upwards  of 
twenty  years,  when  he  returned  to  his 
Dative  country,  Scotland,  in  1734.  Mr. 
Herris  then  succeeded  to  the  charge, 
and  continued  till  1742.  About  that 
time  Mr.  Israel  Bennett  succeed^ 
ed,  who  18  spoken  of,  to  this  day,  as 
a  man  distinguished  by  his  benevolent 
exertions,  particularly  by  his  kind  atten- 
tions to  the  prisoners  at  Cctrhsle,  who 
were  implicated  in  the  rebelUon  of  1745.' 
He  removed  from  here  to  CurMe,  and 
vu  fbUoMl  fn'hU  {wstoral  fuiicth>tlk  by 


ti|^  iMIar-  vpuld."  This  was,  in  old 
tiine,^  one  of  tEe  attemate  places  of  meet* 
Inc,  for  the  church  of  Codcermouth. 

BRiOHABi.'***This. place  is  oonsecrated 
in  the  annals  of  Non-conforsubr,  for 
having  furnished  in  the  times  of  fieir 
penectttion,  n  <'  publicke  meeting-place. 


for  the  chqrch  of  GocKennoHth,  and  par- 
ticipated with  that  church  in  all  her  tribu- 
UtioQs  and  iiop.  Hie  late  Mr.  Jamcs 
HvBcvrVt^ofCockamwttht  used  to  preach 
ill  this  village,  with  much  acceptance,  and 
apparent  success. 


11.  MISCELLANEOUS. 


PemorokatJiire  Itinerant  Society, — ^The 
^nual  Meeting  of  the  Society  was  held 
at  Keullan,  on  the  30th  of  January,  1823. 
It  appeared  firom  the  report,  that  Mr.  D. 
Phillips,  who  was  appointed  in  January 
1821,  as  an  itinerant  in  the  EngBsh  parts 
ot  the  county,  had  been  well  recdved  in 
about  fifty  places,  which  he  had  repeat- 
edly visited.  It  was  stated,  tha^  some 
persons,  who  have  recently  united  them- 
selves, to  Christian  churches,  were  first 
awakened  under  his  ministry*,  that,  by- 
his  iostrumentafil^,  a  small  church  has 
been  formed  in  the  village  of  Marloes, 
which' statedly  assembles  in  a  place  fitted 
up  for  public  worship,  at  the  expense  of 
one  of  its  members :  and  that  he  has  as^ 
Bisted  the  Rev.  Mr.  Evans,  of  St.  Florence, 
in  the  measures  taken  for  the  erection  of 
a  meeting-house  at  Tenby,  which  will  be 
opened  in  the  ensuing  spring.  The  mem- 
bers of  the  Society  were  also  glad  to  hear, 
that  there  is  a  prospect  of  some  good  being 
done  in  the  village  of  Manorbier  Kewton, 
where  a  place  of  worship  will  probably 
soon  be  opened  at  a  very  moderate  ex- 
pense. The  liberality  of  the  churches 
nas  been  more  than  sufficient  to  meet  the 
disbursements  of  the  past  year,  while, 
assurances  are  made  of  further  co-opera- 
^on.  It  was,  therefore,  unonimouBljr 
lieaolved,  ''  that  the  Socie^  considers 
itself  called  upon  to  bless  God  for  the  de- 
gree of  success  vouchsafed  to  their  exer- 
tions during  the  past  vear :  and  that  Mr. 
PbiUips  be  entouraged  to  go  on  in  humble 
dependance  on  the  divine  blessing.*' 

N«mta$^Mil)UanfBibUSo(ietu,"VTom. 
tlKlast  ivportoftfaia  Society,  which  has 
JiMl  come  to  our  hands,  we  learn,  that 
Imne  demaada  caatinue  to  be  made  upon 
Alt  lBBtlt«tion  for  the  holy  Sc^tures^ 
DuriogthelMtyeMr  10,142  copies  of  tht 
wordoif  God  have  heen  supplied,  chiefly. 
«o  indWidual  aailais  and  soldiers  in  hik 
Mqesty**  service  ;^whkh,  with  the  ex* 
«eplMB.of  the  jrears  1816, 1817,  when  the 
BritiA  ann^  m  France  was  so  amply 
temisbed  with  the  Holy  Scriptures,  ex- 
ceeds the  iMue  of  any  former  year  since 
tlw  Ibnustlon  of  Ihe  Sofiety  in  1780» 
Aft  Am  last  aaditrof  the  Society's  iwcoiinta, 
there  wefeclaimft  npqn  the  Society  unpaid 
to  the  ameaat  of  ^1,996.  ^s.  4d.  to  meet 
nUeh^  thb  bakiioe  in  the  hands  of  the 
IVtMuter,  was  irtaled  to  be  i:56.  ds.  9d, 
ISieCtefliitloe  t«far^  on  the  lit  of  Fe« 


bmary,  1822,  Hiat  llioagh  Ais  debt  hat 
been  conrideraMy  ndooed,  mlosa  timely 
resources  are  affDirded,  tiiey  will  beunaUe 
to  provide  supplies  of  ^he  sacred  volume, 
in  answer  to  tiie  numerous  uifent  appli- 
cations  from  several  home  aiid  ftwelgtt 
stations,  which  liave  not  been  eomplted 
with. 

Liberat  J9^e>ff.-^-Benjamln  Hawes, 
Ehq.  of  Worthing,,  knd  brother  to  l>r. 
Winiam '  Hawes,  founder  of  the  Royal 
Humane  Sociei^,  lately  deceased,  -mo 
had  been  for  many  years,  tiie  warm  and 
Ubenlljpromoter  of  the  ^botition  of  the 
Slave  Trad^,  has  left  the  fonowingliberBl 
bequests :  ^1000  3}  per  cent,  stodc  to 
EACH  of  the  following  Institutions,  mak- 
ing in  all  ^24,000  stock. 

Ro3raL  Humane  Society,  Ref^ige  for  tihe 
Destitute,  Foreigners  in  Distress,  FhUnn- 
thropic  Society,  St.  Luke's  Hospifad, 
Magdalen  Hoc^tal,  Ditto  Asylum,  In- 
digent Blind,  Socie^  for  Relief  of  9mnll 
I^ebtors,  Jews'  Poor,  MQe-end,  City  of 
London  Truss  Society,  General'  Pieaiteu- 
tlary,  London  Hibernian  Society,  London 
Hospital,  the  Misrionary  Society,  Britii^ 
and  Foreign  Bible  Societr,  KeKgious 
Tract  Society,  Quakers'  Poor  Hoate, 
Methodist  Preachers,  Presbyterian  ditto. 
Baptist  ditto.  Independent  ditto,  Roman 
Catholic  ditto,  Quakers'  dhto. 

[In  some  of  the  latter  articles  there  ap- 
pears to  be  an  inaccuracy.  The  Quakers 
(or  Friends)  have  no  duthtct  order  of 
preachers,  nor  do  their  preachers  receive 
Sjslaries ;  nor  do  we  know  to  what  funds 
the  three  or  four  preceding  legacieii  can 
be  attached.] 

Home  MUsionary  ^ocMily.— At  the 
commencement  of  anotiier  year  the  Cont- 
mittoe  would  raise  tiiehr  Ebenezej,  in 
mtefiul  review  of  all  the  occurrences  of 
the  paat,  the  support  they  have  received, 
the  evidences  of  the  Divine  bleasing^ 
which  have  descend  on  'the  Sooety's 
Missionaries,  and  the.  cheering  prospects 
which  fure  now  before  them,-at.  once  so 
animating  to  their  hopes,  so  enconrajjpiog 
to  their  pei^severanee. 

Amidst  hundreds  of  villages,  whore 
previously  all  was  moral  toolati^m^  ttie 
standard  of  the  cross  has  been  erected, 
and  in  the  centre  of  Satan's  territories 
'^  fifteen  thousand  of  our  immorjtAl  coun- 
tiymen  have  been  attcactad  to  a  mp^iilflr 
attaudiynce  thenon,  #a4  t)i^|9mli^  At- 


when  the  Rer.  HiJbert  1f«B,  <>f  Xei* 
cestcT,  an(l  the  Rer.  T.  BttU,  of  Newport 
l^agnel ,'  arr  eacpeetRl'  to^  |Mreach. 

•titutioa  |iM  recently  sustained  a  low  by 
the  decease  of  a  young  minbter  of  tlie 
name  of  Griffin^  ike  son  of  the  Rev.  J. 
Grifin,  of  Portsea,  who  had  just  quitted 
it,  and  acttled  at  Exeter*  in  the  centre  pf 
an  ezlensiye  sphere  of  nction,  and  with 
promises  of  great  uwefalnpsa.  It  has 
rinoe  suffered  a  loss  nearer  •  home,  by  tho 
death  of  Mr,  Farmer  Kei^ win,  who  was 
one  of  the  students  in  the  house.  By 
his  tutors  and  fellow  students,  as  ^well  aa 
,    ,   .  ,        ,  .  .     by  those  fitiends  to  whom  had  been  coup- 

and  theiir  exertions  hare  corresponded  minted  in  providence  the  chanre  of -^ 
therewith ;  but  such  is  the  magnitude  of  educalaont  he  was  highly  esteemed,  on 
our  country's  mond  wants,  that  we  ap-  account  of  the  amiable  dispositions  which 
pear  only  as  having  ifuferfrf  on  the  margiH  j^^  manifested.  From  a  very  early  age 
of  its  dreary  wastes,  and  many  hundredt  }^^  i^^^  devoted  himself  to  the  work  of 
trfUumtandM  of  Britons  are  Hitt  unblcist  ^y^  ministry.  Being  of  a  delicate  C09- 
with  the  ligbt  of  life.  We  would,  there-  stition,  he  had  frequently  suffered  in  the 
five,  renew  our  requests  to  the  Minister  course  of  his  short  life,  from  bodiiiy  in- 
and  members  of  our  Christian  churches,     dispofition,  and  had  as  frequently  been 


tendon  to  the  joyful  Sound,  Justifies  the 
anUcipation,  toat  the.  word  of  the  Lord 
will  have  free  course  amongst  them,  will 
run  «««  brglnriittl." 

In  addition  thereto,  "  one  hundred 
and  Hlfy  thonstad  tracts  have  been  cir- 
culated, upwards  of  two  thousand  ch3- 
dren,  tbe  risinff  hopes  of  Britain,  have 
been  collected  mto  our  Sabbath  sanc- 
tuaries, mud  twenty-three  Missionaries 
are  now  continualhr  directing  our  villa- 
gers to  Am  who  alone  can  save." 

Since  the  establishment  of  the  Society 
in  Angust,  1819,  die  Committee  have 
been  favoured  widi  the  cordial  support 
of  aU  classes  of  the  Christian  commumty. 


the  tutors  and  students  of  our  academies, 
the  conductors  of  boarding  schools,  pious 
females  and  others,  to  afford  us  their  in- 
fluence, Vexations,  and  prayers,  on  a  scale 
commensurate  with  the  woric  we   hame 


restored  to  apparent  health,  by  the  timely 
application  of  remedies.  But  a  decline 
overtook  him  in  August  last,  whieh 
gainiiMr  ground  from  that  time,  till  the 
7th  off 


^ , Februa^,  he  then  expired,  leavi^^g 

undertaken,  that  encouraged  thereby,  we  o  »^»;«w>..«  u^ks^^  i.s-«    |k^  hn  iliMJ  in 

may  proceed  m  our  course  m  all  the  ^^  fj^^h  and  hope  of  the  gospel.    On 

might  of  a  holy  resold,  ghding  up  omr-  ^   thursday  following,    his   remains 

selves,  to  the  batlie,  keeping  the  hawiiw  ^^ere  deposited  in  BunhiU  Fields,  whither 

of  otpi4ld«rable  Maaterin  view  a^  a  polar  thcv  were  attended  by  aU  the  tutors,  and 

star  to  guide  our  path,  to  conquer  his  by  Thomas  Wilson,  Esq.,  the  TV^asbrer 


foes  aodoaurs,  and  to  oisure  •nrauccesBt 
nor  eeen  to  stay  our  hands,  fill  eveiv 
villi^  be  possessed,  every  ccAtpge  visited. 


of  the  Institution,  as  wdl  as  by  the 
students,  who,  at  'tiieif  own  instance, 
united  themselves,  irith  the  melancholy 


and  eveij  inhabitant  of  Britain,  our  piocession  in  testimony  of  tiidr  aflieetion 

much  iov«d  lile,  shaJQl  have  been  directed  ^wdrds  the  deceased.    An  addicts  wha 

to  Him  who  is  the  King  of  kings,  and  delivered  at  Ibe  gnife,  by  one  of  «he 

Losd^f  lords.  ,     ,     .  tutore,  the  Rev.  H.  F.  Bwder;  and  a 

The  Sodety  bemg  now  am^dtrably  in  fnncral  sermon  waa  preached  in  tfie  evten-^ 

debt,  suhMiiptions  and  doaatioas-will  be  ing  In  the  Academy  chapel,  by  the  das- 

thai^ftdly  received  at  the  Rooms,  18,  ^oal  WitOr,  the  Rev.  J.  Hooper.    The 

^IdflVpnaaiNBry.  eVent  was  fMfaer  improved  at  the  re- 

Pwi^  Umixm  JMef^.-^^Hie  Annual  qnest  of  the  Chnrdi,  on  the  following 

Meeting  of  tills  Society  was  held  on  Fe-  Ss(bbatfa«renlng,  bv  the  Rev.  Mr.  Scott ; 

'     ~  ^  >we  expect  to  have  tt  in  oitr  power  to  l^y 

before  our  readers  a  shoirt  memoir  Of  thia 
youth  in  some  future  humbar. 

On  Lord's-day  eveniiup,  Jan.  6th  >  died 
suddenly,  l^y  a  violent  nt  of  spasms,  in 
the  71  st  year  of  his  age,  ibe  Rev.  Stq>hen 
Ch^ter,  who  had  sustained  with  great 
respectaJ^ility  the  office  of  pastqr,  2S-. 
years,  in  the  Independent  Chureh  kt 
Uttoxeter,  Staffordshire.  This  excellent 
-     -        -  man  has  long  been  held  in  high  and  de- 

flrtt  TCHMlutien,  addressed  the  meeting  ta  ^pyed  esteem,  (not  only  by  the  Church 
termia  of  eulogy  of  tiie  Institution,  and  ^nd  Congregation  over  which  he  jp^e- 
stnngly  wged  the  necessity  of  increased  gi^gd,)  but  by  an  extenrive  circle  of  nu- 
OBcrtions.  -    iusters  and  other  friends,  who  deeply 

Beid/MMrt  MltdoiMry  j5!oc2«/y.— The  lament  their  loss.  He  wasa  usefrd  and 
First  Aanivenary  of  this  Society  will  active  member  of  the  Staffordshire  .jifi- 
faeliadMLnt0B,OBWadBesdi7,April3>    dependent  AssodatioiL 


12th,  at  the  Preemasoii's  Tm>em, 
Jansei  Sifeeren,  Esq.  in  tiie  Chair.  The 
report  c^  the  Oomndttee  was  tead,  and 
gave  a  vetr  gratifyinf^  account  of  the  ex- 
teasioa  of  irefigious  knowledge  among 
mariaert  'k  itimost  an  quarters  of -tlie 
woiMrlftiit  it  was  siho stsded,  that  tfiie 
flaciety  was  ednsiderably  In  debt,  aild 
withowt  the  llbend  aidm  the  public,  its 
exertions  must  iniuture  be  more  limited. 
The  JSmA  of  Rocksavage,  in  proposing  the 


JH^e  aidSeket  H^ktrkml  and  TheoUh-  this  undertaking^  should  bo  tnuis&Hted 

£kal  Tr^cU  6oime<aed  uriih  NmtcwfarmUy.  without  delay  (post  pwd)  to  the  publiaher 

-The  Rev.  Mr;  Rcdfoid,  o£  Uxbridfife,  of  this  Magazinfc. . 

.       .1 1»  i_    t *  •*«      ■«  ^<  ■  -_    " --  • 


propQies  to  pubUsb,  by.aubscriptioOf  an 
octaro  voliime  of  about  M©  or700  pages, 
tontaimng  a  selection  of  very  choice, 
Tare,  and  interestiag  tracts,  connected 
with  the  History  of  Nonconformity.  At 
present,  it  is  intended  to  include,  in  the 
volume.  The  Ditamne  of  the  Troublet  at 
Francfbri,  ^v.  1577 ;  several  of  the  cele- 


WORK8   KECENtl/r  VUBCMimP. 

The  Refomation  from'  Popery  vindi- 
cated. A  Serqaon  preaehed  .at  Preston, 
by  the  Rev.  J.  Fletcher,  M.  A,  of  Black- 
hum. 

HaU'8  (Rev.  Robt.)  R^ly  to  the  Chris- 
tian  Guardian;  with  an  Appendix,  con- 


btated  Mar- Prelate  tracts ;  a  few  tracts  by  taining  the  Review  itself.   8Vo*«  Erice  6d. 

the   early  Independetits,    or  Brovmuts  ;  .      The  Second  Edition  of  the  Rev.  John 

Vincent  Also'p's  MitdAef  of  Imffositiotti  ;  .  li^fchild's  Lectures  on  the  Beatitudes. 

Marvel's  Reheartai  Tratuproted,  and  An-  -      A  Third  Edition  of  the  First  Voluiiie 

awer'  to  Dan$m  ;    Palmer's  Vindication  of  .of  Sketches  (100)  of  Serjuona.  - 

the  Binenting  Academies  against  Wesley,  A  Treatise  on  the  Gospel  Constitutioo, 

*  1706 ;  Clegg's  Lift  of  Awhe  ;  Defoe's  sa-  by  the  late  Rev.  Wm.  Bennet..    To  which 

Urical  tract,  called  Tfte  Shortett  Way  xtHh  is  prefixed,  a  short  Account  of  the  .Life 

Biskenters,  &c.  &c.  &c.    As  the  object  in  and  Writings  of  the  Author,  by  N.  K. 

Hiis  publication  is  not  gain,  but  the  pre-  Pugsley.  Containing  Correspondence  Tidth 

serration  of  works  deeply  interesting  to  the  Rev.  Robert  Hall,  of  Leicester,  the 

^every  dissenter,  though  nearly  extinct,  it  late  Andrew  Fuller,  of  Kettering,  and 

will  not  be  undertaken  unless  a  sufficient  other  distinguished  Authors.    In  1  vol. 

•number  of  names  be  transmitted  to  cover  8vo.    Price  8s.  boards.' 

^e  expense;  which  it  is  supposed  will  not  Life  of .  Captain  Jajnea  Neilj  by  .^c 

exceed  twelve  or  fourteen  diiHings.    The  Rev.  Goo.  Barclay  Kilweniung.    Boards, 

'  tracts  contained  in  the  volume  will  be  a  ls.6d. 

HUnd  reprint  from  the  earliest  and  best  The  Lives  of  the  Rev.  Dr.  Doddrid([e 

'editions,  and  wilihout  abridgment.    Hie  and  Rev.  President  Edwards,  abridged, 

names  of  persons  disposed  to  encourage  Is.  .6d.  boards. 

ANSWERS  TO  CORRESPONDENTS,  &c.    .. 
Communications  have  been  received  this  moo^h  fixm  the  Rev.  Messin. -W.^Noit- 
.     cutt— J.  Bulmer — J.  Townley  --J.  Ryley — W.  Scott — T;,Fincli — T,  S-  Qt^/w^- 

J.  W.  West— J.  Blackburn— J,  Fletcher. 
,JLlsp  ft»m  Horatio— T.  J.   Kilpin— A.  AUan^K-C.  Vowl«»-^S;  Whiteford^-^. 
.     Rogiera^-Pajil— R.  Simpson — W.  M'Ga)vin-i-A.-i-J.  WoodfdKl— M-Miles. 

The  evil  complained  of  bv  *******  has,  on- several  occasions  come  under  dis- 
4W8sion  in  our  work.   ^We  think  it  by  no'inflans  so  genend  as  he  seems  to  suppcpse, 
ajjid  we  recommend  him  to  seek  itom.  the  parties  who  maintain  the  practice  be  emi- 
■  demns,  a  yipdica^on  of  the^  conduct.' 

A  CorresppncMnt  promises  us  a  copy  of  an  unpublished  sermon,  by'Ufe  celcbrtfti^ 
Dr.  Ba^s.  ,  '•       '\  , 

A  Coixespondent  proposes  a  qpery  oti  the  lawfrikiess  of  usary ;  see  Ffov.-ia:^f<lii.  8. 
K.  Ja  infi^*med  that  no  such  pjcrsons  as  he  •characterizes  have  any  control  over 
^is  work.  We  saw  a  paper  in  th^  first  year  of  our  labours,  which  we  appose  "was  llbe 
cine he.claiips.    We  can  assure  him»  it>was  excluded,  notoaaeppunt of^ tl|a  sahiect, 
.  but  the  execution.    The  second  pfiper  he  refers  to,  cpp^^ting  of  Qxtrfusts,  wsa  not 
admitted,  simply  because  it  was  taken^m  a  boqk,  well  and  geneFB%  known  anpoqg 
Dissenters.    To  the  general  charge  of  deficiency  of  attachment  to  dissenting  prM^- 
ciples,  we  plead  not  guilty,  and  refer  hifn  -tooiir  pages  for  a  vindicatioii..    W-e 
must  look   below  the  gown  and  the  cassock  fer-  the  ti'ue  principles  af  dwM^nt; 
and  were  we  even  to  discuss  all  the  subjects  be  has- so  kindly  pconted  out,  we  ^Aioiild 
but  tithe  the  mint,  and  the  cummin,  and  the  annisa,  while  wa  neglect^  ^iVe^fhtier 
matters.    We  most  cordiallv  agree  wit^  him.  in  attachment  ta,  diss^n^n^-pinjcipl^, 
and  as  long  as  our  work  exists,'  we  trust  it  wii^l  be  fbuj^d  deyoted  to  diatgopd  ai|d 
'  '  jgreat  cause,  which  the  unequalled  men  he  meplions,  luwe  handed  dowfi  to  us. 

Horaiio  is  informed  that  we  are  as  grieved  as  he  is  at  the^troublQ  we  tppk.^r'lle* 

indeed,  because  he  deems  it  to  have  been  unnecessary- -but  We,  because  it  appears  to 

'  liave  been  lost  upon  him.    We  should,  as^e  juatly. observes,  find  it  no^easy  matter 

to  get  throngh  our  monthly  labours,  if  we  had  many  such  ctHTespondents;    aiiid 

lest  bis.  last  cpmmuhication  should  occasion  a  recurrence  of  thpsf  inutji^  rc|pret8 

'  abov^  annded'to,  we  have  left  his  paper  at  our  publisher's. 

Notice  to  the  Competitors  for  the^, Prize  E^says^ 
Our   next  number  will  contain  the  Essay  on  the  Present  State  of  Pppeiy  ia 
J^ngland,  t&c.  signed^erca^,  "  / .  ,'        ^     ^^     , 


1  ■  II  .     -     '  -  >  • 


Errata  in  present  Number. 
Fage  130,  col.  2,line  2  from  the  bottom*  for  Ruffina  read  Rufina  ;  for  edita   read 
Edita,  and  Insert  inverted  commas  before  and  Hfter  the  Latin  extract. 
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MEMOIR  OF  FATHER  PAUL  SARPI,  THE  VENETIAN. 

(Conciudedjrom page  lis,)         ^ 

The  prudence  of  Father  Paul  now  learned  production.     It  treats^  as 

united  with  his  natural  disposition  the  title  imports^  on  the  temporal 

to  confine  him  entirely  to  his  clois*  emoluments  of  the  clergy,  which 

ter.  Here  his  leisure  was  employed  it  traces,  with  great  simplicity  and 

in  various  learned  pursuits,  in  which  exactness,  from  the  voluntary  con<« 

he  did  not  forget  the  interests  of  tributions  of  the  faithful  in  primi* 

mankind  at  large,  while  he  minis-  tive  times,  through  all  the  inter* 

tered  to  his  own  intellectual  gra*  mediate  steps,  up  to  the  astonishing 

tification.     His  publications  in  de-  impositions  practised  in  the  church 

fence  of  the  republic  of  Venice,  of    Rome,    when   in    the   pleni« 

were  not,  indeed,  altogether  local  tude  of  her  usurped  dominion.     It 

in  their  application,  since  in  them  shows  how  closely  connected  all 

the  great  principles  of  civil  and  the  changes  in  the  external  polity 

religious  liberty  were  discussed  b^  of  that  church  have  llben  with  the 

the  hand  of  a  master ;  but  in  his  practices  of  a  corrupt  priesthood, 

retirement,  he  composed  various  aiming   to   secure  to   themselvea 

otheNareatises  of  sterling  value,  on  power  and  riches.     This  is  the 

subjects  of  general  utility.     It  does  pivot,  as  Father  Paul  abundantly 

not  appear  that  an  accurate  ac-  proves,  on  which  the  whole  eccle- 

count  of  the  number  and  order  of  siastical  establishment  of  Rome  has 

his  works  has  been  preserved.     It  turned,  in  all  its  movements  and  v»* 

is  knawn^  however,  that  he  was  nations  from  primitive  simplicity. 

the  author  of  three  invaluable  trea«  The  reader  is  led  to  wonder  by  what 

tises,  on  the  Medicine  of  the  Mind,  ma^ic  it  is  that  all  the  corruptions 

on  the  Rising  and  Ceasing  of  our  and  changes  in  the  christian  church 

Opinions,  and  on  the  Repugnancy  become  ao  intelligible,  when  view- 

of  Atheism  to  our  very  Nature,  ed  in  connexion  with  a  subject  of 

He  was  engaged  in  the  famous  such  apparently  subordinate  inte* 

controversy  respecting  the  efficacy  rest      But  a  little   acquaintance 

o£  grace^  upon  whic)i  he  wrote  with  Scripture  proj^ecies  and  ec- 

several  letters,   at  the  request  of  clesiasticid  history,  will  subdue  his 

a  certain  prelate.     He  published  astonishment.     No  sooner  did  the 

also  a  work  on  the  Bights  of  So-  ^^  mystery  of  iniquity"  begin  to 

verei^s ;  atid  mother  on  the  In-  work,  than  religion  was  made  the 

quisition.      But  his   Treatise   on  instrument  of  ungodly  men^  and 

Ecclesiastical  Benefices  and^  Re-  especially  of  ungodly  ministers,  in 

venu€»«  and  hia  History  of  the  promotingtheirown  sordid  and  ava- 

Council  of   Ti^nt,    are  standard  ricious  views.  Each  succeeding  race 

works,  which  will  long  remain  as  of  depraved  ecclesiastics  imprbved 

monuments  of  his  great  erudition  upon  the  plans  of  their  predeces* 

and  impartiality.  sors  with  such  success^  that  all  the 

The  Treatise  on  Ecclesiastical  possessions  of  the  christian  world 

Ben^ces  is  a  most  ingenious  and  nave  Iieen,  more  than  once,  in  dan* 

CoNo.  Mao.  Na  52.  Z' 
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ger  of  being  entirely  engrossed  by  solely    in    the    ministers   of  the 
the  Roman  hierarcny.     It  is  but  church,  and  so  insensibly  became* 
justice,  however,  to  observe,  that  aristocratical ;    which  brought  all 
no  age  was  entirely  destitute  of  affairs  to  have  their  determinations 
siTch  men  as   Father   Paul,   who  by  councils,  excepting  as  to  elec- 
sighed  for  the  revival  of  "  pure  tions,    which    continued  popular 
and  undefiled  religion,"  lamenting  still."     In  another  place,  he  says, 
the  progress  of  corruption,  and  "  The  order  of  admitting  none  to 
^ariving  to  counteract  it ;  but,  in  any  ecclesiastical  function,  but  by 
those  times,  they  were  few  in  num-  election  of  all   the   faithful   in  a 
ber,  and  of  very  limited  influence,  general  assembly,  was   inviolably 
Such  persons  were  not  often  ele-  observed,  ^  and   so   continued    for 
vated  to  places  of  power;  but  they  about   two   hundred   years:     the 
shall,  nevertheless,   be   "  had  in  ministers  of  the  church  and  the 
everlasting  remembrance."  poor  subsisting,  all  that  while,  out 
The   Treatise  on   Ecclesiastical  of  the  common  stock,  which  had 
Benefices    is    peculiarly   valuable,  no  other  fund  than  the  offerings  of 
as  containing  the  author's  views  of  the  faithful  at  their  devotions :  but 
the  primitive  form  and  discipline  tliey  were  so  abundant,   that  the 
of  the  christian  church ;    in  un-  charity  of  those  times  had  no  other 
folding  which,   his  integrity  and  bounds,  than  what  every  one  could 
love  of  truth  are  remarkably  tri-  spare  from  his  necessities.    So  that 
umphant  over  all  the  prejudices  of  when  the  ability  of  one  city  was 
education  and  party.     His   state-  more  than  sufficient  to  supply  the 
ments  on  this  subject  are  such  as  necessities  of  its  own  church,  col- 
may  not  be  n^pst  acceptable  to  the  lections  were  there  made  also  for 
advocates  of  the  prevailing  and  esta-  other  churches  that  were  poor.  Thus 
blished  methods  of  church-govern-  we  find  St.  James,  St  Peter,  and 
ment ;   but, .  in  general,  they  are,  St.  John,  when  they  received  St. 
we  believe,  quite  incontrovertible.  Paul  and  St.  Barnabas  as  compa- 
*'  It  is  plain  (says  he,)  the  govern-  nions   in  the  evangelic  ministry, 
ment  of  the  church,  in  its  begin-  recommended  to  them  a  gathering 
ning,  was  entirely  democrat! cal,  all"  for  the  poor  church  of  Jerusalem  ; 
the  faithful  having  a  share  in  all  St.  Paul  himself  telling  us,  lie  went 
deliberations   of  moment.      Thus  through  all  the  churches  of  Mace- 
we  find  them  all  assisting  at  the  donia,  Achaia,  Galatia,  and  Corinth, 
election  of  Matthias  to  the  apos-  to  solicit  their  charity:    and  this 
tleship,  and  at  that  of  the  seven  was  observed  even  after  the  death 
deacons:  and  when  St.  Peter  had  of  the  apostles."' 
received;  the  centurion  Cornelius,        Such  was  primitive  Christianity, 
who  was  a  Gentile,  into  the  num-  according  to  the  unexceptionable 
ber  of  believers,  he  gave  an  account  testimony  of  Father  Paul.     Cori- 
of  it  to  the  whole  church.     Thus  verts  to  the  christian  faith  "were 
the  famous  council  at  Jerusalem  united  together  in  the  fellowship 
was  composed  of  the  apostles,  the  of  the  gospel ;  each  individual  had 
priests,  and  other  brethren  in^e  a  voice  in  the  management  of  all 
faith ;  and  the  letters  which  were  the  concerns  of  their  religious  corn- 
written  from  that  assembly,  went  munity;   their  ministers  and  dea« 
in  the  name  of  those  three  orders,  cons  were  chosen  by  the  suffrages 
But  as   the  church   increased  in  of  the  whole  body;   who  main- 
numbers,   the  faithful   neglecting  tained,  by  their  voluntary  contri-. 
to  assist  any  longer  in  those  public  butions,   the  pastors   whom  they 
assemblies,  and  withdrawing  them-  had  elected ;  and  made  it  an   im- 
selves  to .  the  care  of  their  own  portant  part,  of  their  church  polity- 
families,    the    government  .rested  to  relieve  the  wants  of  the  poor. 
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In  those  ages,  the  spirit  which  quarter  the  most  authentic  infor« 
prevailed  in  the  churchy  and  the  mation.     And  he  has,  indeed,  laid 
methods  of  conductin,!:^  its  affairs,  "  naked  and  bare"  all  the  chicanery 
were  most  simple,  and  yet  did  not  of  the  emissaries  of  Rome^  prac- 
fail  to  promote  the  great  ends  of  tised  in  that  memorable  and  lon^- 
religion,  in  a  degree  which  has  not  protracted  ecclesiastical  assembly.* 
been  witnessed  in  any  later  times.  It  is  impossible  to  give  the  reader 
The  pastor  loved   his  flock,   and  an  adequate  notion  of  the  gratifi-* 
from  thefulness  of  his  heart,  I  which  cation  which  he  has  in  reserve,  if 
was  deeply  imbued  with  the  truth  he  has  yet  to  peruse  the  History  of 
as  it  is  in  Jesus,  he  administered  the  Council  of  Trent, 
to  their  spiritual  necessities  ;  the        It  is  remarkable  that  England, 
people  *'  esteemed  him  highly  in  in  the  reign  of  James  the  First,  (a 
h\t  for  his  work's  sake,"  and,  ac-  period  not  the  most  celebrated  in 
cording  to  their  ability,   did  not  our  history  for  the  prevalence  of 
forget  to  ''  minister  to  him  of  their  liberal  views,)  was  the  only  country, 
carnal  things."     Heu  pielas!   keu  among  the  subjugated  nations  of 
priscajidesr'*  Europe,  in  which   Father   Paul's 
The  History  of  the  Tlouncil  of  work  could,  with  safety,  be  ushered 
Trent  is,  however,  tlie  best  known,  into  the  world.     It  was,  therefore, 
as  well  as  the  most  extensive  and  brought  from  Italy  in  manuscript, 
useful,  of  all  Father  Paul's  literary  and  first  published  in  London  about 
productions.  Such  excellent  judges  the  year  1 6 1 9>  as  the  work  of  Pietro 
as  Sir  H.  Wotton,  Bishop  Burnet,  Soave  Polano,   which  mysterious  , 
and  Dr.  Johnson,  have  commended  words  were  at\erwards  found  to  be 
it  in  the  strongest  terms,   as  '^  a  an  anagram  of  Paolo  Sarpio  Veneto. 
work   equivalent  to  any  produc-  It  is  not  certain  who  was  the  in- 
tion  of  antiquity ;   in  which  the  trepid  individual  that  had  the  cou- 
reader  finds   "  liberty  without  li-  rage  to  convey  the  work  to  Eng- 
centiousness,  piety  without  hypo-  land.  The  merit  of  the  action  is 
crisy,  freedom  of  speech  without  attributed    to    different    persons, 
neglect  of  decency,  severity  with-  But    all  accounts  agree,    that  it 
out  rigour,  and  extensive  learning  was    done    by    stealth,    and   not 
without  ostentation."    Father  Paul  without  eminent  danger.     Du  Pin 
appears  to  have  made  it  a  princi-  remarks,  that,  ^*  having  fallen  into 
pal  object  of  his  life  to  give  to  the  the    hands    of   Antonio  de    Do- 
world  a  faithful  narrative  of  the  minis.  Archbishop  of  Spalatro,  it 
proceedings  of  that  famous  coun-  was  published  in  London,  without 
ciL     It  is  probable  that  he  began  the  authoi-'s  knowledge,  with  an 
to  collect  his   materials  for  this  epistle  dedicatory  to  James  King 

purpose  very  early  in  life ;  and  he 

enjoyed  opportunities  of  obtainhig        •  The  Council  of  Trent  was  first  as- 

the  most  extensive  and  authentic  sembled  in  1545,  and  continued  until 

information,  particularly  by  means  ^^^3,  in  the  course  of  which  time  twenty- 

of  hi,  intimacy  with  sevend  per-  rwr^rr^^JLlltio;  ■^o^;X 

sons    who    were    present    at    the  Luther  and  others,  and  ite  professed  ob- 

Council  of  Trent,  in  high  official  jcct  was,  to  *<  correct,  illustrate,  and 

situations,  and  who  indulged  him  ^  with  perapicuity,  the  doctrine  of  the 

;«  Cm,.^  ..M«wk<i«  4.^  ,«««n«T  i,^'^^i^AYx¥  church,  to  restore  the  vigour  of  its  disci- 

m  free  access  to  maiiy  important  ^j.^^^  ^^  ^  reform  the  lives  of  iu 

documents.       It    is    known,    also,  ministers.     But  it  has  been  a  matter  of 

that  he  spared  neither  pains  nor  complaint  by  many,  both  in  and  out  of 

expense  in  procuring  from .  every  ^^  communion  of  the  church  of  Rome; 

*_ ~ •  that  this  assembly,  instead  of  reforming: 

;      ~"  ancient  abuses,  rather  gave  rise  to  new 

♦  O  for  the  faith  and  piety  of  primitive  enormities.** 
times!  Rees*s  Cyclop(gdia,  artkkp  Tmt^ 
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of  England,  after  tho  munner  of 
^.ntomo  da  Domims^  which  was 
disavowed  by  Father  Paul^  and 
left  o\3Lt  in  ^e  edition  which  was 
published  in  1629,  at  Geneva,  in 
less  beautiful  diaracters,  but  with 
the    corrections  of  the    author." 

'  Some  relate,  that  the  sheets,  as 
tiiey  were  composed,  were  sent 
oyer  by  Mr.  (aiflterwards  bishop) 
Bedell,  who  then  resided  in  Italy, 
as  chaplain  to  Sir  H.  Wotton,  the 
English  Ambassador.     The  great 

.  intimacy  of  Mr.  Bedell  with  Fa^ 
ther  Paul,  makes  this  account  pro- 
bable; yet  Anthony  Wood  and 
others  make  '^  honourable  men- 
tion" of  Sir  Nathaniel  Brent,  who 
'*  underwent  dai^rous  adven^ 
tures  in  Italy,  to  procure  the  his- 
tory of  the  Council  of  Trent,  which 
he  also  translated  into  English." 
Such  is  the  strain  in  which  the 
writers  of  that  time  speak  of  it  as 
an  act  of  unparalleled  heroism,  to 
have  carried,  £rofa  one  country  to 
another,  an  authentic  piece  of  ec- 
clesiastical history  I 

Very  soon  after  its  appearance, 
the  history  of  the  Council  of  Trent 
was  translated  into  both  the  Latin 
and  French  languages,  and  excited 
so  much  attention,  that  the  best 
efforts  of  the  adherents  of  I^ome 
became  necessary  to  count^act  its 
influence.  Several  answers  were 
published,  the  princq[Md  of  which 
was  the  rivfd  history  of  Cardinal 
Palavicini.  Three  Cardinals  had 
appeared  among  the  opponents  of 
Father  Paul,  while  living,  but 
Palavicini  had  aH  the  advantages  of 
a  controvertist  the  object  of  whose 
attack  is  dead.  The  errors  In  Father 
Foul's  history,  which,  with  much 
ostentatious  parade,  he  professes 
to  detect,  are  indeed  very  nume- 
rous ;  but,  upon  close  examination, 
^bey  are  found  to  approximate,  in 
dieir  character  and  importance,  to 
the  varies  kctumes  of  our  minutest 
critics.  The  candid  Da  Pio^ 
though  ihitasdf  a  Catholic,  says, 
''Fatiier  Paul  disentangles  per- 
ft^  w^  the  true  stat^  of  the 
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qnestions  agitated  in  the  council, 
and  the  different  interests  of  the 
princes,   nations,   and  bishops,  of 
whidi  it  was  composed;  so  that 
he  writes  his  history  as  a  divine 
and  a  politician.     The  truth  of  the 
greater  part  of  the  facts  he  has 
produced,    is  not  denied  by  the 
history  of  Cardinal  Palavicini,  who 
having  taken  pains  to  refute  it, 
agrees  nevertheless  well  with  him 
in  the  accounts  of  the  principal 
&cts,  and  differs  little  but  in  things 
of  no  moment:    so  that  the  360 
faults,  or  falsehoods,  which  he  has 
imputed   to    Father    Paul,  make 
little  or  no  alteration  in  the  sub- 
stance of  the  history."    The  same 
judicious  author  observes,  that  the 
real  fault  of  Father  Paul,  in  which 
he  transgressed  the  laws  o£  history, 
lies  in  the  satirical  strokes  in  which 
he  has  indulged  himself  upon  many 
subjects  connected  with  his  narra- 
tion; and  it  must  be  oon&ssed, 
that  if  in  any  thing  he  be  not  the 
perfect  model  of  historical  writing, 
which  he  has  been  represented  to 
be,  it  is  in  this.     His  satire,  how- 
ever, which,  in  many  instances,  is 
the   most    delicate  and   pungent 
imi^inable,  consisting  often  in  the 
dexterous,  choice  or  position  of  a 
single  word,  is  seldom  misplaced, 
and  has  the  merit  of  being  dealt 
out  very  impartially.     Papists  and 
protestants,  laymen    and  divines, 
ambassadors^   legates,  kings,   em- 
perors, and  popes,  arealike  assailed 
by  this  galling  artillery,  as  they 
unhappily  place  themselves  within 
its  formidable  range.    Besides,  it 
must  be  allowed,  that  many  of  the 
proceedings  of  the   council  were 
such  as   scarcely   admitted   of   a 
grave    relation ;    so  ^  that   Father 
Paul  was  almost  reduced  to  the 
neqessity  of  using  either  the  lan- 
guage of  satire,  or  that  q£  perfect 
ixumity« 

Soon  aftef.the  appearance  of  the 
bistm'y  of  the  Council  of  Treat,  its 
author,  who  had  contributed  so 
largely  to  the  public  benefit,  by 
his  life  and  writings,  was  called  to 
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exemplify  the  graces  of  Christianity    which  he  resigned  his  spirit,  with 
in  the  awful  scenes  of  sickness  and    a  smile,  into  the  hands  of  hi^  Crean 
death.     In  l6l9>  when  he  was  in    tor,   were,   Esto  perpeiua,   Mq^sti 
his  69th   year,  his  health  visibly    thou  Icutfor  ever,  which  have  been 
began  to  decline.     He  continued,    usually  interpreted   as  his  dying 
however,  in  a  debilitated  state,  un-    prayer  for  the  republic  of  Venioeu 
til  the  winter  of  l62S,  when   it    They  are,  however,  evidently  cat 
was  evident  to  all,  that  his  end  was    jjable  of  a  different  application ; 
fast    approaching.      During    this    and  it  is  not  improbable,  that  they 
long  period  of  weakness,   he  re-    related  to  the  happy  state  of  his 
tained,  to  the  last,  full  possession    own  mind,  and  were  a  prayer  for 
of  his  admirable  maital  faculties,    its    continuance^     throughout    all 
He  redoubled  his  attention  to  re«    eternity.      Thus   terminated*  the 
ligious  exercises,  and  meddled  with    course  of  Father  Paul,  of  whom 
public  aSkiTs  as  little  as  his  official    we  may  say»  in  the  words  of  on^ 
connexion  with  the  republic  would    of  the  senators  of  Venice  on  th^ 
possibly  admit.     He  spoke  of  his    occasion.-^— ''  Is  this  the  man  whom 
death  with  all  the  humility  and    the  prelates  of  Holy  Church  hav^ 
fortitude  of  a  sincere   Christian ;    Inveighed  against  so  much  ?    Shall 
and,  among  other  passages  of  Scrip-    he  be  looked  upon  as  a  wicked 
ture,  be  often  repeated  those  words,    man,  and  they  pass  for  the  imita* 
''  Lord,  now  lettest  thou  thy  ser-    tors  of  Christ  and  his  apostles  ?" 
vant   d^art  in  peace,"  &c.      On        It  is  related,  by  Father  Paul'$ 
the  Christmas-day,  in  reply  to  the    biographers,  tbat  when  the  news 
customary  compliment  of  wishing    of  his  death  arrived  at  Rome,  ther# 
htm  many  more  such  seasons,  he    was  the  most  indecent  rejoicing  on 
said,    with   a    seriousness   which    the  occasion.   Even  the  Pope  him- 
deeply   affected    his  fi*iends,  that    self  is  said  to  have  remarked,  that 
that  Christmas  would  be  his  last    the  hand  of  God  was  very  visible 
On  the  day  of  his  death,  January    in  taking  him  out  of  the  wo^ld-<- 
14th,  1622,  he  de^ed«  as  he  had    as  if  there  were  any  thing  extras 
frequently  done  before,  that  the    ordinary  in  the  death  of  a  studious 
chapter  in  St.  John's  Gospel,  con-    man,  at  seventy  one,  whose  health 
taining  the  narrative  of  our  Sa^    bad  been  lang  in  a  dedining  states 
viour's  passion,  might  be  read  to    A  repcnrt  was  al>o  circulated,  thai; 
him.       He    then    repeated,    &&*    he  had  died  in  the  greatest  mentsd 
quently,  ihat  passage  of  Scripture,    horrcH*,  to  contradict  whicb,   tk^ 

"  Whom  God  hath  set  forth  to  be      _^ .«____^ 

a  propitiation  thnough  faith  in  his 

bl«Kl;"  and  yrotes.«d  that  '<U  J^-£^^««  '^:^r^''Zu'T^ 
had  nothing  to  present  to  Ood,  p^^  « ^^  ^  sacrifice  to  th«  laienuos, 
which  he  could  properly  call  his  which  his  inviolable  regard  to  traOi,  i» 
own^  but  miseries  and  sins,  .anil  his  conversations  and  writings,  had  pro- 
that  he  desired  to  be  drowned  in  cured  him,'*imd&Ht  «  he  was  privately 
t         i_  I*  jiz   '  »     r\   ^     assassinated  by  a  mar,  an  emissary  of  the 

the  abyss  of  divme  mercy.      One  ^^n   if^  ^  ^^nteafy  to  the  «>. 

of  bis  physicians  having  warned  i^oHiit  givea  by  aU  Father  Paul'e  biQ0r»- 

hina^  that  he  bf^d  bat  a  &w  hours  phejB,  and  we  have-not  been  able  to  4isr 

to  live,  he  riM)lied,  with  a  cheerful  cover  upon  whatgrounds  the  Doctor  a|- 

.  '          ^^ tc  ^  A    V.     :«^J  serts  it.     ?robaWT  it  arose  from  soinip 

countenance,   ;' God  be  praised^  |„,^^^t  «eoitectlon  of  the  attempto 

whatpleases  hmi  pleases  me  :^ 'With  >ctiuaiy  made  upon  Father  Paul's  lile. 
his  aid,  we  shall  acq^it  ourselves  Jtlad  he  been  thus  assassinated,  we  oan- 
weU  of  this  last  action."   At.ipt^-    «ot  supiK)8e,  that  U  4»uld  have  been  W 

vaJs,  he  ah.>.oft^-exclaim.^^  %Z^tr^,t:^^^t^:j^ 
'^  Came,  iet  1^  go  wherp  G«>d  Jtujrror,  as  would  hase  Jed  *<>  a  iuU  «a- 
csdte  Ws/'    JEJi^  ]f^  W€erdjBi«   A^    posure  of  so  foul  j^  IVViWili^tkw* 
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particulars  of  his  happy  departure  a  laboured  delineation  of  it  is  quite 
out  of  the  world  were  drawn  up,  unnecessary.  The  leading  feature 
and  published  by  order  of  the  se-  •  of  it,  in  subordination  to  liis  gene- 
nate,  with  the  solemn  attestation  ral  piety,  doubtles5  is  his  ardent 
of  the  whole  College  of  Servites.  love  of  truth  and  liberty.  This 
It  was  noised  abroad,  too,  probably  appears  in  all  his  literary  produc- 
to  intimidate  the  living,  as  much  tions,  in  which  an  attachment  to 
as  to  punish  the  dead,  that  if  Fa-  liberal  principles,  chastened  by  a 
ther  Paul  had  written  as  ably  for  proper  caution  against  the  abuse 
the  Court  of  Rome,  as  he  had  writ-  •  of  them,  is  prominent  in  almost 
ten  against  it,  he  would  infallibly  every  page.  "  One  knows  not 
have  been  canonized.  To  such  (Dr.  Campbell  observes)  whether 
distinction  as  this,  whether  living  to  admire  most  the  erudition  and 
or  dead,  the  good  Father  was  alike  the  penetration,  or  the  noble  spirit 
indifferent.  The  origin  of  canoni-  of  freedom  every  where  displayed 
zation,  and  the  uses  to  which  it  in  his  works."  This  was,  also,  in  a 
had  been  perverted,  were  among  great  degree,  the  standard  of  his 
the  subjects  of  ecclesiastical  history,  attachment,  or  dislike^  to  all  other 
with  which  he  was  too  well  ac-  persons  and  things.  It  is  proba- 
quainted  to  admit  of  his  placing  bk,  that  from  this  principle  arose 
the  least  value  upon  it.  his  great  disapprobation  of  the 
.  The  senate  of  Venice  honoured  Jesuits,  of  whose  tenets  and  prac- 
him  with  a  magnificent  funeral,  tices  he  expresses  his/detestation  in 
and  he  was  attended  to  the  grave  one  of  his  letters,  in  the  following 
by  a  vast  concourse  of  persons  of  strong  language :  "  There  is  no- 
distinction.  The  republic,  also,  thing  more  essential  thipi  to  ruin 
reserved  to  itself  the  honour  of  the  reputation  of  the  Jesuits :  by 
raising,  at  the  public  expense,  a  the  ruin  of  the  Jesuits,  Rome  will 
suitable  monument  to  his  memory,  be  ruined ;  and  if  Rome  be  ruined. 
This  last  duty,  Fulgentio  had  de-  religion  will  refoi*m  of  itself." — He 
sired  to  perform  for  his  departed  was  a' universal  scholar,  his  dis- 
friend,  but  was  not  permitted,  cursive  mind  having  left  no  branch 
The  monument,  however,  was  of  knowledge  unexplored;  and 
never  erected.*  "  But  Father  being  favoured  with  a  most  capa- 
Paul  (says  Fulgentio)  will  live  cious  memory,  his  acquaintance 
eternally  in  jGod,  which  is  the  with  the  sciences  was  as  profound 
only  desirable  blessing.  He  also  as  it  was  general.  His  works 
will  live  in  the  memory  of  men,  on  which  are  known,  treat  principally 
account  of  his  heroical  virtues ;  a  of  ecclesiastical  history  and  theo- 
remembrance  that  will  outlast  the  logy,  both  which  subjects,  it  is  evi- 
strongest  monuments  of  brass  or  dent,  he  had  studied  with.conscien- 
marble."  tious  diligence,  and  with  the  nicest 

At  this  distant  period,  the  cha-  discrimination.  Dr.  Campbell  is 
racter  of  Father  Paul  can  only  be  of  opinion,  that  "  he  understood 
collected  from  his  works,  and  &om  more  of  the  liberal  spirit  of  the 
what  his  friends,  or  his  foes,  have  gospel,  and  the  genuine  diaracter 
left  upon  record  respecting  him.  of  the  christian  institution,  than 
Indeed,  after  the  particulars  of  his  any  writer  of  his  age."  What 
life,  which  have  now  been  related,  were  his  theological  sentiments^ 
particularly  on  certain  important 

*  Dr.  Jolinsoii  says,  that  '*  a  magni-  questions,    much  agitated  in  his 

ficent  monnment  was  erected  to  Father  own  day,  and  which    have'  con- 

Paul's  memory."    His  more  accurate,  ^  ^  ^  ^  contested  amonir  di- 

though  less  elegant,  hiographers,  how-  "Y***^"  r'  "^  win.«^oi«j«  <uuvxi^  x^ 

ever,  state  the  contrary,  upon  authority  ^^^   down   to    our    own   times, 

which  is  unquestionable.  perhaps  it  is  not  easy  to  decide. 


IS^2.2  Memoir  of  Father  Paul  Sarpi,  the  Venetian.  175 

Bossuet  calls  him  *'  a  Protestant    and  public  utility  ;  bo  that  he  died 
and  a    Calvinist    under  a   friar's    poor.     Shortly  before   his   death. 


frock/'  and  what-  that  author 
counted  his  reproach,  some  Calvi- 
nists  have,  been  anxious  to  attri- 
bute to  him  as  his  honour.  Dr. 
Campbell,  however,  says,  "  that 
he  was  no  Calvinist,  is  evident 
from  several  parts  of  his  writings." 
We  know  not  to  what  part  of  his 
works  the  Doctor  alludes,  but  it  is 
certain,  that  in  his  treatise  on  the 
Efficacy  of  Grace,  he  defends  the 
opinions  of  Aquinas  on  that  sub- 
ject ;  and  it  is  not,  perhaps,  unrea« 
sonable  to  infer,  that  he  who  did 
this,  was  not,  in '  reality,  far  re- 
moved from  Calvinism.  It  may  be 
observed  also,  that  the  Servites,  to 
whom  he  united  himself,  were  a 
religious  order,  who  conformed  to 
the  sentiments  and  rules  of  Augus- 
tine. His  attention  to  the  devo- 
tional parts  of  religion  was  most 
exemplary,  and  mixed  with  much 
less  superstition  than  might  have 
been  expected  from  his  education 


he  told  the  friar  of  the  monastery, 
"  that  he  had  always  lived  in  the 
poverty  of  his  order,  and  did  not 
pretend  to  any  property ;  he,  there- 
fore, desired  him  to  dispose  of 
whatever  he   should  find   in    his 

chambers." His    humility    was 

deep  and  sincere ;  yet  his  enemies 
endeavoured  to  find  him  vulner- 
able in  this  point,  and  charged  him 
with  an  excessive  love  of  fame. 
And  when  it  is  considered,  that 
many  noble  and  royal  persons  vi- 
sited Venice  exclusively  to  see  him, 
that  kings  corresponded  with  him, 
and  invited  him  into  their  domi- 
nions, it  is  matter  of  surprise,  that 
no  decisive  instances  of  vanity 
could  be  mentioned  to  his  disad- 
vantage. Many  well  authenti- 
cated proofs  of  his  great  humility, 
are,  however,  on  record.  He  was 
known  to  listen  to  his  friends  with 
the  greatest  meekness  and  can- 
dour, when  they  pointed  out  to 


and  connexions.    .The  worship  of    him  any  thing  in    which  he  ap- 
saints,  and  of  the  virgin,  he  utterly     peared   to   them    to    have   erred. 


renounced.  The  whole  of  his  life 
was  spent  in  three  things ;  the 
worship  of  God,  his  study,  and 
learned  or  religious  conversation. 
To  study,  he  dedicated  his  morn- 
ings, afler  his  retirement  from 
prayer,  which  always  began  before 
sun-rise.  His  indifference  to  the 
world,  and  his  contempt  of  riches, 
were  very  remarkable.  He  was 
appointei)  to  offices  which  were 
scarcely  ever  held  by  other  pet- 
sons  without  becoming  the  sources 
of  abundant  riches,  and  corrupt 
persons  did  not  fail  to  point  out 
to  him  his  opportunities  of  gain ; 
but  he  firmly  resisted  the  abuses, 
in  the  profit  of  which  he  was  ex- 
pected to  share,  and  chose  rather 
to  make  his  advisers  his  enemies, 
than  either  to  imitate  or  counte- 
nance their  practices.  Though  he 
had  a  considerable  pension  granted 
to  him  by  the  senate,  for  his  emi- 
nent services  to  the  republic,  he 
spent    it  all  in  works  of  charity 


He  had  resolved  never  to  pub- 
lish any  of  his  writings,  until  cir- 
cumstances rendered  it  impossible 
to  abide  by  his  determination.  So 
modest  was  he,  that  he  refused  to 
git  for  his  likeness,  though  re- 
quested to  do  so  by  several  per- 
sons of  high  rank  and  station.  On 
the  subject  of  popular  applause,  he 
used  to  say,  "  He  who  walks  on 
stilts,  or  sits  aloft,  undergoes  no 
less  fatigue  than  those  who  stand 
below ;  but  he  is,  at  the  same  time, 
exposed  to  much  greater  danger.'' 
In  fact,  the  excellence  of  his  reli- 
gious and  moral  character  was 
acknowledged  by  several  of  his 
adversaries,  among  whom  Bellar- 
mine,  in  particular,  often  spoke  of 
him  in  the  most  respectful  terms, 
and  once  prevented  the  publication 
of  a  libel  upon  him,  which  the  Car- 
dinal well  knew  was  altogether 
undeserved. 

The  part  of  Father  Paul's  life 
and   character,  which   is  perhaps 
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least  capable  of  defence,  is  his  con-  was  so  esteemed  by  the  senate  for 
tinuance  in  communion  with  the  his  great  wisdom^  Uiat  he  was  con- 
Church  of  Rome,  notwithstanding  suited  by  them  as  an  oracle,  and 
the  conviction  which  he  doubtless  trusted  with  their  most  important 
had  of  her  many  and  great  corrup-  secrets;    so  that   he  saw   it  was 
tions,  and  her  wide  departures  from  impossible  for ,  him  to  obtain  his 
the  form  and   spirit  of  primitive  conse ;  and,  therefore,  he  made  a 
Christianity.     His  warmest  friends  shift  to  comply,  as  far  as  he  could, 
and  admirers  are   strangely  per-r  with  the  established  way  of  wor- 
plexed  and  divided  in  their  me-  ship ;  but  he  had,  in  many  things, 
thods  of  accounting  for  this  glar-  particular  methods  by  which  he  ra- 
ing  inconsistency.     Dr.  Campbell,  ther  quieted,  than  satisfied  his  con- 
who  was  well  acquainted  with  his  science."    Mr.  Diodati  says,  "  that, 
writings,  thinks  it  fairly  deducible  observing  in  his  conversations  with 
from   them,  that  "  there   was  no  Father  Paul,  that  in  many  opinions 
Protestant  sect  then  in  existence  he  agreed  with  the   Protestants; 
with  whose  doctrines  his  principles  he  said,  that  he  was  overjoyed,  to 
would  have  entirely  coincided,"  and  find  him  not  far  firom  the  kingdom 
that  a '^  sense  of  this,  as  much  as  of   heaven;     and,    therefore,    he 
any  thing,  contributed  to  make  him  strongly  exhorted  him  to  profess 
remain  in  the  communion  to  which  the   Protestant  religion  publicly  ; 
he    originally    belonged."     Some  but  Father  Paul  answered,  that  it 
have  suspected,  that,  in  these  re-  was  better  for  him,  like  St.  Paul, 
marks,    the    Doctor  intended  an  to  be  anathema  for  his  brethren ; 
indirect  vindication  of  other   au-  and  that  lie  did  more  service  to  the 
thors,  who  have  also  remained  in  Protestant  religion  in  wearing  that 
connexion  with  churches,   whose  habit,  than  he  could  do,  should  he 
polity  they  had  demonstrated  to  lay  it  aside."    It  is  stated  also,  both 
pe  unscriptural.     Fulgentio  would  by  Bishop  Bedell  and  Mr.  Jurieu, 
iiave  us  to  believe,  that,  after  all  that  when  the  Father  was  pressed 
he  had  written  and  published.  Fa-  to  leave  the  Church  of  Rome,  he 
ther  Paul  was  really  attached  to  sometimes  said,  ''  That  God  had 
the  Church  of  Rome,  and  remained  not  given  him  the  spirit  6[  a  Lu- 
a  member  of  it,  as  a  matter  of  pre-  ther." 

ference  and  choice.     But  Fulgen-  The  reason  here  conjectured  by 

tio  gives  many  other  indications  of  Dr.  Campbell,  for  his  continuing  in 

his  desire  not  to  offend  the  court  a  church  confessedly  unscriptural, 

of  Rome  too    much,   particidarly  and  those  others  said  to  have  been 

when  he  affects  to  leave  it  doubt-  assigned  by  Father  Paul  himself, 

ful,  who  was  the  real  author  of  the  ougnt  not  perhaps  to  be  passed  over 

History  of  the  Council  of  Trent  by  us  without  a  few  observations. 

We  are,  therefore,  disposed  to  pre-  We  may  perceive  in  them  the  germ 

ftr  the  testimony  of  learned  Pro-  of  that  subtile  and  sophistical  rea- 

testants,  who  inform  us,  that  they  soning,  which   has  prevailed^  not 

actually    conversed    with   Father  only  with  mere  time-servers,  but 

Paul  upon  the  subject     It  is  stated  with  good  and  eminent  men,    to 

by   Bum«t,   on    the  authority  of  spend  their  lives  in  churches,  where 

Bishop  Bedell,  that  when  the  re-  many  things  are  established  and 

conciliation  between  the  Court  of  practised,   which  they  themselves 

Rome,  and  the  Venetians  was  con-  have  owned  to  be  grossly  anti- 

duded.  Father  Paulj  having  lost  christian.  We  shall,  therefore,  briefly 

all  hopes  of  effecting  a  reformation  notice  them  in  the  order  in  which 

which  he  had  contemplated,  wished  they  are  here  presented  before  as. 

'*  to  leave  Venice,  and  come  over  Dr.  Campbell's  conjecture  fieems 

td  England  with  Bedell;  but  he  to  imply,  that  Father  Paul  was 
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duced  to  tile  dfleipTna  of  either  coA-  perjiiiy,  alid  vaHous  other  crimes, 
tmuing"  in  an  unscriptiiral  chui-ch,  to  th*  great  detriment  of  religion 
or  of  renouncing  the  benefits  of   and  morality.      He  had  detected' 


christiaii    commirtiion    altogether, 
since  there  was  no  other  sect  with 
whom  he  could  have  entirely  coin* 
cided.     It  will  be  readily  admitted, 
that  if    an   intelligent  and  pious 
man  must  be  of  no  church,  until 
he   have    found  a  people  among 
whom .  there  is  nothing  to  disap- 
prove, the  enjoyment  of  christian 
fellowship  would  be  next  to  impos- 
sible in  the  present  imperfect  state 
of  things.     Yet,  it  is  presumed,  a 
pretext  will   not  be  drawn  from 
this  fiict  for    conformity   to    any 
thing,   or  every  thing.     The  lati- 
tudinarian  license,  which  it  is  sup- 
posed to  justify,    will  surely   be 
suhjected     to     some     limitations. 
What,  then,  are  these  limitations  ? 
This  is  the    question— a  question 
of  unspeiikable    importance,   and 
with  which  no  conscientious  man 
will  trifle.     We  cannot  enter  upon 
the  field  of  discussion,  which  here 
opens  before  us :  nor  can  we  pre- 
tend even  to  state  all  the  canons 
which  may  be  necessary  to  decide 
this  question,  but    shall    content 
ourselves  -with  one,    immediately 
applicable   to  the  case  of  Father 
Paul.    We  are  decidedly  of  opi- 
mon,  that  every  principle  of  his 
rfeligion  forbids  the  conscientious 
Christian   to  remain  in  "  fellow- 
ship   with  them,    who    establish 
iniquity  by  a  law."     Now,  Father 
Paul  had  shown,  in  his  writings, 
that  in  the  church  to  which  he  be- 
longed, (we  say  nothing,  at  present, 
of  any   other,)  many  things,  not 
only  unknown  to  the  sacred  Scrip- 
tures,bnt  flatly  contrary  to  what  they 
teach,  were  established,  and  upheld 
both  by  the  civil  and  ecclesiastical 
power.  For  instance,  he  had  proved, 
that  a  church  patronag^  employed 
for  every  political,  corrupt,  and  self- 
ish purpose,  had  usurped  the  right 
exercised  during  the  two  or  three 
first   centuries,  by  the  people,  in 
the  choice  of  their  ministers ;  and 
had  become  the  catise  of  simony, 
Cong.  Mao.  No.  62. 


many  other  abuses  of  religion, 
which  were  in  themselves  plainly 
sinful,  which,  while  they  continued, 
could  not  but  expose  Christianity 
to  reproach,  and  which  were  the 
parents  of  vice  and  infidelity.  Such 
a  man  as  Father  Paul  would  have 
renounced  the  society  of  any  iiidi^ 
vidual  guilty  of  a  thousandth  part 
of  the  iniquity  which  his  church 
daily  and  systematically  committed. 
Could  he,  then,  have  found  no  com- 
munity purer  than  this  ?  If  the 
opportunity  was  afforded  him  of 
approaching  some  degrees  nearer 
to  the  purity  of  the  original  chris- 
tian institutions,  was  he  to  be  jus- 
tified in  neglecting  to  embrace  it  ? 
Christian  forbearance,  we  believe, 
will  be  found  necessary  in  every 
community,  and,  therefore,  it  has 
been  enjoined  as  a  christian  duty; 
but  we  are  quite  of  opinion,  that 
the  scope  of  its  operation  is  con- 
fined, by  the  law  of  Christ,  to  in- 
dividual infirmity ;  and  that  he 
deceives  himself,  or  ensnares  his 
Conscience,  who  applies  it  to  cor- 
rupt principles,  or  to  public  and 
established  abuses. 

But  Father  Paul  is  said  to  have 
pleaded,  "  that  he  did  more  ser- 
vice to  the  Protestant  religion,  by 
wearing  the  friar's  habit,  than  he 
could  do,  if  he  laid  it  aside."  This 
plea  of  greater  usejklness  has  been 
urged  on  many  similar  occasions. 
The  politician  has  used  it  in  justi- 
fication of  his  doctrine  of  expe- 
diency, which  alloWs  him  to  prefer 
utility  to  morality.  The  Jesuit 
has  pleaded  it  in  dbfence  of  actions 
intrinsically  evil,  when  performed 
for  the  purpose  of  promoting  some 
good  and  desirable  end.  *'  Let  us 
do  evil,  that  good  may  come,"  is, 
however,  no  christian  principle, 
but  is  mentioned  in  the  New  Tes- 
tament, only  to  be  treated  with  the 
utmost  abhorrence.  To  countenance 
what  is  evil,  is  virtually  to  com- 
mit it.    To  prefer,  in  th^e  matters, 

2  A 
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the  worse  to  the  better,  in  any  de*  neutralized  by  the  evil  which  they 
gree,  or  for  any  imaginary  useful  have  otherwise  occasioned.    The 
purpose,   is,  we  think,    immoral,  rigid  path  of  "  integrity  and  up- 
and,  therefore,  highly  dangerous,  rightness,"  is,  therefore,  in  every 
Besides,  short-sighted  man  is  a  very  sense,  the  path  of  wisdom.    The 
imperfect  Judge  of  his  own  useful-  good  which  is  produced  by  legiti- 
ness,  or  of  the  course  in  which  it  is  mate  means  is  unmixed  with  alloy, 
most  likley  to  be  the  greatest.  It  is  and,  therefore,  to  adopt  such  means 
to  be  feared,  that  much  of  the  good,  alone,  will,  in  the  end,  be  found 
which  is  thought  to  be  done  by  most  useful,  and  to  the  individual 
methods  of  a  questionable  nature,  assuredly  most  safe, 
will  not  bear  the  final  test.     Those        We  are  no  more  satisfied  than 
are  no  scriptural  modes  of  use-  in  the  former  instances,  when  Fa- 
fulness,  whidi  make  the  path  of  ther  Paul  assigns  it  as  a  reason  for 
self-denial  more  easy,  or  which  ex-  adhering  to  popery,  "  That  God 
cuse  a  man  from  bearing  his  testi-  had  not  given  him  the  spirit  of  a 
mony  in   the  world  against  any  Luther."  -  Considered  as  a  man's 
glaring  and  extensive  abuse  of  re-  apology  for  lending  his  personal 
ligion ;  and  we  cannot  allow  our-  support  to  error,  such  a  reason  (if 
selves  to  think,  that,  when  the  chaff  reason  it  may  be  called)  is  highly 
and  the  wheat  shall  be  finally  se-  dangerous.     If  he  have  not  a  spi- 
parated,  such  methods  will  be  found  rit  to  renounce  what  is  evil,  we 
to  have  been  honoured  by  greater  think  it  becomes  his  sin,  and  not 
usefulness,  than  others  of  a  purer  his  justification.     That  a  man  may 
diaracter,  which  may' have  been  calculate,  in  some  cases,  how  far  tlie 
less  splendid,  or  less  acceptable,  spirit    which    he   constitutionally 
*'  in  tliis  present  evil  world."    Be-  possesses,  is  a  disability  or  a  quali- 
sides,    there    was   one   important  fication  for  certain  public  situations 
particular,     which     Father    Paul  and  duties,  cannot  perhaps  be  de- 
should  have  introduced  into  his  nied ;    though    it    is   clear,    that 
calculation,  of  which  we  hear  no-  few  men  have  a  sufficient  know- 
thing  from  himself,  though  it  was  ledge  and    mastery  of  their  own 
suggested  to  him  by  some  of  his  spirits,  to  profit  much  by  such  a 
Protestant  friends.     It  is  probable,  guide.   All  such  calculations  must^ 
that  the  example  of  a  person  of  his  however,  be  confined  to  the  sphere 
influence  has  furnished  multitudes  of  such  things  as  are  unquestion- 
with  an  excuse  for  conformity  to  the  ably  lawful;    if  carried  further, 
same,  or  even  greater  abuses : — and  they  are  employed  in  defence  of  a 
who  can  sum  up  the  amount  of  the  pusillanimity  of  the  worst  descrip- 
evilwhichhemightthusdo,orocca-  tion.     Father  Paul  was,  doubtless^ 
sion,  by  continuing  to  countenance  a  modest  man,  and  towards  such 
a  wicked  and  corrupt  perversion  men  we  are  disposed  to  show  all 
of   the  christian  religion  ?      And  tenderness ;  but  even  they  are  not 
.let  it  be  remembered,  that  the  ex-  allowed  to  be  *'  ashamed  of  Christy 
ample  of  every  man  has  its  effect  or  of  his  words,  in  an  adulterous 
in  the  world,  in  proportion  to  the  and  sinful  generation."     We  con- 
consideration  in  which  he  is  held  sider  it,  therefore,  a  blot  on  the 
by  those  around  him.     It  is  a  con-  otherwise  fair  tablet  of  his   me- 
sideration  which,  we  have  often  mory,  tliat,  upon  such  ipsufficient 
feared,  will  be  found  just,  that  grounds  as  those  now  stated,  he 
when  the  evil  and  the ,  good,   of  chose  to  remain  in  connexion  with 
which  men  have  been  the  instru-  a  church  which,  as  is  abundantly 
ments  in  the  world,   are    finally  proved  in   his   own    works,  -was 
balanced,  the  supposed  great  use-  unscriptural  and  corrupt,  supersti- 
fulness  of  many  will  be  more  than  tiou»  and  idolatrous ;  and  we  con- 
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cede  thus  much  to  his  disadvan-  which-  are  Caesar's^  and  to  God  the 

tage^  with   all  the  reluctance  of  things  which  are  God's ;"  who  pa- 

friendship,    which   is  obliged    to  tiently  eifdures  the  inconvenienced 

admit  what  is  too  evident  to  be  to  which  this  course  may  subject 

controverted.  him ;  is  gratified  to  see  any  of  hra 

Upon  the  whole,  we  cannot  but  own  mind,  and  not  impatient  when 

count  the  man  happy,  who  not  only  others  prefer  a  somewhat  different 

embraces,  with  a  lively  faith,   the  way ;   but  waits,   with  confident 

gospel  doctrineofsalvation,  but  who  expectation,    for   ''the    righteous 

spends  his  few  mortal  days  with  a  judgment  of  the  great  day,"  when 

conscientious  persuasion,  that  his  each  ''  to  his    own  Master  must 

life  and  actions  tend  to  countenance  stand  or  fall."  And  we  entertain  not 

and  perpetuate  no  contradiction  to  a  doubt,  tliat,  at  that  decisive  hour> 

the  trUtli,  and  to  uphold  no  great  his  testimony  borne  in  the  world 

public  evil ;  who  allies  himself  to  against  every  thing  antichristian^ 

nothing    but   what    he    honestly  as  well  as  the  fruits  of  his  faith 

believes   is   capable    of   a  sound  in  general,  will  be  greeted  with 

defence;  who  rightly  distinguishes  that  approving  sentence    of  his 

between  the  respective  claims  of  divine  Master  and  Judge,— "Well 

**  the  things  which  are  temporal,"  done,  good  and  faithful  servant, 

and  those   which  "  we  eternal,"  enter  thou  into  the  joy  of  thy 

and  riders  "  to  Csesar  the  things  Lord." 


ORIGINAL   ESSAYS,   COMMUNICATIONS,   &c. 

ON  THE  PRESENT  STATE  OF  PO-  account   of    the   nresent    state   of 

PERY  IN  ENGLAND,  WITH  THE  ^^^^""^   ^}     ^^^   PI?®";    State    01 

BEST  MEANS  OF. COUNTERACT-  popery/  viewed  politically  and  sta- 

ING  ITS  GROWTH.  '  tisticaJly,      With    regard    to    the 

By  "  the  present  state  of  popery,"  former,  I  remark,  that  there  are, 

as  stated  in  the  title  of  this  essay,  notwithstanding  very   great  con- 

I  do  not   suppose  is  meant   the  cessions  made  to  the  papists,  dur- 

princi^s  at  present  maintained  by  ing  the  late  reign,  several  political 

persons  of  that  communion ;  for,  in  disabilities  to  which  they  are  sub- 

this  respect,  the  Church  of  Rome  jected,    in   common    with   others 

is  always  the  same.     She  has  no  ^^^o  dissent  from  the  Established 

past  or  future  tense,  as  to  her  doc-  Church;  and   some  which  attech 

trines  or  dogmas.      She  is   now  to  them  exclusively.  Protestant  Dis- 

what  she  always  has  been,  and  senters  have  access  to  certain  places 

hopes  always  to  be;  and  though  a  and  privileges,  under  the  shelter  of 

glimmering  of  light  will  npw  and  an  Act  of  Indemnity ;  but  the  Act 

then  force  itself  into  the  mind  of  which  requires  persons  to  swear 

an  English  papist,  who  lives  among  that  there  is  no  transubstantiation 

an  enlightened  people,  whenever  of  the  elements  in  the  Eucharist, 

he  is  called  back  to  attend  to  any  and  that  tlie  invocation  of  the  Vir- 

of  the  sacraments,  or  confess  to  his  gin  Mary,  and  other  saints,  is  ido- 

priest,  or  do  penance,  or  make  a  latrous,  effectually  shuts  the  door 

particular  profession  of  his  faith,  against  papists.     Yet  there  is,  no 

be  submits   implicitly  to   profess  legal  obstruction  to  the  public  ex- 

his  belief  in  that  which  the  church  ercise  of  their  religion, 

believes,  and  always  has  believed.  It  was  only  of  late,  that  we  be- 

I  may  suppose,  then,  that  this  .g:an  to  know  any  thing  of  the  sta- 

essav  is  expected  to  contain  an  iistics  of  our  popish  neighbours^ 
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in  force,  they  were  induced,  from 
a  fear  of  exciting  jealousy,  to  re- 
present their  number  and  import- 
ance as  very  trifling.  It  is  now 
thirty  years  since  these  statutes 
were  repealed ;  and  from  that  pe- 
riod, there  appeal's  to  have  been  a 
great  increase  in  their  number: 
not  that  they  have  had  many  con- 
versions to  boast  of;  but  because 
they  could,  without  fear  of  conse- 
quences, tell  the  world  what  their 
numbers  were ;  and  no  doubt  also, 
because  many  who  did  not  choose 
to  avow  their  religion,  when  it  was 
proscribed  by  law,  now  allowed 
themselves  to  be  classed  with  the 
adherents  of  Rome.  And  as,  be- 
fore the  repeal  of  the  statutes,  they 
were  induced  to  give  diminutive 
representations  of  their  numbers, 
there  is  reason  to  think,  that  now 
tbey  are  as  much  disposed  to  ex- 
aggerate them. 

But  all  accounts  agree,  that  they 
have  increased  during  the  last 
twenty  years,  especially  in  the 
northern  counties  of  England,  ^nd 
in  the  manufacturing  districts  of 
Scotland,  especially  about  Glas- 
gow. In  Lancashire  their  increase 
has  been  most  considerable ;  and 
yet  it  is  a  fact,  that  this  increase 
has  not  been  occasioned  by  the 
conversion  of  adult  Protestants,  so 


finds  no  difficulty  in  persuading 
his  spouse  to  have  his  children 
baptised,  by  his  priest;  and  thitt 
makes  them  all  members  of  the 
"  Catholic  Church."  These  grow 
up  and  have  families  in  their  turn ; 
and  this  is  the  principal  cause  of 
the  increase  of  our  popish  popula- 
tion. 

In  Glasgow  and  the  west  of 
Scotland,  it  is  well  known,  that 
the  increase  ofiate  years. has  been 
very  great ;  but  not  from  conver- 
sions of  adults,  of  which  there  is 
not  an  instance  known  to  the  pub- 
lic ;  not  even  from  inter-marriages, 
at  least,  not  in  any  great  degree ; 
but  almost  entirely  from  the  influx 
of  persons  from  Ireland,  who  came 
in  search  of  employment  as  la- 
bourers, during  the  recent  prospe- 
rity and  increase  of  tliat  city. 

A  late  writer,  quoted  by  "  The 
Protestant"  of  Glasgow,  in  his  third 
volume,  page  S6,  gives  the  total 
number  of ''  Catholics"  in  England 
and  Wales  at  300,000,  which  does 
not  appear  to  me  an  exaggerated 
statement  At  that  time  their 
chapels  were  about  poO;  of  which, 
about  20  were  in  and  near  London, 
and  about  100  in  Lancashire;  and 
since  that  statement  was  written, 
large  chapels  have  been  erected  in 
Manchester,  Wigan,  and  Preston, 


much  /IS  by  the  inter-marriage  of    all   in    Lancashire ;    and    one   m 
protestants  with  papists,  the  con-     Moorflelds,  London,  which  excels 


sequence  of  which,  generally,  is, 
that  the  children  are  brought  up 
in  the  faith  of  the  latter,  which,  in 
the  course  of  twenty  years,  must 
^ell  prodigiously  upon  their  pro- 
portion of  the  population.  Such 
is  the  fact ;  and  it  is  not  diflicult 
to  account  for  it.  A  vast  multi- 
tude of  our  protestants  have  no 
real  religion.  This  may  be  pre- 
dicated of  almost  all  those  who 
marry  papists,  especially  of  the 
hundreds  of  untaught  young  wo- 
men, who  take  up  with  the  shoals 
of  Irish  papists,  who  come  over 
for  employment,    But  every  papist 


all  the  rest  in  size  and  splendour. 

In  England,  there  are  eight  po- 
pish Peers ;  the  Duke  of  Norfolk, 
Earl  Shrewsbury,  Viscount  JFau- 
conberg.  Barons  Stourton,  Petre, 
Arundell,  Dormer,  and  Clifford. 
In  Scotland,  two  Earls,  Traquair 
and  Newburgh.  In  England, 
seventeen  Baronets,  and  a  great 
number  of  gentry,  some  of  whom 
boast,  that  they  have  Plantagenet 
blood  in  their  veins,  and  who  pos- 
sess very  ample  estates  in  land. 

There  are  no  diocesan  popish 
bishops  in  England ;  but  the  go- 
vernment of  the   church  here  is 


is  devoted,  in  heart  and  soul,  to  his    vested  in   four    superiors,    called 
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vicars  apostolic^  who  are  appointed  seminary,  called  the  Barr,  at  York, 

by  the  Pope,  and  bold  their  places  The    English    Benedictine    nuM^ 

at  his  pleasure.     These  vicars  hold  late  of  Dunkirk,  have  a  seminary 

the  rank  of  bishops  in  the  Church  at  Hammersmith.     The  same  sis- 

of  Rome  ;  but  their  sees  are  nomL*  terhood  have  another  seminary  at 

nal,  or  in  partihus,  as  they  call  it.  Bishopshouse,   Winchester.      The 

In  Scotland,  the  bishop,  -who  re-  ivuns'  from  Princehoff,  Bruges,  have 

sides  in  Edinburgh,  is  diocesan  of  a  seminary  at  Taunton,  Somerset 

the  lowlands  of  that  kingdom ;  and  The  nuns  firom  Liege  have  a  semi>- 

the  Bishop  of  Lismore  is  diocesan  nary  at  Newhall,  near  Chelmsford, 

of  the    Highlands.      These  have  Essex.     The  nuns  of  the  order  of 

episcopal  authority  over  their  re-  St.  Augustin,  formerly  of  Louvain, 

spective  dioceses,  insomuch,   that  have  a  seminary    at    Spetesbury 

a  Catholic   priest,    coming   from  House,    near   £Jandford,   Dorset. 

England  or  Ireland,  has  no  right  At  Salford,    there  is  a  seminary 

to  prieach  in  them  without  their  kept  by  the  Benedictine  nuns,  late 

permissicMi.  of   Cambray.      The    Benedictine 

Popish  seminaries  of  education  nttns  from  Ghent  have  a  seminary 

are  more  numerous  in    England  in  Chapel  Street,   Preston.     The 

than  your  readers  are  aware   of.  nuns  of  the  same  order  from  Monf 

At  least,  I  had  no  idea  of  their  tagris,  have  a  seminary  near  Branf 

number,  till  I   lately  met  witli  a  don,    Norfolk.     The  nuns  of  the 

Catholic  almanack,  which,  besides  same  order   from    Paris,   have  a 

a  list  of  their  principal  chapels,  seminary  at  Court   House,   Can* 

in  and  about  London,  contains  an  nington.     The  ntms  of  the  Domi* 

account  of  the  principal  of  their  nican  order  from  Brussels,  have  a 

colleges,   in  the  whole  kingdom,  seminary  at  Harping-Court,  near 

For  young  gentlemen,  they  have  Gloucester.     The  nuns  of  Rouen 

St.  Edmond's  College,  in  Hert-  have  opened  a  seminary  in  Scorton, 

fordshire;    Ushaw   College,   near  Yorkshire.     Add  to  these  a  great 

Durham  ;    St,  Mary's    College,  number  of  private  schools,  three  of 

Oscott ;  Stonyhurst  College,  in  which  are  by  the  nuns  of  the  order 

Lancashire^    an  establishment  of  of  St.  Theresa,  from  Antwerp^and 

great  wealth    and    rising    fame;  elsewhere;  and  three  by  the '' poor 

Sedgely  Park  seminary,  Stafford*  Clares"  as  they  call  themselves, 

shire ;     Amplefvorih  Lodge  semi-  from    Dunkirk,    Gravelines,    and 

nary,    near    York  ;    Actonburnal  Aire ;  besides  a  number  of  ladies' 

seminary,  near  Shrewsbury ;  Bad^  schools  not  marked  as  belonging  to 

dedy  Green  academy,    Warwick-  any  order  of  nuns, 

shire ;  Boverkfim  House  academy.  It  is  right  to  inform  you,  that 

near  Croydon^  Surry ;  Kensington  the  above  list  is  taken  from  the 

House   academy;    Souihall  Park  Almanack  of  1810.     I  cannot  tell 

academy,  neap  London  ;  and  Ga^-  whether  the  schools  have  increased 

/on^a// academy.  West  Ham,  Essex,  since  that    time.      Perhaps  they 

In  Scotland,  they  have  two  col-  have  not,   in  consequence  of  the 

leges;  one  at  Aquherties^  Aber-  rage  for  sending  children  to  France 

deenshire,  for  the  Lowlands;  and  foreducation  since  the  peace;  of  the 

one     in    the    Highlands,    I   be-  results  ofwhich  highly  unjustifiable 

lieve  in  the   northern  district  of  practice  the  public  have  recently 

Inverness-shire,  but  the  station  is  had  several  instructive  specimens. 

not  mentioned  in  the  almanack ;  In  some  of  the   schools  above 

and  I  am  afraid  few  of  your  readers  enumerated,  it  is  held  out  as  an 

would  be  able  to  pronounce,  or  indispensable  rule,  that  the  "  Ca« 

spell  it,  though  it  were  told  them,  tholic  religion"   is  taught.      Per- 

Pou  YOUNG  Ladies,  there  is  ^  haps,  ipdeed  I  may  say,  no  doubt 
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it  is  the  case  in  them  all,  though  has  been  sowing  its  tares^  and  is 

they  are  not  all  so  announced  in  sowing  them,  while  we  have  been 

the  almanack.     Of  one  it  is  stated  asleep ;  and  it  can  scarcely  be  said 

in  the  following  decisive  terms ;—  that  we  are  y^t  awake^  or  aware  of 

"  Religion  being  the  first  object  of  the  evil. 

education,  the  history,  principles,  I  proceed  to  offer  a  few  words  on 
and  moral  duties  of  the  Catholic  the  second  branch  of  the  subject- 
religion  will  be  regularly  explained  the  best  means  of  oounteraclang  its 
three  times  a  week,  and  particular  growth.  There  are,  perhaps,  some 
attention  paid  to  the  practice  of  who  would  rei^ommendtherevival of 
them."  the  penal  statutes ;  but  this  would 

By  means  of  such  seminaries,  not  do.  Error  has  its  seat  in  the 
hundreds,  perhaps  thousands,  of  mind,  and  cannot  be  touched  by 
young  persons  in  England  are  civil  or  military  power,  or  by  any 
confirmed  papists,  even  before  m.«terial  weapon.  Besides,  though 
^hey  receive  the  rite  of  confirma-  it  may  seem  a  paradox,  it  is  a  fact, 
tion.  Their  minds  are  pre-occu-  that  the  civil  power  cannot  oppose 
pied  by  the  dogmas  of  popery;  popery  witliout  serving  the  cause 
they  are  taught  to  believe,  that  it  of  popery.  The  civil  power  can- 
is  not  necessary  that  they  should  not  touch  religion^  even  in  the  way 
read  the  Bible ;  but  they  get  tlie  of  opposing  error,  without  adopt- 
lives  of  saints,  and  other  romances,  ing  the  principle  by  which  popery 
to  amuse  them;  and  there  is  no-  has  done  most  of  its  mischief; 
thing  under  heaven  which  they  and,  therefore,  suppose  that,  by 
are  taught  to  abhor  so  much  as  the  the  exercise  of  the  civil  power,  all 
religion  of  protestants.  They  have  the  papists  in  England  were  ba- 
histories  of  this  kingdom,  com-  nished  and  extirpated,  the  power 
posed  for  the  use  of  schools^  in  that  had  performed  the  achieve- 
which  they  are  taught  to  believe,  mcnt,  would  be  found  nothing 
thatsincediereignof  Henry  VIII.  else  than  popery  under  another 
the  true  religion  has  been  pro-  name.  The  head  of  the  serpent 
scribed  and  persecuted ;  and  they  might  seem  for  a  moment  to  be 
have  their  lists  of  holy  martyrs  crushed,  but  another  head  would 
who  have  suffered  in  England  arise,  as  formidable  and  malignant 
since  that  period;  and  tbey  will  as  the  former.  May  the  govern- 
not  believe  a  word  of  what  has  ment  of  England  never  have  any 
been  written  by  the  most  respect-  thing  to  do  with  a  work  of  this  kind! 
able  protestant  historians,  .  who  But  the  question  is  not  how  the 
show  that  these  martyrs  of  theirs  civU  power  may  best  counteract  the 
were  convicted  of  treason  and  other  growth  of  p<^ry,  but  how  popery 
crimes  against  the  state,  as  was  may  be  best  counteracted?  And  I 
notoriously  the  case,  particularly~  think  this  is  best  done,  or  likely  to 
in  the  reign  of  Elizabeth.  be  best  done,  when  the  civil  power 

From  what  I  have  here  brought  lets  it  alone,  and  leaves  it  to  the 

to  view,  your  readers  will  be  con-  operation  of  a  rational  and  spiri- 

firmed  in  the  prevalent  opinion,  tual  opposition  by  the  friends  of 

that  popery  is  on  the  increase;  the  trudi.     It  is  the  duty  of  every 

and  they  will,  perhaps,  agree  with'  christian  church,  and  every  indi- 

me,.  that  there  is  a  probability  of  vidual  Christian,   to  oppose  and 

its  increa^ng  much  more.     There  counteract  the  growth  of  popery, 

are  some  who  think  this  is  impos-  by  instruction,  by  argument^  by  a 

sible ;  and  this  incredulity  on  the  clear  and  affectionate  exhibition  of 

subject  is  one  of  the  causes  why  it  genuine  Christianity ;  by  making 

has  gained  so  much  ground,  unob-  known  the  love  of  God,  as  mani- 

served  and  unsuspected.     Popery  fested  in  the  Gospel  of  his  Son ; 
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by  exhibiting  tbe  influence  of  that  and  on  the  left;   by  holding  fast, 

word  in  our  own  lives ;  and  by  and  preaching/  and  exhorting  all 

earnest  private  and  public  united  Christians  to  hold  fast,  the  faithful 

prayer   to  God^    that   he  would  word.     Let  all   Gospel  ministers 

maintain  his  own  cause,  and  make  do  as  they   did.     Let  them  not 

the  truth  prevail  over  all  the  earth,  satisfy  themselves  with  the  ordi- 

Popery  has  its  origin  in  the  de-  nary  ministrations  of  the  Sabbath ; 

praved  principles  of  our  fallen  na-  but  be  instant  in  season  and  out 

ture.     I  have  all  along  taken  it  for  of  season.      Let  them   visit  the 

granted,  that  your  readers  are  ac-  streets  and  lanes,   and  even  the 

quainted  with  the  system,  at  least  hovels  of  the  poor,  in  such  towns 

that  they  are  so  generally,  t  ho' few  of  as  Manchester,  Glasgow,  and  Pres- 

them  may  be  aware  of  its  exten-  ton,  in  St.  Giles's,  and  other  parts^ 

sive  and  multifarious  ramifications,  of  London,  in  which  the  ignorant 

The  essence  of  it  is  a  disinclination  papists  reside.     Let  them  tell  the 

to  submit  to  GocVs  word  and  God's  untaught  and  the  perishing,  of  the 

righteousness,  and  a  preference  of  almighty    and    gracious  Saviour^ 

man's    word    and    righteousness,  and  of  their  need  of  him.     Make 

which  papists  have  presented  to  them  acquainted  with  the  doctrine 

them  in  the  traditions  and  rites  of  of  tlie  cross,  which  will  wean  them 

their  church.     It  is  the  old  error  from  the  worship  of  the  crucifix  ; 

of  the  men  who  did  not  like  to  and  let  us  labour,  by  means  of  the 

retain   God   in   their   knowledge,  press,  to  give  universal  circulation 

and  who  received  not  the  love  of  to  the  truths  which  we  preach.     If 

the  truth ;  and  as  that  error  was  by  these   means,    the   growth  of 

combated  by  the  apostles  of  Christ,  popery  cannot  be  counteracted,  it 

so  ouglit  we  to  oppose  and  endea-  must  then  grow  ;   for  there  is  no 

vour  to  counteract  the  growth  of  other  method  which,  as  Christians, 

popery.     This,   however,   is   not,  we  can  adopt.     But  there  is  no 

properly  speaking,  the  best  way,  it  room  for  despondency.  Faith,  and 

is  the  only  way  by  which  it  can  be  prayer,  and  preaching,  have  done 

successfully  counteracted.  wonders,  and   will  do  so  again. 

Some  of  our  essayists  have  re-  '*  Not  by  might  nor  by  power, 

commended,   as  a  rule  for  good  but  by  my  Spirit,  saith  the  Lord 

writing,  to  think  how  Milton,  or  of  hosts." 

some  other  great  man,  would  have  You  have  seen  how  zealous  pa- 
expressed  himself  on  such  and  pists  are  in  giving  religion  a  pro- 
such  subjects.  I  shall  go  a  step  minent  place  in  the  business  of 
higher,  or  rather  step  into  a  higher  their  schools.  Let  us  imitate  them 
region,  and  suggest  to  your  chris-  in  this.  Let  evangelical  protes- 
tian-  readers,  especially  christian  tants,  of  every  name,  unite  to  in- 
ministers,  to  think  not  only  what  stitute  and  support  schools,  under 
aposdes  would  have  done,  but  to  the  charge  of  persons  of  true  piety, 
imitate  what  they  actually  did,  in  in  which  the  word  of  God  shall 
opposition  to  such  a  system  as  po-  be  read  daily ;  to  which  ministers 
pery.  They  perceived  the  latent  and  other  pious  persons  shall  have 
poison  insinuating  itself  into  the  access,  at  suitable  times,  to  corn- 
churches  in  their  day ;  they  pour-  municate  evangelical  instruction, 
trayed  the  character  of  the  monster  In  short,  let  our  schools  for  early 
that  was  about  to  arise  under  the  education  become  christian  fami- 
christian  name,  which  they  called  lies,  by  which  means  a  godly  seed 
the  mystCTy  of  iniquity ;  and  they  will  be  raised  up  and  preserved  in 
counteracted  it  by  the  manifesta-  ^  the  land,  and  the  Lord  may  in- 
tion  of  the  truth,  by  the  armour  crease  their  number  beyond  all 
of  righteousness,  on  the  right  hand  expectation.                   Mercator. 
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(TotlteRccfi.FroHyOfYariTXOHtlu)    . 
Northampton,  June  6.,  1749i 
My  dear  and  excellent  Friend,^ — It 
gave  me  great  pleasure  and  satis- 
faction to  receive  your  last  letter, 
though,  indeed,  it  gave  me  great 
shame,  that  I  had  not  answered 
your  former.     I  could  hardly  be- 
lieve, that  I  had  not  wrote  to  you 
since  I  saw  you  in  London,  and  I 
am  heartily  concerned  that  I  have 
delayed  so  long ;  but  I  am  in  such 
a  perpetual  wood  of  business,  tliat 
I  am  oPtentimes  in  a  manner  lost, 
and  have  so  many  letters  to  write, 
that  I  can  do  little  else  in  the  time 
I  spend  in  ray  study.     But  I  now 
think  it  my  duty  to  free  you  from 
the  anxiety  you  express,  on  account 
of  the  strange  story  you  heard,  as 
to  the  impression  made  upon  my 
mind,  relating  to  my  own  approach- 
ing death.     It  was  entirely  owing 
to  the  mistake  of  a  very  good  and 
worthy  man,  who  wrote  me  a  very 
affectionate  letter  on  the  occasion ; 
but  all  that  I  said,  amounted  to  no 
more   than  an  expression   of  the 
deep  sense  I  really  had  of  the  un- 
certainty of  life,  and  how  little  I 
could  depend  upon  resuming  those 
lectures  at  Michaelmas,    which  I 
laid  down  at  Lady-day.     If  there 
was  any  thing  in  my  expression 
that  aniounted  to  mo^e,  I  did  not 
intend  it,  and  I  was  not  conscious 
of  it ;  and  on  consulting  others  who 
heard  me,  I  find,  that  they  did  not 
understand   me  as    Mr.  Shepherd 
,did.     I  never  felt  a  sense  of  the 
uncertainty  of  life  stronger  upon 
my  own  mind  than  I   did  then, 
and  some  others  observed,  that  it 
was  pathetically  expressed ;  but  I 
should  have  thought  it  very  un- 
warrantable to  have  hinted  any 
thing  like  a  prediction,  nor  did  I 
apprehend  the  least  ground  for  it. 
My  dear  friend,  methinks  we  are 
never  happier  than  when  we  have 
the  most  affectionate  apprehension 
of  the  vanity  of  every  thing  here. 
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and  break  through  these  shadows, 
to  those  substantial  blessitigs,  which 
God  has  laid  up  for  us  above,  and 
can  feel  our  hearts  disentangled 
from  the  world,  and  fixed  upon 
God  and  our  blessed  Redeemer; 
something  of  this  kind  I  have  lately 
felt,  perhaps  more  than  usual,  and 
which  God  has  graciously  commu- 
nicated to  me,  to  support  me  under 
the  troubles  which  have  arisen 
fl'om  various  circumstances,  and 
particularly  from  the  pfevalency 
of  Moravianism  amongst  us,  which 
has  indeed  separated  from  ambngst 
us  six  members,  and  it  is  remark- 
able, that  some  of  these  are  per- 
sons who  were  once  most  warmly 
attached  to' me  and  my  ministry, 
and  some  of  them  were  undoubt- 
edly amongst  the  souls  that  God 
had  given  me.  Besides  these,  two 
ofr  three  have  turned  aside  into 
other  paths,  and  we  have  now  be- 
fore us  an  instance  of  some  degree 
of  apostacy  in  one  very  eminent 
for  his  profession.  You  will  judge 
how  these  things  wound  my  heart. 
But  blessed  be  God,  I  am  not  left 
unsupported  under  my  burdens ; 
I  have  heard  much  more  of  the 
acceptance  of  my  works  abroad, 
since  I  saw  you,  than  I  ever  did, 
and  letters  from  Holland,  Ger- 
many, and  almost  all  the  Provinces 
abroad,  confirm  my  hope,  that 
God  is  owning  them  to  some  im- 
portant purposes.  A  gentleman 
of  New  England  has  published,  at 
his  own  expense,  an  edition  of  my 
Rise  and  Progress,  as  I  understand 
it,  to  disperse  in  charity,  and  the 
French  translation  of  it,  which  is 
publishing  by  subscription,  meets 
with  very  good  encpiiragement, 
the  Prince  of  Orange  having  sub- 
scribed himself  for  two  do^ei^,  and 
r  am  told,  that  the  second  edition 
of  the  Dutch  translation  of  that 
book,  and  likewise  of  my  sermt>ns 
on  Regeneration,  goes  off  apace. 
The  sad  state  of  religion  in  Hol- 
land, of  which  Mr.  Sowden  sends 
me  an  affecting  account,  needs  all 
methods  to  revive  it,^nd  I  heartily 
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pny  God  may  bless  my  poor  at*  sueh  a  spirit  of  prayer  aipongst 

tempts  to  answer  these  valuable  us^  that  I  still  will  believe  Go4 

ends.      I  was  providentially  led  will  be  with  us :  on  God  let  our 

mto  aa  acquaintanoe  with  one  M.  hopes  be  fixed,  and  to  him  Jet  our 

Nilbaom,  once  a  Privy  Councillor  labours    and   hearts  be  devoted, 

in  the  Saxon  Court,  when  I  was  I  desire  his  church  may  be  built 

last  in  London.     His  heart  was,  up,  by  my  means,  if  that  may  seem 

I  know  uot  how,  wonderfully  ce«  good  in  lus  sight,  but-much  more, 

mented  to  me  upon  that  short  in-  that  it  may  K^  built  up,  one  way 

terview,  and  he  has  engaged  a  very  or  another,  by  such  instruments  aa 

eminent  divine  to    Germany  to  he  shall  appoint.  And  such  wishes^ 

tnmslate  great  part  of  my  works  Sir,  as  I  form  for  my  own  uaeful- 

mto  diat  language.    I  suppose  my  ness,  I  form  for  your  s,  and  there 

Rise  dnd  Progress^  with  which  he  never  is  a  season  in  which  I  set 

seemed  very  wdl  pleased,  will  be  myself  to  solemn  intercession  irith 

amongst  them.    If  you  will  please  God  for  a  blessing  on  my  dearest 

to  send  a  present  of  it  to  the  gen*  friends,  in  which  your  name  is 

tleman  you'mentioiied,  and  whose  forgotten.    And  I  do  really  feel 

name,  by  the  way,  is  the  only  that  cordial  affection  for  you,  that 

word  I  have  not  thoroughly  de«  though  I  know  my  letter  is  already 

cyphered  in  your  last,  I  shall  be  too  Imig,  I  find  it  very  difficult  to 

very  well  pleased  with  it,  and  will  contract  it,  and  I  bi^,  that  ]i  a 

order   Mr.  Waugh  to  deliver  it  crowd  of  business  should  prevent 

wiioever  you  please.    I  havcl  now  me  from  teUing  it  you  again,  for 

the  great  sadsfiictionof  having  Mr.  some  time,  you  will  believe  ^at  { 

Cmtendon  and  Ida  lady  with  me,  letun  on  my  heart  a  most  tender 

who  join  with  me  and  my  wife,  jememfarance  of  your  friendsbipi 

in  the  most  affectionate  services  to  and  a  most  cordial  esteem  of  your 

yon,  and  your  good  lady,  and  your  great  wcffth;  that  I  rc^ce  in  your 

dear  fiaoily.      I  rejoice  in  your  eminent  us^ulness  in  the  cbnceh 

health  and  eom&rt,  and  theirs,  of  Christy  and  that  I  am,  with 

and  it  would  have  been  a  most  the  greatest  fidelity,  dear  Sir,  your 

sensible  pleasure  to  me,  to  have  most  affectionate  brother,  and  fiiidiH 

been  able  to  spend  a  part  of  this  f ul  humble  servant, 

vacBtion  with  my  friends  in  Nor-  P.  Doddridok. 

&lk,  as  I  intended,  but  I  am  pre-  I  have  not  time  to  read  this.* 

vented  by  reasons,  which  I  think  ........^^^ 

cannot  be  withstood,  but  I  fully  ^   reply    TO    SOME   REMARKS 

purpose  seemg  Norfolk  next  year,  oN  EVANGELICAL   MISSIONS, 

if  God  spare  life  and  health.     £x<  CONTAINED  IN  No.  50  OF  THE 

cose  the  broken  numner  in  which  gUARTERLY  REVIEW. 

I  write,  being  obliged  to  dicUte,  C^To  tf^  EdUwn.) 

without  any  manner  of  prepasa^  The  writer  of  this  article  is  not 

tioQ ;  but  I  know  yott  will  take  all  prepared  to  contend  tiiat  modem 

candid^,  and  that  you  will  rejoice  evangelical  missions  are  suscqatiiUe 

to  hear,  though  something  out  of  of  no  improvement^  that  liieir 

ptaoe,  that,    notwithstanding  the  plans  are  all  wise— -iheir  missioD- 

breaches  God  has  made  upon  us,  aries  all  men  possessed  of  a  r^t 

by  whidi  more  than  500,  (ii^clud-  spirit,  and  of  every  necessary  qua* 

in^  infants,)  have  been  removed  lification  for  their  office —or  ^eir 

fimn  amongst  us  since  the  year  proceedings  among  the  headien  all 

1741,  the  auditory  is  sdU  m  a  deserving  of  unqualified  4qppioba« 

ftmrishing  state,  and  the  desohu >  >■ 

tisn  is  repawed  bya  new  accessicm  •  ffj^^  ^Ui  the  signature,  ia  in  ^the 

^  diurdi  membm,  and  these  is  Doctor's  own  band. 

CoNo,  Mao.  No.  52.  S  B 
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tioir.  These  most  interesting  effort*    view;  No.  60,  in  an  article  On  the 
of  christian*  bencrolence  are  as  yet    recent  Colonization  of  the  country 
iir   their    mfancy.      Considerable    round  Algoa  Bay,  expresses  him- 
^me  must  elapse,  and  many  trials    self  m  these  words:—*'  We  have 
must  be  made,  before  experience    ourselves,  indeed,  frequently  ex- 
can  be  acquired ;  and,  no  doubt,    pressed  our  doubts  of  the  benefits 
in  the  acquisition  of  experience,    conferred  on   uncivilized  nations 
many  mistakes  will  be  committed,    by  evangelical  missionaries  of  this 
and  many    disappointments    sus-    description:   at  the  same  time,  we 
tained.     But  these  things  are  the    think  some  of  them  have  beea 
price  at  which  valuable  practical    incidentally  useful  in  making  geo- 
knowledge  must  be  purchased.    It    graphical  discoveries ;   and  we  are 
cannot  otherwise  be  obtained,  and    not  sure  that  we  may  not  hereafter 
will  amply  compensate  for  the  cost    be  indebted  to  them  for  a  further 
at  which  it  may  be  acquired.     Fu-    knowledge  of  South  Africa."    And 
ture  missionaries    may  profit   as    can   this   writer   really   entertain 
much  by  the  mistakes  of  their    doubts,    whether  the   labours    of 
predecessors  as  by  their  wisdom*    evangelical  missionaries  have  con-; 
And  as  there  may,  doubtless,  be    ferred  any  benefits  on  the  savages 
many  defects  in  the  plans  on  which    of  Greenland,  of  South  America, 
tour  present  missions  are  ccmducted,    of  South  Africa,  and  of  the  South 
the  best  friends  of  those  missions    Sfea  Islands  ?  One  naturally  hopes, 
will  rejoice    to    see  those  errors    for  the  honour  both  of  his  under- 
pointed  out;  they  will  rejoice  to    standing  and  his  heart,   that   he 
remove  or  correct  whatever  might    does  not  really  doubt  upon  the 
lessen  that  success  in  doing  good,    subject,  but  that  the  sentence  was 
which  it  is  their  honest  and  anxious    penned  in  a  moment  of  inadver- 
desire'  to  see  resulting  from  their    tence.     But  if  he  really   doubts 
labours.     Nor  would  they  reject    whether  the  noble    missicmaries, 
•advice,  or  scorn  correction,    be-    who  have  laboured  among  these 
cause  offered  by  men  of  unfriendly    barbarous  tribes,have dispensedany 
minds,  and  in  an  unfriendly  spirit;    benefits  among  the  objects  of  their 
they  would  be  thankful  for  the    compassion,  he  must  be  left  to 
advice,  though  not  to  the  giver    indulge,  and  to  publish  his  scep- 
of  it*     Whoever  would  feel  other-    ticism— he  is  not  a  person  likely 
wise,  may  be  a  very  zealous,  but    to  be  reasoned  into  a  contrary  coa- 
is  a  very  unwise,  friend  of  missions,    viction.   Were  it,  indeed^  doubtful. 
But  though  we  do  not  defend    whether  the  labours  of  evangelical 
evangelical  missions,  as  conducted    missionaries  are  likely  to  meet  with 
with  perfect  wisdom,   or  perfect    the  approval  and  blessing  of  God, 
agents;  we  do  contend  for  them    and  so  to  become  successful,  the 
as  among  the  noblest  efforts  of   prospects,   both  of  the  christian 
christian    benevolence  the  world    church  and  of  the  heathen  world, 
has  ever  witnessed,  and  as  con-    would  be  most  sad'  and  dreary, 
ducted  on  die  principles  of  the    For  where  but  amoog  evangelical 
word  of   God>    which,  although    Christians,  are  to  be  found  that 
condemned  by  some  men  as  fool-    compassion  for  perishing  souls«— 
ishness,.  we  rejoice  to  say,  are  the    that  zeal  for  the  divine  glory— that 
'^  foolishness  of  .God,"  which  is    stirring    principle   of   benevolent 
'^  wiser  than  men."  And  we  should    exertion,   without  which  no  mis- 
:feel  guilty  of  a  most  serious  neglect    sions  will    ever    be  <undertak^i, 
*of  duty,  if  we  suffered,  such  in-    much  less  persevered  in,,  till  crown-^ 
Btitutions  to  be  attacked  without    ed  with  success.^  Woetothe  worM, 
coming  forward  to  their  defence.       if  our  Reviewer's  doubts  be  well 
A  writer  in  the  Quarterly  Re-    founded!    What,  too,  shall >^we  2^y 
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to  persons  who  can  thus  caUnl/  jn  making  geographical  diseoymefliy 

.^ipress  their  doubts  of  the  success  and  he  is  not  suce  that  we  maj  not 

of  such  efforts;  who  can  censure  hereafter  be  indebted  to  them  for  a 

freely  the  errors  of  those  who  en-  further  knowledge  of  South  Afirica.** 

gage  in  them;  who  can  give  abun-  No  liberal  man  will  regret  that 

dant  advice  as  to  the  best  mode  of  missionaries  should    advance  the 

conducting  them ;  who  can  profess  interests  of  science^  or  enlarge  the 

themselves  charmed  with  the  spirit  boundaries  of  useful  knowTe4ge# 

of  those  who  go  forth  in  this  work  but  will^   on  the  contrary,   wish 

of  active  pity,  and  yet  never  think  them  to  be  men  qualified  for  such 

of  exerting  themselves  either  to  pursuits,  and  devotioff   to  them 

give  or  to  do  in  the  noble  cause  ?  whatever  leisure  may  oe  enjoyed 

They  surely  cannot  deem  it  either  from  more  weighty  and  impcHlant 

a  useful  or  an  honourable  employ  duties.     But  there  is  something  so 

to  be  the  indolent  censors  of  other  cold  and  heartless  in  the  language 

men's  labours.     The  strictures  of  of  this  Reviewer,  he  displays  such 

our  Reviewer,  even  supposing  them  indifference  and  unconcern  while 

founded  on  truth,  would  have  come  representing  the  whole  advantage 

with  a  much   better  grace  from  resulting  from  so  much  zeal,  pri- 

some  labourer  long  experienced  in  vation,  and  labour,  on  behalf  of 

missionary  efforts  iibroad,  or  direc-  the   poor  heathen,  as  consisting, 

tion  at  home.     If  that  numerous  not  in  saving  their  souls,  but  m 

and  wealthy  body  of  men,  who  gratifying  the  learned  at  home^ 

conduct  and  support  the  Quarterly  that  we  cannot  Avoid  the  suspicion 

Review,   anticipate  so  little  good  that  he  deems  the  extension  of 

from  evangelical  missions,  perceive  Christ's  kingdom,  and  of  geogra^- 

so  clearly  the  errors,  of  those  en-  phical  knowledge,  as  of  about  equal 

gaged  in  them,  and  are  so  sincerely  importance.     It  is  not  too  much  to 

anxious  for  the' conversion  of  the  ask  of  such  men,  that  they  would 

heathen  as  they  profess  to  be,  why  be  silent  upon  such  subjects, 

are  not  Xhey  putting  into  imme-  But  it  is  in  an  article  on  the 

diate  and  active  operation   their  life  of  Henry  Martyn,  in  the  same 

own  wiser  and  -more   efficacious  number  of  the  Quarterly,  that  ji 

plans }   Nothing  will  so  decidedly  more  extended  attack  is  ^ade  on 

prove,  whether  their  plans  or  ours  modern  evangelical  missions.    The 

are  the  better,  as  a  fair  trial  of  article  is  commenced  by  a  most  .un- 

their  efficacy.     Let  them  then  sub-  fair  representation  of  missionaries 

scribe  their  money,   equip   their  in  general,  as  men  ^' whose  piety 

agents,  and  send  them  forth  among  is  their  only  recommendation"-^ 

idolaters,  both  civilized  and  savage ;  men  ''  who  triumph  in  their  own 

and  if  we  perceive  a  more  decided  indifference"  to  subjects  of  useful 

manifestation  of  the  divine  appro-  or  scientijfic  knowledge— men  who^ 

bation  attending  upon  their  labours,  when  favourable  opportunities  for 

we  will  abandon  our  own  methods  doing  good  occur,  *'  superstitiously 

and  adopt  theirs.     But  it  is  hardly  wait  for  some  preternatural  intima- 

.probable  we  shall  be  convinced  by  tion,  or  some  internal  experience," 

the  abstract  reasonings  of  men  who  before  they  will  avail  themselves 

have  not  the  smallest  portion  of  the  of  such  occasions  of  usefulness^    It 

2eal  necessary  for  acquiring  any  might  have  occurred  to  a  person  of 

practical  knowledge  of  the  subject,  candid  feelings,  that  it  is  rare,  isk» 

Yet,  while  this  writer  mourns  over  deed,   to   find  a  man  of  liberal 

the  wasted  efforts  and  unproductive  education  combined  with  so  much 

zeal  of  our  missionaries,  he\  con-  zeal  and  self-devotedness  as  to  ot* 

soles  himself  by  the  thought,  *'  that  fer  himself  as  a  missionary  labourer 

ibey  have  been  incidentally  useful  among  the  heathen,  and  that  coqp 

'        .  2B# 
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seqaently,  the  conductors  of  mis-  inttmatioiiSy  and  acting  on  internal 
inonary  societies  must  either  send  impreSnons/'  evinces  a  most  le- 
jtmt  men  oF  inferior  qualifications,  prehensible  disregard  of  fairness 
or  leave  their  noble  work  unat-  and  of  truth, 
tempted.  And  a  man  acquainted  Not  content  with  this  injufifias 
withthesubjectwould  have  known,  misrepresentation  of  the  attain- 
that  *'  no  young  enthusiasts  are  ments  of  missionaries,  the  Re- 
sent out  whose  piety  is  t^eir  only  viewer  next  impeadies  th«r  mo- 
recommendation/'  but  that  of  all  tives.  He  says,  *' that  having  no 
who  offer  themselves,  those  best  opportunity  of  rising  into  notice 
Ijualified  are  selected,  and  that  as  at  home,  they  are  the  more  inclined 
much  education  is  afforded  them,  to  forsake  a  country  which  holds 
&s  the  limited  funds  and  press-  out  few  hopes  to  them;  andtoem- 
ing  demands  for  laljourers  will  brace  a  mode  of  life,  which,  though 
dUow*  The  writer  is  challenged  it  be  one  of  toil  and  self-denial,  is 
to  produce  a  single  instance  of  probably  not  much  more  so  to 
missionaries  waiting  for  pretema-  many  of  them,  than  that  with 
tural  intimations  or  internal  expe-  whidi  they  would  have  to  strug- 
Hences,  in  order  to  dedde  whether  gle  upon  their  native  soil.  It  may 
they  shall  avail  themselves  of  fa-  be  that  this  ambition,  this  desire  of 
Tourable  opportunities  of  doing  notice,  or  some  other  unworthy 
gbod;  or  if  some  solitary  instance  motive,  has  urged  some  to  embark 
of  such  folly  can  be  produced,  he  in  this  great  and  benevolent  under- 
muitt  knofv  that  such  is  not  the  taking;  but  if  this  writer  means  to 
)plracticc  of  missionaries  in  general,  insinuate,  that  this  is  a  general,  or 
And  as  to  missionaries  triumphing  a  common  case,  charity,  truth,  and 
in  their  indifference  to  subjects  of  justice  alike  demand,  that  he  should 
scientific  or  useful  knowledge,  they  meet  with  a  public  reproof  for 
ni^y  have  so  expressed  themselves,  his  immerited,  injurious  slander, 
when  bringing  such  things  into  Does  he  know  their  hearts?  Where 
comparison  with  the  great  object  is  the  evidence  on  which  hegrounds 
of  their  labours  and  calling,  but  so  heavy  a  charge  against  men, 
not  as  despising  them  in  them-  whose  conduct  deserves  far  other 
selves,  or  for  their  own  sakes:^-dnd  treatment,  until '^some  unwor^y 
the  man  is  not  worthy  the  name  of  actions  of  their  own  shall  have  ren- 
a  missionary  who  would  not  so  dered  it  just? 
feel  and  so  6peak.  Higher  at-  The  Reviewer,  moreover,  com- 
tftinments  in  science  and  general  plains,  that  Evangelical  Mission- 
khowledge  are  what  the  best  friends  aries  aim  at  too  much.  They  are 
of  missionaries  wish  .them  to  pos-  not,  it  seems,  content  with  wuTlctng 
sess ;  but  they,  at  the  same  time,  the  heathen  professedly  atifd  nomi- 
entertain  no  doubt  that  there  will  nally  Christians,  but  are  anxious  to 
be  a  gradual  improvement,  in  this  make  them  really  lo — and  they  are 
respect,  among  these  worthy,  self-  very  reluctant  to  administer  bap* 
devoted  men.  The  conductors  of  tism,till,  in  the  judgment  of  charity, 
missionary  societies  are  becoihe  they  hope  that  those  who  wish  to 
Vnore  sensible  of  the  importance  of  partake  6£  that  ordhiance,  are  truly 
's^ch  qualifications,  and  wiU,  of  converted.  The  Reviewer,  too, 
(Course,  seek  for  them  and  cultivate  thinks  they  materially  lessen  their 
them  with  more  diligence.  But  success  among  the  heathen,  by  tibus 
to  fe^resent  evangelical  missiona-  injudiciously  attempting  too  much 
ries  &s  ^' young  enthusiasts,  whose  ^^he  conceives  their  con  verts  would 
duly  recommendation  is  their  piety,  be  far  more  numerous,  if  they  re- 
triumphing  in  their  indifference  to  quired  less  of  thetti<^he  argute, 
sd^c^,  waiting  for  pretematiirid  mt  much  ^ould  be  gainea  by 
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Imiigfn^  over  tiie  heathen  from  tucoess  of  the  Gospel  do  entirely 
their  f^g|fatfiil  superstitions^  to  even  depend  on  the  divine  blessing,  no- 
an  imperfect  reception  of  Chris-  thing  can  be  more  clear,  than  Uiat 
tianitjr.  The  truth  is,  the  Chris*  the  most  rational  hope  of  success 
tianity  whidi  men  oiP  his  senti*  must  be  grounded  on  that  mode  of 
ments  would  carry  to  the  heathen,  administering  it,  which  is  most 
18  a  widely  different  thing  ^m  that  likely  to  meet  with  the  fiivour  of 
which  Evang<ilical  Missionaries  are  God,  and  not  on  the  mode  which 
Isbottring  to  propagate,  and  of  a  hum/in  reason  might  deem  most 
far  lower  character.  But  the  aim  .likely  to  succeed.  This  writer 
to  convert  men  to  a  true  heartfelt  appears  to  suppose,  that  if  those 
acquaintance  with  the  power  of  the  who  manifest  some  favourable  dis- 
Gospel,  includes  in  itself  a  ten*  positions  towards  the  GospH  were 
dency  to  accomplish  all  inferior  immediately  baptized,  their  nnm- 
degreesof  good  in  the  characters  of  hers  would  greatly  increase;  but 
the  heathen,  as  the  greater  always  this  is  a  mere  assumption— there  is 
includes  the  less-^while  a  lower  no  charm  in  baptism  to  multiply 
jam  can  never  effect  a  higher  good,  converts.  And,  as  for  swelling 
And  this  reluctance  to  administer  the  numbers  of  apparent  convex- 
baptism  on  slight  grounds-— these  sions  by  this  practice,  it  would  be 
strong  representations  of  the  holy  a  mere  fraud  on  the  religious  pub- 
spiritual  nature  of  the  Gospel,  tend,  lie.  After  all,  neither  he  nor  the 
with  submission  to  this  writer,  to  writer  of  these  remarks  is  on  the 
give  heathens  a  right  conception  of  spot  We  may  safely  leave  the 
the  Christian  faith;  whereas,  to  management  of  the  missions  to 
administer  the  rites  of  Christianity  those  pious,  intelligent  men,  who 
to  men,  whose  hearts  were  not  under  are  employing  themselves  in  these 
the  power  of  grace,  and  to  treat  labours,  and  whose  superimr  know- 
such  persons  as  Christians,  could  ledge  and  experience  must  qualify 
not  fail  to  produce  an  idea,  that,  to  them  tojudge  what  is  best  to  be  done* 
become  a  Christian,  nothing  more  It  is  not  a  littie  curious  and 
is  necessary,  than  to  adopt  certain  amusing,  to  find  the  writer  of  this 
opinions,  and  submit  to  certain  Review  gravely  recommending 
ceremonies.  There  seem  to  be  but  evangelical  missionaries  to  carty 
two  wa3rs  of  bringing  Gospel  truth  with  tiiem  no  disputable  and  noi>- 
before  tiie  attention  of  the  heathen  'essential  points  in  their  preaching 
— either  it  must  be  urged  at  once,  among  the  heathen ;  and  quoting 
in  sii  die  spirituality  of  its  doc-  a  passage  from  Archdeacon  Pott  to 
liikies,  widi  a  view  to  die  savmg  that  e&ct,  as  a  piece  of  advice 
conversion  of  their  souls ;  or  it  greatiy  needed  by  t|iem.  Has  he 
mt^be  introduced  more  cautiously,  yet  to  learn,  that  among  the  many 
with  the  intention  of  gradually  en-  delightful  features  of  these  labours 
lightening  their  minds  on  other  ^  love  among  the  heathen,  there 
points,  before  its  peculiar  doctrines  is  tione  more  pleasant  than  the 
are  disdosed,  of  avoiding  any  ex-  wonderful,  and  almost  enture  ab- 
dtement  of  their  prejudices,  and  of  sence  of  all  party  spirit  among  the 
bringing  them  by  degrees  to  for-  agents  employed  in  them  ?  Is  he 
sake  thei^  idolatries,  and  embrace  ignorant  how  the  missionaries  df 
the  diristian  faith.  This  latter  various  sects  co-operate  without 
mode  appears  the  more  ^plausible  jealousy— how  they  mage  with 
and  mtional,  and  our  Reviewer  one  consent  their  various  pecn- 
ncommends  it  But  they  have  Parities  in  one  common  effort,  to 
been  bodi  tried,  and  the  seal  of  propagate  the  grand  truths  in 
GodV  approbation  has  been  set  to  whidi  they  atli  agree  ?  Has  he 
the  former  method.    And,  if  the  never  gazed  with  delight  on  ihik 
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beautiful   scene  of   harmony^    as  understood^  is  too  common  to  a^ite 

lovely   as   it  is   new?      Has   he  surprise.     But  the  irieni^sof  evan« 

never  hailed  with  joy  this  return  gelical  missions  feel  that  reason, 

of  the  &ir  spirit  of  charity^  after  experience,  and  scripture^  are  widi 

her  too  long  absence  from  earth  ?  them.     They  will  not  relax  their 


Or  it  may  be,  he  regards  those 
grand  and  peculiar  trudis  on  which 
they  all  dwell,  as  among  the  doubt' 
Jiilpomts  *^  which  stand  apart  from 
the  foundation  of  our  common 
faith."  If  these  be  doubtful, 
what  is  certain  ?  Had  they  been 
esteemed  doubtful  by  these  holy 
missionaries  they  would  never  have 


efforts,  because  they  do  not  please 
men,  who  find  it  more  congenial 
with  their  feelings  to  censure 
others,  than  to  labour  themselves. 
If  their  success  has  not  equalled 
their  wishes,  it  has  encouraged 
their  hearts.  Their  love  to  the 
cause,  and  their  hopes  of  its 
triumph,  increase  as  they  proceed. 


gone  forth  to  their  arduous  labours.    Time  and  experience  will  correct 
Nor  will  any  thing  but  a  firm  con-    their  errors,  and  as  they  hope  those 


viction  of  the  tiiith  and  value  df 
these  doctrines,  ever  induce  men 
to  become  the  self- devoted  evange-* 
lists  of  the  heathen. 
'   It  is  to  be  hoped  our  Reviewer's 


errors  affect  rather  the  detail  and 
subordinate  parts  of  their  proceed- 
ings, than  the  grand  principles  on 
which  they  act,  they  do  not  fear, 
either  that  God  will  withhold  liis 


recommendation  to  missionaries,  to    approbation  on  account  of  these 


engage  the  assistance  of  kings  and 
governments  in  their  work,  will  be 
received  with  suitable  gratitude, 
especially  as  we  are  informed 
that  no  nation  was  ever  yet  coH" 
verted  without  their  help.  Coun- 
tenance, liberty,  and  security  from 
governments,  missionaries  may  law- . 
fully  seek — but  kings  can  afford 
ho  assistance  in  making  such  Chris^ 
tians  as  these  faithful  men  are  la- 


mistakes,  or  that  their  success  will 
be  materially  affected  by  them. 

Paul. 


ANSWER  TO  THE  QUERY  "UPON 
COLLECTING  FOR  BRIEFS." 

The  law  for  regulating  the  col- 
lecting charity  money  on  Letters 
Patent,  commonly  called  Briefs, 
is  contained  in  the  statute  of  4th 
Anne^  cap.  14^  and  so  far  as  the 


bouring  to  produce.  And  as  for  same  relates  to  Dissenters^  the  fol- 
jconverted  nations,  we  know  not  lowing  is  an  abridgment  of  that 
where  they  are  to  be  found.     This    statute  : 


advice  discloses  fully  the  Review- 
er's opinions.  He  wishes  to  see 
the  heathen  converted  into  such 
Christians,  as  abound  in  Christen- 
dom at  large.  Literature,  baptism, 
and  kings  are  to  be  the  means 
employed  by  his  missionaries  in 
their  conversion— they  are  to  be 
changed  in  their  creed,  not  in  their 
hearts — to  be  improved  in  their  all  convenient  speed,  send  or  deli- 
morals,  but  not  made  new  creatures  ver  the  BHefs  to  the  church  war- 
in  Christ  Jesus.  It  is  not  to  be  dens  or  chapel  wardens^  and  to  the 
supposed,  that  a  person  entertain-  teachers  and  preachers  of  every, se^ 
ing  such  views  shotild  either  un-  parole  congregation,  and  to  any 
derstand  or  appreciate  the  labours    person  who  hath  taught  or  preached 


'^  That  the  number  of  copies  re- 
quired of  the  Brief  shall  be  printed 
by  the  printer  of  the  Queen^  her 
heirs,  or  successors,  and  shall  be 
delivered  to  such  persons  only  as 
shall,  by  consent  of  a  majority  of 
the  petitioners,  undertake  the  lay- 
ing or  disposing  of  them. 

That  the  undertaker  shall,  with 


of  an  evangelical  missionary — they 
possess  no  sentiments  or  feelings 
in  common— and  to  see  men  cen- 
sure and  condemn  what  they  never 


among  Quakers,  which  persons, 
immediately  after  receipt,  shall  in- 
dorse .  the  time  of  receiving,  and 
set  their  names. 
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respectively ),  in  two  months  after  PSALM  ex.  3. 

Kceipt,  shall  on  some  Sunday,  im-  ^^^  ^^  Editors.) 

mediately  before  sermon,  openly  The  great  majority  of  your  readers 

read,  or  cause  them  to  be   read,  k^y^9  no  doubt,  often  anticipated^ 

to  the  congregation,  and  shall  col-  ^^^^  ^^^7  *nd  elevated  affections, 

lect  the  money  that  shall  be  freely  ^^  future  triumphs  of  the  blessed 

given,  either  in  the  assembly,  or  Redeemer,  whilst  in  the  devotional 

by  going  from  house  to  house,  of  exercises  of  the  solemn  assembly, 

the  members  of  their  respective  con-  ^^7  *^ve  united  in  singing, 

gregations,  as  the  Briefs  require.  Tbat  day  shall  show  thy  power  is  greats 

*'That  the  sum   collected,    the  When  saints  shall  flock  with  willing  minds  i 

be  mdoraed,  fairly  written  in  words  oh !  blessed  power  I  Oh !  glorious  day ! 

at  length,  according  to  the  form  to  what  a  large  victory  shall  ensue ! 

be  printed  on  the  back  of  each  And  converts,  who  thy  grace  ob^, 

Brief,  and  signed  by  the  minister  Exceed  the  drops  of  morning  dew. 

and    churchwardens,    or    hy    the  W*^^  a  wish. to  revive  the  sacred 

teacher  and  two  elders,  or  two  other  impressions  made  in  the  sanctuary, 

substantial  persons  of  such  separate  ^^ey  have,  perhaps,  on  their  return 

congregaUon.  home,  opened  the  sacred  volume> 

"  That  afterwards,  on  request  of  and  turned  to  the  passage,  which 
the  undertaker,  (or  odier  person  ^^^  unrivalled  poet  has  thus  beau- 
by  him  lawfully  authoriseil,)  the  tifully  paraphrased.  We  can  con- 
churchwardens  and  teachers  shall  ^^^e  tbeir  surprise  (for  we  have 
deliver  to  him  the  Briefs  so  in-  fo^  it)  on  reading,  "  Thy  people 
dorsed,  and  the  money  thereon  shall  be  willing  in  the  day  of  thy 
collected,  taking  his  receipt  for  the  power,  in  the  beauties  of  holiness 
same  in  some  book  to  be  kept  for  from  the  womb  of  the  morning:  thou 
that  purpose.  hast  the  deav  of  thy  youth,"     The 

"  That  every  minister,  curate.  Doctor's  first  stanza,  and  the  former 

teacher,   preacher,  churchwarden,  P*"^  of  the  verse,  answer  as  face  to 

chapelwairden,  and  Quaker,  refus-  ^ace  in  a  glass ;  but  we  may  defy 

ing  or  neglecting  to  do  any  thing  ^^V  o^e  ^  show  the  connexion 

above  required,  shall  forfeit  £20.,  between  his  second  stanza  and  the 

to  be  recovered  by  action  of  debt,  remainmg    clauses  :     *'  from'  the 

biD,  plaint,  or  information.  womb  of  the  morning :  thou  hast 

"  That  the  undertaker,  (by  him-  ^^  dew  of  thy  youth."  We  are 
self  or  some  other  person,)  shall,  persuaded,  however,  that  the  Doc- 
within  six  months  aft«r  delivering  tor  has  given  us  the  genuine 
the  Brief,  demand  from  church-  meaning  of  the  passage:  he  has 
^axdeaay  &C.  and  from  tlie  preacher  elicited  from  the  original  a  sense 
and  teacher  of  separate  congrega-  as  noble  as  it  is  just;  as  consonant 
tions,  or  from  suda  teaching  Qua-  with  the  idiom  of  the  language,  as 
ker,  to  whom  the  Briefs  shall  have  i*  is  with  the  spirit  and  design  of 
been  delivered  as  aforesaid,  the  ^e  inspired  writer.  Our  present 
printed  Briefs  so  left  with  him  or  object  is  to  substantiate  this  asser- 
them  respectively,  and  the  monies  ^i^n  i  And  to  claim,  for  Dr.  Watts, 
respectively  by  them  received  the  honour  ofhaving  first  suggested 
thereon,  and  on  delivery  and  pay-  ^e  genuine  interpretation  of  this 
meat  made,  shall  give  to  them  (^  i^  now  stands^  obscure  passage, 
respectively  as  aforesaid,  a  receipt  "^^e  Psalm  is  indubitably  a 
for  the  same,  on  pain  to  ibrfeit  the  v  distinguished  prophecy  of  the  ex- 
sum  of  £20."  •  altation  of  the  Messiah  to  his 
'' Annitage,  StaffordflhiK,  mediatorial  throne;  of  the  large 
13th  Feb.  1B22.'*  success  and  filial  establishment  of 
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hU  kingdom  in  the  wliole  earth.  withtt^ipinP8(lhnlxxxvii.l»  {His 
The  margins  of  oaV  Bibles^  scanty  foundation  is  (hi^  holy  nnn  mouo- 
as  they  are  in  references^  will  af-  tains)^  we  think  this  preferable  to 
ford  abundant  evidence  of  its  rela-  the  odier  unuawil  form ;  especially^ 
tion  to  the  person  and  mediatorial  as  the  reading  ^T)n^  is  supported 
Chjoracter  of  the  Lord  Jesus.  The  by  the  authority  of  many  MSS.« 
interpretation  of  the  Doctor,  there-  and  early  prints  editioas,<»— ^nd 
fore,  is  in  unison  with  the  principal  of  Symmachus.  The  first  sentence 
scope  of  the  prophecy.  That  his  would  then  read  thus-^Thy  people 
people  should  be  willing;  and  his  shall  be  free  will  offerings  on  the 
converts  numerous,  as  die  drops  holy  mountains,  viz. :  the  "  momi* 
of  the  morning  dew,  may  be  justly  tains  of  Zion,"  (Psalm  cxxxiiL  S.) 
considered  as  worthy  of  notice  in  *'  where  the  Lord  commands  the 
a  prophecy  of  the  triumphs  of  the  blessing,  even  life  for  everinore." 
kingdom  of  Christ.  Still  the  ques*  For  it  is  to  Zion,  as  the  moimt  on 
don  M;ur»— Is  the  interpretation  which  the  ten^le  of  God  was  raised, 
just  ?  Does  die  original  warrant  diat  this  expression  is  restricted--- 
it?  ^Because,  if  it  does  not,  how-  Psalm  xlviii.  1,  2.  Great  is  the 
ever  plausible  and  suitable  it  may  Lord-*-*4n  die  city  of  our  Godr^Ae 
seem,  it  must  be  given  up  as  inde-  moutUain  ^  his  koUaess*  Beaati«p 
fensible.  Let  us  then  review  the  ful  for  situation— ^is  MowU  Zum. 
passage ;  it  stands  thus :  Psalm  Ixxxvii.  1,  S.    His  fiHmda- 

«np  nini  *i^*n  qvi  niu  yov        tion  is  on  die  holifmmtntaint.'^Tht 

*]ni^*  ^  '^h  nntt^D  anno  Lord  loveth  the  gates  of  Zium,  &^g. 

Thewordninj,(orradiernnTJ,   Zedi»viii.i(.    Thus  askh  the  Lord, 
asmanyMSS.  read,) rendered"  12^^    I  am  retumad  uido  Zkn^  &e. — ^aod 
ing,"  literally  means,  voluntary  or  Jerusalem  AaM  be  called,  die  Cky 
free*fvill  offerings.    Such  offisnngs   of  Trudi ;  and  di6  mountain  of  Hie 
were  frequent  under  the  law;  and    Lord  of  hosts,  Me  hefy  mounioMni 
various  provisions  respecting  them    Whichever  reading,  however,    fae 
may    be   seen  in  Lev.  xxii.  18.    adopted,  the  sense  is  theaame.*— 
Deut.  xii.  6,  and  xxiii.  23.     To    Of  Zum  it  shall  be  said,  Thia  and 
diese  diere  is  a  manifest  allusion,   diat  man  were  beam  in  her.    The 
Thy  people  shall   willingly  offer    triumphs  a£  the  Gospd  shall  be 
lliemselves.  Judges  v.  2 ;  shall  pre-   witnessed  in  his  sanctuary-^amidat 
sent  their  bodies  a  living  sacrifice,   the  assemblies  of  his  saints — ^in 
w^p  ^*)^r\^  "  in    the  beauties  of  Zion,  where  his  glory  and  graoe 
holiness/'  is  an  unusual  mode  of  are  maiiifested,   shall  his  people 
expression.    The  common  form  is,   willii^y  offer  themselves  in  the 
tt^ip  mnna.    See  1  Chron.  xvi.29,    day  of  his  power. 
Psalm  xxix.  2,  Psalm  xcvi.  p.     If       The  words  that  remain,  diougfa 
tiiis  reading  be  genuine,  it  must   disjoined  in  ^nir  English  tnaala- 
be  considered  as  having  the  same    tion,  are  certainly  to  be  considered 
meaning  with  nnini-—'' the  beauty    as  forming  one  sentence.    If  a.  le- 
or  glory  of  holiness,"  (I  quote  the    gardto  Jewish  punctuation  induced 
words  of  Parkhurst,)  ^'  plainly  de-    King  James's  translators  to  place  a 
noting  the  glorious  sanctuary  of  the    colon  after  *'  momii^'<*-*thii8  sepa- 
Tabernacle  or  Temple  of  God  with   rating  it  from  the  remainder  i£  the 
the  jp/era^'^  ornaments  of  the  things   verse,  the  same  principle  ahaaid 
and  persons  belonging  to  it ;  all  of  have  been  extended  to  the  next 
which  typified  the  still  more  gfenoi»    ver«e,  (the  atop  being  diece   tlie 
things  to  come,"  same,)  wfaidi  would   have  tiien 

But  as  die  mere  change  of  n  been  pointed  thus :  Thou  avt  a 
into  n  (a  mistake  easily,  and  often  priest  for  ever :  aft;er  ihe  older  of 
made)  will  convert  the  word  into  Melchisedee,  Indeed,  one  would 
one,  which  is  found  in  connexion   have  thought,  that  die  fntimate 
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connexion  between    *'the   dew/'        The  word  nnV%  which  Dr.Lowth 

and  *'  the  womb  of  the  morning/'  renders  offsprtng,  progenif,  in  other 

voold  have  been  sufficient  to  show  places  has  the  meaning  of ''the  time 

theimpToprietyofsocompletelvdis-  of  youth."     The  Dr.  justifies  hia 

joining  them  as  in  our  translation,  translation^  by  «|legiqg#  tbatiihe 

The  principal  difficulty^  as  Dr.  abstract  is  used  instc»id  of  the  con- 

Lowtih  remarks^  in  his  Pnelectiones  cretC'^-may  it  not,  however,   be 

de  Sacra  Poesi,  &c.  (p.  88,  note,}  taken  in  its  usual  acceptation,  as 

arises  from  the  wcard  Dnno,  whidi  referring,  not  to  the  converts,  but 

has    been    generally    translated,  to  the'' eari^<2a9im"o^  the  Gospel? 

"  fiom    the    womb — o,   may    be  Its  victories  should   be  not  only 

sometimes  translated  more  Uian."  numerous,     but    early  —  scarcely 

Deut.  xiv.  2,  Judges  ii.  19.     This  should  it  be  promulgated,  but  it 

is  evidently  its  sense  here-^which  should  triumphs  and  bring  thou- 

our   translators,   indeed,   thought  sands  to  the  Redeemer's  feet.  Thus 

probable,  by  placing  that  sense  of  the  authors  of  the  new  version, 
it  in  the  margin.     But  it  is  the       Thee,  in  thy  po^er^s  victorious  day, 
ellipsis    of    the     word  ^O  (dew).        The  willing  nationa  shaH  obey ; 

which  has  chiefly  caused  the  ob-       ^/^^,;  *^f "/  f^  '^''i^'^  ^  ?^: 

.^_  ^  1  "^  ^i_  •  1     11   •  Shall  all  (reaeetMdjrom  error  t  nxMu 

scunty  :•  supply  this,  and  all  is  Appear  as  numbcrfess  and  bright, 
dear.  Dr.  Lowth  thus  translates  As  chrystal  drops  of  morning  de\r. 
the  latter   hemistich— Pw    tore,        Sadred,  pro&ne,  apd  ecdesiasti- 

(pa   ex    utero  auroras  prodk,  vos  cal  history,  both  illustrate  and  con- 

tiU  erit  proHs  iuoB^-cojmnor  nimu  firm  the  truth  of  this  prophecy. 

turn  el  numerosior.'-The  dew  of  The  Acts  of  the  Apostles,  Plin/s 

thy  offspring  shall  exceed  the  dew  celebrated  letter  to   Trajan,^  and 

which  proceeds  from  the  womb  of  the  writings  of  the  fathers  of  the 

the  morning.     How  beautiful  and  first  centuries,  are  all  evidences  of 

strikmg  an  image !    What  an  idea  the  early  triumphs  of  the  Gospel. 

is  conveyed  of  the  countless  number  Indeed,  so  indisputable  is  the  fact, 

of  those  to  whom  the  rising  of  the  that  the  infidel  historian  of  "  the 

Sun  of  Righteousness,  shall  be  as  Decline  and  Fall  of  the  Roman 

life  from  the  dead.     How  fruitful  Empire,"  has  not  dared  to  question 

in  dew  a  summer's  momuig  is  even  iu  accuracy,  tiiougU  he  has  de- 

in  our  higher  latitudes,  many  of  voted  one  whole  chapter  of  his 

our  readers,  whoMow  the  "  sweets  work  to  the  vain  attempt  of  ac- 

ofmom,"  can  tell;-—but  how  much  counting    for  the    fact  on  other 

more  prolific  is  the  womb  of  an  principles  than  those  of  the  divine 

eastern  mormng !     "Weweresuf-  nature  and  origin  of  Christianity, 
fidently  mstructed,  by  experience.        In  a  word  then,  to  Dr.  Watts 

(says  Maundrell,    as    quoted   by  belongs  the  honour  of  the  pricw 

Parkhurst,  under  the  word  bto,)  interpretation  of  tbia  difficult  and 

what  the  holy  Psalmist  means  by  obscure    text ;    while   to    Bishop 

the  Aw  gf  Hermon,  our  tents  being  Lowth  is  willingly  conceded  that 

as  wet  with  it,  as  if  it  had  rained  of  its  fuU  elucidi^aD,        W.  N. 

^^  nights" p.  S.— The  writer  of  diM  re- 

•  ThA  Bishop  refer,  to  the  following  »«•!«  "  «ware,  that  an  intferpl-e* 

passages,  as  containing  a  Himilardlipsis:  tation,  in  some  respects  approach- 

Job  xx»F. 2.    Myrightepusnws  is  h»D  ing  to  that  given  by  W^tts,.  had 

mofe  than  (the  nghtepusneis)  of  God.  been   suggestedf  about  a   oeiituiy 

Ptolmiy.  8.    Thou  hast  pat  gladness  in  before   by  Dr;  Reynolds,  In  his 

my  heart  n^D  more  ihan  (the  gladness)  commentary  on-  the  1 10th  Psalm  ; 

'  lMiiS!^l*'wko.eg«.eni«ag«iw«re  but  Dr.  R/s  conunent  U  su^qia^^^^ 

oVttmni  mo«  than  (the  graven  Images  ^^°f  ^  ^V«  ^^f'f  ?^^.^  ^  ^ 

on  Jen«aem,  and  in«^0  mo«  Z  Ufy  the^ctean  of  <>ngiw^^^^ 

(ttie  graven  images  of)  Samaria.       ,  half  ot  the  latter; 
CoNO.  Mao.  No.  52.  *  ^ 
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POETRY. 

To^EdUor*. 

My  remaa  of  Hm  Ffarsl  Caato  of  Klopetbck's  Sacve4  Epie  hanriagf  been  in* 
serteil  in  dio  last  voliuiie  of  yonr  work,  (Vol.  IV.  pp.  248, 249, 300,  361,  416,) 
I  90W  offer  further  specimeBa  from  two  succeedii^  Cantos,  but  have  not  coBtUuieA 
to  imitate  the  hexameters  of  the  original,  believing  that  the  usual  metre,  whkh  is 
almost  consecrated  by  the  poems  of  MUtOB  and  Young,  will  be  more  generally 
acceptable.  I  comiect  the  parts  translated  by  a  brief  eketch  of  tSie  intermediate 
aetloB  or  srgvment  of  the  poem.  I  am,  your's,  dec* 

TH£  MESSUH.~Part  of  Canto  1L  • 

( Ftom  the  Oerman  of  KJopavcic. ) 

"S^nw  nMmtng  o'er  the  eedar  forest  beam'd  : 
Jesos  arose ;— and  from  the  radiant  sun 
Thtf  spirits  of  the  Fathers  yiew'd  their  Lord. 
—There  the  primaeval  parents  of  our  race 

Thus  sang  responsive. 

Adam* — Sacred  festfd  day. 
Thee  through  revolving  ages  shall  the  soul 
Of  man,  and  seraph,  at  thy  dawning  greet 
With  hallelujahs !  thee,  immortal  day. 

Which  to  our  joyful  eyes  dost  now  reveal  10 

God  the  Messiasi  lo  Ins  earthly  garb 
Of  s^tf-abasiog  lore.    Oh»  glorious  son 
Of  Adam,  how  in  thine  exalted  mien 
>        Shines  forth  the  Godhead ! 

i^cf.— Blest  and  Jioly  thou 
Who  ^'st  Hin  bbth !  oh,  far  more  bhe»t  than  Ere, 
Mothef  of  lost  aunkhid.    Her  sons  indeed 
Are  numberlesa,  but  numberless  their  $hf^^ 
Thou  only  One  and  one  dlvtnc  abne. 
One  pure,  ooe  sinliess,'  one  eternal  Son, 
The  'ftnmaan^  umcrcated,  hast  brought  forth  ! 
-t— *- With  foad  regrtt  i  gaze  on  eartb— but  ftftd 
Our  paradise  no  more !    The  whdming  iood> 
In  dreadful  judgment^  swept  tliy  g^Tcs  away ! 
Thy  shadowing  c6dars,  plants  of  the  Most  nigh, 
T^r  bowers  of  peace  and  itmpcence  are  gone  f 
Bethlefatey  be  thou  nqr  Bden  !  rivvdet 
Of  David,  be  to  me  as  th^  pvre  stream 
Whei^  first  I  view'd  my  form ;  thou  lowly  hut 
Where  Mary  first  the  weeping  infant  clasp'd. 
Be  thou  t&f  bower  of  innocence  and  joy ! 
-^-T^Oh,  had  1  given.  tfaM  birth,  exalted  son, 
While  yft  in  Eden,  a|ttr  that  aocniBt 
Transgression,  I  had  borne  thee  to  my  i)^udg(^ 

E'en  where  the  trembling  plain^  &e  beading  woods^ 

The  voice  6f  tiiunder  spake  our  Sovereign's  wi-athj^ 


*  FV>r  those  readers  who  may  not  liavfe  the  translation  of  the  Ist  Canto  at  hand, 
the  MloWing  sketch  of  it  ia  givctt : 

•  -— Tha  Messiah,  retlriiig  from  Jerasalem  to  the  Mount  of  Olives,  devotes  l^mseH 
tortile  work  of  rediiemptiop>  with  a  fefeftaste  of  its  suffcrlugy.  G&bilel  ascendsi  with 
the.  Redeemer's  prayer  to  heaven.  As  he  advances,  amidst  numberless  suns,  be  bears 
the  celestial  sonv.  Eloa,  first  of  the  Seraphs,  brings  him  to  the  mediatorial  altar, 
^ere  he  oflHers  incense,  and  the  Mesriah's  praver.  AH  heaven  awaits  tibe  answer  of 
Hhe  Sttpvema.  Eloa  utters  the  dirine  mandatles.  Gabriel  is  smt  to  the  gnar^aii 
Pfiritt  of  eartli,  siid  |o  Uriel,  aagel  of  the  sun.  The  ohembim  prepare  for  tl^  aeeo&d 
a^  greatest  SahbMh ;  that  of  Reflemption.  CUbriel  vetums  and  fimdft  Jtsos  sleep* 
ing,  then  repurs  to  the  guardians  of  the  earth,'  who  are  stationed  at  its  ceatse,  to 
wmch  he  penetrates  from  the  north  pole.  He  finds  witii  tinse -sphrits,  the  scmla  of 
inlifekitiy  irtikh  are  theve  educated  for  heaven.  Thence  he  ascends  ta  the  wfm%  vtore 
hottx^iis^ll^  flints  of  the  fAtrianrhs  assembled  with  Uviel»  and  looking  towsLrOa  the 
scene  of  Kedemption. 


And  I  sank  brtatbleH  «t  Jcifaoirah's  frawAi-*— 
E'en  thither  had  I  gonf  embracing  <A^y 
Had  presaM  thee  weeping  to  my  hearU  and  cried, 
Father,  forgive  ;  behold  the  man,  the  Lord  I  ^ 
Adam,-^G\ory  to  Thee,  First  Cause,  who  didst  elect  iO 

Thine  image,  the  beloved  Son,  to  save 
My  lost  descendants !     God  hath  seen  my  t^an  I 
Ye,  seraphun,  and  ye,  departed  souls 
Of  all  my  mortal  race,  have  numbered  them  1 

Hadst  not  Tk§u  been,  oh.  Saviour,  endless  rest 

Were  void  of  joy,  yea  bitterness,  %o  me! 
But  on  thy  grace  reposing,.  I  have  leamt 
£v'n  in  my  gnefn  to  find  the  springs  of  bliss, 
Eva. — Oh  Thou  that  hast  assnm'd  mortality. 

Divine  Redeentcr,  Thee  our  souls  implore  1 

Perfec-t  that  offering  to  accomplish  which. 

Almighty  Judge,  thou  didst  thy  heaven  forego  ! 

Make  the  eartn  new,  which  Uiou  hast  long  decreed 

To  renovate,  thy  birth  place.  Lord,  and  ours! 

Then  rise  to  heaven,  triumphant  Saviour,  rise. 

And  let  new  soiwb  thy  matchless  mercies  hail !  56 

Thus  swelVd  their  anthem  through  the  gkirious  vaults 
Of  that  effulgent  fane,  and  Jesus  heard 
The  far  off  sound ;  as  when  prophetic  souls 
Deep  in  some  sacred  solitude,  converse 
With  unborn  years,  and  Hst  the  voice  of  Ood. 

The  remainder  of  this  Canto  describes  the  misery  of  Sanma,  «  Demoniac,  pur- 
sued by  Satan,  whom  Jesus  delS^ers;  the  blasphemous  maduastioBs  of  Satan  and 
Ms  infiemal  associates  agsfaiat  tte  Messiah ;  the  repenlant  yvt  despairing  thoughts 
of  the  fallen  angel  AMnSkma,  and  the  flight  of  Satan  and  AAnamelech  from  heU  to 
earth,  who  alight  on  the  Mount  of  OHres. 


Part  of  Canto  IIL 

Hail  native  land,  matiernal  elEirtfa,  all  hail ! 

Thee  I  i^visit  joyfttl,  who  ere  long 

Shalt  in  thy  cool  and  peacefiil  bosom  hide 

This  mortal  fitttie,  with  fiiem  that  softly  slee^ 

In  JResQs:  yet  eb'  Saviour,  grant  me  space 

To  end  the  strain  w^iidi  I  dcvtjfte  tb  Thee  /: 

Let  not  till  then  l^e  lips  which  sang  thy  love. 

And  not  till  then  the  eyes  which  oft  have  wept 

With  }oy  o'er  my  celestial  theme,  be  clos'd  ! 

And  then  let  penmve  'liiends,  not  loud  in  grief,  t^ 

Plant  palm  and  lamrel  round  the  silent  grave  * 

Of  him  they  mourn  :  that  when  I  wake  in  liglit. 

My  new  clad  form,  arrayed  for  heaven,  may  rise 

From  forth  the  shadows  of  that  tranquil  bowc^*. 

— —Oh,  muse  of  Sion,  who  didst  guide  my  fligfht 

Through  the  dark  reahn  of  pain,  and  hast  brought  bac^k 

My  shuddering  spirit  hither,  cheer  me-  now 

With  heavenly  visions,  and  inspire  ray  soul 

To  paint  I3ie  Friend  of  sinners ! 

Jesus  s^l 

Witii  the  cBscipie  wlibm  he  loVd — remained  20 

Amidst  the  tombs ;  and  ia  those  gloomy  shades 
Revolv'd  Ms  great  o'blation ;  vieii^d  the  sins 
Of  Adam's  yatf!  revolted  family, 
Ldke  pallid  ghosts,  a  dire  and  counties  tinrong 
Fast  mttitig,  by  the  Prince  of  Darkness  driven 
From  their  Creator^s'firown :  the  ndn*d  face 
Wrapt  in  his  lofls^  as  iriten  tiiemidn^t  TioAi 
Of  a  fierce  w^lptftH,  (Ai  >^e  ocean  plains, 
Attracts'«iS'WhMffisttte  Wanderers  df  the-fidod. 


-**—»■ 


♦This  is  an  allusion  to  GeneSiiB  iv.  1,  where  the  words  rnn»  n«  »♦«  ♦nup, 
''ve  mesfr  literally  rendeiTwl,  M-hare  geMen  «  man-,  the  hor^  i*  fnm  vrhieh  some 
infer,  that  £ve  supjpNk^  h^-^fst  born  to.be  the  promise  Samun. 
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196  Fodry  z-^The  MtisiaL  tAnii, 

Jcsmbehdd;  tiMn  to  hl8  Piter's  fiKe  30 

Adoring  tnrn'd .-  -the  ftce  of  Bdty 

Spake  awful  jtulgmentB :  all  hearen's  thnnden  roU'd. 

Yet  midst  those  terron,  smites  ineifoble 

Beam'd  on  tiiat  ftce  of  glory. 

SeraplisteD, 
That  in  tins  dolefiil  hoar  a  second  tear 
The  'etemid  Father  shed :  the  first  had  dropt 
MThen  Adam  'fell. 

Before  that  mntnal  gaxe 
Of  Doty,  in  Sabbath  stillness  bow'd 
All  natnre ;  worids  in  awe-stmck  rere'rence  paus'd  ; 
And  yeil'd  in  clonds  tiie  admiring  chemb  flew.  40 

Then  came  Eloa,  wrapt  in  heavenly  beams. 
Downward  to  earth,  and  ftce  to  hce  beheld 
The  friend  of  man,  and  counted  aU  his  tears 
Of  pitying  lore,  and  rose  again  to  heaven. 
John  saw  that  riusing,  for  the  Saviour  op'd 
His  wondering  eyes,  and  at  the  glorious  sight 
The  rapt  disciple  clasp'd  his  Lord,  and  cried 
In  transport — My 'Redeemer  and  my  God  ^ 

Meanwhile  toe  'eleven,  now  separated  long 

From  their  great  teacher,  at  the  mountun's  base  50 

Amid  the  darkness  sought  him. 

They,  save  one. 
Whom  Jesus  as  the  future  traitor  knew. 
Were  men  devoid  of  guile.    A  flame  divine 
AVas  in  their  hearts,  albeit  unconscious  jet 
Of  their  sublime  vocation.    Ere  their  birth 
The  will  of  heaven  had  fix'd  their  golden  thrones* 
Beside  the  elders  there  \f  but  one  of  these 
A  cloudy  covering  veil'd,  at  length  dispersed. 

And  then  Eloa  cried ^It  is  transferr'd 

To  one  more  worthy !  60 

Of  these  holy  men 
The  guardian  angels  (o'er  whom  Gabriel  rul'd) 
Ascended  now  the  heights  of  Olivet 
,  To  watch  with  tender  joy  their  weeping  charge. 

Who  sought  their  much  lov'd  Lord :  when  swiftly  flew 
A  seraph  from  the  suuj  one  of  the  four 
Subject  to  Uriel,  and  beside  them  stood. 
His  name  was  Selia,  and  he  thus  enquired ; 
Tell  me,  oh  heavenly  friends, — where  now  abides 
The  great  Messias  ? — By  the  waiting  souls 

Of  patriarchs  sent,  I  come  to  mark  hb  path,  70 

Of  each  succeeding  act  his  grace  achieves. 
Observant :— not  one  hallow'd  word,  one  righ 
Of  sympathy  from  his  immortal  lips 
Shall  pass  unheard ;  not  one  consoling  glance 
Or  tear  of  pity,  human  or  divine, 
Shall  beam  unnotic*d  in  his  sacred  eye. 
Too  soon,  oh  earth,  thy  swift  diurnal  course 
'   Has  from  the  patriarchs  hid  those  blessed  plains 
Where  godhead  sojourns  in  a  mortal  garb. 

Too  soon  thou  flicst  from  Uriel's  light,  wMch  now  SO 

With  mournful  beams  the  opposing  hemisphere 
Illumines,  where  no  vale,  no  brightening  peak 
Delights  them,  for  no  Saviour  sojourns  tnere ! 

Thus  Selia;  and  Orion  made  reply« 

(Guardian  of  Cephas ;) — Yonder  where  the  tombs 

Rest  on  the  dark  descent  of  Olivet, 

May'st  thou  behold  the  great  Mesafah,  fix'd 

In  solemn  thought. — The  seraph  look'd  below. 

And  gaz'd  in  rapture  long.    Two  fleeting  hours 

Pass'd  as  he  gs^'d,  on  swift  and  silent  wing.  90 

— ^But  the  last  genial  slumber  on  the  eyes . 

*  MAtt.  xix.  28,  t  Revel,  ir.  4, 


100 


no 


Of  Jesus  now  descended,  gliding  down 

In  balmy  stillness  and  refittsking  airs 

From  God's  own  sanctuary. — "Die  Sariour  slept. 

——Then  Sella  to  the  'assembled  guardians  tum'd 

And  spake  with  social  freedom. — *  Heavenly  firiends. 

Say  who  are  those  that  round  the  mountain  roam. 

As  if  forsaken  and  in  sorrow.    See 

What  mild  and  moving  sadness  clouds  their  brows. 

Yet  not  distraction : — Thus  do  lofty  souls 

Express  their  grief.— They  mourn  perhaps  a  lov'd 

And  lost  companion  virtuous  as  themselves. 

Those,  oh  my  SeliA,  are  the  holy  twelve* 

(Orion  aoswer'd,)  whom  the  Son  of  God 

With  nearest  friendship  honours. — Happy  we 

To  be  their  heaven-sent  guardians :  to  behold 

How  their  great  Lord  and  ours  with  inmost  love 

Instructs  them ;  now  with  plain  and  powerful  words 

Of  heavenly  truth,  and  then  in  earthly  guise 

Of  parable  and  emblem,  that  their  souls 

May  be  trun*d  up  for  blessedness.    How  much 

Can  iipe  there  learn,  and  how  his  course  divine 

Invites  to  follow  whom  we  must  adore ! 

My  Sella,  hadst  thou  witnessed  day  by  day 

His  miracles  of  grace,  his  perfect  life 

—E'en  as  his  heavenly  Patter's— thy  full  heart 

Had  overflow'd'with  bliss.    Most  sweet  it  is, 

£v'n  to  immortal  ears,  to  hear  his  Mends 

Of  him  communing.    Like  our  mutual  love 

Is  theirs  to  Jesus.    Oft  have  I  profess'd 

In  our  bright  company  my  earnest  wish 

To  be  of  Adam's  race ;  yea  mortal  too 

With  mortals,  if  mortali^r  could  be 

Without  transgression. .  ror  I  surely  then 

^  Could  honor  Jesus  more  :  could  love  my  Lord 
More  fervently  because  tLWoOier  too ; 
Flesh  of  my  flesh.    Oh  with  what  transport  then 
Could  I  lay  down  my  life  for  him  that  <Hed, 
And  died  tor  me  I  Yes,  while  my  guiltless  blood 
Flow'd  warm,  and  death  was  on  my  fading  cheek. 
How  would  I  praise  him  1 — ^Each  departing  groan 
Should  like  Eloa's  harmonies  ascend 
To  the  Supreme ;  while  thou,  with  unseen  hand, 

Sh^uldst  seal  my  closing  eyes,  and  waft  thy  Mend 
Up  to  his  native  heaven  ! 
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A  TRIBUTE  TO  THE  MEMORY  OF 
THE  REV.  J.  GRIFFIN,  JUN. 

late  Pastor  of  the  Independent  Church  at 
Exeter,  who  died  l^ih  Jan,  1822,  in  the 
26  A  year  of  Ms  age* 

PRIEN©  of  my  youth,  a  long  fhreweU, 
I  list  thy  solemn  passing  knell. 
And  while  its  mournful  times  I  hear, 
I  drop  the  silent,  parting  tear. 

Ah,  whither  has  thy  spirit  flown  ? 
Sav,  is  it  near  thy  Father's  tiirone  ? 
What  visions  burst  upon  thy  right  ? 
What heav'nly  glories  on  thee  light? 

InmioitsI  youth,  'my  fancy  now 
Scea  a  bright  crown  adorn  thy  bn>w  ^ 
Beholds  thy  hi^^  spirit  Wmd  ^ 
And  hears  thy  lyre  its  music  lend  : — 

it  seems  at  once  to  see  th^  rove. 
Through  the  vast  realms  of  bliss  above  ^ 
And  meeting  on  that  heav'nly  shore. 
Part  of  thy  kifidted  gohe  before. 


But  tell  us,  dost  thou  ever  see. 
Those  who  are  weeping  here  for  thee  ? 
Thy  church,  thy  family,  thy  Mends, 
And  him  who  now  in  sorrow  bends  ? 

Though*  from  our  circle  thou  art  gone. 
And  enter'd  on  a  world  unknown. 
Yet  many  a  pensive  hour  I  spend. 
In  thoughts  of  thee,  my  valu'd  Mend. 

.O,  Griffin !  can  I  e'er  forget. 
Our  moonlight  walks,  our  converse  sweet; 
Each  fav'rite  spot  where  we  have  been. 
Recalls  thy  image  back  agfdn. 

The  college  room,  where  once  we  dwelt. 
And  where  in  private  pray'r  we  knelt ; 
The  places  where  I've  heard  thee  preach;  -— 
Thy  form  seems  shadow'd  forth  in  each. 

But  thou  art  gone ;  the  silent  tomb 
Conceals  thee  in  life's  early  bloom ; 
Then  fore  thee  well,  dear  youth,  a^eu. 
Till  heav'n  our  Mendship  shall  renew. 
i^rfr.  T,  S.  G 
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A   Retrospect  of  the    First    Ten  to  bifeak  «p  the  bloekade  of  that 
Years  of  the  Protestant  Mission  sedttded  and  'c^ttkl  empire/  and 
to    China,    (now,  in  connexion  bring  itito  subordination  and  disci- 
with  the  Malaif,  denominated  the  pBne  &e  rabble  rout  of  its  radical 
Ultf:a  Ganges  MissUms,)  accmn^  langua^ !  !"«->Siich>  or  something 
panied  with  Miscellaneous   Re*  Uke  it  in  sentiment,  was  the  raven- 
marks  on  the  Literature,  History,  song  of  these  croaking  prognosti- 
and  Mythobgy  of  China,   ^c,  cators;  and,  though  we  were  ena- 
By  William  Milne.    Malacca :  bled,  in  some  small  degree,  to -lift 
printed   at     the    Angkh-Chinese  up  our  heads,  by  the  glorious  revo- 
press.     London :  Nisbet  68.  lution  m  Taheite,  still  the  porten- 
It  has  sometimes  happ^ed  to  us,  tous  absurdity  of  the  invasion  of 
that  oi!lr  path  has  been  crossed  by  China,  was  a  ready  thrust  that  we 
one  of  those  pretenders  to  a  much  were  tritimphantiy  defied  to  parry. 
larger  quantum  of  sagacity  than  is  At  length,  however,  we  may  ven- 
dispensed  to  -the  average  of  man-  ture  to  breathe  a  freer  air,  and  to 
kind,   who    are    perpetually   and  look  about  us  with  a  littie  more 
restlessly  in  search  of  opportunities  confidence.     No  Ijnflkig  portion  of 
for  cavil  and  censure,  and  appa-  the  assigned  task  has  been  unosten- 
rently  are  never  so  well  satisfied  tatiously,  but  effectually  achieved; 
with  themselves,  as  when  busily  the  &llow  ground  faaa  been  broken 
employed  in  battering,  with  small  up ;  the  rudbnents  of  a  most  cam- 
shot,  some  lofty  citadel  of  argu-  plicated  dialect  have  been  unra- 
ment  or  institution.    Among  other  veiled  and  made  plain ;  a  diction- 
objects  of  hostility,  these  gentry  ary,  of  which  we  wiU  venture  to 
have    not     unfrequently   amused  affirm,  that  it  is  a  model  of  philo- 
tbemselves    by  opening  a  heavy  logical  composition,  lias  been  ori- 
fire  on  the  Missionary  Society;  and  «nated,    and   pushed  fiiirly   and 
availing    themselves    of  some    of  Irmly  on  towards  its  completion ; 
those    contingent  failures  attends  a  numberof  dementaryand  horta- 
ant  on  all  great  enterprizes,  have  tory  tracts  have  been  disseminated; 
flourished  for  a  long  time  with  in-  and,  if  the  main  body  of  the  popu- 
finite  acuteness,  and  unanswerable  lation  of  China   has  been   found 
eloquence,   on  the   evik  of  mis-  nearly    inaccessible,     the    goepiBl 
management,   and  the  consequent  has    been    communicated   to    the 
necessity  of  superseding  an  incom-  tens  o£  thousands'  of  Chinese  navi- 
petent  board,   and    supplying  its  gators  and  settlers  in  the  Midajan 
place  by  some  such  shrewd  coun-  States,  and  the  Indian  Acdilpe^ 
sellors  and  bdmsmen  asthemselves.  lago,  in  their  own  tongiia,  ami'b|r 
'^  A  mission  to  Otaheite,  Sir !"—  ther  {HPoduetiiAi  of  iSkt  Mii»k>imry 
would  these  men  of  sinister  antici-  press. 

pation,  exclaim,  with  prophetic  When  next  we  axe  anriayed  by 
sneer,  while  we  bung  our  heads  in  the  active,,  but  somewhat  trouMe- 
sile^t  consternation — ' '  why  Py  tha-  some^  class  of  pevsons,  lo'  whnna  me 
goras  might  as  well  have  incui-  have  just  alluded,  we  shaUiamfdy 
eated  temperance  in  the  styes  of  state  these  tfaols^.  and  roq^Mttfasir 
Circe;  t/t  St  Antony  preached  candid  peruBsl  of  ySbm  comprehen- 
chasrtity  «i  ike  groves  of  Daphne,  sive  vcJnme1)dbre  ub.  •  THey  i»^ill 
or  the  bowers  cJ  Paphos !  Then,  find  in  it,  iidfspafii^Qnat^  a:^ well- 
again,  to  Ok  pn  China,  as  the  3phere  written  record  of  jthe,  principal  cix- 
of  Missionary  exertion— to  ^expect  cum8taR(EMM<»£4be'CI»MseMia8ioaj 


lAM;^      Fint  Tm  ¥mn  cftkeFr^eMiani  Miukk  io  Chkut^  ^.    t9» 

*-sn  undertaking,  we  wmildob*  tected,  at  all  the  various  points* 

serve^  in  |MiS8iiig,  not  less  can*  The  Parisftm  police,  under  de  Sar- 

tiously  veighed  than   prudently  tine,  had  atot  hettsr  information, " 

jmfsiMd ;  a  retnarkaMy  iatdligent  nor  was  ii  more  rigorously  en# 

elneidkition  of  many  important  par*  forced. 

ticulMTs  connected  with  the  habits         It  has  been  with  a  view  to  tihcae 
and  superstitions  of  the  natives  of  peculiarities  of   this  special  case, 
Chiaa ;    and  an  interesting  detail  that  all  the  measures  of  the  Ultm 
of  iRid[>tni9ive,  hut  exhausting  la-  Gai^|etic  Mission  have  been  de^ 
bonrs.  vised  and  executed.     The  slight- 
To  the  large  proportion  of  hea-  est  error,  in  the  way  of  excess,  the 
then  latMk,  though  access  may  be  first  symptom  of  enthusiasm  or 
difficult  and  hasardoas,  admission,  extravagance,   would    have  been 
in  some  way  or  other^  is  generally  fiital  at  tilie  very  outset ;  it  would 
to  be  procured ;  the  country  may  have  been  Well,  if  the  Missionanea 
bemhospitable^  and  the  inhabitants  could  have  adopted  the  suggestion 
ferocious;  bat  the  frontiers  are  not  of  the  poet — ^to    sow    f^rn-sced, 
hedged  and  palisaded  against  in-  and  walk  invisible.     There  was  a 
truderSk      There  frequently  exists  strange  mixture  of  jealousies  e#er- 
a  hvkiBg  curiosity,  an  indefinite  vescing  aroimd  them-^he  enlight- 
djspoakion  to  ask«*-majf  we  knom  ened  and  mercantile   jealousy  of 
what    this  new  doctrine,    whereof  the     East    India    Company-^tbe 
ikou  speaheHf  is?    Apparent  in-  hoodwinked,  bigoted,    and   cow4 
credulity  may  have  covered  secret  ardly  jealousy  of  the  Portuguese 
convicdon,  and  capricious  and  re^  at   Macao — and  the  supercilious, 
Ittctant  permission  to  reside  has  cat-like  jealousy  of  the  Mandarins, 
been  ccHiceded  to  the  preacher  of  the  Hong,  and  the  whole  catalogue 
strange    doctrines*      But    around  of  unpronounceable  names  at  €an- 
CUnay  OB  the  very  edge  of  her  ton  and  Pefein.     On  the  whole, 
territorilil'  liinit,  tiie  jealeifsy  ai  this  strange  compound  was  toler- 
povte  liaa  Aiown   an  invioUble  aldy  quiescent;  but  it  exhibited,  ift 
&ooe ;  the  decrees  of  the  '  San  of  internals,  j^mpbom^  of  ebuUitiofn^ 
Heaven^  Jbaye  aurrouilded  the  £uw  and  it  only  required  a  little  stnrring 
thcet  psovineea  of  his.  empire  with  to  make  it  burst  from  the  caldron, 
a  nandatory  banjbr,^  which  iH  is  and  sweep  away  every  trace  <»f 
deadx  to  overleap.     No  actual  eir^  Missionary  exertion.     Happily  tbe 
cnmirallatioa  w<Ki)d  fovm  so  effect  choice  of  agents  had  been*  P^ovi-| 
tual  -m.  raitipiart;   Jfaioiy.  Bkay  ditt  dentially  directed  to  men  of  con^ 
Misnonary  staad  on  tihe  threshoU  summate   prudenoe,    gifted   wi^h 
of  the  guarded  reakx^.  anauooaly  tiba*t  rare  epeme&  o£  zeal,  which, 
eDqrifsring  every  &v«Mic^  abdesMy*^  lofty  and  intense,  but  calm,  cleari. 
lag  ermty  pestle  diiguue;  the  sighted,  and  persevering,  repress^^ 
eoBiBiapd  of  .the  soiMreign  nepdb  all  unprofitable  exhibition,  and  hus- 
hin^theapftdgrof  theaativefl  gives  banding  its  reseuvoes!,  and  eoncen* 
hwi  BO  haiAfQH  their  feelings,  the  tifating  its  powers,  waits,  with  un-^ 
peenHae  duracter  0(  Chinese  fea«  wearied  vigilance,  for  thie  moment 
tufBa^  and  the  minute  nmiiicalions  wli^n  it  may  let  loose  its  energies, 
o€  Ae  CUneae,  pdBce,  render  il  and  presa  forward  for. thi«  j^r^ 
impossible  for  hsn.  to  mingle- with  prize  of  its  high  calling.     For  a 
the  pepulatioii  unobserved.  .  It  is  considerable    time    Mr.   Morrison 
well   laioWB,   that    Mn  Maiming  was  resident  ii^  Macao,  in  entir^ 
tried  til  tmma  of  entranee  on  dif*  separation  from  those  ewnforta  and 
fbrianft  putts  of  the -exterior  limits  sjrmpathies  whidh,  even  with  those 
of  this  extensive  country,  and  tinit  among    ourselves'  who  own   the 
he  was  provided  agmn&t.  and  de-  smallest    portion  of   tWs  .  woi:ld's 


SOO         RmieiD  tf,Bo6kt:—Mr.  Mibuf*  Setmpeel  of  the        CAwuti 

good,  are  accounted  the  only  en-  ff*'»?=^**|ZS!!!J"Ki'A^t 

P       '    ^        ,  .  V  1       rx»    Jl^^i-v  and  to  dende  all  wonmp»  e^ccept  inai 

joyments  which  make  life  worth  ^^^  ^  ^^^  ^^^  ^^^  visible  objects  of 

living  for. '   But  this  eminent  aer-  nature,  heaven  and  the  earth ;  yet  theif 

vant  of  God  was  content  to  part  own  system  is  incapable  of  raisiii;  them 

from  these,  to  place  himself  in  the  above  that  which  ^^T/^f  ^^^^^"f  ^j 

",«,/,   *^       1     ]i>f«„«.^«     ««^  and  at  the  hour  of  death,  finding  that 

hand  of  his  heavenly  Master,  «id  ^^^  ^^  .^  ^e^essary,  and  not  knowing 

to  identify  his  happiness  and   his  t^jg  true  God,  they  send  for  the  priests  of 

ambition,  with  subserviency  to  the  false  gods,  to  pray  for  their  restoration  to 

divine  will,  and  devotedness  to  the  health,  and  for  the  rest  of  their  spnto 

I      if        1        rpu^  •,«*;^«  after  dissolution,  and  a  happy  return  to 

great  work  of  souls.     The  nation  ^^  ^^^^^  ^^^^^   j^  j^  rem^kable  that 

with  which  he  had  to  deal,  was  a  theYu-keoow,  or  sect  of  the  learned,  though 

strange  and  disgusting  compound  in  health  they  laugh-  at  the  fooleries  of 

of  insolence  and  meanness,  knavish-  the  more  idoUtrous  secte ;  yet  generally 

ness  and  ferocity    affectation   rf  Ij  «=^  l^^oyTr^o^'cS  .fa 

exemption  from  rehgious  error  ana  taou-sze,  to  offer  masses ;  recite  the 

the  grossest  depravations  of  wor-  king;*  write  charms;  ring  bells;  diaunt 

stm,  prayers ;  and  entreat  the  gods.    Admit- 

^*  i.  *         V  1  ting  the  influence  which  universal  custom 

«<  Most  of  the  forms  of  mythology  ^las  over  them  in  these  things,  we  may 

which  make  any  figure  m  the  page  of  perhaps  also  conclude,  that  they  feel  their 

history,  now  exist  in  Chma ;  except  that  ^  system  uncomfortable  to  die  with, 

their  indecent  parts,  and  their  direct  ten-  j^  ^^  ^^^^^  j^^^^^  ^hen  *•  heart  and 

dency  to  injure  human  life,  have  been  cut  g^^j^  ^jj^„  imnyui  beings  generally  fed 

off.    The  idolatry  of  ancient  Canaan,  of  ^^  necessity  of  resorting  to  some  system, 

Egypt,  of  Greece,  of  Rome,  of  Chaldea,  ^^^^^^  ^^  ^^  f^j^^  ^liich  professes  to 

and  of  India ;  are  all  to  be  found  hCTe,  ^^^        y^^^  ^f  escaping,  or  mitigating 

though  with  some  slight  vanaUons.  Chioa  ^^^j^^  g^jj^  ^jjj^j^  ^  canaciouBne»  of  sin 

has  her  Diana,  her  ^olus,  her  Ceres,  ^j^^q^  ^^jj^  to  fear;  and  of  attaining 

her  Esculapius,  her  Mare,  her  Mercury,  ^^^  happiness,   the  desire  of  which  is 

her  Neptune,  and  her  Pluto,  ••  weU  as  identified  with  our  nature.    Where  the 

the  western  pagans  had..  She  has  goda  ^^^  ^^^^  ^f  ^ope  is  not  knowh  or 

celestial,  terrestrial,  and  subterraneous---  j^^   recoune  wiU  be  had  t©  the  fislse ; 

gods  of  the  hms,  of  the  vdlies,  of  the  ^   -   the  case  wiih  thcto/'— op.  29-.31. 

woods,  of  the  districts,  of  the  famUy,  of  "^  ^       .^    jZ«     i^ 

the  shop,  and  of  the  kitchen !  she  adores         EnContpaSBed    With   CHfficiudes, 

the  gods  who  are  supposed  to  preside  }^^  kept  one  main' object  Steadily 

over  the  thunder,  ihe  rain,  the  fire ;  ovar  ^^  ^^^     ^j^g  masteiT  of  the  Ian- 
the  gram,  over  births  and  deaths,  and  »    -^     ,     ^  m^  .„IL.,«  4,^  -»*--• 

overthe  small-pox :  she  worehips  *'  the  ««a?e  wi|«  the  only  avenue  to  com- 

host  of  heaven,  the  sun,  the  moon,  and  mumcation  with  the  Batives,  and 

the  BtBcrs."    She  also  worships  the  genii  ^e  only  chainnel  thvough  whidh 

of  the  mountains,  rivcrs,lakes,  and  seas^  ^j^^  waters  of  life  ocmld  be 'poured 

to  the  sinrits  of  deputed  kings,  sagtt,  only  effected  this; object,  lor  Jiim- 

heroes;  and  pai«nt», .  whether  good  otr  aett-'-^d  facflitated'  it  fi»r  hk:6u6« 

bad.    Her  idols  axe  sUver  and  gpld,  wood  cesBore:;  but  he  has,  in  comiuietion 
and  stone,  and  clay;  carved,  or  molten,         .^   ^^  ^j       ^  excdlcilt  col- 

the  work  of  men's  hands.    Heraltareare  ^^^       V       ^.^      ^  <..i_  ^ 

on  the  high  hiDs,  in  the  groves,  under  Ae  league,  the  author  ot  the  present 

green  trees ;  she  has  set  up  <her  idols  ai  volume  put  in  •  action  a  B^tem  of 
the  conievs  of  the  streets,  on  the  sides  of    ^onj  machiheiy,  which,  under  the 

tiie  highway,  on  the  banks  of  canals,  ill  ^i^^^^  (if  G6d;  wiU,  «8  we  firmly 
boats,  and  in  ships.    Astrology,  divina-     7^^  ^x^      -^1    -     .^^   *i.^  u^^^\ 

tion,  geomancy,  Md  necromancy,  every  trust,  ultunatdjr^reverse  the  mt^ 

where  prevail.    Spells  and  charms,  every  lectual  and  spinltiud  aspect  ef  -  the 

one  possesses.    They  are  hong  about  the  Indo-Chinese  raoea  i  . 
neck,  or  stitched  up  in  one's  clothes,  or        ft  is,  however,  by  no  mefw  ««• 
tied  to  the  bed-posts,  or  written  on  the     .•  .'      ^  »l_^i.^  u-HIIL    ^^ 

door ;  and  few  men  think  their  persons,  intention  to  write  the  histeiy  at 

children,  shops,  boats,  or  goods,  s^  this  misskxi ;  the  groima  has  been 

without  th^.    The  Emperors  of  Chipa^  already '  travdled  over  ih  *  >t|i^  difw 
her  statesmen,  her  merchants,  her  people,  ...  — \>^    •  < 

and  her  philosophers  also,  are  all  ido-         •King,  standard  books,  of  a  religious, 
laters.    For,  though  liiany  of  the  leAmed     kind,  thus  denominated. 
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ferent   Missionary  reports^  and  a    ^^^  of  the   Pagan  and    Mahometan 

most  abk  summary,   with  much  «y»tems  of  principle,  must  yet  be  pro- 

• «A  _^ ^1     '        •  •  nounced  imperfect;  and  the  want  of  a 

important  comment,   is  given  m  ^^^  intimate  acquaintance  with  their 

the  vcdume  before  us.     We  have  modes  of  thinking,  their  national  pi^u- 

indulged  ourselves  in  the  preced-  dices',  their  domestic  habits,  and,  conae- 

ing  remarks— and  we  really  feel  it  q«ently,  of  the  avenues  to  their  hearts, 

•    J  1  ^     V  no  doubt  often  occasion  our  shootinir 

an  mduigence  to  have  an  oppor-  Reside  the  mark.    We  ha^e  no  mSS 

tunity  of  expressing,  our  fervent  from  which  to  make  up  highly  animating 

admiration  of  this  noble  work— in  and  interesting  statements,  which  are,  in 

the  hope  that  we  might  prevail  »  F^^>  ^^^^  ^  ^  5*^«  life  of  the 

upon  our  rejden.  to  .vaU  them-  Sl^-rn'i.rtru1^™  ~"S 

selves    of   the    mformaUon   com-  before  this  can  be  the  case,  that  we  often 

pressed  into  the  small  and  cheap  fear  the  seal  of  our  friends  at  home  will 

compass     of    this     "  Retrospect"  **^^»  ^^^^  patience  tire,  and  their  means 

tached  tothe  Chmese  mission,- and  a  beginning.    The  chief  language  with 

we   are    anxious  that    its   nature  which  we  are  concerned,  is  very  difficult, 

and  peculiar  difficulties  should  be  »^  ^^  "^c™  disposed  to  undertake  the 

thoroughly  understood,  in  order  to  ,^  i^Tll^,  ^^'^^ 

counteract  the  feelings  of  despon-  constitutions  do  not  generally  stand  it 

dency,  which  some  may  be  prone  out  to  old  age,  or  indeed  though  that 

to  cherish,  when  they  compare  the  ^°^  ^^  '  man's  life,  in  which  he  may  be 

result  with  the  means  employed,  f^^^  ^^  moat  active.    Some  va- 

\XT  T  Jl  ^  "*«»*•  iJtwpwjrw.  iu3|,ig  members  of  the  missions  have 

We  regret  that  we  cannot  make  already  been  caUed  away;  and  it  cannot 

room  lor  the  whole  of  Mr.  Milne's  be  expect  that  the  number  of  us  yet 

sensible  observations  on  this  sub«  ^^»  ^"^  remain  long  complete.    The 

ject ;  but  we  shall  insert  a  p<^on  "Jff"  prejudices  and  persecuting  spirit  of 

'  ^  .  7  J  ^,  1     i*  China  contmue  still  unsubdued ;  and  our 

ot  them,  and  urge  the  perusal  of  principal  efforts  for  the  (Jonvemion  of  that 

the  rest.  nation  must  be  made  at  such  a  distance 

.^,^. .«   ^  J    «  as  greatly  to  weaken  their  effect.  Farther. 

"ItisnowTWELVE  YEARS  andse^  thcnumWoflaboureraisfarfrombeing 

mon^,  since  the  first  of  these  misuons  equal  to  the  fields  now  open  before  us] 

wiisbegun.--.For8iXYEAR8of  Aattmie,  ^^  ^  ^^  half  of  the  ^nt  annuJ 

^,  f  ""ST  S^^°°tf  ^  ^^^'^."^^   ^Z"^*  income  of  our  society,  if  thrown  into  this 

and,  for  ^c^ree  subsequent  yews,  thwe  ^^^j  ^^  would  hardly  be  adequate 

c^es  at  first  wa»  very  gnat,  m  theur  ^  establish^ .  missions  which  couW 

kmd,  and  the  facriiti«.  exceedingly  few.  ^^^  immediately   be  entered   upon. 

'*  At  the  present  tame,  things  wear  a  ^his  view  of  the  subject  (and  it  is  not 

more  pleasmg  aspect  than  formerly  :  Je  overcharged)  is  by  no  iieani  animating— 

MpBltaes  arc  greatly  drnjimahcd ;  and  the  ^  were  there  nothing  to  counterbdice 

ftcihties  vaatly  inct«ised--laboure«  are  -^   ^^  y^^  ^^^l^  f^   ^^  ^^  h    ^ 

more  numerous ;  and  new  fields  are  daily  |^    down 

mviting  cultivation.-..On  a  rete^pect  of        ,?  g^j  '  ^y^  the   retrospect,  shews 

the  misfflons,  after  what  has  be^  spent  muchthatiscalouUtedtodam^hai,uad, 

upon  them,   and  the  years    they  have  j^  ^^  discovers  many  thingrof  an^- 

emted,  the  view  is  certainly  in  some  couraging  nature,  li  the  present  state 

rej^te  DiscpuRAojNO.    Our  expenses  ^f  ^^  missions,  and  in  the  facilities 

have  been  ^eat,  considering  tiie  resources  ^^  ^^^^  they  are  furnished.    There 

from  whach  ^ey  are  drawn ;    and  are  ^    j^  ^    „^j.    missionary  stations, 

hkely  to  be  heavy  for  many  years  to  ^^j      ^hina,  Malacca,  Piang,  Ba- 

come.    We  cannot  number  many  con-'  tavia,  aiid  Sincapore.    In  th^eiSere  are 

yerts-wone  of  those  we  had,  is  dead,  and  ^^^^^,  missionaries,  (witii  tiie  families  of 

the  otiier  has  lately  been  imprisoned  ^^  ^^  ^^j  ^  ^f  ^^  ^^^  ^ 

and  beaten  for  the  name  of  Jesus.    We  the  MaJays/and  six  among  the  Chinese--- 

have  not  any  decided  native  assistante;  connected  witii  tiie^rions,  there  are 
■8  catechists,  or  preachers.     We  have  ^' 

■o  Urge  a8aembUes<>f  .pec^e,  0(4leciing  -r — : : 

to  hear  our  discourses.;  and  we  see  not        *  ''  Since  the  above  was  written,  the  . 

say  sure  grounds  to  affirm  that  tiie  few  Rev.  Mr.  Flemhig  and  Mrs.  F..  h^ve^ 

persons  to  whom  the  truth  is  preached  joined  the  missions,  8b  'that  there,  are 

SK  coidially  attached  to  it.    Our  know-  now  nine  missionaries." 
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iwidVKi^ooUiortlwttliiciitionofyoiitli;  but  «  we  feet  v^ry  little  diqioiU 

Mfeii  fer  the  CUnese.^ra.  Chiaa,  one;  ^^  ^  ^^jj  ^^  bwfeii,  and  every 

2r:^'S;'ftl?;!w^;^oi.2rS:"way  onprffitable  <k».>a  rf  the 

St  Bfafawea,  one  Miday  schmrf,  aaa  Mft-  modem  draoM,  to  our  own  peco- 

\Kf  and  English  school,  and  one  Malabar  liar  fidd  of  cciticisin,  we  sboA  say 

siAMrf:  atPenaog,  two  MaUy  sehools.  nothing  more  of  them  dm  that 

TTie  pabhe  school  at  Malacca,  though  ^       "^  j^        .«  ^oDSltnittBa^  in* 

not  supported  hy  the  mission,  is  under  ^y  ?^  ncavj*  i"  construciea,  in* 

the  superintendence  of  one  of  thdr  mem^  effeetiTe  attempts  at  clramatic  com- 

hen,  so  tiiat  there  are  thirteen  schools  position.     With  ooca^nal  gleams 

in  an  under  the  care  of  the  misaonaries.  q£  fg^^cv  and  power,  they  are  cha- 

S^^St^eSSiS^t'^,^^  «c.eri«^  by.  general i^.«» and 

hot  there  are  about  three  hundred,  which,  monotony,    which   graUfy  neither 

ooondering  the  shortness  of  the  time  since  the  ear  nor  the  mind;  and  they 

nme  of  tiiem  were  established,  and  the  are  disfigured  by  an  obtrumve  af- 

orremstanees  nnder  which  we  laboar,  »  fectotion  of  closing  the  line  by  a  tri- 
aa  nnnT  as  we  conld  reasonably  have       •  i       _j  ®  j      •- 1   ^if 

earpected.  The  Gospel  is  preached  statedly  ▼»»  ^oM,  omnectecl^  with  the  next 

and  occasionally  in  Chinese  and  Malay;  SO  intimately,. as  to  neutraMse  the 

in  Chinese,  in  three  dialects,  viz.  the  fine  Cadence  of  the  tragic  rhythm, 

l^n,  Ae  Pokien,  t»d  Mandarin.—  ^^  to  give  to  die  whole  very  much 
TBCte  are  nftewtse  pnblic  services  con-      %        .  ^   m,  *.  .    «i 

docted  in   English   and   Dutch.     The  the  air  of  mere  prose,  raetneally 

muBber  of  persons  attached  to  the  mis-  arranged.      With   much   that  was 

rioBS,  or  to  the  missionaries,  from  consi-  objectionable  in    the  subject   and 

dentioiis  no  toibt  of  a  varied  nature,  d  sentiment.  Lord  %ron'»  M  wfred 
mcreasug.    Ine  number  of  emigrations  -£.      \  i     ^• 

ftonTcSia  w  every  year  greater;  and  ^*8     »    magniUeent    producUon ; 

tiitis  a  hffge  and  growing  popidation  is,  were  was    a    lofty  mysticism^   a 

aa^  it  were,  liffown  in  the  way  of  the  mehmcholy,  yet  ^evated  abetrac- 

^iioDis.    Bemfes^^e  floiy  Senpiwr^  kj^^  ^  ^^  conception  and  expres- 

t^m^^^.\:^A  «.„,  wWeh,  «ded  by  a  versKc^ 

Ae  mmber  of  more  than  one  hundrbd  tion  of  exquisite  melody  and  feel- 

AND  FfVTY  THOUSANO  copics,  have  beeit  ipg,  made    that    highly-wron^t 


sd,  sad  (except  a  small  proportion    poem  more  intneatiog  to  us  »*»•»« 
'Z>1'^^  ^^:^,T:L    «7  of  his  other  elusions.     Under 


onde  for  more,  and  we  have  reason  to 
MIefe,  that  the  number  of  those  who 
read  uitai  ti  Abt  from  being  inconsider^ 
anfc. 

"  nPhc?  attentibn  paid  to  fte  education 
of  cfaHdrfen,  begins  to  secure  to  us  the 
coufidence  of  Acir  parents.*' — pp.  2U3 — 

Let  us  not  forget)  that  the  de» 
voted  agent*  in  ^is  arduous  work, 
cium  from  U8  our  strongest  sym- 
pathy* and  our  most  effective  aid. 

Cain,,A  Mattery,    By  LoriByron^ 
Londoii.  laSK 

In  the  volume  irom  which  we 


tills  impression,  we  opetied  Cain 
with  great  eagerness,  expecting  to 
find  in.  the  depth,  and  in  the  deao- 
hite  grandeur  of  that  wild  md  ap» 
palling  subject,  a  ilt  and  full  scope 
for  the  high  and  ai^ple  range  of 
his  gloomy,  but  pow^ul  genius. 
Our  first  parents,  boiai  for  the  con* 
verse  of  God  and  the  profuse 
blessings  of  the  garden  of  the 
Lwd,  "  fallen  from  their  high 
estste,"  soiTowing  lor  ^ir  loss, 
and  yet  more  deeply  sorrowing  for 
tlieir  sin,  subdued  to  their  abject 
conditioa*  and  resigned,  to  the  di&« 
pcnsaticna  of  their  Ifoker,  ineuU 


hav«^  thought  it  expedient  ta  adfict  eating  en  their  children  &e  mourn- 

this  singiilar  poem,  as  tlie  motto  to  ful,  yet  wholesome  lessons  of  mor- 

a  .hvr  comments  on  its  apparent  tali^,  and  holding  up  to  them  the 

design,  and  a  few  animadversions  dim  and  distant  aiiti<^ations  o£  a 

oft  the  popidar  school  of  poetry,  glorious  liberation,    accom^hed 

th^re  are  two  tragedies,  ''  Sarda-  by  the  woman's  divine  and  trium» 

napalus,"  and  «  The  two  Fo^^i ;"  phant  seed.     Abel,  the  meek,  the 
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hoty,  the  MTVaat  of  God,  (iie  da»-  raal  meaning  vj&ry  diflSsrent  firoBi 

ling  of  las  piM^ents,  the  type  of  hit  apparent  eoe.    Wbenhetneera 

Christy  the  victim  of  fraternal  rage  at  the ' '  ranting  Calvinism"  of  Whit- 

and  envy.     Cain,  the  first  mnr-  field  or  Rowland  Hill,  he  aim  far 

derer,  maligaanty  infariated,  oon«  beyond  the  doctrines  of  those  veiie- 

scieacDHBtruck,  starting  in  horror  rable  men,^at  the  very  vitals  of 

at  the  cry  of  his  brother's  blood,  evangeli6al  t^uth.    The  depravi<|r 

and  sallying  forth  into  the  waste  of  man's  nature— ^tiie  necessity  for 

wilderness,  branded  and  accursed,  moral  renovation— the  fofaiessand 

Surely  in  this  impressive  groupe,  freeness  of  divine  grace— the  atone- 

and  in   the    fine  episodes  which  ment— sanctification  of  the  hear^— 

connect  themselves  with  it,  there  eternal  purity,  as  the  essence  of 

was  a  large  and  legitimate  field  eternal  life-— this  is  the  c£m/ against 

for  the  fair  exercise  of  the  deepest  which  he  declaims  with  the  deep 

knowledgQa>f  the  human  character,  and  awful    hypocrisy  of  affected 

The  retrospective  views  of  para-  disbelief  and  scorn,  but  real  con- 

dise,  the  striking  contrast  between  scionsness  and  dreacL 

its  luxuriant  beauty,  and  the  dreary  The  origin  of  poetry  is  distinctly 

barrenness  of  t}ie  young  world,  the  assignable  to  religious  woi^htp,  and 

aiTecting  detaik  q£  the  tall,  the  va-  its  proper  end  is  the  praise  of  God ; 

rieties  of  domestic    feeling    and  but  ther^  has  started  up  a  new 

arrangement,  the  scene  and  cir-  school  of  poetic  aspirants,  which 


cumstances  of  the  memorable  sa^  would  enlist  this  handmaid  of 
crifioe,  might  have  c^led  forth  the  votion    in    the   service  of   odd- 
most  animated  and  touching  pic*  hearted  infidelhy    and  impurity, 
tures  of  natural  and  mcH'al  descrip-  There  is  at  this  momenrt  a  eonspi- 
tion.     And  the  voice  of  God,  the  racy  of  highly  gifted,  but  nnsanc- 
veiled  glories  of  his  awfid  presence,  tified  and  immoral  men   against 
with  the  terrible  denunciations  of  not    only  christian  doctrine,  bat 
his  vindiGtive  justicet,  would,  with  against  christian    morals.      Poly- 
tnmscend«it  effect,  have  crowned  gamy  and  incest  have  been  de- 
'*  the  height  of  this  great  argu-  fended ;    vice    has    been    reeom- 
ment."     But  before  we  examine  mended  in  themost  glowing  strains 
iiow  far   Lord  ByroR  has  availed  of  poetry.      Milton '  invoked  the 
hittselfof  ^esegtandand  impres-  divine    Urania,    but    the  men  to 
sive  lineaments,  we  shall  (dlow  our-  whom  we  have  just  alluded,  call 
selves  to  make  a  few  prefatory  com-  up  their  inspirations  from  the  in- 
meats  on  the  modem   school  of  fernal  depths;    lust  and  impieiy 
poetpy.  have  corrupted  their  hearts,  and 
Lord  ByfSDn  has  somewhere  said,  the  tainted  source   sends  forth  a 
suidjusdysaid,  thatthisisan ''age  rank  and  infecting  stiwam.     We 
of  cant."  Would  that  it  were  other-  will    net    name    ^lese    writched 
wise;  we  wish  that  it  could  be  justly  beings;  we  will  make  no  specific 
said,  that  there  were  none  of  it,  reference  to  th^  works;   let  it 
eitho*  in  science,  in  politics,  in  suffice  to  warn  our  read^n  from. 
commerce,  or  in    religion.     But  all   contact    with  **  the  accursed 
there  is  a  species  of  cant,  if  possi-  thing"— totic^  not,  taste  not,  handle 
•ble,  more  loathsome  than  the  most  Md.    No  one  can  deliberately  reiki 
di^^usting  of  these,  and  that  is^  and  be  innocent.     The  appeal  is 
the  cant  of  infidelity.     The  pro-  to  the  worst  pasdons  of  the  humsm 
fessorof  this  degraded  school,  wh^  breast,  to  sensuality,  to  selfishness, 
he  vilifies  with  his  miserat^  ^ang,  to  pride ;  and  the  spirit  which  ant- 
whftt  he  is  pleased  to  term  the  fa-  miktes  the  compositicm,  is  but  the 
Qstidsm  of  the  Tabernacle,  1ms  a  lure  to  aU  the  present  and  fvdsw(e 
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miseries^  which    are  entaOed  by    ton^    Cowper^    and    consecrating 
alienation  from  God,  and  attach-    their  best  powers  to  the  best  cause 


-ment  to  the  world. 

Against  this  school,  the  Laureate 
has  entered  his  protest ;  but  Mr. 
Sottthey's  is  a  feeble  voice,  and 
the  bungling  conception  and  exe- 
cution of  his  *  Vision  of  Judgment' 
have  subjected  him,  if  not  to  the 
fair  charge  of  intentional  impiety, 
yet  to  the  just  imputation  of  ab- 
sence of  right  feeling.  In  that 
wretched  experiment,  as  well  as 
in  another  striking  instance,  he 
has  mingled  with  the 

**  Fools  who  rush  ia  where  angels  fear  to 
tread:'-* 

Nor  will  the  nonsense  and  blus- 
,  taring  compliments,  which  his  crav- 
ing vanity  delights  to  lavish  on 
himself,  enforce  tibe  flippancy  which 


Montgomery  has  struck  the  harp 
of  Sion  with  a  master  hand,  and 
Edmeston  has  given  a  rich  and 
hopeful  pledge  of  good  things  to 
come.  But  we  must  pass  from  this 
subject,  or  it  willenWge  upon  our 
hands ;  it  requires  a  distinct  con- 
sideration, and,  perhaps,  at  some 
future  period,  we  may  give  it  a 
more  ample  place,  but  now  we  are 
restricted,  and  we  must  pass  on 
to  the  poem  of  which  the  title 
stands  at  the  head  of  I'^Ks  article. 

We  would  not  willingly  hazard 
the  ascription,  even  to  Lord  Byron, 
of  any  sinister  motive  more  rancor- 
ous tiian  that  which  is  confirmed, 
beyond  error  or  evasion,  by  his  own 
act  and  deed.  We  will  not  even  now 
affirm,  that  "  Cain"  was  published 


^nfounds  its  x)wn  smaU  award  of    ^^^  ^^y  ^^^^  ^^an  an  honest  in- 
pn^se  or  condemnation,  with  the    tention ;  but  this  we  most  unhesi- 


.sentences  of   that   tribunal    from 
.  which  there  is  no  appeal. 

There  are,  however,  men  who 

have  not  degraded  themselves  by 

base   compliances  with    the    de- 

.bauched  appetite  of  the  world— 

.  who    have    not,     with     Shelley, 

-Byron,  and  Moore,  ministered  to 

the  vile  cravings  of  the  pampered 

and  lecherous  imagination.   Camp- 

.  bell  has  never  stooped  to  this  igno- 

:  ble  task ;  and  Wordsworth,  in  his 

.higher   moods,  has  poured  forth 

celestial  melodies.     Still,  however, 

,  there  is  wanting  to  the  literature 

of  the  age,  a  school  of  poets,  who 

shall  redeeqi  their  noble  art  from 

its   slavery  to  "  weak  masters ;" 

•  who  shall  prove,  that  the  has^ 

assertion  of  Boileau,  that 

De  notre  religion  Ics  mysteres  terribles 


tatingly  assert,  that  if  any  enemy 
to  human  happiness  had  been 
anxious  to  plant  the  seeds  of  dis- 
trust and  dreary  hopelessness  in 
the  minds  of  men ;  if  he  had  been 
desirous  of  loosening  the  founda- 
tions of  faith,  and  substituting,  for 
its  tranquillity  and  its  consolations, 
the  restlessness  of  suspicion,  and 
the  misery  of  doubt,  he  could  not, 
with  respect  to  sejitiment,  have 
done  better,  or  worse — ^than  tp  pub- 
lish "  Cain."  The  sullen  temper, 
hostile  to  all  that  is  good,  is  painted 
to  the  life,  and  yet  its  wretched- 
ness, its  repinings,  its  rage,  are 
represented  rather  as  the  inevita- 
ble result  of  circumstances,  than  as 
the  effect  of  depravity.  The  evil 
heart  of  unbelief,  if  not  avowedly, 
is  virtually  vindicated ;  and  its  de- 


D'ornemena  egayis  ne  sont  pas  suscep-    pariure  from  ihe  living  God   de- 
^*  '  duced  rather  from  a  rational  scep- 


(unless  there  lurk   some  quibble 
in  the  word  egaySsJ,  is  alike  in 
opposition  to  taste  and  fact.     We 
» have  some  bards  of  genuine  excel- 
•  letice^who  have  chosen  the  better 
"  part,  who  are  treading  in  the  hal- 
lowed footsteps  of  Herbert,  Mil- 


ticism  and  ignorance,  than  from 
criminal,  because  wili^l,  darkness 
and  desperation.  Happily  there 
is  a  good  deal  of  wholesome  dull- 
ness, and  salutary  weariness  about 
the  *'  mystery,"  which  will  contri- 
bute much  to  render  it  innoxious: 
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it  travels  onward  through  a  dead  the  mighty  shadows  of  Hades,  we 
level  of  fiat  •  sentiment  and  unsU-  must  make  up  our  minds  to  a 
mulating  wordiness,  till  the  reader  lengthened  task,  incompatible  with 
becomes  nearly  insensible  to  the  our  views  and  present  leisure,  and 
real  beauties,  which,  at  intervals,  we  trust  quite  unnecessary  to  our 
arise  beside  his  way.     If  the  noble  readers.     Whatever  is  injurious  iii 
dramatist  intend  to   pursue  this  unhallowed  questioning,  or  weak 
plan,  and  to  go  on  with  this  hos«  in  sceptical  sophistry,  will  be  found 
tility  to  evangelic  truth  and  human  here.    As  Christians,  we  are  not 
peace^i  we  rejoice  in  these  symp-  concerned  to  answer  the  disorga- 
toms  of  exhausted    intellect,  aiid  nizing  cavils  of  Lord  Byron,  for 
point  to  them  as  to  a  painful  but  they  bear,    not   on   Christianity, 
usefol  lesson.  but  on  the  grand  problem  of  moral 
The  scenery  of  this  poem  is  ex-  and  accountable  existence ;   nay, 
tremely  imposing.    The  earth  near  they  affect  the  very  hypothesis  of 
paradise — ^the    abyss    of  space —  a  prime  agent      Now  we  really 
Hades ;-— as  far  as  conception  and  feel  it  quite  too  much  to  be  called 
incidental  description  go,  this  is  upon,  in  the  present  day,  to  go 
grand,  and  well  suited  to  the  can-  over  this  exhausted  subject,  on  the 
vas  of  a  mystery ;  but  thou^  we  wanton  diallenge  of  a  voluptuary, 
have  the  morning  orisons  6f  Adam  trembling  at  the  awful  aspect  of 
and  his  family,  the  sullen  sarcasms  future  retribution.     If  his   Lord- 
of  Cain,    the  gentle  fondness  of  shipbe  afraid  to  meet  the  Almighty, 
Adah,    the  passage  of  Cain  and  who  gave  him  cause  for  that  fear  ? 
Lucifer  through    the   regions    of  He  may  vaunt  his  philosophy,  but 
immensity,  the  gigantic  shadows  the    converted    *'  cottager,    who 
of  ancient  and  extinguished  worlds,  weaves  at  her  own  door,"  knows 
the  sacrifice,  the  murder,  the  doom  more,  infinkdy  more,  on  these  ab« 
pronounced  by  the  angel  of  the  struse  subjects,  than    this    spoilt 
Lord,  and  the  exile  of  Cain,-— yet  child  of  rank  and  genius.     We  say 
all  tbese  fail  in  producing  an  ade-  these  things  "  more  in  sorrow  than 
quate  effect ;  the  energy  of  Byron  in  anger,"  for  we  have  an  unfeigned 
seems  to  have  deserted  him,  and  admiration  of  the  transcendent  ta« 
the  few  **  faint  flashes  of  his  spirit,"  lents  which  distinguish  this  gifted 
seem  rather  the  result  of  effort,  man,   and  we  lament    the  way- 
dian  of  genuine  feeling.  wardness  of  spirit  that  has  prompted 
This  drama  opens  with  the  fa^  him  to   reject  his  high  destinies, 
mOy  of  Adam,  assembled  at  sun-  and   to  associate   his  hopes   and 
rise,   for  the  purpose  of  offering  prospects    with    degradation  and 
their   morning  sacrifice  to  Jeho-  despun     In.  what    bitterness   of 
vah  ;    they    successively    express  spirit  are  some  portions,  even  of  his 
their  grateful  adoration  till  Cain  is  Juan,  written, — with  what  fiend- 
called  upon.     He  refuses  to  join  ishness  of  laughter  has  he  modsed 
their  worship,   and  speaks  impi-  and  derided  the  noblest  feelings, 
ously,  and  even  blasphemously  of  and  the  deepest  sympathies  of  our 
the  Divine  Being.     Then  follows  social  nature !    What  dreadful  per- 
a  colloquy  between  Cain  and  Lud-  version  of  high  intellect  blended 
fer,  in  which  the  latter  inflames  the  frightful  compound   of  that 
the  discontent  and  curiosity  of  the  strange  work !    We  felt,  when  we 
formier,  until  he  eagerly  consents  read  the  two  first  cantos,  as  if  we 
to  accompany  him  in  search  of  saw  some  demon  sitting,  like  MiL- 
that  knowledge  which  shall  dear,  ton's  arch-fiend,  on  a  fspoli  of  com- 
orratherconfirm,  his  doubts.  Were  manding  prospect,  ranging,  -with 
we  to  attend  them  on  their  ffight  fierce  and  rejoicing  eye^.  tXie  .whole 
through' the  immense  of  space,  or  drdeof  humsui  crime  and  ^uman 

'  ■  t  '      * 
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woe«  andmarkingit  for  tfaeacenc  and  feUcity  of  jaaa^^if  this  be 
of  his  4nm  destructive  agency.  all-^nd  it  n  very  ftr  Iram  bMg 
Btit  we  are  forgetting  our  im-  all— which  \m  brwgki  io  Mgkt  ^ 
mediate  object:     The  extra-n«i«  ike  Gospel,  we  say,  that  ludi  a 
dane  aeenei^  which  we  have  but  revelation    entitle   that   heft  of 
now  deacribed,  are  succeeded  by  books  to  our  heartfelt  reverenoe 
the  sacrifice  which  leads  to  the  first  and  aooeptatioD.    Let  the  sceptic 
homicide,  l^e  deapatring  eigaav  of  evade  it  as  he  may,  it  is  a  qaeption 
Cain,  the  curse  denoon^  on  Kim  of  fact;  and  the  oiias  of  aoeoiint- 
by  Eve,  tkt  appeansnoe  of  -die  an-  ing  for  the  actual  condition  «finsii- 
gel  of  die  Lord,  and  the  departure  kind    lies  with  him  whosi   eml 
of  the  banished  one^  attended  by  ie^rt  of  unbelief  tnms  finom  the 
his  ihithfiil  wifie.  bright  and  blessed  glory  niihe  nm 
.    Such  is  the  general  outline  of  of  rightemameu,  to  follow  its  own 
this  strange   and  moody  produc-  dim  and  evanescent  meteors, 
tion,  and  such  are   some  of  the        We  thank  our  God  for  that  firm 
feelings  wfaidb  it  has  suggested  to  support  of  history  and  argument, 
our  minds.     We  ehaii  verrture  an  which  fences  round,  as  with  "kifiA 
abservation  or  t#o  on  one  parti-  and  bastions,  the  structure  of  our 
ddar  point  before  we  dose.     The  faith;  but  we  bless.and  praise  his 
great  dikmma  in  which  Loid  By-  hoiy  name,  witli  a  yet  more  fervent 
«m  seems  to  fancy  that  the  adve-  gratitude,  for  that  mcnre  giorious 
cotes  of  revelatian  are  entangled,  evidence  which  visits  the  nehewed 
lies  in  the  difixculty  of  reconciling  heart.    Let  Lord  Byron  and  his 
the  Scripture  hypothesis  of  an  en-  miserable  schod  consult  dieir  true 
tailed  corse,  with  die  ^neficence  wisdom  and  happiness,  and  they 
•of  God,  and  the  acoonntability  of  will  seek,  in  deep  humiliatiefi  and 
man.     Will  his  Lordship  deign  to  penitential  supfilication,  lliia  <mk 
point  out  any  other  theory  that  blessing,  and  finding  it,  they  will 
takes  off  the  pressure  of  this  em-  be  enabled  to  comprehend  how  it 
faarrassraent?     The  Bible  does  no-  is,  diat  their  scorn  and  contumely 
thing  more  than  affirm  and  explain  fell  harmless  from  the  bdiever: 
a   feet,   to   which    the    universal  they  too  will  count  the  reproach 
asfiect  of  the  mental,  moral,  and  of  Jesus  unspeakably  superior  to 
material  world  bears  awful  attes-  the  highest  admiradon  lai^^ed  by 
tation.     Man's  intellect  is   weak  a  mis-deeming  world;   they  will 
and   wayward— man's    nature    is  prize  human  eievadona  at  their 
comiptand  ferocious-— man's  stmc-  just  valu^,  and  look  fer  genuine 
tore  is  the  victim  >  of  disease  and  honoar  and  enjoyment  to  the  en- 
decay— Aand  these  realities  of  sin  during  fevoar  of  God  sdone. 
and  misery  are  not  to  be  evaded  *^vww%^*^ 
l>y jarcMms  «d  ecepticl  dad..  ^          ^  ^   y^^  ,.^  ^  j 

5^!?-  ^^L"  u*^^-       Ti  S!        Eurt.  Edinburgh.  <m  the  iSA 
duaide  of  PyiTho,  m  «ply  to  &e  .  ^J„      1821,  >■  an  alUgcd 
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mystoy,"  hare  no  other  inent  than       ^^^  J^  ^^^  WGa^,  ^hor 

rtite  of  things  «o  man  e  abuse  of       ^^  ^,^^^      y^^    .^   gj^^^ 

bi8  free  agency,  and  of  onlbUnw        ^^     Sva-Clasgow,  1821. 
to  our  view   a  grand    work   of  o     ^. 

msnl  renovation,  moving  parallel  Ws  ehall  resbiet  tMoraehies  to  very 
<with  die  progress  of  sin  and  mi-  UtOe  mnre  than  the  simple  an- 
scry,  and  ultimately  s^naHsing  the  JDonBcement  of  ilie  ^rasent  waA, 
^rhmipli  «f  Dinine  Msrcy.in  the  iwhjch, ,  thouf^  marked  by^  name 
re-establishment  of  the  allegiance    peculiarly  disadvantageous  drcum- 


itancesy  iSy  we  conceive,  a  complete  against    the    defendant  seem    to 

via<yci^ioh  of  tfie  cniiduet  or  the  have  been  spared.    Mr.  Jeffrey, 

defendant.     We  give  no  opinion  if  he  be  truly  reported,  reached 

whatever  on  the  truth  or  falsehood^  some  high  and  peculiarly  happy, 

of  the  diarget^brougkt  agiinM  Mr.  flighta  in  vituperatire  eloqaetice^ 

Scott  by  Mr.M'Gavin,  ibr  really  he  designated  Mr.  M'G.  n/'a 

the  evidenoe  does  not  etiable  us  to  twopenny  scribbler;  a  lay^vme, 

dedde';  but  it  is  sufficiently  clear,  a  woukUbe  theologian,  a  nwrcan- 

that  the  infbrmaition  had  been  so  tile  polemic ;"  we  rsgret,  with  Mr. 

explicitly  oonnnuntcated  to  the  laU  M'Gavin^  that  tiie  whole  of  this 

ter  gentleman  as  to  justify  him  ini  splendM    effunoa    covld   not  be 

bdimng  it,  tbougl^lie  might  po»«  preserved,    but   we    oongratnlate 

nbly  act  somewhat  impruckntly  in  him  on  having  saved  the  twenty 

poblidm^  it.     The  fects  of  the  guineas  that  he  vainly  offitFed  lor 

esse  are  substantially,  though  not  a  full  report  of  the  speech^ 

minqitely,  as  follows.  *   In  the  mean  time,,  the  "  two* 

Mr.   M'Gavin  bad,  in  certaia  penny  seribbleK!"  ia  going  forward 

periodical    publications^    affirmed  with  his  seasonable  ^  and  fiirong* 

that  gross    extorttcms    had  been  minded  attack  on.  popery^  ^nd  we 

practised  on  the  poorer  classes  of  fed  confident,  that  he  will  not  be 

the  Bonanista,  and  enforced  hgi  defeeresd,-  by  any  eiceumstances, 

mexHu;^  of  ecdesbsticnl  censmre,  from  contisuing  his  work/  ayoid?- 

or,  at  least,  by  privation  of  church  ing  personalities  as  £v  as  posaible. 

privfleges^  for  the  purpose  of  bnild-k  They  are  too  apt  to  degencralr. 

ing  and  deodrating  a  splendid  Csi*  into  abioe,  to  be  ia£Aj  ventured 

tholiQ  ehapdi  in  Gla^jow.    TJkeee  on  without  uige&t  necessity;  . 

practices,  ia  a  Tery  odious,  feinn,  .  The  ^  diaadvantsgeDus  eircnM^ 

were*    hj  aometUng  mere  than  stasMses"  to  wbidi  we  aUuded.  io 

imptieatiDB,.  attEibi^;ed  to  the  Rev.  the  first  sentence  of  thia  arlicii^^ 

Andrew  Seott,  the  minister  -of  the  were,,  first,  the  novelty  of.  the  juci* 

new  temple..  .There  was  no  eva*  dical.l0mi%  .which  wcce  theo»  fiw 

sion»  BO  trimming,  most  assinedly,  the  first  tiase,  introduofd.  into  .the 

in  tJbe  mode  of  pnttiiq^  die  mattnr  Sootdsh  courts  by.  the  exterasois 

forward ;    Mr.  M^Gaidn  gave  his  of  jury  trial  to  civil  caaes,   ftona 

fiwts  and  his^iBfesenoea  in  the  most  which  some  little  cmbarraasmewft 

open    and    straigfatoforwaid  way  seema  to  hasre  arisen.  .  Second^r^ 

imagiBsOble  ;  ha*  called  ^^  a  spade  a  the  heat  and  tainted  alimespbeKeef 

spade,"  and  gave  chapter  and  verae  a  crowded  ooort  afiected  the  ahoifr4 

in  his  tefianeaoeS'    Mr,  Scott  £slt  hand  writer  so  nradi,.  that  he  was 

himself  aggrieved,  and  appealed  iobliged  to  xettre  long  before  the 

to  a  Jory  for  eompensati<xi.    A  dose  of  the.  buainess..    These  eim 

verdict  was  given  in  his  finrour;  eumstances  chiefly  affect  the  doss* 

Mr.   M'Gavih'  was   amused    in  boss  of  the.  statement,,  but  thft 

£lOO*damagiBB;'  Mr.Symm£520;  main  difficidty  whacb  pressed. on 

and  the  printers  in  Is^    This  ver^  the  defimdant^  and  wkidiwe  reaUy 

dict^  we  think,  undee  all  the  w-^  ynstden  that  he  eonld  in;  ai^.  ii* 

emoastanoes^  seflected  credit  on  ths  jpree  eountcBaet,  lay  im  th&  almost 

Jury,  ainoe;  timugh  the  evidence  myosaihility  c^  peranading  dui 

heooght  forward  ^  Mr.M^Gavin^  psrtiea  involved  in  the  tanaactistt 

lias«ertaiiiLyieftanour  minds- an  to.  dsne  fionvard.aiid  .giare  ^nA* 

VBBgfinmaa  uttfawmraMe '  to   ths  dence,  papists  against  thisur  priesl^ 

praaeontor,  it  dees  not  appear  to  and  in  lavonr  ef  a  heretic.    And 

oaTe   amonntaf  aitogether  to  a  yet    Mr.  M^Gavin    made  out  » 

oo^spiefeei  Isgid  juati£ation«     At  ateong  case,  and  the  Ju4ge  seema 

the  same  tiss^  no  efforts  to  in<»  to  havn  baaa  of  c^nnion^'that.  it 

flanae   the  minds  of  the    Jurors  was  in  great  part  proved. 
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A  '  Vindication    of  the  ^  Learnings 
Loyalitfi  Morals,  and  most  Chris* 
tian  Behaviour  of  the  Dissenters 
towards  the  Church  of  England, 
In  answer  to  Mr.  Wesley's  De- 
fence  of  his  Letter,   cotwerning 
the  Dissenters'  Education  in  their 
Private  Academies.     And  to  Mr, 
Sacheverets  injurious  Reflections 
upon  them.    By  Samuel  Palmer, 
Quarto,  1705.  pp.  115. 
In  ovx  Book   Worm  for   October 
last,   we  attempted  a  brief  com- 
pariflon  between  the  writings  of  the 
two  most  eloquent  authors  of  the 
seventeenth  century— the  two  in- 
dividuals who  may^  without  dis- 
j^aragement   or    injustice   to  any 
others,  be  denominated  the  glory 
of  their   respective  parties — men 
who,  while  on  earth,  were  placed, 
as   well   by  circumstances  as  by 
conviction,  at  die  very  antipodes 
ef  one  another ;  but  whose  names 
England  pronounces  with  honour, 
and-  hears  with   veneration;  and 
whose  spirits,   delivered  from  all 
that  was  repugnant  to  purity,  or  in- 
dined  to  error,  are,  we  have  no 
doubt,  now  rqoicing  together  be- 
fore the  throne  of  God  and  the 
Lamb.     It  is  with  no  view  of  re- 
viving^ the  animosities  of  the  chris- 
tian church,  or  of  renewing  hos- 
tilities among  our  contemporaries, 
that  we  now  propose  to  enter  upon 
some  further  comparison   of  the 
eontrovertists  on  each  side  of  that 
£ital  ecclesiastical  dyke,  called  Uni- 
formity,  which  the  Church  of  Eng- 
land has  drawn  round  herself,  but 
which  has  so  unhappily  attached 
tibe  two  names  of  ccmfoirmist  and 
non-conformist,  to.  the  individuals 
who  stand  in  the  opposite  reUb- 
tions  of   within,  and  mthaui  its 
boundary. 

The  points  of  opposition  in  which 
we  propose  to  exhibit  those  great 
and  good  men,  will  be  perfectly 
peaceful.   The  contrasts  here  pour- 


trayed  shall  ber  literary,  not  con- 
troversial, characteristic,  not  po- 
lemicaL  It  may  subserve  some 
useful  purposes  to  bring  into  more 
general  prominence  than  can  be 
clone  in  the  review  of  a  single 
book,  those  sterling  and  brilliant 
qualities  which  belonged  not  to  an 
individual  or  two  of  the  age,  or  of 
the  dass,  but  which  formed  the 
substance  of  that  class,  and  im- 
parted a  character  to  the  age  in 
which  it  existed. 

Our  estimate  of  the  learning  and 
talents  of  the  puritan  and  non- 
conformist writers,  must  be  re- 
lated by  comparison  and  contrast. 
It  would,  therefore,  perhaps  be  the 
most  eligiUe,  and  certainly  the 
most  entertaining  method,  todietch 
a  series  of  comparative  portraits, 
audi  as  Baxter  with  Hall,  or  Howe 
with  Hooker:— but  as  this  mode 
might  have  some  appearance  of 
invidiousness,  a^  well  as  expose  us 
to  the  diaige  of  favouritism  and 
partiality,  we  shall  merely  speak 
generally,  and  endeavour  rather  to 
apply  our  observations  to  the  dass, 
than  to  the  individuals. 

It  may  appear  to  many  of  our 
readers  superfluous,  if  not-  out  of 
place,  to  offer' any  remarka  upon 
the  classical  attainments  of  our 
puritan  and  non-<con£oi3nist  ances- 
tors. But  as  nothing  ■  is  more 
common  in  the  present,  day  than 
to  represent  .-them  as  ^'  untaught 
knaves,"  by  those  whose  oibject  is 
depredation,  and  their  means  slan- 
der; we  shall  hot  be  esteemed 
wandering  firom  our  subject,  if  we 
first  venture  to  ofEer  a  dew  remarks 
upon  this  point  An  aoquaintanoe 
with  the  writings  of  Howe,  Bates, 
Baxter,  and  Owen,  .will  assuredly 
convince  any.  one  of  the  extreme 
folly  of  those  who  can  charaoteriae 
these  men,  and  the  whole  dass  to 
which  they  belonged,  aa  unlettered 
fanatics.       It  ia  dear,    that  for 


miJ^   L€artdkg,4ie.ofBUmkrstonnn^ikeCPiu^^t^lafuL^  ft09 

tlieir  naniben^  there  was  at  least  liiitni|fi  gBtA^s,  were  earefiidS^y 

as  machckssiodasid  general  learh^  on  the  side  of  theii^  oppon^Mts. 

tag  amamg  the  poritams,  as  aniong<  Yet»  tti  point  ai  eraditum^  their 

fiidr  exponents.    They  were  not  rateljr  saJTer  by  a  eompariseA  wtfn 

merdy  jgood  schohnrs  in  the  ttiodem  the  most  distinguished  inditiduak 

sense  of  that  phrase,  bat  weie  fa-  againist  wiiom  they  were  laaiatchefl. 

miliar  with  the  writings  of  anti*^  By  the  most  competent  jud^, 

qoity,  and  able  to  refer  to  them  eiren  aiAong  their  antagonists,  they 

with  die  greatest  ikcility.     Pevu  were  acobunted  equal  in  learning 

baps  live  diaraeter  of  the  learning  to  any  in  the  nation,  and  several  of 

which  distinguished  that  age  was  them  were  acknowledged  on  all 

ndier  wide  and  comprehensive,  hands  to  be  the  greatest  prddlgie^ 

than    critica)    and   philosophical,  of  leuning  that  England  ever  pro- 

The  taste  of  the  times,  and  the  dbced.     Of  the  celebrated  Htigfe 

state  of  criticism^  did  not  incline  Broughton,    Liglit^t    confessed 

either  party  to  a  nice  and  scrupa-*  that  he  was  a  mere  child  to  him, 

loQs  exammatibn  of  style,  or  to  and  it  is  certain   that  many   of 

any  thing  like  that  acute,  phtldo-  tibem   were    honoured   with    the 

glad  ^squisatton  which  has  been  friendship  and  ftmiliar  intercourse 

si>  snecessfaily  pursued  in  modern  of  the  most  eminent  continental. 

times.     The  dassicdi  e,ttaihments  seholars  and  philosophers. 

ofthe]^atitan8,therefbre,  confuted  From  the  period  when  thei^ 

m  an  usefiil  practical  &miliarity  consciientious  adherence  to  evan- 

widi  Ifatt  ti^atter  of  the  GtenAt  and  gelical    and    ptfritanioJ  opinions 

fiodiiai  wifit&igs;   and  in  evMy  brought  upon  them  the  Ad:  d 

thing  Hm  went  to  make  np'th^  Uniibrmity,  they  Weii^  not  only 

charaxiter  Of  sound  or  eVei^  emi-  sbtit  but  from  all  th^  rewards'  (if 

nenC  seh<flars,  they  were  not  a  whit  IHeratiire  and  sdeiice,  And  exdiid^ 

behind  tiH^tf  contemporaries.  They  from  those  stations  in  yrMth  tbieit 

had  been  educated  in  the  siime  takiks  and  attainments  wot^hiCve 

sch<M^  imd  eerlleges,  had  ei^oyed  been  brought  into  friH  and  Mt 

tb^  iniltrnctibn  of  Ae  same  masUsrs;  exercise,  but  were  prohibited  A^ 


and  iiriBre.^6tibefSsed  of  all  the  sam^  enjo^ent  of  those  means  of  tiib- 

facAiti^  ftHf  sec(}aitin^  knowle^;  qtmihg  leitmingwiu^  weireposi 

as  th<fi^  idMe  ftprtunatile  rivds  of  ft&heA  by  th^  opponents.    Xfius^ 

tlie  ebn^bWI^t  thirty ;  and  were  Hke  idl  their  Successors^  t!i^  i^ett 

any  fht^^  vindication  of  their  first  cut  off  froAi  the  sOttrees  of 

learning  ntfeesUry,  a  krge  apped  knowledge^  and  tShien  revile«l'  JM 

mi^  be  made  ev^  to  their  t£n*  ^  wmit  of  it  by  Abse  who  had 

tagoMiCs,  and  aaiM^  eoncessioni(  made  it  the  ^dnslVe  ^^erty  dT 

adduced  frofn  authw^s  whidi  k  d^iartered  sect 

woiM'ukeifyshiinid^tei^btttid  Some  tolemble  estiitiite,  BoW* 

theft*  modem-  r^vifers.    If  there  ever,  of  the  portion^  of  Icirtjiiig 

wereOiieortwoihAviihiids'inthe  g^enerally    Amtsed    among    iiMi> 

j^arty  that  e&ceYIed  tlMte  tonidfadag  Ministers/ ntay  be  hi^ 


in  dfe|Mih  and  refinem^Rtbf  general  Itoed  frmt  the  large  proportion  ckT 

literateiv,  or  dasdfcal  attammeni,  thcblbgitekl  and  general  literaitQre 

yet  it  %  to  lie  remembered,  thslt  whieh  ihev  prodtioed,'  a  pofttoh 

theTioit.<!onfbnttistLwa8^the8mdll»r  considerably  tnbTe  tlttoi  commenw 

party,  ^d  that  all'  the  baits  and  curate  with  thefef^  numbers;  and> 

spurs  to  mere  literary  acquisitiott—  from  the  eminence  of  the  indivi- 

those  rewards  and  honorary  dii(.-  duads  raised  up  mider  their  immeL 

tinetionflr,  which  are  the  most  poww  diate  instructions,  to  su^y  their 

erfuT  a^timents  with    ambition,  thurdies  and  congriBgations  with 

and    the  strongest   incentives'  of  pastorr.    It  is  wdl  known,  that 
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y^htxk  the  dissenters  were  excluded  the  ages  that  preceded  lh»faihm, 

from  the  universities  and  other  affirming  at  onc^  the  sufficiency, 

schools  of  learning,  they  adopted  as  well  as  the  pre-eminence,  of  the 

the  plan  of    private    academies,  sacred  oracles,  for  all  puiposes  of 

from  whence  they  sent  fbrth  many  faith  and  discipline.    The  oppo- 

individuals  who  have  contributed  site  party  stopped  far  short  of  all 

largely  to  the  literature  of  their  this.    The  amount  of  their  zeal 

country,  and  acquired  for  them-  and  .  efforts    terminated    only  in 

selves  the.  renown  of  the  most  pruning  popery  of  its  luxuriances, 

eihinent  scholarship.     These  facts  not  ii)  destroying'  it;  in  removing 

dearly  evince  that  the  tutors  of  the  excrescences,  but  retaining  the 

these  men  had  been  scholars  of  no  bo4y  and  the  spirit  of  the  system* 

ordinary  rai^ ;   and  when  it  is  With  them  protestantism  was  a 

knomi  that  by  &r  the  larger  por^  principle  embraced  for  use,  not  for 

lion  of  the  most  elaborate,  useful,  its  own  saHe ;  it  was  appealed  to 

a^d  learned  works  in  theology  and  as  the  vindication  of  what  met 

SAorals,  and  critical  science^,  qow  their  wishes  and    interests,    but 

esteemed  as  standard  authoritiesj  aJpfandoned  when  it  would  have 

were  produced  by  these  men,  it  led  to  less  pleasing  issues,  and  a 

^ught  for  ever  to  shield  them  from  niore  general  reformation  of  abuses, 

the  slanders  ^of  the  ignprant  and  Thus,  then,  they  had  to.  seek  for 

malicious.  snpport  from  different  principles 

.   It  may  be  further  noticed,  that  and  a   different  authority.     The 

-  the  rise  of  puritanism  was  marked  contests  in  which  the  two  parties 

by  the  introduction  of  an  entirely  engfiged  naturally  led    th^  to 

Sw  school  of   theology,^  among  diverse  lines  of  study^  and  formed 

at  eminent  class  of  divines  whi(£  their  minds,  to  different  habits  of 

](vas  attached  to  the  calvinistic  q[>i«  thought  and  reaQoning.  The  mode 

;pions— -we  mean  particidarly  as  to  of  controversy  which  the  puritans 

^eir  modes^of  reasoning,,  and  the  assumed  almost  restricted  their  at- 

general  character  of  their  theolo*  tention^  at  least  as  an.  authority,  to 

ffioai    ancl    literary    p^uctipns.  the  simple  dictates  of  Scripture; 

fhey,  assumed  a,,  %^  of    study  while  the*  opposite  party  applied 

luore. strictly  pro^tf^/on^  than  ha^  themselves  to  the  jmore  dHigent 

^^existedintheprotestantchiurch  study. of  christian  antiquity,  and 

(^  England.  The  fyAd^  sipd  inqui-^  kapt  their  eye  steadily  fixed  on  the 

-fd^tiye,  apct  adve9tyrouB  spirit .  of  asuthority  <^  fathers,  and  the  piac- 

m^ ny  pf  t|ie  contineiital  reSbrmer^  tice  of  ages,  as  the  bulwark  of  the 

f^  (lifftfs^  itself  tjirqugh  a^larg^  orders,  constitution,  and  discipline 

Ti^^iber  of  learned  ^iiidpio^s  ippn  of,  Uieir  church*      The  puritans 

in  Great  Britain,  and  had  p^oduQed  and    nonconformists     constantly 

9^^  €fntkp  ,c)i«satisfi|ption  with  die  i^ed  at  the  reduction  of  that  au- 

^sf^^oi-protestantismof  their  churchy  thoi^ty^  which  it.  was  the  study 

^dwithrthe subtle distinct^qns and  apd. policy  of  their  <^ponents  to 

jqy^et^ohal^   authorities,    whicby  e^udt  and  enfuyrcev    There  were, 

sJbqtb:ia  theolqgy  and  mpi;i|ls,  )ui4  jin4eed, .  p^any  among  them  com- 

.jj]|een  so  Jong  submitted  to  in;  gqI^  patently  acquainted,  with  all  the 

j(^;es  and  universities.  Their  pmi-  early  &thers,  and^w^th  christian 

.tanism  cpnsisted  in,  and  generated,  antiquity  in   general,    nor    were 

a  spirit  more  free  and  independent  they,  as  a  body,  in  any  way  defi- 

.Tbey  entered  upon  the  pursuit  of  cieht  in  this  species  of  literature ; 

.truth  -  ill  a  new  field,  and  with  a  yet  it  may  be  reasonably  inferred, 

jiew  apparatus  of  investigation  and  that  when  they  lost  their  venera- 

^fgument.     They  renounced  hur  tion  for  the  authority,  they  would 

ioaii  authorities,  stepped  back  to  lose  some  of  the  motives  to  the 
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study  of  christian  antiquity.    This  hath  not  seen ;  and  if  he  under- 

remark  will  be  powerfully  exem-  take  all,  the  lengdi  of  man's  life 

plified  by  die  following*  beautiful  ctonot  extend  to  give  him  a  Mit 

passage    fVom    Milton'^  reply   to  and  requisite  knowledge  of  what 

Bishop  Hale.     We  shall  he  par-  was  done  in  antiquity.    Why  do 

(loned  for  the  introduction  of  it  in  we,  thereft>re,  stand  worshipping 

this  place,  on  account  of  its  own  and  admiring  this   inactive  and 

excellence,   but  especially  on  ac-  Hfeless  Colossus,  that,  like  a  carved 

count  of  the  full  eluddation  ft  giant,  terribly  menacing  to  dul-' 

contains  of  that  feature,  among  the  dren  and  weaklings,  lifts  up'^liisf 

puritans  to  which  we  have  been  club,  but  strikes  not,  and  is  Buh^ 

referring.  ject  to  the  muting  of  every  spar* 

'*  If  others  may  chance  to  spend  row  ?  If  you  let  him  rest  upon  his 

more  time  with  you  in  canvassihg  basis,  he  may,  perhaps,  delight  the 

later  antiquity,  I  suppose  it  is  not  eyes  of  some  with  his  huge  and 

for  that  tliey  ground  themselves  mountainous  bulk,  and  the  quaint 

thereon;  but  that  they  eikleavoiiir,  w'orkmanship  of  his  massy  limbs, 

by  sheywing  th^  corruptions,   in-  but  if  ye  go  about  to  take  him  Hi 

certainties,   ahd  disagreements  of  pieces,  yemar  him;  and  if  you  thii/k, 

those  voluines,  and  the  easiness  of  like  pigmies;  to  turn  and  wind  him 

erring,  or  overslippitt  j  in  such  a  whole  as  he  is,  besides  your  vain 

boundlesB  and  va^  search,  if  tihey  toil  and  sweat,  he  may  chance  to 

may  not  convince  those  that  are  so  fail  ^  upon  your  own  heads.    <5o, 

strongly  persuaded  thisreof ;  yet  to  therefore, '  and  use  all  yoiur  art; 

free  ingenuous    minds    from    an  apply  your  sledges,  your  levers; 

over-awfiil  esteem  of  those  more  and  your  iron  ctows,  to  heave  and 

ancient  thin  trusty  fathers,  whose  ha«ile  your  mighty  Polypheme  of 

custom   and  fond  opinion,  weak'  antiquity,  to  die  delusion'  of  no* 

principles^    and    the   neglect    o^  vices    and   unexperienced  Chris^ 

sounder  and  superior  knowledge,  tians.     We  shall  adhere  close  tb 

hath  exalted  so  high  as  to  have  the  Scriptures  of  God,  which  h^ 

gained  them  a  blind  reverence  i  hath'  left  us,  as  the  just  and  ade'- 

whose  books,  in  bigness  and  ntml-  quate  measure  of  truth,  fitted  and 

ber  so  endless  and  immeasurable,  proportioned  to  the  diligent  study^ 

I  cannot  think  tliat  either  God  or  memory,  and  use  of  every  fttdVml 

nature,   eitlier  divine   or  humati  man,  whose  every  part  consenting; 

wisdom,  did  ever  mean  should  be  aiid   making  up  the  harmonious 

a  rule  or  reliance  to  us  in  the  de-  symmetry  of  complete  instruction, 

cision  of  any  weighty  and  positive  is  able  to  set  ^out  to  us  a  perfect 

doctrine :  for  certainly  every  rule  man  of  God,  or  bishop,  thoroughl3r 

and  instrument  of  neoestory  know-  furnished  to  all  tbe  good  works  6f 

ledge   that   Ood  hath  gtVen  its,  his  charge :  and  with  this  weapon^ 

ought  to  be  so  in  proportion,  as  without  stepping  a  foot  further^ 

may  be  wielded  and  managed  by  we  shall  not  doubt  to  batter  and 

the  life  of  man,  without  pennii)g  throw  down  your  Nebuchadnez^ 

him  up  from  the  duties  of  hiiman  zar's  image,  and  crumble  it  like 

society :  and  such  a  rule  and  in-  the  chaff  of  the  summer's  thresh- 

strament  of  knowledge '  perfectly  ing  floor,    as    well   the  gold  ci 

is  the  Holy  Kble.*    But  he  that  those  apostolic  successors  £at  you 

shall  bind  himself  to  make  anti^  boast  of   as  your    Conttantinian 

quity  hk.mle,  if  lie  i^eod  butpart,  silver,  together  with  the  iron,  tlie 

besides  the  difficulty  of  choice,  his  brass,  and  the  clay  of  those  kUuddj^ 

rule  is  deficient^  andtutteidy'unisa-  and  strawy  ages  that  foUow,"-^ 

tisfying ;  for  th«re  may  ^be  other  ^  Animad,  on  Remonstrant's  DefeHt^ 

writers  of  anbther  nond,  wlwfeh  he  It  was  irom  the  line  of  stU^ 
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b«rer^errpd^^  that  the  confoniii^t    Itbefefore,  the  writings  of  the  &- 
cHvine»  (kew  much  of  their  eb-    thers,  on  subjects  mope  glorious, 
fuence,  and  roost  of  their  argu-    though  in  a  style  leas  dear  and 
ments,  and  from  whidi  their  writ-    perfect  than  the  true  claasiesy  cod- 
ings  derived  an  appeamnce  of  re-    stituted  a  sort  of  dying  glow  of 
se^ch  and  erudition  peculiar  to    both  those  languages^  the  fteble, 
Aesnsekes.    It  was  the  school  in    but  yet  enchanting  rays  of  their 
^hich  they  had  studied  their  theo-    declining  sun.     These  copious  and 
bgy^  the  medium  through  which    precious  relics  ci  christian  anii- 
they  itiewed  the  Scriptures^  and    quity^  so  splendid  in  t^iemselves, 
the  only  arena  on  which,  with  any    and  so  immediately  associated  with 
prospect  of  success,  they  could  in-    the  foundation  and  defence  of  ec- 
duce  their  adversaries  to  engage,    clesiastical  establishments,  consU- 
Christian  antiquity  had  been  the    tuted  to  every  churchman,  an  ob- 
Strong  liold  of  popery,   and  the   ject  of  literary    gratification,   of 
half-reformed  church  wishing  to    personal  interest,  and  of  religious 
retain  its  hold  on  the  superstitious    awe.      They  were   closely    asso- 
prejudices  of  the  people,   felt  a    dated,  and  by  early  habit,  with  all 
powerful  predilection,  almost  a  re-    he  had  been  taught  to  admire  as  a 
ligious  veneration,  for  the  authority    scholar,  and  venerate  as  a  christian, 
of  ^hers  and  saints,  and  seemed        The  puritans,  on  the  other  hand, 
disposed  to  rival  in  attachment  and    had  percdved  the  depth  and  ex- 
homage,  the  most  devoted  of  their    tent  of  the  principles  of  protestan- 
Cathdic  antagonists.    This  done    tism,  if  not  fully,  yet  more  dearly, 
bad  proved  the  mighty  and  mys-    And,  if  they  did  not  push  those 
lerious  incantation  by  wbkh  the    principles  to  their  full  and  gamine 
hiecarchies  of  Christendom    had    results,  they  yet  saw  their  bear- 
q^U-hound  the  understandings  of  ing  in  this  divectaon,  as  requir- 
mankind   for  ten  coituries,  and    ing  an  entire  renundaticm  of  the 
hdd  together  their  own  immense    shackles  of  antiquity,  and  an  un- 
upd  heterogeneous  masses.    Most   reserved,  unambiguous  deference 
of  the  conformists   voierated  the    to  the  authority  of  Scripture,    This 
authority  of  councils,  and  the  cus-    their  opponents  accounted  not  only 
t(Nns  of  antiquity.     They  had  been    a  sort  of  gothic  insensibility  to  the 
educated  in  schools,  where  fathers    charms  ^  genius  and  eloquence^ 
and  sunts  held  a  sacred  dominion    but  as  a  reprehensiUe  defect  of 
over  consdence  and  reason ;  and  a    veneration    for   the  martyrs  and 
large  portion  even  of  their  most    confessors  of  the  church.     Thus, 
learned  and  ebquent  divines,  felt    it  was  often  interpreted  as  a  proof 
but  half- weaned  from  a  churdi  in    of  bad  taste,  and  of  a  rash  and  un- 
which  they  were  canonized  and    disdplined  understanding.     There 
worshipped.    Much  of  the  splen-    might  be  some  tntHi  in  the  fact 
dour,  and  all  the  secularlty  of  the'  alleged,  but  there  was  none  in  the 
diurch  had  flowed  in  from  this    way  of  accounting  for  it.      The 
prolific,  but  poisonous  fountain.         simplicity  and   unadomedness  of 
This  particular  study  had,  there-    truidi,  which  had  become  the  ob- 
fore,  become  an  object    both  of  ject  of  their  eager  pursuit,  and  the 
|W>li^  and  ambition.     Nor  must  effort  to  present  it  to  the  miadb  of 
WB  omit  to  remark^  that  their  fb*    others  f^  from  aU  dehasing  mix- 
vourite  pursuit  possessed  the  ad-    tuce,  and  detadied  from  all  the 
4itiqnd    incQniives  of  the  most    s|dendid  and  imposii^  appendages 
fiowerfuji  IHemry  fttscinatton,  as  its  -  with  which  it  had  been  so  Imig 
objects,  existf^d  in  the  only  two  Ian-   4yUied,  might  cast  an  air  of  bakk- 
gUiVgeSjd^nominatedbytbeoanunDn   nesa  and  ungracefidnsss  pvttr  most 
aipienl;  of  the  dviliattl  woddi.  th§  isf  .iMr  wvitings^  vAma  viewed  in 
^lassioalf    To  the  dassieal  scholar,    competition  witti  their  polished  and 
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eloquent  rivals.  Perhaps,  too^  the  were  coiiducted  in  the  nioat  quiet 
newly  kindled  passion  for  pure  and  unostentatious  manner,  they 
and  simple  truth,  as  it  stood  in  could  pot  escape  the  notice  of  that 
the  saored  recocd,  had  prostrated  malicious  jealcMisy,  which  would 
every  inferior  feeling,  and  had  have  denied  to  those  excellent  men, 
made  them  culpably  negligent  of  all  the  rights  of  humanity,  and  all 
inferior  graces,  or  of  the  beauty  the  comforts  of  religion.  They 
and  appr^riateness  of  the  garb  in  were  represented,  as  promoting  by 
wluch  truth  was  to  show  herself  these  institutions,  neither  religion 
to  the  world.  Perceiving  the  in-  nor  )eaming,  but  rebellion  and  im- 
jury  which  had  resulted  to  the  morality.  In  these  base  assaults, 
cause  of  the  Gospel,  from  its  Mr.  Wesley,  a  clergyman,  who  was 
having  become  secularised,  and  an  apostate  from  their  principles, 
made  a  mere  matter  of  interest,  or  the  infamous  Sacheverel,  and  some 
of  display  for  the  genius  of  worldly  unknown  and  very  suspicious  au- 
men;  and  having  themselves  but  thority  intheli&of  Mr.Bonnel,ber 
just  emerged  from  the  dark  and  eame  the  distinguished  impugners 
ungenial  atmosphere  of  the  schools,  of  the  dissenting  academies.  Mr. 
they  possibly  went  to  an  opposite  -  Palmer  came  forward  in  their  der 
extreme,  and  contracted  a  sort  of  fence,  and  wrote  several  pamphlets, 
stem  disregard  or  contempt  for  the  in  which  he  ably  exposed  the  false- 
opinions  of  men,  and  a  distaste  for  hood  and  intolerance  of  those,  who 
tilQse  graces  atid  ornaments  which  would  have  prejudiced  the  govem- 
others  studied  witK  so  much  care,  ment  against  them.  The  pamphlet 
They  would  acknowledge  no  att-  powbefc»«  us,  is  full  of  interesting 
thority  in  theological  controversies,  information  upon  dissenting  his- 
but  die  sacred  Scriptures;  and,  tory,  and  contains  some  curious 
however,  thi^  might  expose  tJiem  and  valuable  anecdotes.  We  can 
to  scorn  in  a  profligate  and  worldly  make  room  only  for  the  two  fol- 
age,  it  will  remain  an  imperishable  lowing  sections. 
monument  'of  the  greatness  and  **  Tis  knowa  to  all  men,  that  have  ob- 
piety  of  their  minds.     Though  it  served  any  thing  of  the  past  conduct  of 

brought  upon  them  in  this  worid,    T  i;''^'^^^,  ^?''^^  "V  ^^**  *  P/^^  ^J 

^,       *»    ^     ~  .  •^1    ^    /»  •      the  charge  against  us  has  been  a  defect  of 

the  contemptuous  epithet  ot  p/ri-    learning,  and  no  man  of  rcadUig  can  be 

tans,    it  was    the    indication   of  a     ignorant,  that  it  has  been  made  use  of  as 

purity  and  a  glory,  which  will  out-    *n  argument  gainst  us.    *  That  our  ig- 

last  the  world  of  which  they  were  '^'^  ledusfii-stiuto  a  sc/riW.  and  t!^n 

.  r  y^   .  r,  ^  therefore,  it  was  by  no  means  adviscabie 

not    worthy.       But    wp    tear   our  ^^  any  persons  to  trust  the  conduct  of 

readers  will  charge  us  with  having  theur  souls  to  such,  who  wanted  learning: 

forgotten    the    W<Mrk,    whose    title  and  capacity  suflScient  to  be  their  guide/ 

Stands  at  the  h&d   of  this   article,  ^e  knew  tfese  insinuations  to  be  false 

i¥r      ^i_       /•         ^  A.  A.    ax.  *na  had  a  sett  of  ministers,  who  have  at 

We,  therefore,  turn  at  once  to  the  ^n  ^^^^  discovered  their  value  for  leam^ 

subject  of  It,    The  exclusion  of  the  ing,  as  a  proper  means  to  enable  'em  to 

non-confprmists  from  the  churcheSj  perform  the  duties  of  thdu*  sacred  office* 

led  to  the  formation  of  their  sepa-  And  as  they  saw  the  use  and  advantage 

.  .»  A    J  .-£4.     au  to  religion,  from  a  learned  education,  so 

nite  9ongregaUons.  And  after  these  ^^^  endea^our'd  to  fix  it  upon  posterity, 

had  been  estabhsaed  a  few^  years,  as  a  matter  of  the  highest  consequence^ 

it  was  natural  enouirh  for  minist^s  that  whoever  undertook  tMs  great  work. 


be  «iBtained>     Theb  youth  were  incourag*d  them  to  venture  on  the  pulrBck 
all   excluded  from  public  schools   Instructing  of  others,  to  tign  and  seal  this 

and  universities,  and  tiheir  only  re^  t^venant  of  God,  bnd  hkss  the  people  in  his 

SQuree   vtes  the-  establishment  of  •'***^'  ^thout  a  competent  degree  of  aU 

source  W^  W  W^WW»ent  «tt  sorts  of  Hteratofe  necessary  to  ttiatsacr^ 

private  aenmuaittf.    Though  U^uom  cbar^ter  and  oflice.''-pp.  J?,  3. 
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*<  Ttf  iu^sl  to  debar  us  ofaprioate  eduea' 
tion,  hecatite  'tis  the  Church  of  Englayid's 
cumjkuttt  that  we  stand  excluded  frem  the 
publick  schooU,  'Tis  our  desire  to  draw 
Irom  these  noble  founteins,  but  if  we  are 
unreasonably  bar'd  from  'em,' can  it  be 
our  reproach,  that  we  hare  such  an  ardour 
for  learning  as  to  pursue  her  by  all  the 
best  methods  that  we  can !  And  'tis  so 
easie  to  cure  this  part  of  the  schism^  that 
we  cannot  account  for  it,  that  the  uitnier- 
sities  shou'd  not  desire  it ;  'twou'd  be  a 
thing  so  much  to  the  honom:  of  that  body, 
and  Such  an  addition  t6  her  interest,  that 
it  mast  needs  be  some-trhat  uncommon 
;^at  prevents  our  incouragement  there, 
and  thai  forces  us  either  upon  an  obscure 
and  private,  or  else  a  foreign  education. 
"lis  otir  ardent  desire  to  spend  oiu*  for- 
tunes at  home,  and  in  community  with 
our  brethren,  rather  than  abroad,  and 
why  it  should  not  be  the  church**  incUna-' 
tion,  that  we  shouM,  is  a  mystery !  For 
what  shou'd  hinder  our  admission,  who 
have  the  same  faith,  doctrincst  and  essence 
of  worship,  who  have  the  same  interest  oitd 
concern  to  support  both  the  Protestant  reU" 


gim,  and  the  government  f  who  have  given 
the  same  securities,  and  are  .yet  ready  to 
give  greater,  if  the  wisdom  of  our  supe- 
riors shall  require  it  ?  And  are  ready  to 
submit  to  any  thing  that  may  not  violate 
our  consciences  in  the  veiy  points  in  which 
we  differ. 

*'  Thus  we  have  long  since  expressed 
our  desire  to  be  content  with  some  of  the 
more  inferior  colleges  or  halb,  under  the 
prudent  regulation  of  the  law,  any  civil 
or  moral  test,  and  inspection  of  the  Vice' 
Chancellors  and  others.  But  if  this  be 
thought  too  much,  1  hope  'tis  not  unrea- 
sonable to  ask,  why  are  oaths  impos'd 
upon  youth,  even  at  twelve  or  fourteen 
years  of  age  ?  Why  must  our  children  be 
sworn  to  conform  before  they  can  possibly 
Yindcrstand  what  conformity  is  ?  And, 
therefore,  we  wou'd  presume  to  ask, 
1.  That  we  might  not  be  oblig'd  to  swear, 
that  ire  will  roirferm.  2,  That  the  laws  and 
statutes  of  the  university  may  be  explaitCd 
and  ascertain*  dt  which  are  in  force  and  which 
arc  not :  That"  we  may  know  ^hat  we 
do  in  a  promissory  oatii."— pp.  11,  12.^ 
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Wishing  to  make  this  department  of  our  work  as  complete  as  poasifale,  we  ear- 
nestly beg  our  Correspondents  to  furnish  us  with  all  documents  and  ioformation 
relating  to  it,  addressed  to  the  Editors^  at  the  Publisher's. 


CUMBERLAND. 

(Continued  from  p.  166.) 

Broughton  (Baptist).  It  is  believed  that 
the  small  Baptist  church  at  Broughton 
has  existed  ever  since  the  time  of  the  Com- 
monwealth, when  the  Gospel  was  intro- 
duced there  by  the  preaching  of  an  officer 
of  .dragoons  in  Oliver  Cromwell's  army, 
then  besieging  Cockcrmouth  Castle. 
However  this  may  have  been,  it  is  cer- 
tain that  the  present  meeting-house  was 
built  a  few  years  after  the  restoration, 
but,  about  tw)snty  years  ago,  underwent 
considerable  repairs.  The  names  of  the 
minister  here  are,  as  far  as  our  means 
of  information  extend,  John  Wilkinson, 
John  Ware,  Samubl  Blenkinsop, 
'  Ralph  Ruston,  Thos.  Palmer,  Jacob 
Hulton, Dawson,  Samuel  Rus- 
ton. From  the  andent  ''  Register  of 
the  church  gathered  in  and  about  Cocker* 
mouth,"  mostly  written  by  that  excellent 
^n,  Mr.  Georqe  Lakkham^  whq.w^ 
ejected  &om  that  place  in  1662,  we  learn 
the  following  particulars ;  "  The  twjcnty- 
^ighth  day  of  January  (or  rather  of  .^e 
eleventh   month),    1651^.  .the  ^oWcb, 


thinking  of  branching  (or  rather  swarm- 
ing) foorth  into  two  congr^tions,  one 
of  the  one  side  oi  the  water  of  Derwen, 

.and  the  other  of  the  other  side,  they 
thought  it  meet  to  make  choice  of  ano- 
ther deacon  who  might  be  ordiuned ; 
accordingly  John  haama^j  of  Broughton, 
was  unanimously  elected.  The  sixteenth 
of  July,  in  the  j'eare  of  1 6&2,  there  was  p. 
solemne  meeting  of  both  the  churches, 
(viz.  tliis  of  Cockcrmouth,  and  another, 
called  the  church  of  Broughton,)  in  the 
publicke  meeting-place  at  Brigham, 
where  they  jointly  humbly  sought  the 
Lord  in  praier  to  unite  their  spirits  in 
love,  they  differing  in  judgment  in  the 
point  of  raedobaptisme. — Which  church 
then  (16d4)  began  to  be  generally  shaken, 
mpfttpfthemincllBJngtoQuakerisme;  as 
by  their  longletter  to  us  (kept  among  other 
letters  by  us.)  may  and  doth  appear. — 
The  sixteemh  day  of  the  fourth  month 

'  (li654)  that  dehige  of  errors  Ihat  had 
>OveFflown  the  copiitry,  and  had  >  quite 
shattered  to  pieces  the  other  congregation 

.  a'bout  Broughton —-only  some  few  pieces 
'tff  the'  people  have  come  to 'land,'* and 

'Jm4'  tegetheri  in  yiWHiiWHrtnii.  **■  John 
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Wilkinson,  the  pastor  of  that  church  he  remiuned  till  the  commencement  of 
departed  with  the  most  of  that  people  to  the  American  war,  when  he  emigrated  to 
the  Quakers,  to  his  great  shame  and  in-  that  country.  On  his  departm^,  Mr- 
famy.  The  Lord,  at  last,  convince  him  Dawson  supplied  for  about  twelve 
of  his  sinne.  Amen,  Amen,  Amen!"  months,  but  not  proving  acceptable, 
WilHam  Penn,  in  alluding  to  this  cir-  the  congregation  was  destitute  of  a 
cnmstance,  calls  him,  **  John  WUkinson^  settled  minister  for  about  two  years, 
of  Cockemwuth,  formerly  a  very  zealous  when  Mr.  Hutton  returned  from  Ameriem, 
and  able  Independent  minister." — Penn's  add  i^-assumed  the  pastoral  charge  till 
Preface  to  Barics's  works,  in  Clarkson's  the  year  1818,  when  he  again  crossed  the 
Mem.  vol.  ii.  p.  .^5.  The  Register  con-  Atlantic,  at  the  age  of  seventy-six  years, 
tinues — "  In  1670,  Aprill  the  26tli,  the  He  was  a  man  of  very  moderate  educa- 
ehurch  mett  with  the  people  about  tion,  by  no  means  of  popular  abilities^ 
Broughton  at  the  liouse  of  John  Thompson,  and,  till  very  shortly  before  his  final  de- 
in  Great  Broughton,  where  the  pastour  parture,  professed  high  Catotnutfc  doc- 
spake  from  Heb.  xi.  13.  After  that  dis-  trines.  Before  Mr.  Hutton's  departure, 
course,  tiiere  was  consultation  with  re-  the  church  was  greatly  reduced,  the  old 
ference  to  the  way  how  the  worke  of  members  having  gradually  died  away,  and 
God  should  be  carried  on.  It  was  agreed  few  rising  up  to  occupy  their  stations, 
that  our  meetings  for  the  present  should  not  above  twenty  members  remained; 
not  be  so  popular  and  publike,  because  Mr.  Samuel  Ruston,  (a  native  of  thin 
of  that  act  of  parliament  lately  made."  village,  and  grandson  ofKALPH  Ruston,) 
The  next  name  that  occurs  in  the  list  of  then  took  the  pastoral  chaige.  He  had 
ministers  is  Mr.  •— —  Ware;  a  man  received  his  preparatory  education  for 
much  esteemed  for  his  work's  sake.  I^  the  ministry  from  Mr.  CharUs  WhiUfiekd^ 
was,  according  to  the  report  of  those  who  of  Hamstediey,  in  Jhtrham,  A  Sabbatli 
knew  Mm,  a  very  pious  man,  and  a  very  school  is  taught  in  the  meeting-house  on 
acceptable  preacher.  Little  of  his  per-  the  Lord's-day  evening,  consisting  o: 
sonal-  history  is  known;  it  is  not  even  about  one  hundred  and  forty  soholai% 
certain  wfaetner  he  continued  till  his  de-  and  twenty  teachere  of  different  religiow 
cease. at  ^rong^ton,  or  removed;'  but  denon^nations.  • 
the  former  opi^on  is  the  most  probable.  Carlisle. — The  earliest  intimation  of 
Mr.  Samuel  Blbnkinsop,  or  Blenkin-  non-conformtly  in  Carlisle  is  given  by 
SHIP,  is  the  next  ministef^f  whom  we  Mr.  Brook;  (Lives  of  Puritans,  vol.iii. 
'have  any  certain  account ;  from  an  old  p.  505,)  who  says,  that— <<  Afo.  Lowth 
manuscript,  we  find  that  he  was  pastor  of  was  some  time  minister  at  Carlisle,  but 
the  church,  at  this  place  in  the  year  1715k  in  1574,  was  prosecuted  in  the  high  corn- 
He  died  in  1734,  as  appears  from  the  mission  of  York  for  .  non-conA>rmity. 
memorial  on  lus  grave-stone,  which  is  Having  compared  the  severe  proceedings 
yet  extant  r  in  4^  meeting-house  burial  of  Archbishop  Grindai,  and  other  oom-^ 
yard*  CNir correspondent  states,'*  Some  of  missioners  to  the  Spanish  Inqidsition,  he 
the  old  people  aliTe  when  I  was  a  boy,  had  was  charged  with  slander*  But  the  prin- 
known  him,  and  spoke  highly  of  him,  as  dpal  crime  aUegedagunst  him  was,  that, 
an  upright  conscientious  Christian^"  He  tlwugh  he  had  laboured  in  the  ministry 
was  succeeded  by  Mr.  Ralph  Roston^.  about  16  years,  he  had  never  been  ordained 
from  BridUngton ;  he  died  nt  1762,  aged  according  to  the  practice  of  the  Chmrch 
7&  Some  years  before  his  death,  he  be**  of  Engird.  After  receiving  the  code- 
came  superannuated,  when  the  church  riastical  censure,  he.  made  suit  to  the 
inrited  Mr.  ThomXs  Palmer,  of  HuU,  Queen,  ftn^  the  Archbishop  of  Canters 
The  time  of  his  arrival  at  B^ughton  in  bnry  for  pardon ;  which,  said  Grindai, 
not  certain,  but  he  was  at  Hull  in  1747.  was  intolerant.  Grindai,  therefore,  wrote 
Mr.  Palmicr  was  a  native  of  Brbugbton,  to  his  brotiier  of  Canterbury,  and  prayed 
and  descended  from  an  atncieat  and  re-  him,  if  it  were  in  his  power,  to  stay  Mr. 
spectable  fiinuly.  >  He  had  received  his  Lowth's  pardon.  This,  as  might  be  ex- 
edncation  at  one  of  the  Scotch  univer-  pected,  Arehbiriiop  Paiker  promised  to 
nties,  and  was  reputed  a  good  classical  do  with  idl  faithfulness.^'-:— Comfort 
schcdar.  He  wrote  his  sermons  in  short-  Star,  M.A.  is  reported  (Palmer^  vol.  i; 
hand  at  foil  length,  and  read  them  with  p.  378)  to  have  been  the  only^jected  voir 
great  solemnity  and  affection.  .  Of  these  nister  of  this  city  in  1662.  His  name 
manuscript  sermons  he  left  behind  him  occurs  in  the  list  of  fellows  of  Harvard 
many  volunies,  but  it  is  not  known  that  College,  New  England,  in  1647,  (Ma- 
be  published  any  works,  except  a  small  other's  Magnalia  Clfristi.)  We  have  no 
treatise,  entitied  f*  An  Address  to  Un-  certain  intelligence  of  a  non-conformist 
baptized  Believers.*'  He  died  in  1773,  congregation  being  immediately  collected 
aged  55,  and  left  behind  him  an  excellent  after  that  event.  This  was  done,  how- 
cbaracter.  On  his  death,  Mr.  Jacob  ever,  at  no  distant  period,  as  there  is 
.  HuTTON,  from  Tattlebach,  accepted  the  satisfactory  evidence  of  Daniel  Jackson 
-  cbarge  of  the  church,  in  which  situation  being  the  nunister  in  1692,    The  follow- 
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ing  notice  appean  in  the  rerf  ancient  and  World," 
▼alna)>le  *^  Register  of  the  diurch  at  Sermona 
Cockerraoath.'* — «  January  27,  (1692,) 
the  clturche  had  a  meeting  at  Codier- 
month,  where,  after  a  seroion  preached  by 
the  pastor  from  1  Peter  ii.  9 ;  there  were 
aerendl  letteiB  from  elder  Eagksfield,  at 
Carlisle,  giving  an  account  of  the  scan- 
daM&ol  Mr.  Danikl  Jackson,  sometime 
before  associated  in  commnnion ;  upon 
which,  a  letter  waa  written,  and  sent  by 
a  chosen  messenger  to  the  saide  Mr. 
Daniel  Jackson,  at  Carlisle/'  We  are 
not  informed  of  the  result  of  this  iuves- 
t^ation. 

FisHJSR  Street  Meithtg-hatue,  wis 
erected  about  the-  commencement  of  the 
18th  century,  and  was  originally  designed 
for  the  use  of  the  Churdi  of  Scotland, 
though  for  some  years  it  has  been  occu- 
pied by  a  congregation  of  Seceders,  for- 
merly called,  Btagken,  now  the  Asudate 
Synod,  There  are  still  existing,  the  re* 
mains  of  an  ancient  meeting'lhmse^  on  the 
west  walls,  between  the  cathedral  and 
eourt-houscs,  but  the  date  of  its  erection 
B  unknown.  Mr.  Miles  Baxter,  one 
ef  Mr.  Fraakland't  pupils,  is  supposed  to 
have  officiated  in  this  meeting^httose. 
fie  removed  to  Wwhwrne^  in  IkmeUhirt, 
evly  in  the  last  century.  Mr.  Dickinson 
is  Uic  next  minister  of  whom  we  have  any 
actount.  He  was  settled  over  the  oon« 
grcgation  in  Fisher  Street  in  the  yean 
172Kandl>734.  «  firgiirer  tf/tfte  cAnrdknf 
HuddieKhsgh:*  in  the  yeair  1745,  he 
appeals  to  hnve  been  succeeded  by  Mr. 
Israel  Bennett.-  A  separatioa  seems 
to  have  taken  plaee  among  this  peopile  in 
1748,  (Jollie'8  Cumberland  Guide,  p)28,) 
abd  anoAier  house  for  worsdblp  was 
pfeparcd*  in  the- same  street.  The  peo- 
ple: asscmblBiig''  hevewere  favoured  widi 
|h^  services  of  Mr.  Ro&ert  Henry,  the 
histdrtan,  for  12  yean,  when  he  removed 
to-  Ben»ick  on  Tweed ;  and  the  sepamtists 
were  diqiersed,  or  returned  to  l&eir  old 
plafce  of  meeting.  In  the  year  1748,  Mr. 
IsAac  Robinson,  frodi  Dr.  'RatherhanCi 


and  also  some  "  Occaaioiial 
"  but  we  rc«[tet  to  state,  thitt 
neither  his  pleaching  (latterly),  nor  his 
publications,  indicated  that  attachment 
to  the  crooB,  which  becomes  the  man, 
who  is  *•*  set  for  the  defence  of  the  ,GoSr 
pel."   He  was  called  to  <<  give  an  accouot 
of  his  stewardship"  in  the  year  ISOO; 
and  was  the   last  minister  of  the  kirk 
who  officiated  in  this  place.    The  Scce- 
den  got  possession,  and  have  retained  it 
to  this  day;  but  the  commencement  of 
their  history  here  was  sadly  beclouded  by 
the  unhappy  end  of  Mr.  Kyle,  w'ho  had 
officiated  to  them  aboQAnine  years.    Oa 
the  morning  of  a  Sabbath  in  1809,  his 
body  was  d^overed  bv  the  side  of  the 
Eden! -''•a  liver,   whicn  has  lamentably 
furnished  an  ignoble  grave  for  munerous 
suicides'^-the    verdict    of  a    Coroner's 
Inquest  was — *'  Found  Drowned."    Mr. 
Thomson  deceased   in    1810,   when  his 
few  remaining  adherents  were  distribnted 
amocg  other  congregatiotas.    His  **  l^ifit 
of  General  History,"  and  his  reply  to 
Archdeacon  Paley,  on  the  Contentment 
of  the  Poor,  deariy  evince  the  exercises 
of  an  enlightened  and  liberal  ndind  ;  and 
it  would  have  been  a  pleasuva  to  have 
borne  a  testimony  equally  ciediteUe  to 
the  possession   of  penonaL  ^id   official 
piety. — Arcbibald  Henderson,  M^. 
was  ordained  to  the  pastoral  office  here 
in  18L0 1  and  was  enabled,  by  Chnsdan 
pvudcnoa  and  exemplary  ftdthfuliaess,  to 
confer  the  most  eminent  secvioe  on  this 
cbooping  camae.      Though  not    distio- 
gnished   for  popular  oratorical   talents, 
yet  his  general  literary  attainmeanfs,  toge- 
ther with  a  spirit  of  poUic  phUaatfaropy, 
and  hb  uaifoftn.  propriety  o£  eondn!rt, 
secured  a  weight  and  inftuenoe  of  chanc* 
ter,  highly  beneficiid  to  the  inlemstedf 
religion.      The  oongregaiion   weve    de- 
prived of  his  senses  in   April  181d; 
as  he    compUisd   with   a   preasiag^  call 
to  an  impartamt  station  in  Up^r  CSr 
aada.    North   America.    He    has    been 
sudDeeAed  by  Mr.  Richard  Huntbr, 


Academy,  at  Kendal^  waa  the  minister  o#     late  Of  the  Univenity  of  Edinhnrgfa,  who 


tills  congregation.  He  removed  to  Norlti 
Shields  hi  1767.  Robert  Mylne,  M.A. 
of  Aberdeen,  <'  performed  the  duty  of 
this  chapel  for  many  years 7"  and  cer* 
tidnly  at  one  period  seenred  a  good  at* 
tendance  on  his  public  mimstrajkions : 
but  a  departure  finom  the  primitive  faith 
was  soon  accompanied  with  evident  de* 
densions.  He  was  the  minister  of  the 
meeting  in  1772.  A  number  of  Ins  hearers 
disapproving  his  new  ofnnions,  retired  to 
a  small  building  for  divine  services  in 
Abbey  Street,  in  which  they  invited  Mn 
George  Thomson,  a  native  of  Galloway, 
(JoUie's  Cumberland  Guide,  p.  28,)  to 
administer  to  them  the  ordinances  of  the 
Gospel.  Mr.  Mylne  published,  at  Car- 
lidej   <<  Lectures  on  the  AntecUIttyifm 


tbok  the  dtersie^t.  of  this  pooj^  on 
August  31,  \9\Sfy  and  has  nofw  the  plea- 
sure of  Bunistering  to  upwards  of  300 
heaners.  This  plaite  of  worahip  in  en- 
riched witii  a  liboral  endowment,  (coih 
abting  chiefly  of  houses  \\  and. a  Sittdfqr 
■■dNiel  has  occasionally  been  suppoirted 
by  the  grstuitDns  exertUns  of  aome  of 
tiie  members* 

AnnetwS£x  STREi^r  MestnfaAmue 
was  oiiginaUy  built  (in  1760)  for  tiie 
use  of  tibe  Associate  Buxghera  f  and  had 
the  honour  of  haring-,  for  its  first  mini- 
ster, Mr.  (now  the  venerable  Doctor) 
Alexander  Waugh,  (of  London.) 
After  the  utmost  eibrts  in  collectuig  to 
defray  tiie  expences  of  the  erection,  a  debt 
of  about  ;f  130.  renudned,  iHudi  mw  ge- 
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neroQsIy  discharged  by  the  late  eminent 
Lady  Gienorchy,  on  the  recommendation 
of  the  Rev.  George  Burder,  then  at  Lan- 
caster.   Her    Ladyship  then   took   the 
management  of  its  concerns  into  her  own 
hands;  and  having  regularly  invested  the 
property  in  trust,  for  the  use  of  the  con- 
gregation, she  became    a    most    liberal 
benefactor.      She  required  a  cordial  as- 
sent to  the  **  Westminster  Confession  of 
Faith,"  in  order  to  an  introduction,  either 
into  the  pulpit  or  the  church.  An  extract 
or  tvo  from  her  Ladyship's  regulations, 
may  not  be  unsuitable  to  the  present  nar- 
rative.  In  regard  to  the  chapel,  it  wag 
determined,  that — *<  It  shall  continue  a 
place  of  worship  for  such  Protestant  Dis- 
senters of  the  Presbyterian  or  Independent 
persaasion,  as  are  willing  to  submit  them- 
selves to  the  pastoral  care  of  the  chaplain, 
to  be  appointed  by  her  or  her  trustees  j 
and  who  shall  signify  the  same  by  a  call 
to  him,  to  take  the  oversight  of  their 
.spiritoal  concerns,  and  to  administer  the 
ordinances  of  Christ  to  them  from  time 
to  time."     Her  views  of  the  importance 
of  the  Ministerial  character  were  decid- 
edly evangelical. — **  The  chaplain  or  mi- 
nister shall  be  one,  who  answers  the  de- 
scription  of   a    good  bishop,  given  in 
1  Tim.  iii.  and  Titus  i.,  and  other  pas- 
sages of  holy  writ.— He  shall,  at  his  ad- 
mission to  the  office  of  pastor,  solemnly 
i^noance  all  Ariau,   Antinomian,  Soci- 
nian,  Arminian,  and  Sandemanian  errors ; 
and  declare  his  firm  belief  of  the  doc- 
trines of  free  grace,  as  expluned  in  the 
Westminster   Coafession    of   Faith  and 
Catechisms  thereof."    And  as  to  the  ap- 
pointment of  deacons,  she  says  : 

<<  The  deacons  shall  be  godly  men, 
chosen  from  among  the  church  members. 
The  minister  shall  mention  them  to  the 
people,  an4  if  they  are  approved  of  by 
the  majority  of  the  communicants,  they 
shall  be  set  apart  to  their  office  by  prayer." 
She  evinced  a  becoming  "concern  for 
the  proper  qualifications  of  church  mem- 
bers, when  she  appointed,  that,     i 

"  None  shall  be  admitted  to  sealing 
ordinances  irTthis  chapel,  but  those  who 
giv.?  satisfactory  evidence  of  being  the 
disciples  of  Christ,  by  a  strict  adherence 
to  the  doctrines  of  the  Gospel,  and  a 
walk  and  conversation  agreeable  to  their 
profession.  It  belongs  to  the  minister  to 
examine  them  with  regard  to  their  know- 
ledge and  experience,  and  to  the  deacons 
and  ihe  church  to  enquire  into  their  con- 
duct, and  to  be  satisfied  that  their  walk 
is  such  as  becometh  the  Gospel.  When 
any  are,  upon  examination,  found  quali- 
fied by  grace  to  join  this  congregation  as 
stated  members,  their  names  shidl  be  en- 
rolled in  a  book,  which  shall  be  kept  for 
this  purpose.  Aft^  which  they  shall  be 
admitted  to  all  the  piivUeges  of  church- 
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fellowship  ;  and  shall  have  a  voice  in  any 
question  that  may  happen  to  come  beforei 
them  as  a  church  of  Christ." 

The  exercises  of  faithful  discipline  were 
to  be  strictly  observed. 

*'  In  all  matters  of  offence,  the  great 
rule  of  discipline  in  Matt,  xviii.  15—17, 
shall  be  strictlv  observed ;  and,  if  after 
every  method  therein  mentioned  has  been 
tried  to  reclaim  the  oficnder,  and  yet 
no  godly  sorrow,  nor  reformation,  does 
appear ;  the  minister  shall  then  dissolve 
that  person's  connexion  with  the  church, 
blotting  his  or  her  name  from  the  com- 
municant's roll.  After  which  they  can  no 
longer  be  admitted  to  the  sealing  ordi- 
nances dispensed  in  this  chapel." 

Her  Ladyship's  liberality  of  sentiment 
was  apparent  from  the  following  regulatioa . 

'<  No  Protestant  minister  who  preaches 
tha  pure  doctrines  of  the  Gospel,  and 
whose  life  is  known  to  be  agreeable 
thereto,  shall  be  excluded  fi'om  preaching 
occasionally  in  the  pulpit  of  this  chapel, 
on  account  of  his  being  of  a  different 
denomination  from  the  minister  thereof. 
And  none  shall  be  admitted  into  it,  of 
whatsoever  denomination,  who  is  known 
to  preach  another  Gospel  than  that  which 
is  declared  in  the  Westminster  Confession 
of  Faith,  or  whose  life  and  conversation 
are  not  according  to  godliness.J' 

It  may  here  be  observed,  that  Lady 
Glenorchy  remained  the  unaltered  friend 
of  this  place  during  her  life;  and  that 
afterwards,  her  relation,  Lady  Maxwell, 
kindly  continued  her  benefactions  until 
the  period  of  her  own  decease  j  but  by 
neither  of  these  eminent  christian  females 
was  any  bequest  made  for  the  support  of 
this  interest.— Mr.  Waugh  was  on  the 
point  of  leaving  Carlisle  for  London,  when 
the  chapel  was  transferred  into  Lady 
G.'s  hands;  and  there  does  not  appear 
to  be  any  written  record  of  a  permanent 
minister  till  the  year  1784.  In  this  year 
Mr.  Henry  Muschet  discharged  the  mi- 
nisterial office  here,  (as  appears  from  the 
Register  of  Baptisms) ;  but  he  departed  to 
Workington  in  the  following  year;  and 
was  not  followed  by  a  settled  successor 
till  1787,  when  Mr.  John  Hill  became 
the  minister.  He  continued  only  about 
three  years,  when  he  removed  to  a  pastoral 
charge  at  Ravenstonedale,  in  Westmor- 
land ;  at  which  place  he  died  not  many 
years  ago.  The  vacancy  was  immediately 
Supplied  by  Mr.  Thomas  Kennedy  y  a  native 
of  Scotland ;  who,  however,  resigned  his 
ministry  here  in  1792,  to  take  the  charge 
of  a  people  at  Manchester,  Mr.  Oeoroe 
Bennet,  also  a  North  Briton,  and  edu- 
cated for  the  ministry  of  the  Scottish  Esta^* 
blishment,  was  chosen  pastor,  and  con- 
tinued his  services  about  16  years.  While 
minister  here,  he  published  a  small  pam- 
phlet, entitled, — "  Olam  Haneshamoth, 
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or,  a  View  of  the  intermediate  State,  tlon  of  sone  little  preaching  by  the  Metlu)- 
1800:" — which  is  said  to  have  excited  dists)  there  is  scarcely  any  effort  made  for 
some  attention  among  his  acquaintance,  the  salvation  of  the  people.    I  have  gvne- 
-and  to  have  introduced  him  to  the  notice  rally  an  engagement  eveiy  evening,  unth 
of    an    Episcopal    dignitary  in  Ireland,  the  exception  of  Saturday."    On  the  26th 
Had  his  spirituality  of  character  borne  of  July,  1809,  Mr.  Hill  was  set  apart  to 
any  proportion  to  his  literary  attainments,  the  pastoral  office — the  old  society  having 
his  ministry  might  have  been  extensively  been  dissolved,  and  another  church  being 
successful ;  but  unfortunately  the  chapel  newly  formed — and  among  other  resolu- 
became  almost  deserted,  and  "  the  things  tions,  they  agreed  to  the  weekly  celebra- 
which  remained,  were  indeed  ready  to  tion  of  the  Lord's  Supper.  .His  worthy 
die."    In  1807,  he  was  hapinly  induced  biographer   further  observes   respecting 
to  leave,  and  return  tojbis  own  country,  him  :  •*  Separated  to  the  Gospel  of  God, 
where  he  obtained  the  parochial  charge  he  gave  himself  whoUy  to  tiie  duties  of 
of  Strathmiglo,  in  Fifeshire.     It  may  be  his  ofllke.     He  was  always  providing  food 
.observed,  by  the  way,  that  during  this  for  bis  flock,  either  by  ineditatxon  and 
period,  the  name  of  Seth  Kelso,  ap-  prayer  in  his  study,  or  in  the  houses  of 
pears  in  the  list  of  communicants  here  :  his  friends— the  hovels  of  the  poor— the 
he  left  Carlisle  as  a  Missionary  to  the  chambers  of  the  sick — in  work-houses, 
South  Seas ;  but  of  the  fate  of  the  ship  or  iu  prisons — if  he  might  confirm  the 
Duff  and  her  crew,  it  is  unnecessary  here  faith  of  the  saints,  or  convert  a  sinner 
to  say  any  thing—- Mr.  K.  has  for  some  frogi  the  error  of  his  ways.    Beside  his 
^ears  since,  had  a  small  ministerial  charge  personal  labours  in  the  villages,  which 
m  the  neighbourhood  of  Kendal. — Im-  were  often  beyond  his  strength,  he  ac- 
mediately   on  Mr.  Bennet's   return    to  tively  engaged  in   the   formation  of  an 
Scotland,   the  congregation   applied  to  Itinerant  Society  in  Westmorland.    He 
the  Academy  at  Rotherham,  whence  they  also  wrote  several  religious  tracts,  which 
were  acceptably  and  very  profitably  sup-  discover  considerable  ingenuity ;  and  are 
plied  with  preaching.    Among  the  other  well    adi^>ted   for    general    circulation, 
students  who  visited  them,  they  were  fa-  <<  Ten  thousand  copies  of  one  of  them 
voured  with  the  services  of  Mr.  Chris-  were  sold  in  a  short  time."     But  this 
TOPHER  Hill  ;  whom  ia  the  course  of  a  faithful  young  minister  was  repeatedly  in- 
short  time,  they  cordially  invited  to  be-  terrupted  by  illness  in  his  Suable  la- 
come  their  minister.    After  suitable  de-  hours ;  and  during  the  four  years  of  his 
liberation  and  prayer,  he  thought  it  bis  residence  in  this  city,  he  was  compelled 
duty  to  accept  their  call ;  and  accordingly  several  times  to  retire  from  the  scene  of 
entered  on  his  stated  labours  among  them  his  pastoral  exertions.    <^  Towards  the 
at  the  close  of  his  academical  stwlies  in  spring  of  1812,  his  exercises  in  public 
<hily  1808.    According  to  the  testimony  exhausted  his  strength  in  a  truly  idarm- 
of  his  theological  tutor,'  the  late  cele-  ing  degree.      He  continued  to  struggle 
brated  Dr.  £.  Williams,  <<  he  appeared  with  increasing  pain  and  weakness  till 
to  be  a  man  of  real  christian  experience,  the  naonth  of  May^  when  iq»eaking  ap- 
fervent  in  spirit,  and  diligent  in  his  busi-  peared  to  be  so  injiuious  to  his  health, 
ness  as  a  student ;  he  made  a  very  re-  as  to  render  it  absolutely  necessary  that 
spectable  proficiency  in  the  attainment  of  he  should  be  in  a  measure  silent,  or  all 
useful  knowledge,  and  was  qualified  above  hope  of  recovery,  or  even  life,  abandoned, 
many  of  equal  standing  for  the  ministerial  His  lections  very  deeply  distressed  his 
function."     (See  page  13  of  a  very  inte-  people,  whose  sympathy  was  variously  ma- 
resting  memoir  of  him,  by  the  Rev.  James  uifested,  in  visits,  enquiries,  prayers,  and 
Jackson,  of  Green  Hammerton,  York-  the  most  assiduous  attention  to  his  com- 
shire.)      *'  He  found   the  congregation  fort.    But  the  Lord  was  pleased  to  disap- 
small,  religion  in  a  languishing  state,  and  -point  the  ardent  wish  of  seeiug  their 
the  Society  not  so  orderly  as  could  be  beloved  pastor  again  in  the  pulpit ;  for, 
wished." — A  few  months  after,  however,  having  taken  an  a£fecting  leave  of  them, 
he  was  enabled  to  write  thus  : — "  I  am  he  returned  in  the  ensuing  month  to  his 
happy  to  inform  you,  that  the  attendance  father's    house,     at    Longthorpe,    near 
at  our  chapel  is  remarkably  good.    Three  Boepughbridge,  to  finish  his  course  near 
times  every  Lord's-day,  it  is  nearly  filled :  the  spot  where  he  first  drew  breath,  and 
last  Sabbath  evening,  on  account  of  my  commenced  the  joum^  of  ^iritnal  life." 
preaching  a  funeral  sermon,  it  was  crowded  He  enjoyMl  the  triumph  of  faith  on  Wed- 
more  than  ordinary.    May  some  precious  aesday,  the  18th  of  November,   1812; 
souls  be  brought  to  the  dear  Lprd.  Jesus  1  and  hi^  testimonies  of  respect  to  his 
As  yet,  I  have  not  heard  of  any  one  memory  were  given  from  the  palfMts  of 
having  been  converted  by  our  labours  Green  Hammerton^  Boroughl»idge,  and 
here.    I  have  been  able  to  preach  in  the;  Carlisle.    Mr.  John  Whitridge,  also 
surrounding  villages,  which  present  a  very  of  Rothei'ham  Academy,   had  supplied 
large  field,  and  in  which  (with  the  excep;*  the  congregation  at  various  times  during 
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the  lamented  suspension  of  Mr.  Hill's 
lajjoum;  and  after  his  decease,  was  uuani- 
moQsly  requested  to  succeed  him  in  his 
putoni!  charge.    To  the  repeated  solicl- 
taiioas  of  the  people,  confirmed  hy  the 
^ying  request  of  ttieir  worthy  mluister, 
Mr.  W,  at  length  acceded :  and,  after 
baring  served  them  nearly  twelve  months, 
and  rcot]g;anlBed  the  church,  (and  agreed 
to  the  mmthUf  observation  of  the  Lord's 
Supper,  acco^ng  to  the  general  practice 
of  the  English  Congregational  churches), 
be  wag  solemnly  ordained  over  them  by 
*'The  laying  on  of  the  hands  of  the 
Pre«bytery."  ~  His  ordination  service  (ai 
which  tii«  late  Mr.  Rose,  of  Whitehaven ; 
Mr.  Raston,  of  Broughton ;  Mr.  Gilbert, 
then  of  Rotherhara,  and  now  of  HuU ; 
the  late  Mr.  Scott,  of  Parikhead;    Mr. 
Whitridge,  of  Oswestry  j    and  Mr.  Grit- 
ton,  of  Keswick,  were  engaged,)    was 
published ;'  and  contains  all  the  partigp- 
lars  of  his  introduction  and  settlement  in 
this  city.   Thejeongregation  shortly  began 
to  revive ;  the  increase  of  hearers  was  such 
afl  to  induce  the  contemplation  of  a  new 
chapel.    After  waiting  in  vain  for  a  new 
piece  of  ground  for  nearly  two  years,  a 
considerable  enlargement  and  heightening 
of  the  old  place  were  itoade,  together 


with  a  school-house  for  the  l^unday  school. 
The  improved  meeting-house  was  re- 
opened in  the  October  of  1816,  when  an 
excellent  sermon  was  preached  by  the 
Rev.  Oreville  Ewing,  of  Glasgow.  From 
the  number  of  thirty-one,  thb  members 
of  the  church  increased  to  one  hundred 
and  ^fourteen.  As  there  was  preaching 
only  in  the  mornings  and  evenings  of  the 
Sabbaths,  the  afternoons  were  usually 
deroted  to  the  catechising  of  Sunday 
schools,  or  village  preaching.  Besides 
the  villages  of  Upperly,  Blackball,  Scotby, 
and  Dauton,  which  had  enjoyed  the  U« 
hours  of  Mr.  Hill,  his  successor  also 
visited  Briscoe,  Hawksdale,  Orton,  Wood- 
houses,  RowclifT,  &c.  In  the  spring  of 
1819,  he  retired  to  taJke  the  charge  of  an 
academical  institution  about  to  be  formed 
in  Shropshire,  and  the  co-pastorship  of 
the  church  at  Oswestry.  Mr.  W.  has 
been  succeeded  by  Mr.  Thomas  Wood- 
row,  of  the  Glasgow  Theological  Aca- 
demy, who  has  the  pleasure  of  ministering 
to  an  affectionate  and  increasing  people, 
whose  members  are  about  four  hundred 
and  upwards.  Mr.  Woodrow  was  or- 
dained February  29,  1620. 

To  be  coiainMd* 


11.  MISCELLANEOUS, 


PROFANATION  OF  THE  SABBATH. 

(Tkt  fottominf  fmptr  it  mttrted  at  the  particular 
dmrg  of  the  uutAor,  •  Our  ttntimetUtf  tdiA  re- 
Mtn§»  to  the  subject  ofit,  axe  well  known  to  be, 
tkat  an  enforced  refigion  it  in  /act  no  ttlificn  t 
and,  generally  f  that  the  lets  the  civil  magtttrate 
interferes  in  affairs  strictly  reHgiotu  the  better. 
There  are  neverthelett  potnts  of  vine  in  which 
iome  order  for  the  esternal  observance  of  the  Sab- 
iath  appears  to  be  jiutifiable.J 

{To  the  Edit<n-sO 
By  theinaertion  of  the  inclosed  obierrationi  ota 
tbe  proranation  of  the  Sabbath,  and  on  thfe  inoailB 
propnied  to  be  adopted  for  Us  prevt  ntlon,  and 
now  nnder  discussion  by  the  clerfy  and  laity  of 
tiie  EstablishnicBtt  and  the  ministers  and  laity 
unong  Oiisenters,  residing  In  or  near  London, 
yoH  will  greatly  oblige.  Gentlemen,   . 

Yottr  dcToted,  obedient  Servant^ 
JOHN  WiLKS,  Jua. 
M>  New  Broad  Strett, 
March  90,  ita». 

Obiertotiofit  oli  the  FrefanaiivH  rf  the  Sab* 
bath  iu  England  ;  the  present  State  of  the 
Laws;  and  on  their  proposed  AUemtioni 

In  evei^y  dvtltsEed  6oantry,  eepeiAaily  where 
u>e  mild  and  salutary  influence  of  ChristianiQr 
ou  been  permitted  to  operate,  the  obseryation  of 
the  Sabbath-day  has  been  josily  deemed  of  ihe  last 
importance.  The  profanation  of  the  Litrd's  day, 
therefore,  uyft'Jaagd  Biackstone,  in  his  invalu- 
able Coinmentaries,  (vol.  4,  p.  68.)  **  is  an  offepce 
acalost  God  and  relision,  punished  by  the  muni- 
cipal iaifr  of  England.  For  besides  the  notorious 
jadecency  and  scandal  of  permitting  any  secular 
hwiness  to  be  publicly  transacted  on  that  day,  in 
a  country  professing  Christianity,  and  the  corrup- 
tion of  morals  which  nsnally  follows  ils  profana- 
hoD,  the  keeping  pne  day  in  seven  holy,  as  a 
time  of  reiaxatioii  and  refre^hipent,  as  well  as  for 
poblic  worship,  b  of  admirable  service  to  a  state, 
coQiidered  mmiy  as  a  civil  ^nsriiution.  It  hi^- 
manlsEes,  by  tht  t^p  of  conVersatioii  aiid  society. 


the  manners  of  the  lower  ciaases.  which  wonM 
otherwise  degeaerate  into  a  sordid  ferocity  and 
savage  selfishness  of  spirit;  it  enables  the  indi*. 
tiioQS  workman  to  pursue  his  occupations  in  the 
ensuing  week  with  health  and  cheerfulness;  it 
Imprints  on  the  minds  of  the  people  tbat  seaie 
of  their  doty  to  God  ae  nec«;ssary  to  make  them 
good  citisens,  but  which  yet  would  bie  worn  Okit 
and  defaced  by  an  nnremitied  eontinuance  of  la- 
bour, without  any  stated  limes  of  recalling  them 
to  tne  worship  of  tbelr  Maker." 

The  remarks  of  tliis  celebrate<l  man  deserve 
regard,  not  merely  fk-om  their  intriiwic  excel- 
lence, but  especially  trova  his  known  probity 
and  wisdom. 

Without  entering  into  an  historical  view  of  the 
progress  of  Christianity  in  this  country,  and  of  the 
connexion  betwbentbai  progress  and  the'enactment 
of  laws  for  the  regulation  of  this  sacred  day,  it  is 
necefesary  to  re^r  to  those  laws  which  are  now 
in  operation)  and  to  4evelop  their  inadequacy. 

The  laws  of  Atheistan  (cap.  244  forbad  all  mer- 
ehandieing  on  the  Lord's  day,  under  very  severe 
penalties;  It  appears,  that  such  restrictions  wei'e 
then  peculiarly  necessary,  and  eminently  usefuL 

In  the  twenty-seventh  year  of  the  reign  of 
Henry  VI,  an  tst  was  passed,  declaring,  "  that 
all  fairs  and  markets  upon  feast  days,  or  on  Sun- 
days, (the  four  Sundays  in  harvest  excepted,) 
•hpuid  clearly  cease,  on  pain  of  fbrfelture  of  the 
goods  exposed  to  sale ;  and  fairs  holden  there* 
tofore  on  solemn  festivals,  should  thereafter  fee 
holden  three  days  before  or  three  days  after  (acfa 
festivals." 

In  the  reign  of  Queen  Eliut^thi  three  staftntes 
were  passed,  still  unrepealed,  but  which  dte 
wholly  incompatible  with  those  principles  of 
rehgiom  liberty,  wbich>  happily  for  this  county, 
all  parties  anite  to  recognise,  and  under  wlictte 
beaiffnant  influence  the  cause  of  Christianity  has 
rapiaiy  advanced.  Reference  is  now  made  to 
the Jfrif  o/Elie,  c.  S. ;  28  Ells.  c.  l.  $  6. 8. 11. ;  and 
souiis.  c.e.  §7.  ^   ,     ' 

By  the  firat  of  these  acts^  it  is  declared,  "  that 
all  persons,  not  having  a  reaaonabie  excuse,  shall 
resort  tQ  «Mir  i»ftrish  <lmreli  or  ohappl,  (ot  to 
some  congregation  of  leligioos  worship  allowed 

2F  2 


220 


lldigiouji  hUeUigene^j-^Miscidlaneous, 


C^Aprii, 


by  Uw,)  OB  every  Sunday ^  on  pain  of  pnnishment 
by  the  ccnsnres  of  the  charcb,  or  of  ferfeUing 
MM  skUtimg  to  the  poor  for  every  inch  offence/' 
By  the  two  last  acts,  it  is  declared,  "  that  every 
person  above  sixteen  years  of  age,  who  shall  not 
repair  to  some  chnrch,  chapel,  or  nsoal  place  of 
ctiromon  prayer,  being  convicted  thereof  before 
the  Judges  orAssixe,  or  Justices  on  Sessions,  shall 
forfeit  30/.  a  month ;  one  third  to  the  King ;  one 
third  to  the  maintenance  of  the  poor  of  the  pa- 
rish, and  of  impotent  and  maimed  soldiers,  as 
the  Lord  Treasurer,  Chancellor,  and  Chief  Bnron 
of  the  Exchequer  shall  order ;  and  one  third  to 
him  who  shall  sae  in  any  court  of  record."  And 
the  latter  statute  fnnher  declares,  **  that  if  the 
penalty  be  not  paid  in  three  months  after  judg- 
ment, he  shall  be  imprisoned  till  he  pay ,  or  con- 
fdHrm  himself  to  go  to  cbarch." 

The  penalty  Imposed  by  these  latter  acts  did  not 
dispense  wiin  the  forfeiture  of  one  shilling  a 
flimday,  which  was  declared  Xo  be  immediately 
forfeited  npon  absence  on  each  particular  day. 

By  the  29th  Elic,  and  3d  James,  c.  4,  $8^  9,  the 
method  of  levying  the  payment  of  the  penalties 
is  fpeclGed ;  and  the  latter  statute  also  declares, 
*'  that  ev€rji person  who  shall  retain  in  his  service, 
or  shall  relieve,  keep,  or  harbour  in  his  house, 
any  servant,  sojourner,  or  stranger,  who  shall  net 
repair  to  chnrch,  but  shall  forbear  for  a  month 
together,  not  having  reasonable  excufe.  shall  for- 
feit 10/.  for  every  month  he  shall  contmoe  in  his 
house  such  person  so  forbearing." 

To  these  statutes  reference  is  now  rarely  made. 
It  is  rightly  admitted,  that  attendance  in  a  place 
of  religions  worship  is  sclelv  a  rtUgious  duty; 
and  that  m  on  the  one  hand  no  service  can  be 
acceptable  to  God  which  is  only  performed  to 
avoid  the  penalties  inflicted  by  human  laws ;  so, 
on  the  other  hand,  no  human  tribunal  haa  any 
right-to  interfere  between  God  and  man,  and  to 
legislate  in  matters  which  are  above  and  beyond 
all  such  legislation. 

The  repeal  of  these  statutes  would  be  impor- 
tant; if  bigotry  and  intolerance  should  venture  to 
enforce  them ;  but  the  genius  of  the  age  renders 
it  unessential,  any  further  than  that  all  laws  which 
are  useless  and  improper  should  be  repealed. 

These,  however,  appear  to  be  the  only  statutes 
which,  on  this  subject,  are  unnecessary  or  un- 
wise. Of  those  which  will  be  hereafter  referred 
to,  some  are  ineffieient.  while  all  arc  in  principle 
cotrtct,  though  the  penalty  may  be  disprupor- 
tiooed  to  the  offence,  or  the  mode  of  recovery 
tiresome  and  vexatious. 

As  a  contrast  to  the  statutes  Just  referred  to, 
Sing  James  the  First,  fn  his  Book  of  Sports,  de- 
clared ^to  his  suiijects,  "  that  dHUCing,  archery, 
leaping,  vaulting,  May-games,  Wbitsun-ales,  and 
morriai^lances,  were  lawful;  and  did  command 
that  no  such  honest  mirth  or  recreation  should  be 
forbidden  to  his  subjects  on  Sunday  f  after  even- 
ing service  " 

In  the  first  year  of  the  reign  of  Charles  I.  c.  1, 
micfa  improper  and  indecent  conduct  was,  how- 
ever, prohibited  :  and  it  was  declared,  **  thst 
every  person  indulging  in  such  games,  should, 
J'oi*  every  offence,  forfeit  the  sum  of  is.  Ad.  or  be 
set  publicly  in  the  stocks  for  three  hours."  The 
inadequacy  of  this  penalty,  and  the  negligence  of 
the  police,  arr,  however,  at  present  so  lament- 
able, that,  in  many  places  in  London,  and 
thronglioot  the  country,  games  of  the  most  im- 
proper character  are  practised  with  impunity. 

In  the  third  year  of  the  reign  of  this  monarch, 
a  beneficial  statute  was  passed,  declaring,  "  that 
no  carrier  with  any  horse  or  horses,  nor  waggon- 
men  with  any  waggon  or  waggons,  nor  carmen 
with  any  cart  or  carts,  nor  wainsmen  with  any 
wain  or  wains,  nor  drovers  with  any  cattle,  shall, 
by  .themeetves,  or*  any  other,  travel  on  the  Lord's 
day,  on  pain'of  20/. ;  or  if  any  botcher,  by  him- 
self, or  any  other  for  him,  with  his  privity  and 
consent,  shall  kill  or  sell  any  victual  on  the 
Lord's  day,  he  shall  forfeit  e«.  8if." 

Notwithstanding  this  statute,  and  another  on 
the  same  subject,  no  offences  are  more  frequently 
committed.  Ihrough  the  whole  country  cattle 
are  permitted  to  be  driven;  and  in  large  towns, 
and  especially  in  the  Metropolis,  butchers  now 
regularly  open  their  shops  on  Sunday  morHing^, 
and  frequently  during  divine  service,  in  pursuance 
of  their  callings,  and  in  violation  of  the  laws  of 
Cod  and  of  their  country. 

Thcsf  penalties  were,  howerer,  limited  to  bftt 


a  few  descriptions,  of  persons,  until,  by  the 
JUth  Charles  IT.  c.T,  it  was  enacted,  that  "  no 
drover,  horsecourser,  waggoner,  butcher,  higgler, 
or  any  of  their  servants,  shall  travel  or  come  mto 
bis  inn  or  lodging  on  the  Lord's  day,  6r  any  part 
thereof,  on  pain  of  aos. ;  and,  in  general,  that  bo 
tradesman,  artificer,  workman,  labourer,  or  other 

Eerson,  shall  do  or  exercise  any  worldly  labour, 
usiness,  or  work  of  their  ordinary  callings,  on 
the  Lord's -day,  (except  works  ot  nece>sity  and 
charity,  and  except  dressing  of  meat  in  families, 
or  dressing  or  selling  of  meat  at  inns,  cook  shops, 
or  victualling  houses,  for  such  as  cannot  other- 
wiae  be  provided ;"  and,  by  the  Oth  Ann,  c.  21, 
$  20,  "  except  licensed  hackney -coach  men  and 
chairmen  within  the  bills  of  mortality,")  on  pain 
of  every  offender  above  fourtt  en  years  of  ags 
forfeiting  is. ;  and  also,  that  no  person  shall  p»b* 
licly  cry,  shew  forth,  or  expose  to  sale,  any 
wares,  merchandises,  fruit,  herbs,  goods,  or  chat- 
tels whatsoever,  on  the  Lord's  day,  (except  07- 
ing  and  selling  of  milk  before  nine  in  the  morning 
and  after  four  in  the  afternoon,  and  except 
mackerel,  which  may  be  sold  on  Sunday's  ^before 
or  after  divine  service,"  by  ttie  lOih  and  iitb  W. 
c.  24,  §  14,)  on  pain  of  forfeiting  the  same ;  «ntl 
also,  that  no  person  shall  une,  employ,  or  travel 
on  the  Lord's  day,  with  any  boat,  whtrry,  light- 
er»  or  barge,   (unless  allowed  by  a  justice  of 

geace,  &c.  on  extraordinary  occasions,  and  ex- 
ept  forty  watermen,  who  may  ply  on  the  Thames 
on  Sundays,  between  Vauxball  and  Limehouie, 
by  the  llth  and  I3th  W.  c.  31,  j  13.)  on  pain  of 
6/. ;  and  if  any  person,  offending  in  any  of  the 
premises,  shall  thereof  be  convicted  in  ten  days 
after  the  offence,  before  one  justice,  on  \  lew,  or 
confession,  or  oath  of  one  witness,  the  justice 
shall  give  warrant  to  the  constables  or  church- 
wardens to  seize  the  goods  cried,  shewed  forth, 
or  put  to  rale,  and  to  sell  the  same,  and  to  levy 
the  other  forfeitures  by  distress,  to  (he  use  of  the 
poor,  except  that  the  justice  may  out  of  the 
same  reward  the  Informer  with  any  sum  not  ex- 
ceeding one  third  part ;  and,  for  want  of  distress, 
the  offenders  shall  be  set  publicly  in  the  stocks 
for  two  hours." 

If  the  penalties  thus  inflicted  be  sought  for,  they 
are,  ist,  very  trivial ;  and,  2d,  they  are  difficult  to 
be  recovered.  The  christian  and  sirnames  of  the 
parties  must  beascet  tained,the  person  who  actually 
buys,  the  money  must  be  seen  to  pass,  and  varioos 
other  formalities  must  be  attended  to,  Iwfore 
fivt  shillings  can  be  recovered  of  a  man  whore 
profits  on  a  Sunday  morning  are  frequently  fa^t 
pounds,  or  even  a  larger  sum.  In  one  parish  in 
Xondon,  the  churchwardens,  with  laudable  assi- 
duity, repeated  their  exertions  to  recover  the 
penalty,  in  spite  of  all  the  difficulties  which  pre- 
sented themselves,  till  at  length,  subdued  by  tneir 
energy  and  perseverance,  the  butchers  requested 
that  tne  beadle  might  attend  on  them  every  Mon- 
day morning  for  &r.  which  should  be  regularly 
paid,  and  save  themselves  the  trouble  of  attending 
at  a  police  office. 

Another  example  of  such  flagrant  conduct  is 
also  worthy  of  attention.  At  Covent  Garden,  the 
fruiterers  and  grten^groceu  attending  the  market 
ate  equally  peninacions.  The  chnrcnwardens  in 
that  parish  have  also  interfered.  They  have  had 
much  trouble,  and  been  put  to  condderable  ex- 

{>ense,  till  at  length  they  succeeded  against  the 
egal  objections  made  to  the  various  forms  of 
warrant,  convictions,  and  distress;  and  when 
thus  defeated,  the  oflwnders  in  this  case  also  di- 
rected that  the  beadle  should  call  on  them  every 
Monday  for  the  penalty  of  Jhe  shillings. 

The  only  possible  method  of  preventing  so 
shameful  a  breach  of  this  wholesome  statute  is, 
by  very  considerably  increasing  tl'C  penalty,  and 
by  facilitating  its  recovery.  This  measure  is 
now  in  contemplation,  and  to  it  the  attention  of 
the  religious  public  is  thus  invited. 

But  before  this  measure  is  more  distinctly  ex- 

Elained,  it  is  necessary  to  specify  the  acts  which 
ave  b««n  passed  explanatory  of  the  adove  quoted 
statute. 

By  the  9th  Ann,  c.  22.  $  20,  it  has  been  already 
stated,  (hat  licensed  hackney  coachmen  and 
chairmen,  within  the  bills  of  mortality,  are  al- 
lowed to  ply. 

By  the  loth  and  llth  W.  c.  24,  $  14,  it  has  also 
been  slated,  that  the  crying  and  sefUng  of  milk 
before  nine  in  the  morning  and  arter  four  in  the 
gfternoon  is  allowed^  and  (h'«vt  macl^erel  are  also 
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periDitl«d  to  be  told  on  SanUay,  before  or  after     Uon  has  been  Variontly  answered.    8ome  indi- 
riivine  lervice.  vidaals  have  proposed  the  establbhnient  of  ptr- 

1 1  ^**T  "*.**•  "'•  ^'  *'»  *'  *■  **ec'*'r«d, "  that  matuni  socittie*  to  enforce  the  la\»s  as  prusectttion 
wi baker [ti  the  city  of  London,  or  within  twelve  societies.  To  such  institutitns,  however,  many 
mila  thereof,  Mould,  on  any  pretence  whatso-  objections  are  with  propriety  nrsed ;  and  it  has 
ever,  mak^  bake,  or  expose  to  sale  any  bread      betn  properly  said,  by  a  dignitary  of  the  church, 

**Ut  laws  be  powerfal,  explicit,  and  inteili. 
fible;  let  theveuaities  be  decided  and  adeqaate; 
and  let  their  recovery  b«  rendered  simple;  bat 
when  Burli  laws  :tic  passed,  let  their  eiiiorccment 
be  eiitrus'ted  to  the  people  whom  they  are  d«* 
signed  io  govern ;  and  let  the  virtuous  ;iud  the 
good  reuitmber  it  is  their  imptrativ  duty  to 
enforce  ihein." 

By  others  it  has  been  arged— shut  up  mli  shops, 
mU  publie  houses— prohibit  «//  baking— suppress 
Sunday  newspapers-  prevent  «//  travelling— and 
ciimpel  p«rsims  to  attend  at  some  phice  or'  public 
worship,  under  a  severe  penalty.  Bat  such  pro- 
positions have  only  been  met  by  leproach  or 
ridicule.  By  endeavouring  to  ettect  tuo  much, 
no  good  has  resulted;  and  whilst  the  evil  has 
been  again  and  agidn  deploted,  the  remedies  pro- 
posed have  been  either  hostile  to  religious  ii- 
bcriy,  or  irapr.icticable  and  absurd. 

Impressed,  however,  with  the  propriety  of 
calmly  iuvestigating  the  state  of  the  laws,  and  of 
endeavouring  to  effect,  in  the  first  instance,  the 


or  roils,  or  bake  any  meat,  puddings,  pies,  or 
taru,  or  in  any  other  manner  exercise  the  trade 
of  a  baker  on  the  Lord's  day,  on  pain  of  forfeit- 
ing im  tAUltngs,"  &c.  In  this  act  was,  however, 
insfrii^  a  salutary  proviso,  "  that  meat,  pud- 
dlafi,  or  pies,  might  be  baked  between  nine  in 
U>e  morninii:  and  one  in  the  alternoon,  to  at  tA« 
firm  nquirmg  the  baking  thereof  eerry  or  tend  the 
leme  to  a&djrom  the  place  uhere  hated.** 

By  50  Geo.  III.  c.78,  further  regulations  as  to 
(be  tiade  of  a  iaker  were  imposed ;  but  the  pe* 
naltiei  are,  as  usual,  too  small,  and  too  dilficuit 
lo  be  recovered.  That  act  declares,  that  "  no 
person  exercUing  or  employed  in  the  trade  of  a 
bJker,  beyond  the  city  of  London,  or  the  liberties 
(hereof,  or  beyond  the  said  ten  miles  of  the  Royal 
Exchaoge,  shall,  on  the  Lord's  day,  or  any  part 
thereof,  make  or  bake  any  bread  or  cake  of  any 
»ort  or  kind,  or  shall,  on  any  part  of  the  said  day, 
except  between  the  hours  of  ten  in  the  forenoon 
anil  half -past  one  inthe  afternoon,  on  any  pretence 
whatever,  sell,  or  expose  to  sale,  or  suffer  to  be 


espoeed  to  sale,  any  bread  or  cake  of  aiy  sort  or      prevention  of  trading  on  a  Sunday,  without  refer- 


sind,  or  bake  or  deliver,  or  suffer  to  be  baked  or 
delivered,  any  meat,  pudding,  pie,  or  victuals,  at 
any  tune  after  half-pott  one  in  the  afternoon  of 
[hat  day,  or  in  any  other  manner  exercise  the 
trade  of  a  baker,  save  and  except  so  far  as  may 
be  necessary  in  setting  and  superintending  the 
sponge  to  prepare  the  dough  for  the  fnllowing 
day's  baking ;  and  that  no  meat,  pudding,  pic, 
cc.  shall  be  brought  to  or  taken  from  any  bake- 
honje  during  divine  service  in  the  church  of  the 
parish  or  place  where  the  same  is  situate,  nor 
witiiia  a  quarter  of  an  hour  of  the  roromence- 
Jnent  thereof."  Conviction  to  be  before  one  jus- 
tice on  view,  or  oath  of  one  witness,  or  on  con- 
fession. Penalty  for  first  offence  6* . ;  for  a  second 
offence  not  exceeding  lOx. ;  and  for  every  sub- 
•equent  one  not  exceeding  15*,;  with  the  costs 
and  expenses  of  prosecution  to  be  assessed  by  the 
JflJtice,  &c. 

By  the  ssth  Geo.  III.  c.  99,  it  is  further  pro- 
vided, that  no  baker  within  the  bills  of  mortality, 
or  ten  miles  of  the  Royal  Exchange,  shall  bake 
bread  ur  rolls  on  Sundays,  nor  sell  bread,  nor 
bike  meat,  &c.  except  from  nine  till  two,  under 
the  penalty  of  10*.  for  the  first  offence,  iOt.  for 
the  second^  and  40*.  for  the  third  and  every  sub- 
seqnent  ofience.  This  statute  extends  the  time  of 
delivering  bakings  nntil  half-past  two  o'clock  ; 
but  which,  in  London,  is  often  extended  till  five 
oclock. 

Notwithstanding  (be  various  stntntes  which  have 
been  thus  recapitulated,  and  notwiihstanding  the 
aisl  Geo,  HI.  c.  49,  which  declares  that  no  house, 
room,  or  other  place,  shalf,  on  the  Lord's  day,  be 
open  for  puh/ie  entertainment,  or  for  any  debating 
toeieiiet;  and  notwithstanding  the  lath  Geo.  ill. 
c-so,  §4,  which  prohibits  killing  game  en  that 
d'y,  It  is  universally  Hdraitted,  and  by  the  wise 
and  «ood  it  is  deeply  deplored,  that  the  Lord's 
diiy  18  openltf  profaned. 

The  source  of  such  conduct  is,  a  want  of  moral 
feeling  and  of  religious  principle.    But  as  this 


ence  to  any  of  the  other  evils  which  exist,  and 
which  should  receive  the  consideration  of  the 
legislature,  some  benevolent  Individuals  have  de- 
termined on  forming  a  temporary  ae*oeiation,  and 
not  a  permanent  society,  for  the  purposes  of  such 
invesiigatron,  and  of  obtaining  some  alterations 
in  the  piesent  laws  on  that  subject.  Those  indi- 
viduals consist  of  clergymen  of  the  Church  of 
England,  of  dissenting  ministers,  and  of  lay 
gentlemen  of  all  religious  denominations.  Their 
number  at  present  is  twenty  five,  bat  they  are  de- 
sirous of  fiicreasing  it  to  fifty;  and  they  avail 
themselves  of  this  opportunity  to  invite  the  assict- 
ance  of  all  ^religions  denominations,  and  espe- 
cially of  the  clergy  and  <lissenting  ministers  re- 
siding in  or  near  L  ondon,  to  further  this  im- 
portant object. 

By  the  measure  they  propose,  no  violation  of 
the  great  principles  of  livtl  and  re/igiout  liierty 
can  accrue.  Those  principles  they  venerate  and 
love,  and  would  he  among  the  last  to  curtail. 
Their  object  is  definite  and  limited.  They  are 
temperate,  yet  firm ;  and  whilst  on  the  one  hand 
thoy  will  endeavuur,  by  every  fair  and  legitimate 
method,  to  obtain  their  object,  they  respect  (he 
constitution  and  the  laws  of  their  country.  From 
the  Bishop  of  London,  Mr.  HUberforce^  Mr.Bvt- 
ttrwirth,  and  very  many  other  distinguished  indi- 
viduals, they  expect  to  derive  the  most  important 
assistance;  and,  thus  supported,  ev'entually  to 
conduct  to  a  succes<«ful  termination,  a  measure 
as  Important  and  necessary,  as  to  the  licentious 
and  the  profligate  it  will  be  irksome. 

Frojn  their  friends  in  the  country,  and  especially 
firoin  ininirtcrs  resident  in  large  towns  or  cities, 
they  invite  information  and  assistance;  and  to 
them  thev  intimate,  thitt,  when  the  measure  stiail 
be  introduced  to  Parliament,  petition*  from  ail 
parts  of  the  kingdom  wiU  be  rendered  necessary, 
and  they  fully  rely  on  their  activity  and  energy. 

All  such  communications  are  to  be  addressed 
to  Jlfr.  John  Wilit,  jun.  Solicitor,  36,  Nete  Broad 


■....»(    n,iu     VI     iciigivuv    piinci|)ie.       OUl     as    miS  »"    ^ui .  ./vnn    rr  w*Kg,  jun.    tJOItCUOT,    JO,    XV«»   oroatt 

flefect  IS  only  to  be  remedie<l  by  the  preaching  of  Strtetf  who  will  submit  them  to  the  Committee  ; 

the  i^ospel,  the  diffusion  of  knowledge,  the  cir-  ^nd,  it  is  unnecessary  to  add,  tdat  promises  of 

eolation  of  the  Scripture,  by  Sabbath  schools,  and  pecuniary  aid  will  be  particularly  impoitant. 

by  the  dispersion  of  religious  tracts,  and  an  which  When  a  Public  Meeting  of  the  friends  of 


means  most  receive  the  blessing  of  God  before 
they  can  be  rendered  useful,  is  it  not  also  neces- 
•ar^r  to  inquire,  whether  it  be  not  the  duty  of  the 
religions  public  to  endeavour  to  obtain  the  enact- 
tneut  of  a  law,  not  by  which  persons  shall  be 
compelled  to  assume  the  appearance  of  devotion, 
or  against  their  conscience!*,  or  even  inclination, 
to  ailend  any  place  of  religions  worship;  but  by 
which  the  tradesman,  the  merchant,  the  artificer, 
the  shopkeeper,  shall  be  prevented,  by  the  laws 
Of  bis  country,  from  setting  at  defiance  the  basis 
of  all  the  laws  by  which  that  country  is  go- 
verued,  and  from  flagitieusly  trading  on  a  day 
wuch  the  dictates  of  common  sense,  the  usage  of 
ail  ages  and  of  all  christianised  eoanlries,  and 
tne  laws  of  God,  have  required  to  be  observed  as 
>  ''ay  of  abstinence  from  exertion,  and  indeed  of 
aiieniion  to  religion? 
How  is  this  object  to  be  effected  t  Tbb  q«^- 


_  ^  _. ...^....w  V.  re- 
ligion and  good  order  is  convened,  (and  which 
will  probably  take  place  in  May,)  the  measura 
will  be  minutely  explained— the  probable  amount 
of  the  expellees  stated — and  every  information 
afforded  which  can  be  desired,  in  the  mean  time, 
they  entreat  (heir  frieiKls  throughout  the  kingdom 
to  implore  the  blessing  of  heaven  on  their  efforts, 
and  to  afford  them  all  the  assistanee  and  encou- 
ragement which  they  so  eminently  require,  and 
thus  earnestly  entreat. 
86,  New  Broad  Street, 
March  20,  1823. 

H<rifor<ishire  Umon.—The  annual  meet> 
ing  of  the  Htrifordiliire  Union  will  be  held 
at  St»  Albans,  on  Thursday,  April  4, 1822, 
The  Rey.  Robert  Hall,  A.M.  of  Leicester, 
•tftwis  eng^a^^  tojpoeacti  la  the  chapel. 
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Spicer  Street,  in  the  morning.    Service 


CApril, 


to  begin  at  eleven  o'clock.  The  public 
meeting  for  business  to  be  in  the  Baptist 
chapel  in  the  afternoon,  at  three  o'clock. 

Sunday  School  (/num.— -On  May  7th, 
Tuesday  morning,  the  annual  meeting 
pf  this  Society  will  be  held  at  the  City 
qf  London  Tavern,  Bishopsgate  Street. 
Breakfast  on  the  table  at  six  o'clock. 
Chair  to  be  taken  at  seven  o'clock. 

Wiltt  Auoc'uaum."'The  next  half  yeariy 
meeting  of  the  Wilts  Association  will  be 
holden  at  the  Tabernacle,  in  Trowbridge, 
on  Tuesday,  in  the  Easter  week.  Mr.' 
Raban,  of  Westbury,  to  preach  in  the 
morning-^ -subject,  '*  Divine  influence 
essential  to  ministerial  success."  Mr. 
Jay  will  preach  in  the  evening. 

Preshtftery  of  Hamilton. — The  Presby- 
tery of  Hamilton  met  at  Shotts,  on  the  , 
27  th  December  la&t,  to  moderate  a  call 
to  Mr.  John  Black,  preacher  of  the  Gos- 
pel, to  be  minister  of  that  parish  :  when 
the  Presbytery  also  inspected  the  new 
charch  lately  built  for  the  parish  of 
Shotts,  and  observed,  that  there  was  no 
communion  table,  but  only  a  certain 
number  of  pews  designed  for  that  service, 
when  it  was  represented  by  some  mem- 
bers of  Presbytery,  to  the  heritors  present, 
that  this  was  an  innovation  contrary  to 
the  purity  and  uniformity  of  worship, 
established  in  the  Presbyterian  churches 
of  Scotland,  and  that  a  communion  table 
should  be  provided  for  the  communicants, 
where  tliey  could  sit  fa<;e  to  face.  Tlie 
heritors  present  stated,  that  they  in- 
tended to  follow  no  decisive  course,  and 
at  their  next  meeting,  much  to  their 
honour,  they  ordered  a  communion  table 
to  be  made  to  the  satisfaction  of  the  Pres- 
bpeTy,"Glo8gow  Chronicle,  Feb,  14, 1822. 

Hius  the  mighty  matter  which  had  al- 
most disturbed  the  peace  of  the  Presbytery 
ofHamilton,  perhaps  of  the  Synod  of  Glas- 
gow and  Ayr — yea,  perhaps  of  the  Ge- 
neral Assembly  of  the  Church  of  Scotland, 
and  every  individual  minister  in  it,  who 
concerns  himself  about  the  **  purity"  of 
the  Scottish  establishment,  has  been  ami- 
cably settled ;  much  to  the  "  honour  of 
the  heritors,"  much,  no  doubt,  to  the 
satisfaction  of  the  ministers.  For  our 
part,  i^e  have  not  learned  to  attach  so 
great  importance  to  sitting  **  face  to  face" 
— we  think  such  uniformity  of  a  kin  to 
wearing  square  caps,  which  was  enjoined 
by  an  English  Archbishop,  with  much 
formality  and  <<  uniformity,"  and  re- 
jected with  much  simplicity  by  one  of 
our  predecessors,  **  because  he  had  a 
round  head." 

Strett  Prtaching  in  Gtojow.— We  are 
glad  to  be  informed,  that  sermons  to  the 
lower  orders  of  society,  in  the  closes  and 
lanes  of  the  city  of  Glasgow,  hsrre  been 
for  Aome  tine  .  past  proawhed  regularly 


either  on  week-day  evenings,  or  on  the 
evening  of  Sabbath.  This  is  the  trae 
**  aggressive  system,"  and  we  trust  the 
blessing  of  the  Lord  will  accompany 
it.  We  have  before  heard  of  the  eiertions 
of  the  students  belonging  to  the  Theolo- 
gical Academy,  under  tibie  care  of -Mr. 
Ewing  and  Dr.  Wardlaw :  but  the  ser- 
mons to  which  we  refer,  are  generally  by 
the  ministers  oi  the  churches  in  town, 
chiefly  the  Presbyterian  Dissenters  of 
different  denominations,  who,  though  they 
may  be  parted  in  some  respects  by  a  sliirbt 
sltade  of  difference— hm^e  yet  agreed,  in 
concert,  to  consider  the  case  of  the  poor 
and  needy.  May  the  blessing  promised  to 
the  man  who  does  so,  be  theirs.  We  regn't 
that  our  correspondent  has  been  so  brief ; 
but  trust,  at  some  future  period,  to  be  en- 
abled to  call  the  attention  of  our  readers 
more  at  large  to  this  work  of  faith  and 
labour  of  love. 

Auociation  of  Theohgiail  Studenti  in  the 
Univenity  of  Glasgow,  in  aid  of  MisMmary 
Exertions. — At  a  meeting  of  Students  of 
Theology  in  the  University  of  Glasgow, 
held  in  the  Divinity  Hall,  on  the  19th  of 
December,  1821,  it  was  unanimously  re- 
solved to  form  an  Association  in  aid  of 
Missionary  exertions.  The  following  re- 
gulations were  adopted . 

Regulations. — 1.  The  designation  of 
this  Society  shall  be,  "  The  Association  (jf 
Theological  Students  in  the  Vnivtrsity  of 
Giaigow,  m  aid  of  Mistumary  exertions, 

2.  Every  student  annually  contributing 
5s.  shall  be  a  member  of  the  Association. 
Donations  and  subscriptions  from  all  per- 
sons will  be  thaukfiilly  received. 

3.  The!  office-bearers  of  the  Associa- 
tion shall  be  a  President,  a  Treasurer,  a 
Secretary,  and  a  Committee  of  eight  mem- 
bers belonging  to  the  Hall,  to  whom  the 
distribution  of  the  funds  among  parent 
Missionary  Societies  shall  be  entrusted. 
The  Committee  to  be  chosen  annually ; 
each  of  the  four  divisions  of  the  Hall  to 
elect  two  of  their  members  j  three  to  be 
a  quorum. 

4.  The  meetings  of  the  Association 
shall  be  held  annually  on  the  third  Wed- 
nesday of  February,  when  a  general  ab- 
stract of  the  Missionary  proceedings  shall 
be  given,  the  transactions  of  the  pest 
year  reported ;  the  accounts,  as  audited 
by  the  Committee,  presented;  and  the 
office-bearers  elected  for  the  following  year. 

5.  The  President  and  any  two  members 
of  the  Committee  shall  have  it  in  their 
power  to  call  a  meeting  of  the  sob- 
Bcribers,  when  it  may  be  thought  neces- 
sary. 

The  students  of.  other  classed,  are  re- 
spectfully requested  to  become  members 
of  this  Association^  whieh  is  intended  to 
embrace  ttVt  att(£nding  the  college,  who 
are  firiondly  to  the  eauseof  missions. 
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^cieUf  far  Educ<amg  the  Piwrm  Ireland,  great.      I  send  specimens    of   writing, 

—TTie  Annijal  General  Meeting  of  this  which  I  hope  the  Society  will  approve  of ; 

Society  WM  held  Feb.  22d,  at  the  Mo-  and  I  can  assert  in  truth,  that  there  is 

del  School  m  Kildare-street,    Dublin,  equal   improvement    making .  in    other 

*^    S**^'  ^^-  V.P.in.the  Chair.  branches  of  education.    The  writing  is 

The  Report  of  the  Committee  stated,  by  men  who  never  made  a  letter  till  they 

that  notwithstanding  all  impediments,  began  in  the  Gaol  School.    There  are 

the  cause  of  education  is  stDl  advancing,  many,  too,  who  can  read  intelligibly. 

That  during  the  last  year  272  schools  who  began  their  letters  there. 

had  been  assisted  by  the  Society,  (which  <*  The  gentleman  who  preceded  me  as 

18  27  more  than  in  1821  :)  of  these  30  Physician  and  Inspector,  I  am  told,  seve- 

rcceived  grants  towards  building  school-  ral  times  narrowly  escaped  being  mur- 

hODses ;  93  for  fitting  up  and  furnishing  dered  ;  and  had  actually  to  go  into  the 

school-rooms    already  built;    and   122  gaol  with  a  guard  of  soldiers.     1  began 

have  been  supplied  with  books  or  sta-  the  school  inlmediately  on  succeeding 

tionery.     Of  the  schools,  132  are  new  him,  and  have  always  a  sufficient  guard, 

ones,  containing  10,183  scholars;  and  amongst  the   prisoners  themselves,    to 

that  the  whole  number  under  instruction,  protect  me  against  any  injury.     I  have 

in  513  schools  connected  with  this  So-  observed  that  even  so  much  as  my  pocket 

eiety,  exceeds  probably  40,000.  Among  handkerchief  was  not  stolen  from  me." 

these  schools  are  10 /rai,/ schools,  which  ^.  „   r             •     o,    ,  .r   , 

'          ■       '  Gtrrt  Lanautenan  School  of  Induttiy. — 


promise  to  be  of  great  utility.  ^^"^  Lancatterim  School  of  Induttry. — 

Beside  supporting  schools,  the  Society  ^'  ^®  Seventh  Anniversary  Meeting  of 

print  cheap  books  and  tracts  of  a  reli-  "*®  above-named  School,  held  Feb.  18, 

gions   and  moral  tendency:    of  these  i^^*  **  *^®  ^^^  ™  Gibraltar-street, 

556,522  have  been  already  circulated,  of  Sheffield,  Dr.  G.  C.  Brown,  in  the  Chair ; 

which  manyhave  been  given  for  the  for-  ^*    following  resolutions   were    passed 

mation  of  lending  libraries.  unanimously  : — That    the    report    now 

In  adverting  to   the  pecuniapy  con-  ^'  ^  accepted  and  published  under 

cerns  of  the  Society,  it  is  steted  that  the  *^®  <ii««tion  of  the  Committee.— That, 

Committee  of  1820  had  been  compelled  ^^^^  existing  circumstances,  stated  in 

to  borrow  ;£*1000.  to  carry  on  the  Insti-  ^*  wport,  this  Meeting  confirms  the  re-» 

tution,  but  that  during  the  last  year  they  «>*"'><^»  <>^  *^«  Committee  to  unite  the 

had  received  from  the  Leirislature  the  J^®  ^f^o^s  ^^   one,    on    the   premises 

liberal  grant  of  ^6*1 0,000  Bntish  ^  Gibraltar-street.— That  Lancasterian 

Schools  for  the  children  of  the  poor,  ap- 
Seamm't  HotpUal. — ^The  fint  Anniyer-  pear  to  be  of  increasing  value  to  the  best 
sary  of  this  Charity  was  commemorated  interests  of  society,  in  all  its  gradations, 
at  the  London  Tavehi,  by  above  150  and  especially  of  vast  importance  in  con- 
Gentlemen  of  high  respectability.  In  nexionwith  Sunday  schools, 
consequence  of  the  unavoidable  absence  T^  ».  ,  ,  ^ 
of  Lord  MelvUle,  Lord  Exmouth  pre-  .  ■^^*"»y- — In  *  recent  work  on  Duel- 
sided  :  and  *smong  the  company  were  ^"^»  ^^  ^^'  Gilchrist,  a  list  is  given,  of 
noticed  Lord  Torrington,  Sir  P.  Mai*  ^'^^  ^^^^  fought  in  England  and  else- 
colm,  Adm.  Digby,  W.  Mannimr,  Esq.  ^^^^  during  the  reign  of  his  late  Ma- 
M.P.,  T.  Wilson;  ESq.  M.P^,  Mr  jesty  Geo.  IIL,  with  their  result.  Of  the 
Sheriff  Venables,  &c.  The  affaUlity  combatants  in  these  duels  69  were  killed  ; 
of  the  Nobl«  Chairman,  the  interesting  ^  *^®  °^  *^^™  neither  party  survived ; 
addresses  ofthe  Treasurer  and  Chairman  *®  were  desperately  wounded,  an  equal 
of  the  Committee,  and  the  gentlemanly  number  slightly,  and  189  unhurt.  Though 
attentions  of  the  Stewards,  merited  and  ^®  number  quoted  must  comprehend  but 
obtained  the  highest  encomiums.  The  *  ®™^^  proportion  of  the  single  combats, 
IVeasurer's  statement  Leld  forth  a  very  ^'^^  have  actually  taken  place  during 
flattering  prospect ;  the  subscriptions  *"®  ®^°^®  mentioned  period,  yet  what  a 
announced  amounted  to  upwards  of  "nelancholy  picture  does  it  afford  of  the 
£700,  Btate  of  polished  society,  in  the  most  civi^ 

lixed  portion  of  the  glohsy  afl4iiii:i|  the  moat 

&*ooi  in  Carrickfergus  County  Gaol^  enlightened  age  of  the  world  ?  69  human 

hJrtract  of  a  l^r  from  Dr.  Allen,  the  beings  are  sent  unbidden  into  the  pre- 

.7^    o  "^^  toiler  of  this  school,  to  gence  of  their  Eternal  J«d«e,  and  in  the 

The  Society  for  promoting  the  Educa.  very  commission  of  a  crime  of  the  first 

bonoftiie  Poor  of  Ireland,"  published  magnitude;  whUc.  those  by  whose  hands 

in  tii«rreport  for  thisyear.  they  foU  are  left,  periuifA  for   Ufe,  the 

«T^  schools  seem  to  have  had  a  victims    of  tiiat    despair  and  remorse, 

wonderful  effect  on  the  conduct  of  the  which  most  ever  pursue  the  man  who  has 

pnsoxiera,   and,     I    hope,    an   equally  wiifuWy  wlwTied  his  haads  in  a  brother's 

good  one  m  other  respects.    The  im-  hlood,- 'PhUanthropic  Gazette. 
ptorement,  too,  of  the  scholars,  is  very 


£24  LITERARY  NOTICES,  &c. 

WORKS  PREPARING  FOR  THB  PRESS.  WORKS   RECEHTLY  PUBLISHED. 


Memoirs  and  Select  Remains  of  an 
only  Son,  by  T.  Durant,  will  certainly 
be  published  before  the  Ist  of  May. 

Hebrew  Elements.— T.  Keyworth  and 
D.  Joiies  are  preparing  a  second  edition 
of  Pnncijiia  Hebraica,  in  two  pocket  vo- 
lumes ;  to  he  sold  separately.  One  volume 
to  contain  the  Grammar  revised  j  the 
other  to  comprise  a  Grammatical  Analysis 
of  Three  Hundred  Verses  taken  from  the 
Psalms,  introduced  by  a  selection  of  sin- 
gle words  classed  according  to  their  forms, 
and  containing  every  common  word  not 
in  the  three  hundred  verses.  Suggestions 
for  the  improvement  of  the  work  are  re- 
spectfully solicited,  and  may  be  sent  (post 
paid)  to  Mr.  Hamilton's,  Paternoster 
Row. 

An  Abridged  Edition  of  Conder  on 
-Non-conformity,  1  vol.  12mo. 

Tales  and  Dialogues,  in  Prose  and  Verse. 
By  Jeffcrys  Taylor,  author  of  **  ^sop  in 
Rhyme,"  &c.  with  six  engravings.  IVice 
3s.  6d. 

Ivimey's  History  of  the  English  Bap*- 
tists,  vol.  3. 

The  Life  and  Correspondence  of  Bishop 
Horsley  is  preparing  for  publication,  by 
his  {Sou,  in  an  octavo  volume. 

The  First  Part  of  the  Memoirs  of  the 
Astronomical  Society  of  London. 

The  Rev.  Samuel  Burder  is  printing, 
in  two  octavo  volumes,  Oriental  Litera- 
ture, applied  to  the  Illustration  of  the 
Sacred  Scriptures ;  designed  as  a  Sequel 
to  Oriental  Customs. 

Account  of  a  Journey  undertaken  in 
the  Year  1820,  at  the  suggestion  and  ex- 
pence  of  Wm.  'John  Banks,  Esq.  into  the 
Oasis  of  Siwah ;  with  Maps,  Plans,  and 
Views  of  all  the  most  interesting  Object* 
that  are  found  in  that  District,  principally 
with  a  View  to  ascertaining  the  Site  of 
th^  Temple  of  Ammon.     By  A.  Linant. 

Speedily  will  be  published,  the  Chris- 
tian's Duty;  collected  entirely  from  the 
Scriptures.  . 

TTie  Works  of  Dr.  James  Arminius, 
formerly  Professor  of  Divinity  at  Leyden, 
translated  from  the  Latin. 

William  Wordsworth,  Esq.  has  two 
Poetical  Works  in  the  press — The  Me- 
morials of  a  Tour  on  the  Continent  ;■  and 
Ecclesiastical  Sketches. 


Sketches  of  Sermons  ;  furnished  bv 
theii*  respective  Authors.  Vol.  3,  Part  I. 
Price  2s. 

■    Leifchild's  Lectures  on  the  Beatitudes. 
y6vo.  2d  edition*     Price  7s.  6d. 

Fuller's  Scripture  Examiuer.  Part  II. 
Price  Is. 

Selections  from  Archbishop  Leighton's 
Works.     Price  3s.  fid.  y 

Incidents  of  Childhood.  2d  edition. 
Price  2s.  6d. 

Just  published,  what  is  called  Fisher's 
Catechism  ;  originally  formed  by  Minis- 
ters of  the  Associate  Synod  in  Scotland ; 
and  revised  by  the  above  respectable 
Gentleman,  near  twenty  years  Professor 
of  Divinity  in  that  body.  The  present  is 
a  large  elegant  edition ;  its  peculiar  ex- 
cellence as  one  of  the  most  judicious  and 
evangelical  compositions  is  well  known. 
Among  its  authors  were  Messrs.  £.  and 
R.  E^kine  ;  ThompsoUj^  of  Meams ; 
Brown,  of  Haddington,  &c.    - 

Just  published,  Leigh's' New  Picture 
of  London  and  its  Environs  for  1B22, 
with  very  important  additions  and  nu- 
merous plates  expressly  engraved  for  this 
edition.  1 8mo.  Price  9s.  bound  ;  with 
24  plates  of  Costume;  128.  bound;  or 
with  54  plates  of  Costume,  by  Rowland- 
son,  15s.  bound. 

Elements  of  Self- Improvement ;  com- 
prising a  Familial'  View  of  the  Intellectual 
Powers  and  Moral  Characteristics  of  Hu- 
man Nature.  Principally  adapted  for 
young  persons  entering  into  active  lif«. 
By  the  Rev.  Thomas  Finch,  of  Harlow. 
12mo.    5s.  boards.^ 

The  Life  of  Mary,  Queen  of  Soots; 
^rawn  from  the  State  Papers.  By  Geo. 
Chalmers,  F.R.S.  S.A.  3  vols.  8vo.  2d 
edition.    ^2.  6s.  boards. 

The  Evangelical  llifinistry  exemplified 
in  the.  Apostle  Paul.  A  Sermon  preached 
in  Murray-street  Church,  New  York,  on 
the  Occasion  of  resigning  the  Charge  of 
his  Congregation.  By  John  M.  Mason, 
D.D.     WiUi  an  Appendix.    Price  Is. 

A  System  of  Mechanical  Philosophy. 
By  the  late  John  Robinson,  LL.  D. 
With  Notes,  by  David  Brewster^  LL.D. 
F.R.S.E.    In  4  vols.  8vo.  plates.    £4. 

A  Twelfth  Edition  of  Mr.  Hall's  Sermon 
on  the  Death  of  the  Princess  Charlotte.  2s. 


ANSWERS  TO  CORRESPONDENTS,  te.     • 

CoMM  ONI  CATIONS  havc  been  received  this  mont^  from  Rev.  J.  M.  Ray— J.  Turner — 

J.  Ryley— J.  Churchill — J.  Thornton — W.  Vowles-r-T.  Keyworth— -Jl.  Elliott— 

J.  Whitridge — Rd.  Hartley. 
Also  from  Spero — Viatorius  Mercator — A.   Allan — Epsilon— J.  Walmsley — K. 

Simpson — J.  S. — S.  Hill— E.  E. — T.  D. — John  Wilks,  Jun.--JoMah  €ondcr— 

D.  A.  Borrenstein — Miles — M.  B.  E. 

The  communications  firom  £.  £.  and  T.  D.  arrived  too  late  fbr  insertion  in  this 
month. 

]^RRATAin  the  last  Number — p.  161.  col.  1.  line  20  f^om  bottom,  for  pains  ret/d  paths, 

-    -    -    --    -19  from  bottom^  for  never  read  ever. 
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AUTO-BIOGRAPHY  OF  DR.  PRIESTLEY. 


We  have  frequently  felt  ourselves 
inclined  to  write  something  in  the 
shape  of  an  Essay  on  personal  Me- 
moirs, and  especially  on  what  has 
been  called  Auto-biography.  No 
pressing  occasion  calling  on  us  for 
the. exertion,  we  have  deferred  it, 
from  time  to  time,  .until  we  now 
feel  completely  reluctant  to  set 
about  it  in  good  earnest.  A  failare 
in  our  auttcipated  resources  had, 
however,  somewhat  quickened  our 
sluggish  spirits,  and  we  were  en- 
deavouring, invita  Minerva,  to  ex- 
cogitate something  in  the  way  of 
very  profound  and  original  spe- 
culation, when,  fortunately,  we 
received  the  following  able  com- 
munication, which  superseded  our 
intention,  and,  as  it  presents  some 
interesting  illustrations  of  pervert- 
ed  mind,  will,  we  doubt  not,  be  as 
acceptable  to  our  readers,  as  the 
aforesaid  pithy  lucubrations  of  ou^ 
own  might  have  been.  The  sub- 
ject of  "  a  man's  writing  memoirs 
of  himself,"  has  been,  indeed, 
treated  by  an  intellect  of  tran- 
scendent power,  and  would  have 
left  us  little  more  than  its  glean- 
ings to  collect;  we  are  therefore 
glad  to  be  released  from  the  task 
by  a  practical  elucidation  of  false 
tranquillity,  and  of  conscience  lulled 
asleep  by  thesyren  melody  of  va- 
nity and  selqplmplacency,  which 
will  speak  maSt  forcibly  in  behalf 
of  the  teachable  spirit,  and  the 
meek  and  lowly  temper. 

lib  subtle  is  the  pride  and  in- 
flaaon  of  man's  heart,  that  it  min- 
gles itself  with  the  most  humiliat- 
ing exercises.  The  hair-shirt,  the 
knotted  scourge,  the  iron  girdle, 
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the  couch  of  iron  points,  the  cell 
of  the  anchorite,  have*  all  been,  in 
their  turn,  the  miserable  pretexts 
of  a  despicable  aiid  degrading  va- 
nity; and  the  diary  of  folly  and 
criminality,  the  record  of  ^urnal 
failure,  has,  ere  now,  been  made 
the  vehicle  of .  anxiously-coveted 
notoriety.  Infirm  of  mind  and 
purpose  as  we  ar«,  our  safest  mood 
is  in  the  hour  of  self-suspicion,  in 
that  awful  but  auspicious  season, 
when,  conscious  of  our  delin- 
quency, of  our  weakness,  and  of 
our  ignorance,  we  humble  our- 
selves, even  to  the  dust,  in  the  pre- 
sence of  our  heavenly  Father,  and 
commit  ourselves  implicitly  to  him 
for  guidance  I  and  control.  We 
would  never  be  concerned  in  the 
publication  of  a  biographical  me- 
mpir,  written  by  the  subject  of  it, 
where  it  bears  the  palpable  marks 
of  having  been  composed  for  pub- 
lication, unless  some  peculiar  and 
pressing  circumstance  called  for  its 
dissemination,  or  unless  it  held  up 
some  decided  and  important  mo- 
ral lesson  to  mankind.  It  is  in 
this  last  view  of  the  case,  that  we 
call  the  attention  of  our  .readers  to 
the  following  st^^ictures  on  a  small 
volume,  entitled  "  Memoirs  of  the 
Rev.  Dr.  Joseph  Priestley,  to  the 
year  1795  ;  written  by  himself. 
WiUi  an  Account  of  his  last  Illness, 
in  a  Letter  from  hjls  Son,  Mr. 
Joseph  Priestley.  Birmingham  : 
reprinted  from  the  American  edi- 
tion, by  permission  of  the  Editor, 
1810.     Duodecimo, — ^pp.  100." 

CTo  the  Editors. J 

Gentlemen. — The  above  is  the 
title  of  a  little  book,  which,  I  have 
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reason  to  bdieve^  isnot  much  known  source  of-  cont^tmenft  would  pro- 
out  of  the  circles  of  Sociiiianism ;  bably  have  failed  him,  irritation 
at  all  events^  I  am  persuaded  that  and  de^)ondency  gaining  an  un« 
many  of  your  readers  have  neither  happy  ascendancy— that  by  him 
seen  nor  heard   of  it      I   trust,  the  Deity  was  not  regarded  as  an 
therefore,  that  a  few  sentiments  avenging  tyrant,  puni^ingjfctr  die 
excited  in  me  by  a  perusal  will  sake  of  punishing,  his  weak  and 
not  prove  unacceptable,  if  they  imperfect  creatures,  but  as  a  wise 
only  lead  to  an  inspection  of  the  and  kind  parent,  inflicting  those 
work  itself.     And  I  must  say,   I  corrections  only,  that  are  necessary 
ean  wish  no  better  argumentation  to  fit  us  iot  the  highest  state  of 
against  the  Priestleian  school,  than  happiness  of  which    our  natures 
.  is   furnished    by  .this  very  pro-  are  ultimately  capable.     The  stu- 
^ction  of  its  head  master.     No  pidity  of  this  misrepresentation  of 
man,  who  is  anxious  for  the  con-  orthodoxy  will  instantly  be  per- 
firmation  of  the  truth  of  those  ceived  by  your  readers ;  and,  whilst 
christian  doctrines,  which  are  most  they  cannot    console    themselves 
holy  in  their  tendency,  and  most  with  Dr.  Priestley,  or  his  son  Jo- 
comforting  in  their  character,  will  seph,  that  the  miseries  of  life  are 
£iil  to  be  gratified  when  he  pe-  preM>rdained  for  the  best  upon  the 
ruses  this  pamphlet ;  it  contains  a  whole  of  existence;  in  other  words, 
true  portrait  of  their  boasted  anta-  that  misery  is  necessary  to  happi- 
•  gonist,  for  it  was  written  by  him-  ness,  and  that  God  could  not  teli- 
self.  Noman,  that  has  been  tempted  citate,  unless  he  had  previously 
at  times  to  tremble  for  the  stability  afflicted ;  whilst  they  refuse  thus 
lof  the  orthodox  faith,  when  he  has  to  limit  Omnipotence,   and  take 
heard  the  clamours  of  those  who  their  stand  on  a  more  scriptural 
rushed  to  its  assault,  will  fail  to  account  of  the  sufferings  of  huma- 
dispd  his  fears,  and  encourage  his  nity,  than  that  which  invofves  an 
heart,  when  he  sees,  by  his  own  imperfection  inthe  Supreme  Being; 
statements,  the  pretensions  of  their  they  will  lament,  with  me,   that 
great  captain.    Dr.  Priestley  closes  wretched   waywardness   of  spirit 
his  own  biography  in  179^>  when  which   can   reject  a  solution,  at 
he  had  completed  the  sixty-second  once  simple,    philosophical,    and 
year  of  his  age ;  and  a  short  ac-  consistent  both  with  the  word  of 
count  of  his  last  illness  is  given  by  God,  and  the  phenmnena  of  the 
his  son,  Mr.  Joseph  Priestley,  who  moral  world,  for  the  sake  of  adopt- 
has  also  added  a  preface  to  the  vo«>  ing  a  vain  surmise,  an  unsupported 
iume ;    which  preface,   although  dogma,  unprofitable  to  man,  and 
composed  of  a  very  fiew  lines,  con-  injurious  to  the  clmracter  of  God. 
tains  nearly  as  much  of  misrepre-        As  it  hath  been  said  that  a  man 
sentation.     This  gentleman  gives  does  not  write  his  own  life,  unless 
it  as  his  opinion,  that  conscious  he  thinks  there  is  something  in  it 
rectitude  alone  Would  hardly  have  well  woHhy  the  cognizance  <if  t^e 
'  been  able  to   support  his  father  world,  so  the  read<^  will  perceive, 
under  some  ^  his  afflictions — ^that  in  this  auto-biogra|^r,  no  deficit  of 
lie  had  a  farther  resource,  a  firm  self-complacency,  ^fft  is,  at  least, 
persuasion  of  the  benevolence  of  some\v1iat  unusual  for  an  indivi- 
the  Aliaighty  towards  all  his  crea-  dual  to  pay  himself  compliments 
tores,  every  part  of  his  own  life,  on  his  piety.     "  If  «ny  wridligs  in 
like  every  part  of  the  whole  sys-  general  have  been   use^fol  tt**^  my 
tem^   being  pre-ordained  for  the  -contemporaries,  I  hope,  that  this 
best  upon  the  whole  of  existence —  -acoount  of  myself  will  not  be  wttfa* 

that  had  he  entertained  the  gloomy  out  ks  use ei^dAliy  in 

aoticHiB  of  Calvinism,  tiiiis  cheering  promoting  virtue  4SaA  fi^ys  ii4iMi, 
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I  hope  I  may  say,  it  has  been  my    have  had  an  original  pcnrenlity  of 


care  to  practise  myself;  as  it  has 
been  my  business  to  inculcate  them 
upon  others/'  Now,  piety  is  meFi« 
torious,  or  it  is  not.     If  it   )je  a 


the  reascming  faculty ;  if  it  wercj 
he  must  have  been  exquisitely  sas* 
cepdble  of  the  sentiments  of  others, 
without  muchj  if  any,  scrutiny  of 


virtue,  what  shall  we  think  of  a    his   own— and,  truly,  this  seems 
mail,  who  is  ever  thus  trumpeting    to  have  been  his  characteristic,  from 


his  own  merits?  that  he  had  no- 
thing very  material  to  reproach 
liimself  with;  page  5.— That  he 
was  as  serious  as  possible.-— '^  This 

brother became,  if  possible, 

more  serious  than  I  had  been; 
page  9.-*-Dr.  Hartley's  observa- 
tions on  man,  "  greatly  improved 
that  disposition  to  piety,  which  I 
brought  to  the  academy;"  p.  12. 
— To  the  society  of  Dr.  Lindsey 
"  I  owe  much  of  my  zecd  for  the 
doctrine  of  the  divine  unity ;" 
p.  52. — I  am  thankful  "  that  my 
health  received  the  check  that  it 
did,  when  I  was  young ;  since  a 
muscular  habit,  from  high  health 
and  strong  spirits,  are  (is)  not,  I 
think,  in  general,  accompanied 
witlithat  sensibilityK)f  rnind^  which 
is  both  &vourable  to  piety  and  to 
speculative  pursuits."  p.  73. 
Sum  pius  Mneas, 

In  his  younger  life,  the  Doctor 
underwent  not  a  little  mental  per* 
turbadon,  as  he  was  unable  to 
satisfy  himself  that  he  had  expe- 
rienced the  hew  birth  ;  at  one  time 
he  compared  himself  to  Francis 
Spira,  and  at  another,  he  was  hor- 
rified by  BUnyan's  man  in  the  iron 
cage. 

Indeed,  however  &r  from  ortho- 
doxy the  Doctor  roamed  in  after 
years,  he  seems  to  have  swallowed 


his  own  portraiture  of  his  subse- 
quent  life. 

To  me  it  is  not  surprising,  that 
a  mail  who  could,  at  one  time, 
feel  '*  much  distressed"  that  he 
**  could  not  feel  a  proper  repent- 
ance for  the  sin  of  Adam,  taking 
it  for  granted,  that,  without  this, 
it  could  not  be  forgiven"  him, 
should,  at  another,  embrace  a  sys- 
tem, which  does  away,  in  my  opi- 
nion, the  fact  of  sin  at  all,  and  the 
necessity  of  repentance. 

In  the  ninth  page,  I  find  a  con- 
fession, in  the  form  of  a  boast,  too 
remarkable  to  be  passed  without 
notice,  of  '^  composition  seldom 
employing  so  much  time  as  would 
be  necessary  to  write,  in  long  hand, 
any  thing"  he  had  published!!! 
This  is  not  ludicrous ;  it  is  astound- 
ing; this  boast  would  have  been 
well  timed,  had  it  applied  to  the 
fabrication  of  airs  for  jigs  and 
quick  marches ;  but  it  is  made  by  ^ 
the  man  who  undertook  to  im- 
pugn the  creeds  of  naticMis  aii4 
ages ;  to  subvert  the  most  impor- 
tant of  received  doctrines;  to  brand, 
as  irrational,  the  sentiments,  not  <k 
the  vulgar  only,  but  of  the  sober- 
est and  wisest  of  men;  to  prove 
*'  that  the  doctrine  of  atonement, 
even  in  its  ipost  qualified  sense,  had 
no  countenance,  either  from  Sorip- 


any  theological  proposition  how-  iure  or  reason ;"  to  show  the  apos- 

ever  monstrous  in  his  youth— for  tie  Paul  to  be  an  inconclusive  rea- 

he  tella  us,  in  the  seventh  page,  soner,    reasomng  defectively,    iU 

that,  supposing  mankind  not  to  have  supported  in   his  conclusions    in 

any  sin  of  f£»r  own,  he  yet  be-  passages,  ''pretty  numerous;"  to 

lieved,  at  one  time,  that  aJl  were  disprove  ''  the  inspiration  of  the 

liable  to  wrath  and  hell  for  ever,  authors  of  the  books  of  Scriptmre, 


on  account  of  that  sin  only.  How, 
upoa  the  supposition  of  innocence, 
he  could  have  bdlieved  mankind 
condemnable,  is  marvellous.  Such 
adoctnne  was  taught  him,  or  it 
was  not'^  if  it  w^re  not>  he  must 


as  writers  f  to  discard  ''  all  ide4 
cS  supernatural  influence,  exeept 
for  the  purpose  of  miracles;"  to 
persuade  man  that  he  is  *'  wholly 
material ;"  to  deny  the  miraculous 
conception  of  Jesus  Christ;  to 
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certify  ns,  that  "  death  is  only  a 
good  long  sound  sleep  in  the 
grave."  All  this  by  a  philoso- 
pher, who  €!omposed  faster  than  a 
man  can  write  long  hand ! — "  Peep 
in,  ladi^  and  gentlemen;  here's 
the  martyrdom  of  King  Charles; 
and  the  earthquake  at  Lisbon; 
and  the  battle  of  Prague  ;  and  the 
Bay  of  Naples ;  and  the  races  at 
Newmarket;  and  punch  and  his 
wife ;  and  all  for  one  halfpenny." 

Of  Doctor  Priestley  it  was  said, 
by  his  antagonists,  during  his  life, 
that  he  wrote  faster  than  he 
thought ;  by  himself  it  is  asserted, 
that  he  thought  faster  than  a  man 
cm  write  ;  and  it  is  easy  to  recon- 
cile both  declarations.  His  mind 
was,  evidently,  of  a  very  quick  and 
apprehensive  character;  his  ideas 
were  always  on  the  gallop;  and, 
for  this  very  reason,  his  unsub- 
jugated,  unchecked  velocity  of 
thought,  rendered  him  inept  to  the 
acAemn  and  abstract  processes  of 
judgment,  which  should  be  under- 
gone by  him  who  undertakes,  as 
Priestley  undertook,  to  move  a 
world.  The  profoundest  thinkers 
have  ever  extolled  the  advantages, 
nay,  more  1  they  have  affirmed  the 
necessity  of  quietude,  of  silence,  of 
privacy,  when  they  have  wished  to 
exercise  their  great  minds  upon  the 
subjects  of  their  studies.  Men 
who  strenuously  maintained  the 
immateriality  of  the  soul,  and  its 
essential  independence  of  the  cor- 
poreal organs ;  men  who  actually 
have,  in  some  instances,  displayed 
an  imperturbable  abstraction,  have 
yet  always  preferred  tlie  most  com- 
plete exdusion  from  noise  and  in- 
terruptions, when  they  have  de- 
sired to  preserve  an  unbroken 
chain  of  ponderous  thought*  It 
was  otherwise  with  Doctor  Priest- 
ley. "  I  have  never,"  he  exclaims, 
'^  found  myself  less  disposed,  or 
less  qualified,  for  mental  exertions 
of  any  kind,  at  one  time  of  the  day 
more  than  another ;  but  all  seasons 
have  been  equal  to  me,  early  or 
late,  hefbte  dinner  or  after,  &c. 


cf  Dr.  Priestley.  CMav, 

and  so  far  have  I  been  from  suf- 
fering by  my  application  to  study, 
(which,  however,  has  never  been 
so  close  or  intense  as  some  have 
imagined,)  that  I  have  found  my 
health  improving  from  the  age  of 
eighteen  to  the  present  time." 

Moreover,  "It  has  been  a  great 
advantage  tome,  that  I  have  never 
been  under  the  necessity  of  retir- 
ing from    company,   in  order  to 
compose  any  thing.     Being  fond  of 
domestic  life,  I  got  a  habit  of  writ- 
ing on  any  subject  by  the  parlour 
^re,  with  my  wife  and   children 
about  me,  and  occasionally  talking 
to  them,  without  experiencing  any 
inconvenience  from  such  interrup- 
tions.    Nothing  but  reading,    or 
speaking  without  interruption,  has 
been  any  obstruction  to  me.    For 
I  could  not  help  attending  (as  some 
can),  when    others  spoke  in  my 
hearing.     These  are  useful  habits, 
which  studious  persons  in  general 
might  acquire,  if  they  w^ould;  and 
many  persons  greatly  distress  tliem- 
selves  and  others,  by  the  idea  that 
tliey   can  do  nothing,    except  in 
perfect  solitude  or  silence."     Now, 
be  it  remembered,  that  Dr.  Priest- 
ley was  a   great   stickler   for  the 
materiality  of  the  soul ;  and  these 
facts  of   imperturbability,   would 
have  told  strongly  against  his  hypo- 
thesis, had  the  Doctor  been  in  a 
state  of  deep  abstraction,  like  that 
of  Archimedes,  and  of  Sir  Isaac 
Newton;  but  his  thoughts  were 
nearer  the  surface ;  he  who  could 
compose,  on  the  gravest,  and  dear- 
est, and  darkest  of  all  possible  sub- 
jects,  with  his'  children   playing 
around  him,  might  w^  say  of  in- 
terruptions to  his  ideas,  that  they 
caused  him  not  any  inconvenience. 
It  was  not  likely  they  should.     It 
was  said  of  Dr.  Johnson,  by,  I- 
think,  .the  classical  and  judicious 
Orme,   that  if  he  wrote  rapidly, 
he  had  thought  before— that  lus 
thoughts  were  like  the  pebbles  of 
the  ocean ;  tliey  came  forth  round 
and  polished  from  the  friction  to 
which  they  had  been  subjected. 
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What  sort  of  friction  the  ideas  of  fied  the  examinations  of  Pascal  and 

Priestley  underwent^  might  be  esti-  Butler,  of  hosts  of  the  coolest  and 

mated  by  his  own  picture  of  his  own  most  inquisitive  of  men  ?  Could  he 

habits :  but  we  are  not  left  to'  con-*  have  thought  upon  a  solemn  mat- 

jectures;  another  ingenuous  con-  ter,  as  he   should   have  thought, 

fession  certifies  the  suspicion  which  who,  in  the  space  of  a  fortnight, 

would  naturally  arise.     Speaking  could  not  remember  to  have  thought 

of  "  a  most   humbling  failure  of  at  all  ? 

recollection/'   which  he  lamented  Doubtless,  in  the  estimation  of 

as  constitutional,   he  affirms,  "  I  Dr.  Priestley,  he  was  of  all  the 

have  so  completely  forgotten  what  fittest  person — or  he  would  never 

I  have  myself  published,  that  in  have   boasted  of  that  which  one 

reading  my  own  writings,  what  I  wonders  his  fiends  have  permitted 

find  in  them  oflen   appears  per-  to  be  known  by  the  world.     In- 

fectly  new  to   me." — "  When    I  deed,  the  Doctor    seems  to  have 

was  composing  the  '  Dissertations,'  been    totally   unqualified,    at    all 

which  are  prefixed  ^o  my  '  Har-  periods  of  his  life,  for  staid  and 

raony^of  the  Gospels,'    I   had  to.  sober  attention  to  a. subject —he 

ascertain   something,    which    had  boasts,   that  at  Daveptry  he    be- 

been  the  subject  of  much  discus-  came  "  well  acquainted"  with  the ' 

sion,  relating  to  the  Jewish  Pass-  Greek  language,  by  reading  with 

over, and  for  that  pur-  another  student   "  every  day,   ten 

pose,  had  to  consult  and  compare  folio  pages  in  some  Greek  author, 
several  wl^iters.  This  I  accord-  and  generally  a  Greek  play,  in  the 
ingly  did,  and  digested  the  result  courseof  the  week,  besides."  Now, 
in  a  compass  of  a  few  paragraphs,  when  it  is  recollected  that  tiiese 
which  I  wrote  in  short  hand.  But  gentlemen  had  to  pursue  the  other 
having  mislaid  the  paper,  and  my  and  various  studies  of  their  aca- 
attention  having  been  drawn  off  to  demy  ;  that  they  had  not  the  whole 
other  things,  in  the  space  ofafort-  day  for  their  Greek;  I  put  it  to 
night,  I  did  the  same  thmg  over  any  student  of  languages,  if  that 
again ;  and  should  never  have  dis-  was  the  way  to  become  well  ac* 
covered,  that  I  had  done  it  twice,  quainted  with  one  of  the  most  com- 
ifj  after  the  second  paper  was  tran-  plex  ?  as  well  might  a  Spaniard 
scribed  for  the  press,  I  had  not  travel  by  the  mail-coach  from  Pen- 
accidentally  found  the  former."-—  zance  to  Inverness,  and  then  boast 
'*  Things  of  a  similar  nature"  hkd  of  his  acquaintance  with  the  geo- 
"  happened  to  me  before."  Is  graphy  and  scenery  of  Great  Bri- 
Dot  this  a  most  extraordinary  tale  tain.  What  sort  o^  a  Grecian 
for  an  author  of  sacred  dissertations  Priestley  was,  I  know  not;  but 
to  tell?  The  question  instinc-  Dr.  Horsley  did  not  rate  his 
tively  starts  up  in  the  mind,  was  scholarship  so  highly  as  himself. 
this  a  man  to  write  dissertations  The  memoirs  themselves,  after  all, 
on  sacred  subjects  ?  Could  such  a  must  be  perused  to  afford  a  just 
man  have  i^proached  these  topics  idea  of  the  literary  galloping  of 
with  the  caution^  the  humility,  the  Priestley ;  how  soon  he  changed 
self-suspicion,  the  sobriety,  the  one  opinion  for  another;  how, 
judgment  they  demand?  Was  whilst  some  philosophers  would 
this  the  man  to  strip  us  of  our  still  have  been  balancing  evidence, 
faith  in  Christ ;  of  our  hopes  of  he  was  folfy  persuaded,  and  pulh- 
an  immaterial,  unsuspended  exist-  Ushing  his  sentiments;  how  quickly 
ence;  of  our  confidence  in  the  he  despatched  the  analysis  of  a  gas, 
inspiration  of  the  apostolic  writ-  or  the  doctrine  of  atonement;— 
ings?  Was  this  the  man  to  brand,  this  book  has  been  lauded  by  his 
AS  irrational,  t^e  creed  whidt  satis«  disdples  foi*  its  childlike  simplicity. 
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its  candour^  and  Its  sincerity.  Sim- 
plicity, in  truth,  it  develops,  which 
they,  who  have  known  noting  of 
Priestley,  but  his  far-spread  name, 
'^ould  not  have  anticipated;  but 
the  whole  piece  is  characterized 
by  exquisite  selfocomplacency  and 
egotism — ^boasts  of  what  he  did, 
and  with  what  velocity ;  in  short, 
he  seems  to  have  written  against 
timey  and  to  glory  in  the  race. 

The  last  ten  pages  of  this  truly 
interesting  little  book,  which  I  am 
disposed  to  think  might  be  pro~ 
mulgated  with  benefit  by  the  Tract 
Society,  contain  Mr.  Joseph  Priest- 
ley's account  of  his  father's  death- 
bed.  It  was  drawn  up  for  the  en- 
couragement, in  the  same  pious 
dispositions,  of  himself  and  chil- 
dren— and  really  we  ought  to  thank 
Mr.  Joseph  for  his  graphic  details ; 
for  I  feel  assured,  that  they  will 
encourage  to  pious  *'  principles" 
and  ^'  pious  dispositions,"  although 
not  to  '^  the  same,"  perhaps,  as  he 
intends.  Within  the  last  hour  of 
his  life,  and  when  he  was  con- 
stantly expecting  dissolution,  the 


Doctor  was  revising  and  correct- 
ing "  The  Comparison  of  Jesus 
and  Socrates,  and  two  pamphlets 
in  defence  of  it."  Now,  whichever 
of  the  views  of  death  a  man  may 
take ;  either  that  his  soul  directly 
migrates  into  the  eternal  world; 
or  that  his  consciousness  will  be 
suspended  until  the  day  of  resur- 
rection ;  there  is  enough  to  infuse 
into  his  mind  an  unprecedented 
awe,  when  he  comes  to  the  last 
moment — ^to  that  praise  point, 
whence  his  next  moment  is  into 
the  presence  of  God.  Of  any 
grand  or  touching  sensations,  the 
death-bed  of  Priestley  affords  no 
symptom.  I  know  that  his '  diaci-* 
pies  admire  his  philosophic  exit.— - 
I  grant  it  was  such  as  was  likely 
to  occur — for  me,  I  cannot  envy 
the  man,  setting  aside  all  feelings 
of  unworthiness  and  sin,  and  re^ 
garding  merely  the  novelt]^,  the 
mystery,  the  tenebrosity  of  the 
extreme  hour,  who  displays  no 
more  impression,  than  when  de- 
scanting on  phlogiston,  or  electri- 
fying a  jar.  '  ULiBUS. 
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PAITH  IN  GOD  AND  CHRIST,  THE 
.  BEST  PRESERVATIVE  FROM,  OR 
CURE  OF  TROUBLE. 

{,The  nuinutcript  of  the  JbBowing  scr^ 
mon  is  probably  not  less  than  a  century  old, 
Wc  have  printed  it  xoiVimit  alteration,  and 
in  the  same  detached  paragraphs  as  those 
tifihioh  stand  in  the  .copy^  There  is  eonsi- 
derable  uncertainty  respecting^  the  author ,} 

<<  Let  ]K>t  your  heort  bo  troubled :  fs 
believe  in  God,  believe  abo  in  me."--> 
John  xiv.  1. 

As  the  present  lift  is  a  state  of 
pilgrimage,  trial,  and  passage  to 
another,  and  as  the  best  of  Chris* 
tians  are  not  perfectly  free  from 
sin,  they  have  reason  to  expect 
various  occasions  of  trouble  and 
uneasiness.  While  there  are  so 
many  disorders  in  their  own  souls, 

ajid  SQ  many  more  In  tbo  world 


about  them,  it  would  be  vain  to 
expect  uninterrupted  tranquillity 
on  this  ride  heavai. 

But  the  Gospel  haa  made  the 
best  provision  for  the  comfort  and 
support  of  sinceie  Christiaiis,  so 
that  they  have  no  occasion  to  be 
immoderately  troubled  on  any  my 
count  whatsoever* 

Christ's  disciples  weone  at  this 
time  full  of  concern,  and  their 
hearta  almost  overwhdmed  with 
grief,  upon  Christ's  telling  them 
plainly,  that  He  should  be  speedily 
separated  from  them  by  death  ; 
this  occasioned  his  suggesting  a 
variety  of  oonsideratioBS  and  pro- 
mises to  revive  their  fiiioting  ^irits; 
of  which  th»  words  of  the  text 
are  one*  Let  not  your  hearts  be 
tCQubkd:  yelidievie  in  God,  be- 
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lieve  abo  in  me.     In  whidi  we  us  to  attempt  to  fdack  np  by  the 

tnaj  obserye  two  general  heads  of  reot^  and  put  off  human  nature, 

ducourse.  and  become  stupid  and  uidolent 

I.  A  loving  caution  against  im«  as  stocks  and  stones. 

moderate  trouble.     Let  not  your  Christ  himself,  though  perfect 

heart  be  troubled.         .  innocence,  was  capable  of  grief; 

II.  An  antidote  or  remedy  pre-  nor  did  he  forbetu:  expressing  it 
scribed.  Ye  believe  in  God,  be*  on  proper  occasions.  He  wept  at 
lieve  also  in  me.  the  grave  of  his  friend  Lazarus; 

I.  Let  us    consider  the  loving  sand  at  the  approach  of  his  own 

caution.     Let  not  your  heart   be  bitter  sufferings  he  was  exceeding 

troubled.  sorrowful,  even  to  an  agony,  in  ^e 

If  the  disciples  had  ever  reason  garden, 

to  be  troubled,  surely  now  was  the  Pain  and  sickness,  and  the  death 

time,  when  their  Lord  was  going  of  pious   agreeable  relatives,  and 

to  saff^r  and  die  on  the  cross.   'Tis  the  like,  are  proper  objects  of  aver- 

natural  to  suppose,  that  the  love  sion  and  sorrow,  and  to  be  unaf- 

they  bore  to  Christ  and  to  them-  fected  and  insensible,  is  to  despise 

selves,  would  give  rise  to  many  the  chastening  of  the  Lord.     We 

anxious  thoughts  and  cares.     ''  If  are,  therefore,  to  imderstand  Christ 

oar  Master   leave  us,   what  Svill  here,  as  cautioning  us  only  against 

become  of  us,  who  have  forsaken  immoderate  grief,  excessive  care, 

all  and  followed  Him  ?  who  shall  and  iear,  and  depression.     But  it 

lead  and  instruct  us,  if  we  lose  his  may  here  be  fitly  asked>  when  may 

presence   and  guidance?      If  he  trouble  of  heart  be  justly  deemed 

shall  be  put  to  death,  what  re-  irregular  and  inordinate?     I  an- 

proach,  contempt,  and  outrage  may  swer, 

we  expect  for  adhering  to  him?  1.  When  it  far  exceeds  tke  ground 

How  can  we  bear  the  thought  of  or  ocotuian  of  it,  either  in  degree  or 

being  depri  ved  of  the  dearest  friend  devotion. 

in  the  world?"  Whe^  we  magnify  our  afflictions 

Christ  knew  their  thoughts,  and,  by  a  disturbed  imagination,  as  «b 

therefore,  in  the  kindest  manner,  usual  under  the  agonies  of  grief; 

cautioned  them  against  overwhelm-  when  we  give  a  loose  to  passion, 

mg  sorrow.     Let  not  your  heart  and  resign  our  hearts  to  the  un^ 

be  troubled.     And  with  the  sAme  controuled  possession  of  sorrow^and 

tenderness  he  speaks  to  all  his  sin^'  will  not  suffer  reason  and  scripture 

oere  disciples   to   the  end  of  the  to  have  a  hearing,  and  tl^  cmn*- 

world,  under  sore  afflictions,  Let  not  mand  over  us.  When  we  are  borne 

your  heart  be  troubled.  down  by  disquieting  thoughts,  and 

But,  you  will  say,  "  bow  can  we  deaf  to  every  alleviating  and  quiet-* 

help  it  ?     Is  it  possible  to  be  indo-  ing  consideration,  as  if  we  imagined 

lent  ahd  mnaffeoted  at  what  is  truly  it  weve  a  commendable   thing  to 

grievoiss,   the  loss  of  the  dearest  break  our  heart,  because  God  fai^ 

creature  in  the  woiid,  that  was  -a  nuule  a  ssfre  breach  in  our  fasni- 

part  of  myself,  and  beloved  neEidt  to  lies ! 

my  «wn  soul  ?"  So  as  to  calamities  itbat  yeen  to 

"Tis,  therefore,  proper  to  observe,  be  coming  upon  ns;  our  trouble 

that  in  these  words  Chcbt  doth  not  »  immoderate,  when  we  meditate 

iorbid  tti  to  take  proper  notice  of^  oothmg  but  terror   and  ^iistreira- 

to  feel  and  be  affected  by,  a^Aie-  ing  thoughts,  ajuticipatkig  afflietion 

tive  prot^ences.   He  knowe^  our  which  may  tiBV^j  befai  «s,  or  which 

i^ame,  that  -we  have  senses  and  pas-  (divine  grace  can  ma^le  us  to  ^ear 

nonis  liable  (to  be  impressed  by  what  «md  improve  to  oar  gveait  advan^i 

ift4i(iSMeriJte^;4ii»rdothhexeqiiii»  hKge. 
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So  when  our  sorrow  continues  Spirit,  Vhich  would  disburden  us, 

much  longer  than  is  fit ;  and  after  in  a  right  manner,  cf(  a  thousand 

many  days  and  years  of  lamenta^  cares  and  fears,  and  be  a  source  of 

tion,  we  still  keep  open  the  sluices  •  rational  serenity  and  divine  peace, 

of  trouble,  and  refuse  divine  con^  5.  Trouble  is  in  a  high  degree 

solations;  as  if  we  had  lost  our  God  inordinate,  when  we  are  impaiieni 

and  our  all,  in  being  deprived  of  a  and  ready  to  Jrei,  repine,  and  be 

desirable,  and  beloved  creature.  ««^^  ^f^ilh  Providence,  as  if  God 

2.  Trouble  of  heart  is  immoderate,  dealt  hardly  by  us,  or  treated  us 
when  it  obliterates  the  sense  and  re*  with  undeserved  severity, 
membrance  of  divine  mercies,  and  When  we  are  tempted  to  impeach 
prevents  the  paying  the  tribute  of  the  wisdom  and  equity  of  his  go- 
thankfulness,  which  is  undeniably  vemment,  and  charge  him  foolishly, 
due  to  the  blessed  God.  and  utter  our  grief  in  rash,  un« 

We  experience  this  too  often,  advised  language,  as  the  testy  pro- 

and  blame  ourselves  severely  after-  phet  did,  when  he  said,  '^  I  do  well 

w«rds.     Under  the  agony  of  pre*  to  be   angry  even    unto  death/* 

sent  pain  of  heart,  for  the  removal  Jonah  iv.  9« 

of  our  enjoyment,  we  are  prone  In  short,  all  that  grief  and  trou- 

undutifuUy  to  overlook  the  many  ble  of  heart,  whidi  is  inconsistent 

more  that  are  continued,  as  if  they  with  profound  reverence,  trust  in 

were  nothing,    when  God  might  God,  and  submission  to  his  wiU, 

have  bereaved  us  of  all ;  and  by  is  irregular,  faulty,  and  forbidden 

this  means    we   rob  God  of  the  by  our  Saviour. 

honour,  and  sullenly  throw  away  But  I  proceed  to  the  second  gene- 

the  comfort  of  his  manifold,  unde-  ral  head,  to  consider  the  antidote  or 

served  benefits.  remedy   prescribed  by  the  great 

3.  Trouble  of  heart  is  immoderate  Physician — Ye  believe  in  God, 
and  undutiful,  wlien  it  unfits  us  for,  believe  also  in  me.  The  Greek 
and  indisposeth  to,  the  regtdar  dis--  verb  7rc?f  i/cre,  is  capable  of  being 
charge  of  our  duty  as  7nen  and  rendered  several  ways,  with  very 
Christians.  little  difference  in  the  sense.  Some 

When  by  a  sort  of  indulgence,  render  them  thus :  you  believe  in 

we  suflTer  it  to  prey  upon  our  vitals,  God,  ye  bfelieve  also  in  me.  Others 

to  impair  our  health,  weaken  and  read  them  as  a  command ;  believe 

darken  our  understanding,  and  ren-  in  God,  b^eve  also  in  me.    Go  on 

der  us  incapable  of  worshipping  to  believe  in  God  and  in  me.    Get 

God  in  public  and  secret,  or  per-  a  more  lively  established  faith  in 

forming  the  service  we  owe  to  the  God,  as  true  to  his  promise,  and 

commonwealth  and  our  families.  place  an  unshaken  trust  in  him, 

4.^  Trouble  of  heart  is  excessive  as  a  present  help  in  every  time  of 

and  undutiful,  when  it  pusheth  us  on  trouble. 

sinful  methods,  to  prevent  or  rid  Believe  also  in  me,  as  the  Son  of 

ourselves  of  it*  God  and  promised  Messiah,  who 

When  we  chuse  sin  rather  than  will  not  forsake  you,  when  my 

afflicti(xi,  and  have  recourse  to  di-  bodily  presence  is  withdrawn,  but 

versions  and  amusenients,  gay  en-  he  always  at  hand  by  my  power 

tertainments,  and  merry  thought-  and  spirit,  to  assist  you  in  eveiy 

less  company,    animal   pleasures,  time    of   difficulty    and    danger; 

and  intoxicating  liquors,  to  drown  therefore,  let  not  your  heart  he 

our  troubles,  and  stupify  our  senses;  troubled,  neither  let  it  be  afraid, 

whereas,  we  ought  to  have  recourse  The  preservative,  therefore,  from, 

to  God  by  fervent  prayer,  and  to  or  the  remedy  of,  excessive  trouble, 

those  consolations  he  is  ready  to  is  a  firm  and  lively  faith  in  God 

communicate   by  his    Word,  and  and  in  Christ    I  shall  give  a  brief 
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explication  oT bothy  and  then  show  2.  But  Christ  adds,  believe  also 

the  efficacy  of  sudli  a  faith^  to  pre-  in  me* 

vent  or  cure  immoderate  trouble  Natural  reason  directs  us  to  be- 

ofheart.  lie ve  and  trust  in  God ;  theGo^el 

1.  Faith  in  God  is  a  firm  per-  leads  us  to  believe   and  trust  in 

suasion  of  his  existence^  and  reli-  Christ,  the  alone  Mediator  and  all- 

anoe  on  his  glorious  perfections  or  sufficient  Saviour^  through  whom 

attributes^  and  providential  inspeo-  we  are  invited  to  come  boldly  to 

tion,  government,  and  disposal  of  the   throne  of-  grace,    to   obtain 

events.  mercy,  and  find  grace  for  season- 

Tis  a  belief  of  his  universal  able  help.     Now,    that   fiuth  in 

howledge,  unerring  wisdom,  per-  Christ,  which  is  a  preservative  from 

feet  righteousness,  constant  vera-  immoderate  trouble  of  heart,  in- 

dtjr,  ahnighty  power,  and  abundant  dudeth, 

goodness ;  that  he  is  intimately  ao-  1.  AJvnnpersuaiion  ofhUspedal 

quainted  with  all  our  concerns,  and  love  to  all  hisjaithful  dimsiples, 

the  springs  and  causes  of  our  sor-  This  doubtless  was  one  thing 

rows;    that  his  kingdom    ruleth  intended  by  these  words  to  his^ 

over  all,  directing,  managing,  and  moumingdisciples ;  believe  oa  me. 

disposing  all  events  to  his  own  glory  "  Though  my  separation  from  you 

and  the  good  ofhis  people.     That  by  death  is  at  hand,  depend  on  it, 

though  he  has  a  right  to  do  what-  that  I  love  you,  and  will  never  be 

soever  he  pleaseth,  all  his  actions  unmindful  of  your  interest/' 

are  under  the  conduct  of  infinite  S.  //  includes  a  beUef  of  God^0 

wisdom,  and  that  he  is  righteous  having  commUUd  the  government  of 

in  all  his  ways,  and  kind  in  all  his  the  world,  and  the  adminUtratioH  of 

dispensations,  though  ever  so  di»-  Providence  into  his  hand  as  ^editbm 

agreeable  to  flesh  and  sense.     Faith  tor. 

in  God  is  a  firm  persuasion  that  he  Thus  he  told  his  disciples,  in 

exerdseth  a  special  providence,  and  Matt  xxviii.  18,   ''All  power  is 

particular  care  of  good  men,  who  given  unto  me  both  in  heaven  and 

are  the'^objects  of  his  delight ;  and  in  earth."    And  the  Apostle  Paul 

that  his  eyes  run  to  and  fro  on  the  tells    the   £phe»ians,  tiuit  ''  God 

whole  earth,  to  show  himself  strong  having  raised  him  from  the  dead, 

ontbebehalf  of  them  who  put  then:  had  set  him  at  his  right  hand  &r 

trust  in  him,  andjthathewill  faith-  above  all  power,  j^M'incipality,  and 

fully  perform'  aU  his  promises.  dominion,  and  put  all  things  under 

Christ  himself  had  instructed  his  subjection  to  hidi,  and  made  him 

disciples  in  the  doctrine  of  provi-  head  over  all  things  to  the  church." 

dence,  to  arm  them  agliinst  inordi-  1  Ephes.  xxi.  22. 

nate  cares  and  fears ;  and  having  This  is  a  reviving  thought  to 

foretold  the  trials  and  sufferings  sincere  Christians,  that  al^  events 

that  would  ^  befal   them,   he  bid  are  under  the  directionandmaniige«i 

them  not  be  afraid  of  men,  but  to  ment  of  him,  who  is  their  loving 

reverence  God,  who  i^ould  take  Saviour.     That  he  mingleth  every 

particular  care  of  them ;  even  the  bitter  cup  with  the  skiH  of  a  phy- 

hairs  of  your  head  are  all  num-  sician,    and    the  tenderness  of  a 

bered;    the  smallest  things  that  friend;   and,  therefore,  they  can 
concern   you  are  taken  notice  of    have    no    reason   i&t    inofdidate 

by  him,  and,  therefore,  you  have  ^  trouble. 

the  highest  reason  to  refer  your-  3.  Faiih  in  Chiist  inebtdes  a  r»- 

selves  to  hkn,  and  rely  on  his  care  Uance  on  the  truth  of  aU  hia  prtk- 

and  kindness.     This  is  a  short  ao-  mises  madefor  our  support  . 

count  of  faith  in  God.  No  sooner  had  he  said  to  his 

CoNo.  Mao.  No.  S3.  2  H 
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mourning  disciples^  believe  on  me ; 
but  he  added  several  encouraging 
promises^  as  the  objects  of  their 
faith^  amd  grounds  of  hope.  "  I 
will.not  leave  you  comfortless,  ('tis 
in  the  Greek,  orphans,)  I  will  come 
unto  you.  I  will  pray  the  Father, 
and  he  will  give  you  another  com- 
forter, that  he  may  abide  with  you 
for  ever,  even  the  Spirit.  What- 
ever you  ask  in  my  name,  that  will 
I  do  for  you."  But  the  chief  of 
all,  was  the  promise  of  quiet  man- 
sions in  his  Father's  house ;  a  state 
of  future  glory  and  happiness. 
And  nothing  in  all  the  world  is 
so  powerful  a  support  under  the 
troubles  of  this  life,  as  the  faith 
and  hope  of  eternal  happiness  in 
•the  next,  of  which  Christ  has  given 
the  fullest  assurance  in  the  Gospel. 
"  For  this  cause,"  saith  the  apostle 
Paul,  "  we  faint  not,  yea,  we  glory 
in  tribulation ;  for  though  the  out- 
waijd  man  perish,  the  inward  man," 
the  strength  and  vigour  of  the  soul, 
*'  is  renewed  day  by  day;"  for  this 
light  affliction,  which  is  but  for  a 
moment,  worketh  out  for  us  a  far 
more  exceeding  and  eternal  weight 
of  glory ;  while  we  look  not  at  the 
things  which  are  seen,  which  are 
temporal,  but  at  those  which  are 
not  seen  and  eternal.  2  Cor. 
iv.  16,  17.  In  my  Father's  house 
are  many  mansions,  I  am  going  to 
prepare  a  place  for  you,  and  I  will 
come  again,  and  receive  you  unto 
myself,  that  where  I  am,  there 
you  may  be  also."  But  this  will 
be  considered  hereafter, 

-  2.  I  am  now  very  briefly  to 
show  the  efficacy  of  faith  in  God 
and  Christ,  as  an  antidote  or  cure 
of  excessive  trouble. 

And  this  will  readily  appear,  by 
considering,  that  a  lively  faith  is 
adapted  to  suggest  to  the  mind 
such  quieting  thoughts  as  these. 

"  What  though  I  am  in  an  af- 
flicted state,  and  have  occasion  for 
uneasiness^  grief,  and  fear,  Jehovah 
reigneth,  even  he  whom  I  have 
nhosen  for  my  God,  and  who  hath 
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accepted  me  in,  Christ.  Nothing 
can  befal  me  without  his  know- 
ledge and  permission,  who  will  not 
chasten  me  for  his  own  pleasure, 
but  for  my  profit,  to  make  me  par- 
take of  a  greater  measure  of  his  holi- 
ness. What  he  doeth  is  well  done  ; 
things  could  not  have  been  ordered 
better  upon  the  whole  than  they 
are,  for  they  are  disposed  by  in- 
finite wisdom,  and  perfect  good- 
ness. My  times  are  in  the  best 
hands,  and  there  I  leave  them,  and 
desire  to  say,  without  one  repining 
thought,  not  tny  will,  but  thine 
be  done!  be  it  to  thy  servant  as 
seemeth  good  in  thy  sight."  Again, 
"  There  is  a  compassionate  Saviour, 
whose  I  am,  to  whom  I  have  de- 
voted myself,  who  sits  at  the  helm 
of  Providence,  and  always  steereth 
right,  v/ho  has  engaged  by  pro- 
mise, that  all  things  shall  work 
together  for  good  to  them  that  love 
'God.  Of  this  number,  I  hope  I 
am ;  Lord  thou  knowest  all  things, 
thou  knowest  that  I  would  love 
thee  better,  therefore,  O  my  heart, 
be  not  inordinately  troubled.  My 
person  and  all  my  concerns  are  in 
the  best  hands." 

'^  I  should  be  a  miserable  crea- 
ture were  I  left  to  manage  for  my- 
self; for  none  knoweth  what  is 
good  for  him  all  the  days  of  his 
life.  I  leave  it  to  my  good  God 
and  loving  Saviour  to  chuse  for, 
and  dispose  of  me  and  mine,  and 
will  endeavour,  through  his  gracious 
help,  to  approve  myself  his  obe- 
dient resigned  servant,  who  know- 
eth perfectly  what  is  best  for  the 
world  in  general,  and  for  me  in 
particular." 

"  Though  he  corrects,  I  will  rely 
oh  his  kindness,  and  bless  the  chas- 
tening hand,  and  kiss  the  rod. 
Though  ray  house  be  not  so  with 
God  as  formerly,  yet  he  hath  made 
with  me  an  everlasting  covenant, 
wisely  ordered  in  all  things,  and 
^ure,;  Why  art  thou  then  cast 
down,  Omy  spul?  Why  art  thou 
thus  disquieted  within  me?     As 
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my  day  of  trial  is,  so  my  strength  and  rose  again  for  our  justification, 

diall  be.     I  have  the  promise  that  and  ever  Hves'as  Lord  and  Gover-i 

his  grace  shall,  be  sufficient  for  me.  nor  of  all  things. 
What   I   have    lost   in  a  beloved        UpOn  the  truth  or  falsehood  of 

creature,  shall,  I  trust,  be  made  up  these  great  principles  of  reh'gion 

in  a  faithful  Creator  and  loving  (as  one  justly  observes)  depends 

Redeemer,  by  better  blessings.   He  die  most  comfortable,  or  the  most 

will  extract  good  out  of  the  evil,  melancholy,  idea  of  the  universe. 

The  bitter  portion,    though   dis-  and  of  our  situation,  business,  end* 

tasteful  to  flesh,  shall  be  healthful  and  expectations  in  it. 
to  the  soul ;  and  I  shall  have  reason        If  we  exclude  the  doctrine  of  a 

to  say,  I  know,  O  Lord,  that  thy  divine,  over-ruling,  wise,  and  gra- 

judgments  are  right,  and  that  in  cious  mind,  the  world  must  im- 

^ithfulness  thou  hast  afflicted  me."  mediately  appear  with  the  most 

"  And  when  I  am  arrived  at  the  gloomy,  comfortless,  aspect,  like  a 

heavenly   world,   and  am*  blessed  forlorn,  desolate,  wilderness,  over-i 

with  the  clear  and  full  knowledge  spread  with  briars,  and  thorns,  and 

of  the  whole  scheme  of  his  provi-  dismal  prospects,  in  which  no  man 

dential  conduct,  and  the  beautiful  could   desire  to  live.     We  could 

connexion  of  all  his  dispensations  have  no  secure  dependance  on  any 

with  my  salvation ;   I  shall,  with  thing,  not  knowing  but  the  world 

transportingjoy,  admire,  adore,  and  may,  the  next  moment,  fall  into 

bless  the  riches  of  his  grace,  in  confusion,  and  we  be  involved  in 

leading  me  in  the  right  way,  (how-  ruin  and  misery.     Thoughts  that 

ever  rough   and  trying,)  to   the  excite  the  most  terrible  apprehen- 

heavenly  Canaan,  where  all  tears  sions  in   every  considerate  man ! 

shall  be  wiped  from  my  eyes,  and  A   world  without  a  providence, 

sighing  and  sorrowing  shall  be  no  without  a  Saviour !  A  helpless  or- 

more."  phan !    Without  any  support  for 

Such  thoughts  as  these,  which  a  good  men,   or  hope  for  the  dis- 

lively  faith  in  God  and  Christ  have  tressed!   Without  any  refuge  or 

a  tendency  to  suggest,  are  the  most  shelter  amidst  storms  and  tempests, 

effectual  antidote  or  cure  of  trouble  or  any  help  in  time  of  trouble  ! 
and  grief.     Let  not  your  heart  be         But  now  introduce  faith  in  God 

troubled,   ye  believe  in  God,  be-  and  in  Christ,  a  superintending 

lieve  also  in  me.  Providence,  and  a  future  state  of 

APPLICATION.  happinesss  for  the  righteous ;  and 

I  shall  conclude  with  a  suitable  all  the  gloom  and  melancholy  are 

improvement  of  what  has  been  said,  scattered,  as  darkness  by  the  rising 

1. — Let  us  remark  the  excellency  sun;    the   creation  presently   re- 

qf  the  principles  of  religion,  above  vives,  and  puts  on  a  gay,  cheerful, 

those  rf  Atheism  and  iti/ideliti/,  with  blooming  countenance,  and,  m  the 

reference  to  peace,  and  comfort,  and  language   of  the  prophet  Isaiah, 

sdid  hapjnness,  xxxv.   1.     "The  wilderness  and 

The  principle  of  religion,  in  ge-  the  solitary  place  shall  be  glad, 

neral,  is  faith  in  God  as  the  Crea-  and  the  desert  shall  rejoice,   and 

tor  and  Governor  of  the  world,  blossom  as  the  rose ;  it  shall  bios* 

and  the  wise  and  generous  disposer  som  abundantly,  and  rejoice  even 

of  all  events,   and  the  bountiful  with  joy  and  singing;  they  shall 

rewarder  of  them  that  dihgently  see  the  glory  of  the  i.ord  and  the 

seek  him.  excellency  of  our  God.   Strengtlien 

The  main  principle  of  the  Chris-  ye  the  weak  hands,  and  confirm 

tian  religion  is  faith  in  Christ,  as  the  feeble  knees,  say  to  them  that 

the  promised  Messiah  and  Saviour,  are  of  a  fearful  heairt,  be  strobg* 

who  was  delivered  for  our  offences,  fear  not" 

2H2 
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From  hence  naturally  springs  a  of  nothing  that  can  sti^  the  test 

divine  peace,  tranquillity,  snbstan-  of  reason,  or  yield  a  sober  consi- 

tial  satisfaction.     All  is  now  well,  derate  person  the  least  satisfiiction. 
as  it  should  be ;  the  widow  hath  a        They  who  say  all  events  are 

husband,  and  the  orphan  a  father  ;  disposed  of  by  chance  or  fortune, 

beauty  for  ashes,  and  the  oil  of  joy  make  use  of  mere  words  <^  which 

for  mourning,  the  garment  of  praise  they  have  no  meaning,  and  say  no 

for  the  spirit  of  heaviness.  more  than  that  they  are  utterly 

Why  ?  What  is  the  reason  of  ignorant  how  any  thing  comes  to 
this  agreeable  change  ? — lanswer^  pass.  They  who  say  that  all 
the  Lord  God  Omnipotent,  omni-  events  come  by  fate,  and,  there- 
present,  all- wise  and  good,  mgneth.  fore,  their  calamities  are  unavoid- 
Abeingof  absolute  rectitude,  uni-  able,  instead  of  alleviating^  add 
versal  ^rfection,  governs  and  dis*  to  the  -  weight  of  affliction,  and 
poseth  all  things  with  infinite  wis-i  may  make  a  man  sink  in  sullen- 
dom  and  paternal  love,  by  Jesua  ness  and  despair,  but  can  minister 
Christ,  no  relief  to  the  troubled  spirit 

"  I  have  nothing  to  do  but  be-        But  the  Atheist's  chief  support 
lieve  in  and  approve  myself  to  is  this,  that  death  will  put  an  end 
him,  and  he  will  be  my  refuge  and  to  his  being  and  all  his  troubles  at 
strength,  and  underneath  me  his  once,  and  he  shall  drc^  into  no* 
everlasting  arms.     He  is  my  God,  thing.     Poor  comfort  this,  for  a 
and  will  be  my  guide  even  unto  reasonable  creature,  who  has  a  na^ 
death ;  and  afterwards  receive  me  tural  desire  of  immortality,  and 
to  glory.     Christ,  as  the  forerun-  next  to  living  in  misery  dreads 
ner,  is  gone  before,  to  prq)are  a  nothing  more  than  the  utter  ex- 
place  for  me  in  my  Father's  house,  tinction  of  his  being, 
and  I  depend  on  his  promise  d       And  yet,  even  of  this,  his  last 
coming  again  to   receive  me  to  resort  and  refuge  under  trouble, 
himself;  to  drink  of  the  rivers  of  he  has  no  assurance  from  reason ; 
pleasure  that  {low  without  inter-  and    if  he    finds    himself   mis- 
ruption  or  end."     This,  this,  O  taken,  as  he  certainly  is,   he  is 
every  upright  soul,  is  the  sure  miserable  for  ever.     Blessed  be 
foundation  of  thy  peace,  and  war-  God,  who  has  raised  u^  by  the  pro- 
rant  for  exalted  joy.  mises  of  the  Gospel,  to  alively  hope, 
^*  Let  not  thy  heart  be  troubled,  which  will  leave  no  sincere  Chris- 
thou  believest  in  God,  thou  be-  tian  disappointed  and  ashamed, 
lievest  also  in  Christ ;    lay  aside        2.  Let  us  pr^  and  labour  qfUr 
thy  gfuments  of  mourning,  let  thy  a  more  strong  established  Jaiih  in 
heart  be  no  longer  dejected,  nor  God  and  in  Christ,  as  the  best  pre-^ 
thy  countenance  sad ;  let  thy  heart  servative  front,  or  cure  of,  trouble  ajT 
be  glad,  and  thy  glory  rejoice;  heart, 

thy  Maker,  thy  G^,  is  thy  bus-        We  are  bom  to  trouble  aa  the 

band  ;  his  favour  will  be  better  to  sparks  fiy  upwards ;  but  the  great 

thee  than  ten  sons  or  daughters;  Physician  and  lover  of  soula  hath 

in  him  thou  hast  a  never-failing  in  the  text  presented  the  most  so- 

source  of  strong  consolation.     Re-  vereign  antidote  and  cure  ;  let  us 

joice  in  the  Lord,   O  Christian,  carry  it  always  about  us,  ready  for 

again  I  say  rejoice.'*  our  use  upon  every  rising  aoct^ 

But,  on  the  other  hand,  what  sion.    It  should  be  part  of  our 

hath  the  Atheist,    who  believes  daily  prayer,— Lord,  increase  my 

neither  in  Christ,  nor  in  God,  or  faith,  help  my  unbelief;    aa  my 

a  future  state,  to  bear  up  his  heart  day  is,  so  let  my  strength  be  ;  lay 

in  a  time  of  trouble?  I  am  at  a  no  more  upon  me  than  thou  wilt 

loss  to  return  the  answer;  1  know  enable  me  to  bear.    Let  thy  grace 
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ever  be  sufficient  for  me^  and  th;    that  no  Umtr  if^cjfmeni  muff  kavg 


strength  appear  and  be  glorified 
in  my  weakness  1  What  time  I  am 
afraid,  enable  me  to  trust  in  thee 
with  unshaken  confidence  in  thy 
wisdom,  power,  and  goodness. 

And  let  us  lay  a  solemn  charge 
upon  ourselves,  with  David; 
Ps.  Ixii.  5,  6,  and  7. — '*  My  soul, 
wait  thou  only  on  God,  from  him 
be  my  expjBctation.  He  only  is 
my  rock  and  salvation.  He  is 
my  defence.  God  is  our  refuge 
and  strength,  a  present  help  in 
trouble,  therefore  I  will  not  give 
way  to  immoderate  grief  and  fear.** 
Such  a  strong  faith  in  God  and  in 
Christ,  would  be  an  anchor  to  the 
soul,  kvae  and  stedfast;  it  would 
do  honour  to  our  profession  as 
Christians,  an'd  reflect  an  honour 
upon  God  and  the  Redeemer  in 
the  eyes  of  the  wcnrld,  and  a  beauty 


an  undue  share  of  war  afectiims  ? 

We  cannot  love  God  and  Christ 
too  much,  but  we  are  very  prone 
to  exceed  in  our  afiecdon  to  aa 
agreeable  creature* 

Let  us  look  upon  the  most 
engaging  relation  and  friend  as 
fading,  uncertain,  and  dying,  and 
prepare  for  the  parting  stroke; 
and  then  our  grief  at  giving  them 
up,  in  obedience  to  the  csU  ci  the 
wise  and  kind  Governor  of  the 
world,  will  be  more  moderate  and 
dutifid. 

Lastly^p— 4.  Let  us  keep  heaven 
much  in  view  by  freqtiuni  delightful 
contemplation,  and  be  labourtng  le 
dear  up  our  Gospel  title  to  it* 

*'  There  remaineth  a  perfect 
state  of  hapjMness,  O  my  soul,  for 
all  sincere  Christians,  where  the 
weary  are  at  rest ;  I  am  almost  at 
the  end  of  this  troublesome  wil- 


on  our  tonper  and  conduct,  as  it  i.i_j        i.i_ 

did  upon  Job;  when  bereaved  of  demess,  «nd  cm  the  bcwdors  of  the 
all  his  substance  and  ten  children  F«ni8«d  Canaan ;  where  I  shall 
by  a  sudden  stroke,  instead  of  ^"^^  ™>  ™««  occasion  of  uneasi- 
giving  way  to  passionate  resent-  "f^  ^"*  Uie  presence  and  favour 
ment,  he  liid,  -  The  Lord  gave,    «^  ^"^  ^^  the  Redeemer  will  be 

an  umnt^rrupted  source  of  lulnese 
of  joy,  and  everlasting  pleasure. 
In  my  father's  house  are  quiet 
manaions ;  Christ  has  gone  before 
to  prepare  a  |4ace  fcft  me ;  and  I 
rely  on  the  truth  of  his  promise  to 
come  again  to  receive  me  to  him-* 
self,  that  where  He  is,  I  may  be 
also,  in  perfect  joy  and  felicity." 


and  the  L<Hrd  hath  taken  away, 
blessed  be  the  name  of  the  Lord." 
Job,  i.  21. 

And  at  another  time  be  said. 
**  Though  he  slay  me,  yet  will  I 
trust  in  him." 

3.  What  need  have  Christians  to 
keep  their  hearts  with  all  diligence. 


ORIGINAL   ESSAYS,  COMMUNICATIONS,   &c. 


ON  THE  IMPORTANCE  OF  MAIN- 
TAINING, AND  THE  BEST 
MEANS  OF  PROMOTING,  DO- 
MESTIC RELIGION. 

Religion  is, valuable  and  genuine, 
when  it  appears  in  all  the  parts  of 
a  mm's  life  and  character,  and 
sheds  its  influence  upon  every 
conneadon  in  which  he  stands  re* 
lated  to  society.  The  more  dose 
and  intimale  such  relations  are, 
the  more  important  it  is  that  they 
flhould  be  blessed  with  the  benefits 


which  it  affords.  It  will  be  uni« 
versally  admitted,  that  no  con<^ 
nexion  is  more  endearing  than 
that  whidi'  is  formed  by  family 
ties,  and  when  any  proper  sense  o£ 
the  value  of  eternal  tlungs  is  en« 
tertained,  it  will  not  be  denied, 
that  domestic  religion  ought  to  be 
cultivated.  Yet  even  sudi  per- 
sons as  admit  this  truth,  need  to 
be  often  roused  to  a  more  serious 
eonnderaticm  of  its  interesting  n»» 
ture  and  importance;  much  more. 
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then,  18  it  necessary  with  those  (of  tion  it  to  them.  And  when  *'  Po- 
whom  it  is  to  be  feared  there  are  mare's  foolish  gods  were  given  up, 
many)  whose  total  neglect  of  this  by  that  chief,  as  trophies  of  mis- 
duty  too  plainly  indicates,  that  sionary  success,  how  strange  it 
they  have  hitherto  treated  it  as  a  must  have  appeared  to  him,  had 
matter  of  indifference.  there  been  no  obligation  to  erect 
Whilst  the  subject  before  us  is  an  ahar  in  their  stead,  '  to  the 
interesting  to  all,  calling,  where  it  only  wise  God  our  Saviour/  "  If 
is  practically  regarded,  even  upoii  such  persons,  then,  have  confessed 
the  most  subordinate  domestics,  domestic  religion  to  be  ^'  a  rea- 
for  their  cheerful  concurrence  in  sonable  service,"  let  us,  who  are 
promoting  its  objects ;  it  is  mani-  so  much  more  favoured,  beware, 
fest,  that  it  claims,  most  of  all,  the  lest  in  works  we  deny  it;  and  if 
attention  of  those  who  are  placed,  the  Christian,  when  he  consults 
in  their  respective  househmds,  at  his  feelings,  ^nds  that  he  has  no 
the  head  of  the  <  family  circle,  other  concern  but  what  is  his  fa- 
From  such,  therefore,  especially,  rally's  as  well  as  his  own,  let  him 
though  not  exclusively,  the  most  be  assured  there  is  something  sadly 
earnest  attention  is  requested  to  wrong  when  he  makes  an  excep« 
the  following  remarks,  designed  tion  of  his  religion,  which  is,  in 
to  show,  in  the  first  place,  ''the  an  infinite  degree,  the  greatest 
importance  of  maintaining  domestic  concern  of  all. , 
religion."  With  the  conscientious  Chris- 
-  Some  have  insisted,  that  the  tian,  however,  the  direct  authority 
propriety  and  necessity  of  family  of  divine  revelation  for  any  prac- 
religion  is  taught  by  reason  itself,  tice,  is  the  paramount  reason  for 
Statements  which  attribute  much  attending  to  it ;  and  domestic  re- 
to  mere  unassisted  reason,  in  any  ligion  is  enjoined'  upon  him, '  in 
sense  in  which  such  a  faculty  can  the  sacred  Scriptures,  in  almost 
exist  in  sin:^l  and  unregenerate  every  way  which  infinite  wisdom 
men,  must,  indeed,  be  received  has  adopted  for  instructing  man  in 
with  much  caution  ;  yet .  many  the  several  duties  of  his  station, 
things  have  been  ascribed  to  it^  The  observance  of  it  is  commended, 
with  less  plausibility,  than  that  the  neglect  of  it  is  threatened  with 
now  under  consideration.  The  the  divine  displeasure,  and  the  va- 
advocates  of  this  opinion  may  very  rious  branches  of  it  are  directly 
truly  assert,  that  the  ancient  hea-  described  and  commanded.  How 
then  had  their  household  gods,  honourable  to  the  patriarch  Abra- 
their  lares  and  penates  ;  and  simi-  ham  is  the  commendation  bestowed 
lar  customs,  however  they  may  be  upon  him  by  Jehovah, — '*  I  know 
accounted  for,  have  certainly  pre-  him  that  he  will  command  his 
vailed  among  modem  idolaters ;  children,  and  his  household  after 
so  that,  by  the  same  means,  what-  him  ;  and  they  shall  keep  the  way 
ever  they  have  been,  that  any  of  the  Lord !"  And  nothing*  in 
*have  learned  to  acknowledge  the  the  history  of  Joshua,  the  intrepid 
obligations  of  religion  itself,  they  leader  of  Israel,  is  mentioned  more 
have  been  also  led  to  infer  the  to  his  honour,  than  his  pions  and 
propriety  of  family  religion.  The  manly  resolution ;  "  As  for  me 
excellent  Brainerd  relates  it,  as  a  and  my  house,  we  will  serve  the 
remarkable  feet,  connected  with  Lord."  The  character  of  Conie- 
his  missionary  labours,  that  the  lius,  even  before  he  had  been  fa- 
Indians,  converted  under  his  mi-  voured  with  apostolic  instruction, 
nistry,  commenced  family  worship,  is  drawn  in  Scripture  with  a  beau- 
before  it  had  occurred  to  him  to  tiful  simplicity,  which  cannot' fail 
treat  upon  the  subject,  or  to  men-  to  excite,  in  the  truly  religious 
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mind,  a  desire  to  imitate  every  fidenee  would  it  give  him  in  his 
part  of  it ;  he  was  •'  a  devout  labours,  were  they  followed  up, 
man,  one  that  feared  God,  with  all  with  conscientious  diligence,  by 
his  house,  and  prayed  to  God  the  best  efforts  of  the  heads  of  the 
alway."  Nothing  can  be  more  several  families  included  in  the 
evident  than  that  he  had  called  people  of  his  charge  ?  Indeed,  it  is 
the  attention  of  his  house  to  the  difficult  to  conceive,  how  some  of 
concerns  of  religion,  and  that  his  the  most  important  means  of  pro- 
pious  endeavours  had  been  re-  moting  the  interests  of  the  king- 
markably  successful  among  them,  dom  of  Christ  can  be  at  all  attended 
The  example  of  our  Lord- Jesus  to,  without  family  religion.  The 
Christ,  too,  has  been  very  pro-  religious  education  of  youth,  for 
perly  adduced  in  support  of  do-  instance,  is  most  essential  to  the 
mestic  religion.  He  was  the  prosperity  of  the  church  of  God; 
"  Master  of  the  house,"  and  his  and  it  is  certain,  that  the  family 
disciples  were  "  his  household ;"  circle  is  the  only  sphere  in  which 
they  were  "his  brother,  and  his  it  can  be  carried  on  agreeably  to  the 
sister,  and  his  mother."  As  his  apostolic  injunction,  "  Bring  up 
family  he  loved  them,  instructed  your  children  in  the  nurture  iand 
them,  and  united  with  them  in  admonition  of  the  Lord."  Young 
prayer.  Job,  David,  Daniel,  and  people  are,  in  a  great  degree,  the 
others,  are  also  mentioned  in  hope  of  our  churches,  as  well  as  of 
Scripture  as  persons  who  mani-  our  families,  and  while  any  thing 
fested  an  ardent  concern  for  the  which  is  necessary  to  their  welfare 
religious  state  and  welfare  of  their  is  neglected,  the  most  painful  re- 
respective  families.  In  short,  there  suits  may  be  anticipated.  It  is, 
is  "  a  cloud  of  witnesses"  to  ani-  therefore,  devoutly  to  be  wished, 
mate  us  to  this  important  duty,  or  that  it  may  be  felt  by  all  profea- 
to  testify  hereafter  against  us,  if  ing  Christians,  as  a  forcible  ar- 
we  wilfully  and  criminally  neglect  gument  for  attention  to  the  impor- 
it.  tant  duty  before  us,  that  nothing 

How   awful,   on   the  contrary,  can   be  more  pernicious  than  the 

are  the  denunciations  of  vengeance  neglect  of  it,  to  the  interests  of  re- 

against  families  without  domestic  ligion  in  general, 

religion,   and  the  judgments  ac-  Perhaps   it  may  be  safely  as- 

tually'  inflicted  upon  some  such,  serted,  too,  that  no  part  of  religion 

as  recorded   in  Ae  Holy    Scrip-  leads  to  more  refined  and  delight- 

tures  !     Who    does   not  tremble,  ful  enjoyments,  than  the  domestic 

while  there  is  a  possibility   that  form  of  it,  if  duly  and  devoutly 

the  ti'emendous  commination  may  cultivated.     When  the   affections 

be  suspended  over  him ;  "  Pour  of  husbands   and  wives,   parents 

out  thy  fury  upon  the  heathen  and  children,  brothers  and  sisters, 

that  know  thee  not,  and  upon  the  are  mixed  with,  and  sanctified  by, 

&milies    that    call    not    on    thy  the  emotions  and  feelings  which 

name !"  are  excited  at  the  family  altar. 

Domestic  religion  is  also  a  most  surely  nothing  on  earth  can  be 

powerful  means,  both  of  advancing  more  ecstatic  !    Who  but  himself 

the  eternal  welfare  of  those  who  knows  the  sensations  of  a  religious 

immediately  enjoy  its  privileges,  parent,  when  he  approaches,  witt 

and  of  promoting  the  cause  of  God  his  offspring,  to  the  throne  of  hea- 

in  every  way.     What  other  auxi-  venly  grace  ?    If  his  can  hope  that 

liary  has  the   Christian   minister  they  are  worshippers  indeed,  wh^t 

which  can  be  compared  with  it  ?  joys,  can  be   compared  with  his. 

How  many  painful  fears  would  it  while  he  indulges  the  prospect  of 

subdue  in  his  mind,  and  what  con-  being  united  with  them,  in  such, 
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holy  exerdaes,  throughout  ail  eter-  direction  given  by  our  Saviour  to 
nity !  And  even  if  he  should  see  such  is^ ''  If  thou  bring  thy  gift  to 
reason  to  rejoice^  on  their  account,  the  altar,  and  there  rememberest 
with  tremblings  his  fears  are  never  that  thy  brother  hath  ought  against 
so  much  subjected  to  the  power  of  thee ;  leave  there  thy  gift  before 
his  faiths  as  at  such  delightful  the  altar,  and  ffo  thy  way ;  first  be 
seasons.  Brethren,  too^  are  never  reconciled  to  thy  brother,  and  then 
so  happy  as  when  they  consider  come  and  offer  thy  ^ft."  Such 
themselves,  such  in  a  twofold  sense,  passages  as  these,  like  many  other 
and  unite  with  parents,  brothers,  parts  of  the  word  of  God,  which 
and  sisters,  according  to  the  flesh,  are,  from  their  nature,  frequently 
in  seeking  the  blessing  of  their  applicable  to  the  occurrences  of 
''Father  who  is  in  heaven."  Such  life,  are  wonderfully  adapted  to 
•families  make  the  nearest  ap-  fix  themselves  in  the  memory ; 
proaches  to  the  heavenly  state  that  and  where  conscience  has  not  en- 
are  permitted  to  men,  while  in  the  tirely  ceased  to  make  use  of  that 
body ;  and  they  can  enter  into  the  faculty  as  an  instrument  of  reproof 
spirit  and  feelings  of  Dr.  Watts,  and  conviction^  the  guilty  blush 
when  he  penned  those  delightful  must  oflen  be  excited,  when  bre- 
stanzas-^  ,  thren,  who  "  bite  >nd  devour  one 
*'  Blett  is  tlie  pious  house  another,"  are  assembled  to  ''  offer 
Where  zeal  and  friendship  meet,  to  God  the  sacrifices  of  righteous- 

'''^T2^J!^«S^'^**'°'"'  ne*8»    While  in  such  a  state  of 

MaKe  tbeff  coQununioa  tweet.  .i^i               ^            ^^«. 

Thus  on  the  heav'uly  hiUs  "^^°^>  ^^^^  ^^^  ^^P®**  ^**  P®^*" 

The  saints  arc  Ijlest  above,  tion,  "  Forgive  us  our  trespasses. 

Where  joy  like  morning  dew  distils,  as  we  forgive  them  that  trespass 

And  all  the  air  is  hire"  against  us,"  not  as  a  prayer,  but  as 

What  a  loss,  then,  beyond  all  caU  a  rebuke  to  themselves,  for  the  in- 

culation^  is  sustained  by  irreligious  dulgence  of  a  relentless  spirit  to- 

and  inconsistent  families !    Were  wards  those  with  whom  they  are 

they  alive  to  their  true  interests,  united  by  the  closest  ties.  "Where 

V  even  in  the  present  life,  family  re-  envying  and   strife  is,    there    is 

ligion  would  be  cherished^  as  an  confusion  and  every  evil  work." 

important  part  of  that  "  godliness  Whatever,  therefore^  has  a   ten- 

which  is  great  gain."  dency  to  destroy  or    counteract 

Closely  connected  with  this  ad-  such  sources  of  unhappiness  and 

vantage,    arising    from    domestic  sin,  ought  to  be  most  sedulously 

religion,  is  the  tendency  which  it  cultivated. 

undoubtedly  has  to  moderate  and  Besides,  there  are  many  peculiar 
suppress  the  feuds  and  difierences,  acts  of  devotion,  which,  if  not  re- 
which  too  often  occur  in  families,  stricted,  by  their  nature,  entirely 
in  the  present  imperfect  state  of  to  family  worship,  are  never  so 
things.  How  often  have  anger  interesting  and  seasonable^  "when 
and  animosity  fallen  to  the  ground  presented  in  any  other  way.  Such 
before  the  family  Bible,  and  the  is  the  family  connexion,  as  it  is 
throne  of  grace,  like  Dagon  before  established  by  Divine  Providence, 
the  ark  of  God !  And  if  such  an  that  many  of  the  events  of  life 
effect  be  not  instantaneous,  it  must  equally  affect  all  its  branches, 
be  produced  by  the  repeated  pre-  Mercies  or  judgments,  which  are 
sence  of  the  parties  at  the  family  allotted  to  the  heads  of  the  house, 
altaV,  or  the  case  is  of  the  most  or  even  to  its  subordinate  mena- 
deplorable  kind,  indicating,  in  the  bers,  are  often  sources  of  happi- 
guilty  dielinquents,  an  awful  in-  ness  or  misery  to  the  whole  do- 
sensibility  of  mind  to  their  own  mestic  circle ;  and  what  is  so 
inconsistency  and    shame.      The  proper,  on  such  occasions,  as  that 
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they  all  should  devoutly  unite  in 
prayer^  or  in  praise  I    How  much 
would  the  vdue  and  enjoyment 
of  mercies  be  enhanced  by  these 
means !    And  in  times  of  affliction^ 
when  the  mind  is  subdued,  and 
tenderly  alive  to  good  impresMons, 
what  beneficial  results  might  be 
expected  from  a  humble  reference 
to  these  things^  in  the  exercises  of 
family  devotion  !     By  such  means 
every  burden  would  be  lightened, 
and  the   most  careless  might  be 
impressed.     Oflen  such  domestic 
occurrences  cannot,   "without  the 
appearace  of  affectation  and  parade, 
be  introduced  into  the  public. ser- 
vices of  the  house  of  God,  while 
nothing  can  possibly  be  more  pro- 
per in  those  of  the  family.    And 
even  where  the  event  is*  of  such 
importance  as  to  justify  the  per- 
sons concerned  in  soliciting  the 
public  prayers  or  thanksgiving  of 
the  people  of   God,    (a   custom 
which  it  were  much  to  be  wished 
might  become  more  prevalent  in 
our  churches,)  how  can  this  be 
done  without  manifest  hypocrisy, 
if  there  be  no  such  expressions  of 
religious  homage  addressed  to  God, 
by  the  select  and  more  deeply  in-  « 
terested  community  at  home ! 

The  importance  of  domestic  re^ 
JJgion  appears,  also,  firom  the  many 
evils  which  are  connected  with  the  ^ 
omission  of  it.  Some  of  these  jure 
connected  with  such  negligence  as 
its  causes,  and  oUiers  as  its  effects; 
for  it  both  betrays  the  evils  which . 
already  exist,  and  it  leads  to  many 
more.  In  both  these  views,  it  is 
most  criminal  ^  and  dangerous. 
Where  it  is  allowed,  it  may,  in 
general,  be  ^onsid^ed  as  a  moum- 
ful  indication  of  the  languishing 
state  of  religion  itself.  Many  ex« 
cuaes,  it  is  true,  are  made  for  it; 
but  they  are  almost  invariably 
such  as  bring,  into  question  the 
personal  religion  of  those  from 
whoni  they  prof^eed.  But  the  .evils 
to  which  it  piay  lead,  and  to  which» 
in  many  fiase^*  it  has  actually  led/ 
are^ innumerable.  Letpfurnita^and 
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others,  to  whom  the  government 
of  families  is  committed,  look 
around  tliem,  and  it  is  to  be 
feared  that  many  striking  illus- 
trations of  these  remarks  must 
occur  to  their  notice,  within  the 
sphere  of  their  own  observation. 

Few  narrations  are  more  pain- 
fully interesting  than  that  of  the 
separation  of  the  great  Mr.  Jona- 
than Edwards  from  the  church  at 
Northampton,  in  New  England, 
and  it  will  not  be  doubted,  by 
those  who  have  perused  vrith  dis- 
crimination the  statement  of  this 
transaction  wh)ph  has  been  pub* 
lished,  that  the  real  causes  of  it 
were  the  disorders  and  insubordi- 
nation which  had  crept  into  many 
families  in  the  town,  and  whi<^. 
he  had  faithfully  reproved,  and 
striven  in  vain  to  subdue.  When^ 
iniquity  had  prefvailed,  and  th« 
pastoral  relation  between  this  won* 
derful  man  and  his  people  had 
been  dissolved,  he  addresi^  them 
in  a  farewell  sermon,  which  is  a 
most  extraordinary  production,  on . 
account  of  Uie  calm  solemnity  with 
which  he  lays  aside  all  personal 
considerations,  and  makes  a  final 
effort  foi^  their  eternal  welfare.  A 
passage  from  this  discourse  may 
form  a  suitable  conclusion  to  the  _ 
former  part  ot*  this  essay. 

"  We  have  had  great  disputes 
(^ays  he,)  how  the  church  ought 
to  be  regulated;  and,  indeed,  t^e 
subject  of  these  disputes  was  of 
great  importance :  but  the  due 
regulation  of  your  families  is  of  no. 
less,  and,  in  some  respects,  of 
much  greater,  importance.  Every 
Christian  family  ought  to  be,  as  it 
were,  a  little  churdb,  consecrated 
to  Christ,  md  wholly  influenced 
and  governed  by  his  rules.  And 
family  education  and  order  are 
soQie  of  the  chief  of  the  means  of 
grace.  If  these  &il,  all  other 
means  are  likely  to  prove  ineffec- 
tual. If  these  are  duly  maintain- 
ed, all  the  means  of  grace  will  be 
Ukely  to  prosper  juad  be  suoctesdful. 

''  Let  me  now>  therefore,  once 
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more,  before  I  finally  cease  to 
speak  to  thi»  congregation,  repeat 
and  earnestly  press  the  counsel 
which  I.  have  often  urged  on  heads 
of  ikmilies,  while  I  was  their  pas-  ' 
tor/  to  great  painfulness  in  teach* 
ing,  warning,  and  directing  their 
diildren,  bringing  them  up  in  tne 
ilurture  and  admonition  of  the 
Lord ;  beginning  early,  where 
there  is  yet  opportunity,  and 
maintaining  a  constant  diligence 

"  in  labours  of  this  kind.  Remem- 
ber that  as  you  would  not  have  all 
your  instructions  and  counsels  in- 
effectual, there  must  be  govern- 
ment, as  well  as  instructions,  which 
must  be  maintained  with  an  even 
hapd,  and  steady^  resolution,  as  a 
g^ard<  to  the. religion  and  morals 
of  tiie-  family,  and  the  support  of 
ite  good  order.  Take  heed  that  it 
bfr  not  with'  any-  of  you  as  it  was 
wi^  Eli  of  iald,  who  reproved  his 
children,  but  restrained  them  not; 
atid  that>  by  this  means,  you  do 
not  bring  the  like  curse  on  your 
families,  as  he  did  on  his. 

*'  And  let '  children  obey  their 
parents,  and  yield  to  their  instruc- 
tions, and  submit  to  their  orders^ 
as  they  would  inherit  a  blessing 
and  n6t  a  curse.  For  we  have 
reason  to  think,  from  many  thmgs 
in  the  word  of  Ood,  that  nothing 
has  n  greator  tendency  to  bring  a 
curse' upon  persons  in  this  world, 
ahd-  on  all  their  temporal  concerns, 
thsn  an  un'duttfali'  nnsubmis8ive> 
disorderly,  behaviour  in  children 

'   towards  tibeir  parents/' 

'  (to  he  oonHnited,) 
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filSHOP   HALL'S   EPISTLES,   IN 

PROOF    OF   THE    EARLY   CAL- 

'VINISM'  OF  THE   CHURCH    OF 

ENGIiAND. 

.     -  (To  tfi^gt  Mditors.} 

Ne  person  among^us,  to  what  velU 
gieus  denomination  soever  he  may 
belong,  can.  be  wholly  indifferent 
to  'the  strange- controversy,  agU' 
tated>  «t  ^reaeat,  ontibe  question' 

finereaUytaught 


Bishop  HaWs  EjnsOes,         t^AY, 

by  the  articles  and  formularies  of 
the  Church  of  England.     It  may, 
indeed,  be  presumed,  that  few  of 
your  more  regular   readers  have 
any  doubts  upon  the  subject ;  yet, 
as  the  credit  which  is  obtained  by 
either  class  of  combatants,  must, 
more  or  less,  affect  us  all,  accord- 
ingly as  our  partialities  are  Calvi- 
nistic  or  Arminian,  it  is  competent, 
I  conceive,  to  the  conductors  of  the 
Congregational  Magazine,  to  com- 
municate to  the  public  any  thing 
which  may  bear  upon  the  question, 
without  incurring  the  censure  ap- 
plicable to  him    who  **meddleth 
with  strife  belonging  not  to  him." 
Indeed,  it  appears  to  me,  that  the 
astonishing  confidence  witli  which 
it  is  attempted,  by  one  party,  to 
annihilate  an  undoubted  historic 
fact>  makes  it  the  duty  of  all  who 
love  truth,  even  in  the  abstract,  to 
use  their  best,  efforts  to  repel  all 
such  endeavours ;  for  I  am  much 
mistaken,  if  the  mode  of  reasoning 
used  by  the  controvertists  alluded 
to,  would  not,  if  it  were  allowed 
to  be  valid,  and  adopted  in  other 
Cases,  greatly  tend  to  unhinge  all 
history,  and  even  to  bring   into 
question  some  of  the  principal  evi- 
dences of  Christianity.     Besides, 
it  is  obvious  that,  in  most  instances, 
the  controversy  is  so  conducted  as 
to  bear  as  much  upon  all  other  Cal- 
vinists,  as  upon  those  of  the  Church 
of  England.     It  has  occurred  to 
me,  therefer«,  that,  in  this  view, 
the  blowing  passages,  taken  from 
a  letter  included  in  t^e  excellent 
Bishop  Hall's  sixth  decad  of  Epis- 
tles>  might  not  be  uninteFesting  to 
the  public. 

'  it  may  be  proper  to  premise, 
that  the  Bishop  was  born  in  1574, 
which  was  but  two  or  three  years 
aAer  the  Engli^  version  of  the 
aiiticles  *was  foeft  published,  and 
ten- or- twelveryears  after  they  were 
compiled  m*  Latin.  It  is  evkJent, 
tberefors,  ^at  he  had  his.ednealion 
among-  l^at'  face  of  divitie»  by 
i)?Wn.i^e  oitides  were  d^ivtt  ap, 
and  gi««it  «t}  th^  world;    That  he 
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was  a  true  churchman  no  one  will  borne  to  feede  huHKHrs :  How-efor . 

^ny,  since  he  was,  at  the  time  of  you  take  your  owne  evils,  I  miMt 

writing  the  letter  in  question,  the  tell  you,  we  pittie  you,  and  thinke. 

principal  antagonist,  on  the  part  of  yoa  have  just  cause  of  dejection,* 

the  churc!i,  both  of  the  Papists  and  and  we  for  you  :  not  fbr  any  pri-. 

the  Puritans,  Jind  was  the  divine  vate  cares^  but    (which  touch  a 

afterwards  selected,  by  Archbishop  Christian    nearest)  the   connnoo* 

Laud  himself  to  tlefend  thechurch  wealth  of  God.     If  I  m^ht  chaJ. 

against  the  presby  terian  authors  of  lenge  ought  in  that  your  acute  and 

Smectymnuus.     Bothliis  intimate  learned  Armimus;   I  would  thus 

knowledge,  therefore,  of  thechurch,  solicit  and   conjure   him:    Alasl 

in  the  first  age  of  her  eixistence,  t^t  so  wise  a  man  ahould    Bot 

and  his  ardent  affection  for  her,  know  the  worth  of  peace ;  that  sa 

conspire  to  make  him  one  of  the  noble  a  sonne  of  the  churdi  should 

most  onexQ^tionable  witnesses  to  not  be  brought  to  light,  wi^out 

her  true  state  and  character  that,  ripping  the  wombe  of  his  mother ! 


could  be  mmitioned.  The  letter 
in  question  was  fii^t  published  in 
1620,  and  purports  to  have  been 
written  several  years  before,  dur- 
ing the  difierences  in  Holland, 
between  the  Calvinists  and  Armi* 
niaiis,  which  led,  in  I619,  to  the 
&mous  Synod  of  Dort.  Omitting 
some  passages  which  are  not  mate- 
rial, it  is  as  follows : 

'^ToM.  Jonas  Reigesbergius  in 
Zeland. 

*'  Writben  some  whiles  since,  con» 
eeming  some  new  opinions  then 
broachedin  the  Chun^es  of  Holhind; 
and  under  the  name  of  Arminius 
(then  living  J,  perswadmg  all  great 
wits  to  a  studie  and  care  of  the  com* 
mon  peace  of  the  Church,  and  dis' 
swading  from  aU  affectation  ofsinm 
gidarilie" 

1  received  lately  a. short  rek^ 


What  meane  these  subtle  novelties? 
If  they  make  thee  famous,  and  tfae^ 
church  miserable,  who  shall  gaine 
by  them  ?  Is  singularitie  so  pre*: 
cious,  that  it  should  cost  no  lesse 
than  the  safetie  and  quiet  of  our 
common  mother  ?  If  it  be  truth 
thou  affectest ;  what  alone  ?  Could 
never  any  eyes  (till  thine)  be 
blessed  with  this  object?  W^i^eo 
hath  that  sacred  veritie  hid  herself 
thus  long  from  all  her  carefull  in- 
quisitors, that  she  now  first  shewes 
her  head  to  thee  unsought  ?  ~Hatb 
the  Gospel  shined  thus  long.md 
bright,  and  left  some  comers  my* 
scene  ?  Away  with  all  new  truths j 
fiiire  and  plausible  they  may  be, 
sound  they  cannot:  !$ome  may  ad-> 
mire-  thee  fcMr  them;  nos^  shall 
bksse  thee.  But  grant  that  some 
of  these  are  no'  lease  true,  than  nice 
points:  what  doe  thiese  unseason^ 
tion  of  some  new  paradoxes  firom  «ble  crochets  and  quavers  IrouUe 
your  Leiden;  you  would  know  the  harmonious  plame^ongs.  of -our 
what  we  think :  I  fear  not  to  be  peace  ?  Some  quiet  error  may-  be 
censured,  as  medling:  your  truth  better  than  some  unruly  truth, 
is  ours-:  The  sea  cannot  divide  Who  binds  us  to  speake  aU  wt 
those  churdies  whom  dne  &ith  thinke?  So  the  church  may  be 
unites*     I  know  not  how  it  comes    still,  would  God  thou  wert  wise 


a 


to  passe,  that^most  men,  while  they 
too  much  affect  civilitie,'tume  flat- 
terers; JEmd  plaine  truth  is  most* 
where  counted  rudenesse.    He  tlmt 


alone.  Did .  not  our  adversaries 
quarrell  enough  at  our  quarreUs  ? 
Were  they  not  rich  enough  with 
our  spoiles?     By  the  deare  tiame 


tells  a  sicke  frend  he  lookes  ill,  or  .  of  our  common  paaoents,  what 
termes  an  angry  tumour  the  gowt,  meanest  thou,  Arminius?  Whi- 
or  a  waterish  swelling,  dropsie ;  ther  tend  these  neW-raised  disse^ 
is  though  unmannerly.  For  my  sions?  Who  shall  thrive  hythsm, 
part,    I  am  glad  that. I  wsas  not   tuit  they  which  insult,  upon  .tts^ 
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ftnd  rise  by  the  fall  of  truth  ?  who  with  Gomar/  (who  was  no  doubu 
4udl  be  undone,  but  thy  brethren  ?  ful  Calvinist^)  and  not  with  Armi- 
By  that  most  precious,  and  bloudie  nius.  ^  In  the  face  of  the  whole 
ransome  of  our  Saviour,  and  by  world,  and    without  anticipating 
that   awfull  appearance  we  shall  contradiction    from   any    quarter 
once  make  before  the  glorious  tri-  whatever,  the  good  Bishop  pro- 
bunall  of  the  Sonne  of  God,  re»  nounces  the  doctrines  of  the  Re- 
member thyselfe,  V  and  the  poore  monstrants,iie9i'0|9tn<oft«,nevv  para- 
distracted  limmes  of  the  church :  doxes,  noveUies,  and  singularities, 
let  not  those  excellent  parts,  where-  which  never  antf  eyes  beheld,  be- 
with  God  hath  furnished  thee,  lie  fore  those  of  Armiy^us,  biit  which, 
in  the  narrow  way,  and  cause  any  if  they  had  existed  as  religious 
weake  one  either  to  fall,  or  stumble,  truths,  must  have  existed  in  some 
or  erre*     For  God's  sake,  either  "  comers  nnseene;"  and  such  di- 
say  nothing,  or  the  same.     How  vines  in  the  English  establishment 
many  great  wits  have  sought  no  as  maintained  them,  he  denomi- 
by-paths,  and  now  are  happy  with  nates    not  true  churchmen,    but 
their  fellowes !     Let  it  be  no  dis-  **  our  onme  brands*"    And  all  this, 
paragement  to  go  with  many  to  let  it  be  remembered,  was  written 
heaven.     What  could  he  reply  to  by  him,  scarcely  ^fty  years  after 
so  plaine  a  charge  ?     No  distinc-  the  settlement  of  the  church  on  her 
tion  can  avoid  the  power  of  simple  present    basis,  when,  of    course, 
truth.     I  know  he  heares  not  this  many  were  still  living  who  knew 
of  me  first.     Neither  that  learned  well  what  her  doctrine  had  been 
and  worthy   Fran.  Gomarus,  nor  from  the  beginning.  Dr.Paley,  and 
yourothergravefratemitieofreve^  others,  have  conclusively  shown, 
rend  divines,  have  beene  silent-^  in  that  facts  stated  in  this  incidental 
so  maine  a  cause.     I  feare  rather  and  undesigning  manner,  are  bis- 
too  much  noise  in  any  of  these  torical    evidence  of   the    highest 
tumults :    There  may   too   many  possible  kind ;  and,  in  this  view, 
contend,  not  intreat.      Multitude  it  appears  to  me,  that  scarcely  any 
of  suters  is  commonly  powerfuU ;  thing  could   be  noore  conclusive 
how  much  more  in  just  motions  ?  than  the    preceding  passages,  in 
But  if  either  he  or  you  shall  tume  proof   of   the   Calvinism    of   the 
me  home,  and  bid  me  spend  my  Church  of  England, 
little   moisture    upon    our    owne         It  should  seem  that  the  force 
brands,  I  -grant  there  is  both  the  of  this  testimony  ought  to  be  ad-* 
same  cause,  and  the  same  need,  mitted,  most  of  all,  by  the  writers 
This  counsell  is  no  whit  further  and  divines  who  of  late  have  been 
from  us,  because  it  is  directed  to  most  strenuous  in  their  opposition 
you :  Any  reader  can  change  the  to  Calvinisdc  tenets.     Eveiy  one, 
person :  I  lament  to  see,  that  eveiy  acquainted  with  recent  controver- 
where  peace  hath  not  many  clients,  sies,  is  aware   what  aealous   and 
but  fewer  lovers  ;  yea,  even  many  repeated  attempts  have  been  made, 
of  those  that  pndse'her,  follow  her  by  this  class  of  polemics,  to  enlist 
not"  into  their  service  the   Fathers  of 
It  will  be  understood,  by  your  the  christian  church,  who  lived  in 
readers,  that  the  above  extracts  the  second,  third,  and  fourth  cen- 
are  produced   merely  as  Bishop  turies.      Passages  from  these  an- 
fall's  unequivocal  testimony  to  the  cient  writers,  which  have  had  the 
foci,  that  the  Churdi  of  England  most  remote  connexion  with  the 
was,  jnthe^rstage  ofJier  exist-  subject,  and  often  such   as    have 
ence,   "  united"    in  ''  one  faith,"  had  no  imaginable  relation  to  it, 
with  the    Caivinistic   Church    of  either  in  sound  er  in  sense,  have 
Holknfi,  and  thai  she  symtwliz^  been  produced  as  proo&  of  the 
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anti-calviiiiBm  of  priaiitive  Chris-  temporal    conskterations.      Trbtb 

tianit^.     Now,  I  put  the  question  itseLf  is  never  anruly,  though  it  has 

to  every  candid  and  impartial  man^  often  been  made^  by  turbulent  men, 

what  would  have  been  the  conduct  the  innocent  occasion  of  broils  and 

of  these  modem  admirers  of  the  contention.     The  least  particle  of . 

Fathers^  if  they  could  have  pro-  it,  however,  is  too  precious  to  be  * 

duced  an  ancient  testimony,  which^  sacrificed  for  the  accommodation 

in  every  respect,  was  as  much  to  of  such  persons, 
their  purpose  as  the  passages  here  T. 

taken  from  Bishop   Hall  are  ex-  %<>%^^^»»»%%% 

pressly  against. them?  Ignatius,  OBSERVATIONS  ON  FEMALE 
for  instance,  is  supposed  to  have  MANNERS, 
lived  early  enough  to  have  con-  .^  .,  „,.. 
versed  with  the  Apostle  John;  but,  (To  the  EdtUm,) 
to  say  the  least,  this  is  not  more  Public  attention  has  beep  drawn 
certain  than  that  Bishop  Hall  knew  lately,  in  several  instances,  to  the 
and  conversed  vrith  some  ^of  the  evils  which,  it  is  assumed,  are 
framersoftfae  articles  of  the  Church  likely  to  arise  to  the  community, 
of  England.  Suppose,  then,  tihat  ^nxax  the  very  great  latitude  which 
as  decisive  a  testimony  to  the  and-  is  allowed  to  the  British  female  in 
Calvinism  of  the  primitive  christian  .  taking  part  in  our  various  public 
churches,  could  have  been  cited  charitable  and  religious  under- 
from  Ignatius,  as  that  to  the  Cal-  takings.  It  is,  in  my  view,  an  in- 
vinism  of  the  primitive  Church  of  creasing  evil ;  and  as  it  is  a  sub- 
England,  now  quoted  from  the  j^ct  which  has  formed  a  topic  of 
Bishop— what  conclusions,  I  ask,  conversation  in  family  circles,  to 
would  have  been  drawn  from  such  a«  considerable  extent,  and  has  also 
a  remarkable  fact?  I  have  no  been  freely  commented  upon  in 
doubt  it  would  have  been  consi-  several  periodical  publicati<ms,  I 
dered,  by  the  modem  opposers  of  have  waited,  with  some  anxiety,  in 
Calvin's  views,  as  having  com-  hopes  that  the  Editors  of  the  Con* 
pletely  settled  the  whole  contro-  gregational  Magazine  would  not 
versy.  "  hesitate  to  make  it  a  subject  of 
I  am  the  more  concerned  ^at  discusrion  in  their  pages.  It  has 
the  exact  design  with  which  theise  not  as  yet  been  introducied,  and 
quotations  are  produced,  should  be  perhaps  you  will  now  favour  me 
kept  distinctly  in  view,  lest  it  by  the  insertion  of  a  few  remarks, 
should  be  supposed,  that  approba-  whidi,  although  crude  and  unoBSi- 
tion  of  every  thing  which  they  nected>  may  yet  elicit,  ftom  some 
contain  is  here  intended  to  be  ex-  more  able  correspondent,  observiE^ 
pressed,  which  is  by  no  means  tiens  i^oportioned  to  the  import* 
the  case.  Few  things,  I  believe,  anee  of  the  subject, 
in  the  works  of  Bishop  Hall,  are  From  v^y  early  periods,  it  has 
BO  exceptionable  as  what  he  here  been  the  distinguished  boast  of  this 
advances,  respecting  ''  quiet  enor^'  country,  that  her  females  have 
and  **  unruly  truth,"  and  his  pre«  stood  high  as  examples  to  the  rest 
ference  of  the  former.  It  is  true,  of  the  world,  in  modesty  uid  re- 
he  expresses  himself  with  some  tiredness,  as  they  have  been  pro- 
limitation  ;  yet  when  such  remarks  eminent  for  beauty  of.  person,  and 
are  applied  to  subjects  of  no  less  strength  of  mind.  We  have  been 
importance  than  those  *  at  issue  warned,  not  by  alarmists,  but  by 
between  Calvinists  and  Arminians,  men  of  wisdom  and  foresight^  that 
they  savour  too  much  of  thej>liant  the-  zeal  and  ardour  for  many  ob« 
and  sooUiing  casuistry,  which  has  -jects  of  philanthropy,  whidi  have 
often  aaorifioed  ettmal   truth  to  led  vis  to  enoouaig^.pur;  wiy6% 
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and  dtogbters,  arid  sisters,  to  be-  cuit  to  oc^ect  tibie  peiiiii«^  kti  the 

come    active  public  co-operators  poor  from   the    cottages  around, 

with  us^  in  these  works  of  charity  and  where  too  the  scenes  beheld, 

and  labours  of  love,  whilst  their  and  the  company  met  with,  may 

assistance  confessedly  aids  the  purn  not  always  be  of  the  most  proper 

poses  we  have  in  view,  may  yet  description-*-the  frequent  attend- 

become  injurious  to  Ikem,  and  pre*  ance  upon  public  meetings,  where 

judicial  to  our  country.     Let  us  ibeir  activity  and  zeal  are  carefully 

at  least  then  pause,  and  consider,  emblazoned  and  praised,  and  their 

before  we  continue  in  this  course ;  own  reports,  signed  by  a  female  se-' 

for  should  the    mischief  arise,  it  cretaryor  treasurer^  areread  to  large 

will  be  doubly  aggravated  by  the  assemblies— will  not  these  things, 

reflection,   that  we   despised   the  even  if  they  leave  unassauhed  the 

caution  which  might  have   pre-  virgin  purity  of  their  minds,  yet 

served  us  from  it.  destroy  -  the  bashfulness  of  their 

The  principal  and  general  evil  characters,  and  the  modesty  and 

that  may  be  apprehended  is,  that,  reserve   of  their  manners  ?      No 

by  this  means,   the  British  lady  one  has  attended  to  give  his  vote 

will  become  less  domestic — more  at  the  election  of  a  society,  whose 

frequently    absent    from     home,  diarity  is    in    that  manner    dis- 

While  a  large  portion  of  the  day  pensed,   but  has  seen  our  young 

is  occupied  in  attending  the  va^  ladies,  with  their  cards  in  their 

rious   committees,  ^to  which   her  hands,    soliciting   votes  of  every 

own  benevolence,  or  the  wishes  of  stranger  who  enters  the  room.     Is 

some  parent  or  relation,  may  have  the  fair  suppliant  so  likely,  after 

induced  her  to  belong,  the  wife  this  publicity,  to  be  the.unassum- 

and    mother    must    neglect    her  ing  and  interesting  girl,   or  the 

house ;  and,  what  is  far  more  to  devoted,  retired,   and  affectionate 

be  lan^nted,  liie  education  of  her  wife  ? 

children  must  be  entrusted  to  the  Another  consideration  is  of  great 
care  of  her  servants :  and  let  him  importance.  There  are  different 
who  has  considered  how  deeply  -lines  of  duty  in  benevolence,  (as 
the  interests  of  religion,  and  his  in  most  other  things,)  in  whidi 
4X>untry,  are  concerned  in  the  first  the  two  sexes  can  move ;  and 
princij^es  which  are  instilled  into  there  are  many  charities  and  in- 
die mind  of  a  child,  say  what  nuiy  stitutions,  which  are  peculiarly  in 
he  the  ftiture  consequences  of  ne-  the  province  of  the  fanale,  iand 
^eet  like  this.  The  hours  which  -are  quite  sufficient,  in  number  and 
the  youthful  and  unmarried  lady  importance,  to  occupy  hex'  leisure 
should  devote  to;the  attainment  of  -time.  To  these  it  is  hardly  neces- 
•die  very  difficult  knowledge  ef  tb^  saiy  particularly  to  allude ;  they 
domestic  management  of  a  fiunily,  fegard  her  own  sex,  and -are  sudk 
-to  die  improvement  of  her  own  as  she  .only  ought  to  superintend, 
^mind,  and  thie  assistance  of  ;h8r  '  And  tif  to  these  be  added,  the  af- 
inother  in  ithe  many  duties  which  ^oidii^  that  relief  and^solaoe  inrliich 
devolve  upein  her,  must  be  xen-  -a  christian  fbmale  alone  can  in^- 
-eroadied  wpon  by. an  attendanoe  part,  in  an  hour  of  sorrow  and 
^pon  other  and  extrinsic  affairs.  affliction,   and  whidi  it  is  pecu-- 

But  these  are  all  circumstances  liarly  the  duty  of  tbe  matron  t3D 

which  n^y  not. happen  to  an  in-  bestow,  it  wiU  be  acknowledged 

dividual,    whose  -leisure  may  be  that  our  ladies  ean  do  mare  good 

-greats  and  her  occupations  few.  in  this  silent  manner,  where  in- 

-Will  <not,  tb  :such,  tbe  daily  en-  deed  their  fight  hand   knoweth 

'^agement  in  affairs  which' aver  jes-  ^ntft  what  dieir  left  hand  doetb, 

vmitsdly  pubUoMthe  weekly  xm^  <Jlbm  i\iy  attcndanee    upaa  ixaare 


mt2 

public   oommitteeft 
meetings. 

To  the  directors  and  conductors 
of  our  more  extended  societies^ 
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and    genenl    not  appear  to  have  lived  in  a  nar- 
row and  sparing  manner. 

As  St.  Paul  was  so  much  en-* 
gaged  in  itinerant  preaching,  par* 


our  religious  and  charitable  asso-    ticularly  through  some  of  the  most 
dations,   I  would  merely  suggest^    splendid  cities    of   the    civilised 


that^  whilst  I  acknowledge  with 
diem  that  their  funds  are  sup- 
plied, and  their  memb^s  increaQed^ 
by  the  zealous  co-operation  of  fe*' 


worlds  the  received  notion  of  his 
being  a  tent-maker  is  certainly 
involved  in  very  considerable  dif- 
ficulties.    Tents,  it  is  true,  were 


males,  they  should  also  remember    much  used  in  the  neighbourhood 


that  evil  must  not  be  done  that 
good  may  come;  and  that  al- 
liH)ugh  present,  advantage  is  per- 
ceiv^  to  arise  to  their  80cieties> 
yet  the  evil  that  is  dreaded  works, 
idthou^  in  a  more  secret  manner, 
jet  by  no  less  certain  steps. 
I  am,  &C. 
''•  Philodbmosw 

Our  readers  are  awnre  that  the  inser- 
tion of  a  paper  ia  our  Magazine  does  not 
imply  either  agreement  or  dissent  on  the 


of  Pontus,  of  which  Aquilas  was 
a  native ;  and  in  that  country  there 
would  consequently  be  a  demand 
for  persons  who  made  them  ;  but 
this  was  not  the  case  in  the  more 
polished  nations  where  the  Apostle 
travelled,  nor  in  the  large  and  po- 
pulous cities  whibh  were  some  of 
the  principal  scenes  of  his  mini- 
stry. People  who  lived  in  tents 
were  not  common  in  the  vicinity 
of  Rome,  o£  Corinth,  or  Ephesus^ 


part  of  the  Editors.    We  were  not  ap-     ._  ^u:^u  i««.4.»..  -.:♦«  4.u:*  :».;««-..:»..« 
prized  of  the  existence  of  the  modes  of     »«  ^hich  latter  city  this  illustrious 


canvassing  to  which  Philodemus  alludes. 


%»^<»^»^<%^»i%i%^ 


MORSELS  OF  CRmCISM. 

Observations  on  the  occupation  op 
STi  PAur. 

In  the  number  of  the  Christian 
Instructor  for  March,  a  corre- 
spondent proposes  various  queries 
respecting  the  trade  followed  by 
St  Paul  as  the  means  of  his  sup- 
port.   The  querist  appears  to  take 


servant  of  Christ  spent  no  less  than 
three  years,  preaching  in  his  own 
hired  house  to  all  who  came  to 
him,  but  nobly  declining  to  re* 
ceive  any  pecuniary  remuneration 
for  his  spiritual  ^services.  Here, 
too,  he  had  several  assistants,  or 
companions,  with  him,  to  whose 
support  he  contributed,  by  his  own 
ipanual  labours-*- a  circumstance 
which  must  be  taHen  into  the  ac- 
count, in  considering  the  means 


it  ior  granted  diat  the  Apostle    by  which  his  temporal  wants  were 
was  really  a  tent-makerj  he  bnly    supplied.     It  is  difficult  to  con- 


inqutreS  in  what  branch  -of  liiat 
business  he  was  employed;  With- 
out, however,  wishing  to  indulge 
m  conjectural  critioism^  I  may  be 
permitted  to  state,  that,  on  this 
question,  an  hypothesis,, altogether 
different-,  feota  the  received  one; 


ceive  how. so  much  labour  of  .the 
hands  could  consist  with  such  un- 
distracted  assiduity  in  atten^ling 
to  the  great  object  of  his  di'yine 
commission. . 

I  will'  not  examine  the  conjec« 
tures  of   Castaiip   aiid  '  H^fl'ich^ 


has  beenr  maintained  by  biblical  who  have  suggested  that  St;  Paul 

scholaire  of  the  first  reputatibn.  was  a  worker  in  leather— either  a^ 

The  worldljf^btiiplbyment,  ^at*  saddler,    or  &"  ma^er  of   leather 

ever  it- was;  fl^m  wlH(^  he'derived  chairs  that  were  strapped  on  the 

hie '  suHsosteiieey  must  haVe  heeti  backs  df  camels  ;<^-^  notion  which> 

Incralive  ^  fofthough*  he  was  som^  though  countehanced'by  the  Syriac 

tiinee^  in  the-b^rse  of  his  mini-  version,  is.  Habfe  to  ^s  many  and 

stry^  involyad  iii'  poveityas  well  strong  objections  as  the  received 

a»8affieA^iii|jtiy^,'hi|peneral,hedoe8  interpretation.  ' 
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tlie  view  which  Michadiis  takes  Qospel^  chapter  xi.   Ver.  13^  14. 

of  this  subject  is  worthy  of  con-  "  And  seeing  a  fig-tree  a&r  off, 

^ideration.     He  says,  the  preced-  having  leaves,  he  came,  tf  haply 

ing  difficulties  are  removed  by  the  he  might  find  any  thing  thereon : 

foflowing  passage  in  Julius  Pol-  and  when  he  came  to  it,  he  found 

lux,  from  which  it  appears,  that  nothing  but  leaves ;  for  the  lime  of 

oKtivoTToiog,  the  word  by  which  the  ^s  was  not  yet"     He  accordingly 

occupation  of  St.  Paul  is  described  doomed  it  to  destruction.     *'  No 

in  the  book  of  Acts,  has  properly  man,"  said  he,  ''  eat  fruit  of  thee 

a    very  different    meaning    from  her^d^r  for  ever."  Matthew  adds, 

either  of  those  already  mentioned,  that '' presently  the  fig-tree  wither- 

This  learned  writer,  Pdlux,   ob-  ed  away."     "  But  why  curse  the 

serves,  in  his  Onomasticon,  lib.  7>  fig-tree,"  it  is  said,  '^  if  the  time 

§  1899 "  that  (FKtivovoioQj  in  the  lan«  for  the  appearance  of  the  fruit  had 

guage  of  the  old  comedy,    was  not  arrived?"  A  very  natural  ques- 

equivalent  to  /ii^voi^oTroioc."  Now,  tion,  it  must  be  allowed ;  and,  if 

liri'^avoTroLOQ  signifies  **  a  maker  of  the  state  of  the  fact  were  so,  it 

mechanical  instruments."  Accord-  might  be  difficult  to  rescue  this 

ing  to  this  interpretation,  St.  Paul  action  of  the  Saviour  from  the  im- 

and   Aquilas  were   neither  tent-  putation  of  causeless  severity.  The 

makers  nor  saddlers,  but  rnech^-  best  solution  of  the  apparent  diffi- 

^  instrument  makers.  culty  we  have  seen,  is  supplied  by 

It  must  be  allowed,  in  support  explaining  the  latter  clause  of  the 
of  this  idea,  that  dramatic  writers  13th  verse  to  mean,  not  the  time 
are  the  historians  of  common  Ijife,  for  the  appearing  of  the  fruit,  but 
and  that  the  words  they  employ  for  the  gathering  of  it.  The  time 
in  comedy  are  the  vernacular  forms  for  gathering  the  fruit  had  not 
of  speech— the  words  of  common  arrived.  And  the  historian  men- 
conversation,  such  as  would  be  tions  this  circumstance,  not  to  ac- 
naturally  used  in  the  narrative  count  for  our  Lord's  finding  no 
parts  of  the  New  Testament,  fruit  upon  it,  but  as  the  reason 
Moreover,  this  profession  was  ex-  why  he  expected  to  find  some.  He 
tremely  well  adapted  to  the  itine-  saw  that  the  fig-tree  had  leaves,  a 
rant  and  laborious  life  of  the  proof  that  he  was  not  too  early  to 
Apostle  Paul ;  for  whoever  pos-  expect  firuit,  for  the  fig-tree  puts 
sessed  ability  in  the  art,  .  could  forth  its  fruit  before  it  opens  its 
earn,  only  in  a  few  hours  every  leaves.  The  historian  tells  us  that 
day,  as  much  as  ^ould  be  neces-  the  time  for  gathering  figs  had  not 
sary  .for  his  support,  and^  could  arrived ;  it  was  not  therefore  too 
travel,  without  inconvenience,  from  late  to  expect  fruit.  It  was  pre- 
place  to  place,  as  the  apparatus  cisely  the  season  when  it  was  rea- 
might  be  easily  transported.  sonable  tp  suppose  that  the  whole 

I  offer  these  remarks,  without  produce  of   the.  tree   would    be 

presuming  to  decide  on  a  subject  found  upon  it ;  and  the  circum- 

m  regard  to  which  there  is  so  stance    of   its    possessing    none> 

much  room  for  debate.  prpved  that  it  was  perfectly  bar- 

Otiijm*  ren  and  worthless;  and  therefore 

■  ■  he  said,  '^  Let  no  man  eat  &uit  of 

ON  THE  BARREN  FIG-TREE.  tfiee  hcnof forth  f(x  evet"    To  un- 

Many  of  your  readers,   I  doubt  derstand  and  interpret  the  passage 
npt,  have  felt  some  little  degree  of   in  this  manner^  it  i^only  neces- 

aurprize  at  the  statement  of  our  sary  to  make  a  sl^bt  taranaposition 

Lord's  conduct,  as  it  is  exhibited  pf  the  words  in  t^e  yeiise  to  which 

In  the  English  version  of  Mark^f  reference  has  be^p  n>iidsiiii»  ^pu- 
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position  which  the  idiom  of  the 
language  easily  admits  of.  "  And 
seeing  a  fig-tree  afar  off,  having 
leaves,  he  came,  if  haply  he  might 
find  any  thing  thereon;  fo^  the 
time  of  figs  was  not  yet:  and 
when  he  came,  he  found  nothing 
but  leaves."  Or  if  the  words, 
''and  when  he  came  he  found 
nothing  but  leaves/'  be  read  as  a 
parenthesis,  the  sense  will  be  ex- 
actly the  same.  Thus  our  Lord 
cursed  the  fig-tree,  because,  after 
all  the  culture  bestowed  upon  it, 
it  produced  no  fruit,  at  the  very 
season  when  fruit  was  to  be  ex- 
pected. 

The  fig-tree,  both  in  its  barren- 
ness and  in  the  extinction  of  its 
life,  was  an  emblem  of  the  Jewish 
nation— of  their  abuse  of  the  pri- 


nistration  is  uniformly  conducted. 
Let  then  the  reader  beware  I  It  is 
true  of  him  that  the  time  for  gather- 
ing  figs  is  not  yet.  The  husband- 
man is  entitled  to  expect  to  see 
him  laden  with  fruit.  And  if,  after 
all  the  culture  he  has  bestowed 
upon  him,  he  should  see  him 
barren,  has  he  not  reason  to  fear 
that  he  will  say  of  hhn,  **  Cut 
it  down,  why  cumbereth  it  the 
ground  ?" 

The  transposition  in  the  above 
passage,  says  M'Knight,  is  not 
more  extraordinary  than  that 
which  is  found  in  Mark  xvi.  S,  4, 
where  the  clause,  for  it  was  very 
great,  viz.  the  stone  at  the  door  oi 
the  sepulchre,  does  not  relate  to 
that  which  immediately  precedes 
it,  viz.  and  rvlien  they  looked  they 


vileges  they  enjoyed,  and  of  the '  saw  the  stone  roUed  away,  but  to 

destruction  which  was  about  to  the    remote  memlier,     they    said 

overtake  them,  as  the  consequence  (mwng  themselves.  Who  shall  roll  us 

of  their  crimes !     Hut  the  conduct  away  the  stone  from  the  door  of  the 

of  God  towards  the  Jews  must  be  sanUchre  ?    For  it  was  very  great. 

taken  as  a  specimen  of  the  prin-  Vide  section  112,  page  SQL 
dples  on  which  the  divine  admi- 
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and  the  natural  History  of  Man, 
delivered  at  the  Royal  College  of 
Surgeons,  By  W,  Lawrence, 
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Our  readers  will  recollect,  that 
when  this  work  was  first  published, 
it  excited  considerable  commotion 
in  the  literary  world;  and  that  the 
consequences  of  his  unadvised  con- 
duct in  promulgating  his  irreligious 
opinions,  were  such  as  to  induce 
the  author  to  withdraw  the  volume 
firom  farther  circulation.  This  was 
a  due  concession  to  public  opinion ; 
but  its  effects  were  counteracted 
by  the  rapacity  of  some  obscure 
printer  or  bookseller,  who,  tempted 
by  the  high  price  of  the  suppressed 
lectures,  ventured  on  a  reprint, 
which  has  been  recently  made  the 
subject  of  forensic  procee4ings. 
CoNO.  Mag.  No.  53. 


Application  having  been  made  to 
the  Chancellor  for  a  specific  and 
permanent  injunction,  forbidding 
the  sale  of  the  pirated  edition,  the 
remedy  was  refused  by  his  Lord- 
ship, on  the  express  ground  that 
the  qualities  and  tendency  of  the 
work  were  such  as  to  deprive  the 
writer  of  any  legitimate  property 
in  that  which  was  itself,  from  its 
improper  character,  a  violation  of 
the  law.  Considering  the  affair  as 
a  mere  litigation  of  personal  rights, 
the  decision  was  sustainable  on  the 
clearest  of  all  positions — i.  e.  that 
every  man  seeking  redress  from 
another  in  a  xourt  of  law,  shall 
himself  possess  the  nil  conscire  in 
the  "  wrongous  proceedings"  Off 
which  he  complains.  But  if  taken. 
as  a  matter  of  criminal  jurisdiction, 
it  is  one  of  the  mischievous  and 
2  K 
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contradictory  results  of  making  the 
expression  of  speculative  opinion 
a  subject  of  legal  process.  As  a 
guardian  and  administrator  of  the 
laws.  Lord  Eldon  would  say,  that 
the  act  of  publication  was  an 
offence  against  the  country,  and 
yet,  when  applied  to  for  his  inter- 
ference to  prevent  its  recurrence, 
he  expressly  declines  interposition. 
In  the  mean  time,  the  obnoxious 
book  is  <  on  sale ;  the  poison  is 
vendable  without  restraint,  and  its 
venomous  qualities  are  operating 
without  any  antidote  from  the 
boasted  empiricism  of  common  or 
statutory  law.  In  a  general  view, 
we  feel  no  great  alarm  at  this; 
there  is  nothing  in  the  weapon^ 
or  ^  the  tactics  of  this  new  adver- 


On  the  manliness  of  his  assault, 
indeed,  we  cannot  offer  him  our 
congratulations.  There  is  the 
wasting  will  manifested  in  his 
efforts,  but  the  j!)ower  of  demolition 
belongs  to  more  muscular  intellects. 
On  his  own  hypothesis,  we  should 
say,  that  his  fibre  was  too  relaxed 
to  terminate  in  a  tense  organization 
of  thought ;  the  reflective  and  writ- 
ing processes  of  his  materialism 
are  feeble  and  flabby,  .and  if  we 
may  judge  from  the  morbidezza 
of  his  mental  system,  there  must 
be  a  deplorable  de^ciency  in  the 
tone  and  structure  of  his  bodily 
frame.  Mr.  Lawrence  is  a  mate- 
rialist, "  all  compact ;"  he  has  pur- 
sued the  ramifications  of  nerve  and 
artery  until  he  has  discovered  the 


sary,  that  can  make  us  tremble  for  point    where    mind   and     matter 

our  bulwarks ;  and  we  ^eel  rather  anastomose ;   he  has  touched  the 

surprised    at     the    apprehensions  junction  with  his  magical  scalpel, 

which,  when  the  lectures  first  ap-  and  he  takes  upon  himself  to  tell 


peared,  were  expressed  by  some 
sensible  men,  respecting  their  in- 
jurious operaiion. 

There  is,  however,  one  class  of 


the  world,  that  mind  is  organiza- 
tion and  organization  mind. 

'<  If  the  intellectual  phenomena  of  man 


individuals,-.we  allude  to  those  to^^b^SST.'^w^m^^'i^y^^ 
much  conversant  with  anatomical  to  those  more  rational  animals  which 
details,-»on  whose  minds  the  cold  exhibit  manifestations  differing  from  some 
sneers  and  superficial  sarcasms  of  ?^  ^^  ^"™»°  °^y  '^^  ^^«^:  ^^.^^  fi^* 
Mr.  Lawrence  will  have  their  in- 
tended effect.  Inexplicable  as,  in 
one  view  of  the  case,  it  may  ap-» 
pear,  those  biefore  whom  the  most 
minute  and  expressive  illustrations 
of  a  divine  agency  are  familiarly 
laid  open,  are  among  the  last  to 
redognize  these  proofs  with  reve-" 
rence  and  godly  Jear  ;  they  cherish 
a  destructive  habit  of  pyrrhonism ; 
and  the  specious,  but  baseless  in- 
ductions of  materialism^  surround 
them  with  an  element  in  which 
they  can  freely  breathe,  and  de- 
lightedly expatiate.  To  minds,  or 
rather  to  matter,  of  this  cast,  were 
Mr.  L.'s.  lucubrations  addressed, 
and  he  will  probably  thank  us  for 
Ae  compliment,  when  we  assure 
him  that,  as  far  as  we  are  able  to 
judge,  his  appeal  is  by  no  means 
ill  calculated  for  its  obvious  pur- 
pose. 


it  to  these,  we  cannot  refuse  it  to  the 
next  in  order,  and  so.  on  in  succession  to 
the  whole  series, — ^to  the  oyster,  the  sea- 
anemone,  the  polype,  the  microscopic 
animalcules.  Is  any  one  prepared  to  tul- 
mit  the  existence  of  immaterial  principles 
in  all  these  cases  ?  If  not,  he  must  equally 
reject  it  in  man. 

<'  It  is  admitted,  that  an  ideot  with  a 
malformed  brain  has  no  mind ;  that  the 
sagacious  dog  and  half-reasonable  ele- 
phant do  not  require  any  thing  superadded 
to  their  brains  :  it  is  allowed  that  a  dog 
or  elephant  excels  inferior  animals,  in 
consequence  of  possessing  a  more  perfect 
cerebral  structure :  it  is  strongly  sus- 
pected that  a  Newton  or  a  Shakspeare 
excels  other  mortals  only  by  a  more  am- 
ple developement  of  the  anterior  cerebral 
lobes,  by  having  an  extra  inch  of  brain  in 
the  right  place :  yet  the  immateriallsts 
will  not  concede  the  obvious  corollary  of 
all  these  admissions,  viz.  that  the  mind  of 
man  is  merely  that  more  perfect  exhibi- 
tion of  mental  phenomena  which  the 
more  comp)ete  developement  of  the  brain 
would  lead  us  to  expect;  and  sti|l  per- 
plex us  with  the  gratuitous  difficulty  of 
their  immaterial  hypothesis.     Thought, 
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it  is  poBitiTdy  and  dogmaticaUy  asserted,  creation  ;  to  admit,  that  wherevet 

^notZ:^i^T^^nJ^^^t  dismm»»tia„«d.ff«*ionahould 

tioa  has  ever  been  seen  except  in  con-  ®^*>  ^^^^^  *lso   liYed,    never   to 

junction  with  a  brain ;  and  living:  matter  decay,  the  ethereal  spark  of  mind ; 

is  acknowledged  by  most  persons  to  be  — we  would  ask,  whether  this  con- 

Zrn/.wn^?'^^*''^^^^^  ccssion.  With  all  its  imputed  ab- 
approach  to  thinkinff.    The stronsrest  ad-  ,.  , '      ,       ,    .-         «  i  ^*^^  aw 

vocate  for  immaterialism  seeks  no  further  surdities,  be  half  80  fraught  with 

than  the  body  for  his  explanation  of  all  difficulties  and  degradation,  as  the 

the  vital  processes,  of  muscular  contrac-  wild  and  dark  hypothesis,  which 

nn?!;''^*"^^"'  secretion,  Ac-Operations  ^akes  man  the  slave  of  matter,  sets 

quite  as  diflferent  from  any  aflfection  of  /.    v  j     •         •       •  -v.^*,  o^w. 

inoiganic    substance,    as    reasoning    or  *eelmg     and    imagination     afloat, 

thought:  he  will  even  allow  the  brain  to-  amid  the   gastric  juices   and   the 

he  capable  of  sensation.  circulating  fluid,  and  identifies  our 

J' ^^^"^^^  ^^f  ^^V^^^^ties  o{  mKt'  best   affections,    and  our  hiirhest 

ter  so  perfectly,  as  to  be  able  to  say  that  :^_  ,  .,     '  ^r .         A  . 

it  can  see,  hear,  smeU,  taste,  and  feel,  "npulses— the  sympathies  of  km- 

bnt   cannot  possibly  reflect,  imagine,  dred,  and  the  faith  and  hope  of  the 

judge  ?    Who  has  appreciated  them  so  Gospel-— with  the  pulsations  of  the 

exactly,  as  t»  be  able  to  decide  that  it  arterial  system,  and  the  elasticity 

can  execute  the  mental  functions  of  an  ^/*  ^_: i*'i.i       i  ^ 

elephant,  a  dog,  or  an  orang-utang,  but  ®*  animal  fibre  ? 
cannot  perform   those  of  a  negro  or  a         And  what  does  all   the  strange 

Hottentot  ?  mixture  of  instance  and  assertion, 

«  To  say  that  a  thing  of  merely  nega-  in  the  second  of  the  above  quoted 

tive  properties,   that  is,  an  immaterial  ^araflranhs   tend  to  nrnvp    iinlpaa 

substance,  which  is  neither  evidenced  by  Paragrap^s,  tend  to  prove,  unless 

any  direct  testimony,  nor  by  any  indirect  ^^   he,    that   the    writer  is    totally 

proof  from  its  effects,  does  exist,  and  can  unaware  of  the  distinction  between 

tiiink,  is-  quite  consistent  in  those  who  medium   and  mechanical   action  ? 

te-L'^S^^'orXt^'""' ''"''  "N«>  f«?«"g«>  ?o  thought,  no  in. 

"  If  the  mental  processes  be  not  the  teUectual  operation  has  ever  been 

Amotion  of  the  brain,  what  is  its  office  ?  seen,  except  in  conjunction  with  a 

In  animals  which  possess  only  a  smaU  brain"— what  then  ?      Is  it  proved 

^l^iJ^!  human  cerebral  structure,  ^y  this  fact,  that  the  exercise  of 

sensation    exists,  and  m  many  cases  is  V  ^.'  .  ...       \ 

more  acute  than  in  man.    What  employ-  ^'^^Sf  emotions,    these  msignia  of 

meat  shall  we  find  for  all  that  man  pos-  our  immateriality,  is  the  necessary, 

sesses  oyer  and  above  this  portion,— for  mechanical  result  of  cerebral  irri- 

tiie  large    and    prodigiously    developed  tability  ?-~It  leads  us,  on  the  con- 

nnman  hemispheres  ?     Are  we  to  beheve  .  '',      .    «        ^v    .    li       -rw*   •    -^ 

that  these  seire  only  to  round  the  figure  ^J^^^Y'  ^  ^^^^^>  ^^^^  ^^^  Divinity 

of  the  organ,  or  to  fill  the  cranium  ?"  has  fitted  the  different  portions  of 

—pp.  10;2->104.  the  human  frame,  for  the  media 

Now   wtf  will   venture  to   say  and  instruments  of  the  soul's  voli- 

that  a  more  pithy  collocation  of  tions. 

bold  and  bald  assertions,    trium-         It  is   difficult   to  ascertain  the 

phant  non  sequiturs,  and  imbecite  object  of  the  marvellous  querieSj, 

as8umpti(»is,  was  never  yet  strung  respecting    the   functions  of  the 

together.     If  Mr.  Lawrence  really  brain.      Are  they   not  answered, 

confound  all  this  dashing  and  pe-  when    we    admit   the    admirable 

remptory  absurdity  with  the  fair  adaptation  of  the  contents  of  the 

and  efficient  exercise  of  the  rea-  cranium  to  the  different  purposes 

soiling  faculty,  w^e  can  only  express  of  the  animal  economy  }  —  are  they 

our  belief,  that  with  a  mind  and  not  answered,  when  we  state  that 

temper  thus  infirm,  it  is  in  vain  to  the  brain,  in  conjunction  with  the 

argue.  different  portions  of  the  body,  forms 

Supposing  that  it  were,  which  the  exquisite  machinery,  wrought 

by  the  way  it  is  not,  necessary  to  by  the  divine  Artificer,,  which  is  set 

allow  the  subsistence  of  an  imma-  in  motion  by  the  will  and  impulse 

terial  principle  in  thcv  whole  animal  of  the  immaterial  principle  ? 

3K2 
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«<  Shall  I  be  told  that  thought  uincon-  of  course  allow  us  the  privilege, 
•latent  with  matter  5  that  we  cannot  con-  ^j^j^^  ^^  ^^^^^  ^^^  himself;  he 
eeive  how  medullary  substance  can  per-  .„  ^  ^  ^  •  a 
ceive,  remember,  judge,  reason  ?  I  will  exempt  us  from  tracing  out 
acknowledge,  that  we  are  entirely  igno-  the  distinct  separation  between  sub- 
rant  how  the  parts  of  the  brain  accom-  stance  and  spirit ;  we  admit  our 
pUsh  these  purposes-as  we  are  how  the  inability  to  explain  "how"  it  is 
liver  secretes  bile,  how  the  muscles  con-  .,^^  ^^r  •  ^  j*  i  j  ,.^«. 
tract,  or  how  any  other  living  purpose  is  ^^^^  they  exist  diversely,  and  yet 
effected; — as  we  arc  how  heavy  bodies  act  conjointly ;  but  since  it  is  quite 
are  attracted  to  the  earth,  how  iron  is  clear  that  the  co-operation  of  mind 
drawn  to  the  magnet,  or  how  two  salts  ^^d  matter    is  equally  explicable 

decompose  each  other.     Experience  is,  .,  ,.  .        ^       "^^i ^^ „• 

in  all  these  cases,  our  sole,  if  not  suffi-  ^n  the  mediate,  as  on  the  organic 

cient  instructress  ;  and  the  constant  con-  principle,  we  demand  for  ourselves 

junction  of  phenomena,  as  exhibited  in  the  entire  benefit  of  Mr.  L/s  mys- 

hcr  lessons,  is  the  sole  ground  for  affirm-  ^ery  and  incomprehensibility, 

inir  a  necessary  connexion  between  them.  ;Ui          .          v»                i,  „  "n  ^^4, 

If  we  go  beyond  this,  and  come  to  inquin.  The  nature-of  our  work  will  not 
the  manner  how,  the  mechanism  by  which,  permit  US  to  follow  out  the  various 

these  things  are  effected,^we  shall  find  manifestations  of  the  sceptical  prin- 

every  thing  around  us  equally  mysterious,  ciple  in  the  present  work.    It  seems 

S^^rr^n'ilr^Thfco':^:?  -  natural  a  result  of  Mr  L/s  or- 
traversmg  the  heavens,— from  the  thread  ganizatioii  to  exemphty  the  Work- 
attracted  by  amber  or  sealing-wax,  to  the  ings  of  this  feeling,  that  it  mingles 
revolutions  of  planets  in  their  orbits,—  ^i^h  all  his  reasonings  and  expo- 

atSlrcSL^rtS'SrS-  «tion8,  and  leads  him  into  aU  the 
tion  of  a  Newton  or  &  Franklin."—  vagueness  ot  thought  and  state- 
pp.  98.  ment,  which  are  the  invariable 
Our  readers  will  probably  not  characteristics  of  the  spirit  of  un- 
require  a  more  distinct  abandon-  ^^^^^'  We  can  only  find  space  for 
ment  of  the  main  points  of  a  bad  »  farther  reference  to  one  or  two 
position,  than  that  which  is  involved  striking  passages,  though  we  should 
in  the  preceding  paragraph.  Mr.  consult  our  own  inclination  by 
Lawrence  pleads  "  ignorance"  on  going  fairly  through  all  the  diver- 
ts own  side,  while  he  demands  gencies  of  his  fancy..  The  follow- 
from  us  inaccessible  knowledge,  ^"g  citation  exhibits  a  specimen  of 
and  impossible  definition.  He  can  that  strange  confusion  of  mind,  or 
arm  himself  with  the  "mysterious,"  perhaps  of  that  waywardness  of 
and  the  "  incomprehensible ;"  but  intention,  which  jumbles  together 
this  defence  is  denied  to  the  imma-  things  perfectly  distinct,  for  the 
terialist.  There  is,  moreover,  either  purpose  of  producing  a  particular 
miserable  imbecility,  or  a  most  re-  effect. 

prehensible    attempt   to   bewilder  „  jhe  increasing  light  of  leason  has 

and    delude,    in    the    comparison  destroyed  many  of   these  remnants  of 

tendered    by  way   of    illustration,  ignorance  and  barbarism :  but  much  re- 

We  do  not,  it  is  true,  "  know  hofu  ""^'  ^  ^  ^^^^  ^^^^  the  final  accom- 

the  liver   secretes   bile,"  but  we  Plis^^^^-^t  of  the  grand  pmrpose,  which, 

Ml*.    *ty^     OJ6VXCVCO    Mxic,      wuv    TTc  howevcr  delayed,  cannot  be    ultimately 

Know,  that  it  actually  does  perform  defeated ; — I  mean,  the  complete  eman- 

that  function  ;  this   is    matter  not  cipation  of  the  mind ;  the  destruction  of 

merely  of  induction,  but  of  fact,  all  creeds  and  articles  of  feith;  and  the 

exneriment     and  universal  aoree-  estebUshment  of  fuU  freedom  of  opinion 

experiment,  ana  universal  agree-  ^^^  ^^^^^^    j  ^^^^^^^  ^^^y^^  ^^^  ^  ^ 

ment.     Mr.  L.  assumes  the  identity  ^m  arrive,  when  the  attempts  at  enforc- 

of  organization  and  intellect — but  ing  uniformity  of  opinion  will  be  deemed 

this  is  to  take  for  granted  the  very  **  irrational,  and  as  little  desirable,  as  to 

point  in  debate,  and  if  he  will  only  ^nf  sUtJ^^^^^                '^'^''  ""^  ^^ 

prove  the  fact,  we  will  cheerfully  * 

release  him  from  the  onus  of  show-  Now  what  connexion  is  there 

ing  its  specific  operation.     He  will  between  ''  the  destruction  of  all 
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creeds  and  artides  of  faith/'  and  search  of  verity,  he  has  testified  his 

the  ''f^U  freedom  of  opinion  and  disinclination  to  find  it     The  pos« 

belief?"     If  '*  all  creeds"  are  in-  session  of  truth  has  always  been,  in 

hibited,  where  will  be  found  "  free-  our  apprehensions,  the  highest  of 

dom  of  belief?"     That  is  the  worst  intellectual  and  moral  distinctions  ; 

tyranny  which  assumes  the  mask  its  full  attainment  is  neither  more 

of  liberality  ;  that  is  the  most  fero-  nor  less  than  the  restoration  of  the 


doas  wasting,  which  takes  the 
motto  of  "  complete  emancipa- 
tion."—We  are  ^s  decided  friends 
to  liberty  as  Mr  L.  can  possibly 
affect  to  be ;  we  are  as  determined 
enemies  to  imposed  symbols  as  he 
can  really  be ;  but  we  are  yet  to 
learn  the  expediency,  or  the  mora- 
lity, of  that  "  emancipation,"  which 
shall  prevent  voluntary  associa- 
tions from  framing  and  adopting 
their  own  *'  creeds  and  articles  of 
feitb."     The  looseness  with  which 


Divine  image : — ^and  yet  we  have 
here  the  impious  rant  of  an  indivi- 
dual, who  tells  the  Almighty,  that 
he  has  no  desire  to  awake  in  his 
likeness.  We  thank  Mr.  Lawrence 
for  this  honest  exposition  of  his 
sentiments;  and  we  profess  our 
entire  conviction  of  his  veracity. 
The  spirit  of  his  book  is  a  running 
commentary  on  this  simple  and 
expressive  rejection  of  truth. 

Mr.   L.'s  materialism   furnjshes 
him  with  a  very  effective   argu- 


these  sentiments  are  worded  is,  if    ment  against  Bible  and  Missionary 
it  be  intentional,  deeply  criminal ;    Societies,  which  we  strongly  re- 


if  not,  it  shows,  at  least,  how  mis- 
diievous  it  is  for  men  to  write  on 
subjects,  respecting  which  their 
ideas  are  confused,  and  their  anti- 
pathies decided. 

*  *  *  The  intellectual  worth  and  dignity  of 
mm  are  measured,  not  by  the  truth  which 
he  possesses,  or  fancies  that  he  possesses, 
but  hy  the  sincere  and  honest  pains  he  has 
taken  to  discover  truth.  Tlus  it  is  that 
invigorates  his  iQind,  and,  by  exercising 
the  mental  springs,  preserves  them  in  full 
activity.  Possession  makes  us  quiet,  in- 
dolent, proud.     If  the  Deity  held  in  his 


commend  to  Messrs.  Norris  and 
Lloyd,  to  the  Bishop  of  Peter- 
borough, and  the  other  worthies 
who  have  signalised  themselves  by 
an  indefatigable  hostility  against 
all  such  obnoxious  institutions. 

<<  I  cannot  but  respect  the  feelings  of 
philanthropy,  and  the  motives  of  benevo- 
lence, which  have  prompted  many  of  our 
countrymen  to  exert  themselves  in  behalf 
of  the  unenlightened  and  oppressed:  I 
cannot  contemplate  without  strong  admira- 
tion, the  heroic  self-denial,  and  the  gene- 


right  hand  all  truth, — and  in  his  left,  only  rous  devotion  of  those,  who,  foregoing 
the  ever-active  impulse,  the  fond  desire,  the  comforts,  luxuries,  and  rational  eu- 
and  longing  after  truth,  coupled  with  the     joyments  of  polished  society,  expose  them- 


conditionof  constantly  erring,— and  should 
offer  me  the  choice ;  1  should  humbly  turn 
towards  the  left,  and  say,  *  Father,  give 
me  this:  pure  truth  is  fit  for  thee 
alone."  Thus  spoke  a  sage;  and  his 
determination  seems  as  wise  as  the  fa- 
mous choice  of  H£RCUL£S.'' — p.  65. 


selves  to  noxious  climates,  and  to  all  the 
perils  of  unknown  countries,  in  order  to 
win  over  the  savage  to  the  settled  habits, 
the  useful  arts,  and  the  various  advantages 
of  civilized  life,  to  rescue  him  from  the 
terrors  of  superstition,  and  bestow  on 
him  the  inestimable  blessings  of  mental 
„  ,  ^j     »  I    \xT^     culture  and  pure  religion.     But  our  ex- 

Habemus  ccmfiieniem  reum  !    We    pgctations  and  exertions  in  this,  as  in 
wish  for  no  stronger  evidence  of    other  cases,  must  be  limited  by  the  natu- 
Mr.  Lawrence's  state  of  mind  than    ral  capabilities  of  the  subject.    The  re- 
this:  he  has  gone  out  of  his  way     treating  forehead  and  the  depressed  vertex 
1       i_-  ^   ii»  'ui^    r  -     of  the  dark  vaneties  of  man  make  me 

to  make  himself  responsible  tor  gj^ongly  doubt  whether  they  are  suscep- 
the  frivolous  and  mischievous  rant  tible  of  these  high  destinies ;— whether 
of  Treviranus,  and  he  must  take  they  are  capable  of  fathoming  the  depths 
tile  imputations  which  he  has  fas-     of  science ;  of  understanding  and  appre- 


tened  on  himself.  He  has  recorded 
a  deliberate  preference  of  error  to 
truth;  professing  to  be  himself, 
and  to  wish  to  direct  others,  in 


elating  the  doctrines  and  the  mysteries  of 
our  religion.  These  obstacles  will,^  I 
fear,  be  too  powerful  for  Missionaries 
and  Bible  Societies ;  for  Bell  and  Lan- 
caster schools."-^?.  461. 
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Is  this  bufiToonery^  or  uncon-  gency  of  animal  emotioo }  What 

scious  infirmity?   Americans  and  element  of  self-control  will  exist 

Africans,  incapacitated  by  the  form  amid  the  infinite  complication  of  the 

of  the  cranium  for  the  reception  of  man-machine  ?    All  this  leads  di- 

mental  and  moral  illumination !  —  rectly  to   the  most   demoralizing 


Condemned,  by  the  "  retreating 
forehead  and  the  depressed  vertex," 
to  ignorance  of  God,  and  failure 
in  the  race  of  immortality  !  What 
absurdity  more  gross,  what  self- 
stultification  more  complete,  can 
this  dealer  in  desperate  paradoxes 
charge  upon  the  doctrines  of  the 
Gospel  ?  Facts  are  in  his  teeth — 
history,  past v  and  present,  annihi- 
lates his  hypothesis — analogy  gives 
him  no  vantage  ground — and  all 
sound  reasoning,  as  well  as  all 
right  feeling,  rebuts  these  mon- 
strous insinuations.  Where  has 
he  learnt  that  the  African  is  in- 
capable of  high  intellectual  cul- 
tivation? What  evidence  can  he 
bring  in  support  ^^f  his  naked  inti- 
mation, that  God  has  created  a 
numerous  race  incapable  of  re- 
ceiving ''the  doctrines  and  mys- 
teries'' of  that  only  faith  whereby 
they  can  be  saved  ?  Arguments 
we  would  encounter— facts  might 
be  sifled — but  these  unsubstantial 
inuendoes  elude  the  grasp.  We 
ask  for  testimony  and  syllogism, 
and  when  these  are  tendered,  we 
will  grapple  with   them    fairly  ; 


fatahsm ;  and  if  followed  out,  would 
give  us  a  body  without  a  soul,  life 
without  immortality*  death  with- 
out  hope,  and,   in  entire  consis- 
tency, a  world  without  a  Maker,  a 
universe  without  God  1    Alas,  for 
the  blindness  of  the  human  mind ! 
Wretched,  indeed,  is  his  lot  who 
resigns  his  will  to  its  own  dark 
guidance,   and   expatiates  in  the 
immensity  of  existence  without  an 
humble  and  docile  spirit.     Grace, 
strangely  as  the  word  may  sound 
among  philosophical  discussions — 
and  that  it  does  so  sound  reflects 
deep  disgrace  on  modern  science — 
the  grace  oi  God  is  not  less  ne- 
cessary in  our  inquiries  after  hu- 
man knowledge,  than  it  is  in  our 
efforts  after  divine   illumination. 
The  Christian  is  the  true  philoso- 
pher ;    and  he  who  gives  his  heart 
io  seek  and  search  out  6y  wisdom 
concerning  all  things  that  are  done 
under  heaven^  will  make  far  greater 
and  more  substantial  progress,  if 
he   conduct  his   research   in  the 
spirit  of  faith  and   of    christian 
meekness  and  simplicity,  and  keep 
steadily  in  view  that  ''  it  is  man's 


but  with   the  idle  blustenng  of    chief  end  to  glorify  God^  and  to 
Mr.  Lawrence,  we  know  not  how     enjoy  him  for  ever.' 


to  deal. 

On  the  principles  of  materialism, 
it  is  a  mere  jest  to  talk  of  moral 
accountability.  When  volition  shall 
have  been  proved  to  be  the  mere 
result  of  corporeal  mechanism ; 
when  all  judgment,  and  all  emo- 
tion,   with  all  consequent  action. 


In  reviewing  the  pr^esent  vo- 
lume, it  has  been  our  object  rather 
to  expose  the  weakness  and  fal- 
lacy of  Mr.  Lawrence's  modes  of 
assault,  than  to  enter,  except  inci- 
dentally. Upon  the  consideration  of 
the  subject  itself.  We  are  aware 
that  it  is  not  fre^  from  difiSculties; 


shall  be  referred  to  certain  move-«    that  there  is  specious  ground  for 
ments  of  the  bodily  system, .  the     cavilling     and     hesitation ;      but. 


advocate  of  matter  may  congratu- 
late himself  on  having  established 
a  scheme  which  annihilates  all 
principles  of  responsibility,  either 
towards  God  or  his  creatures. 
Who  can  resist  the  constitutional 
impulse?  What  counteractive  power 
will  be  lefl  to  withstand  the  ur-* 


we  are  persuaded,  that  the  fair 
and  simple-minded  .inquirer  will 
perceive,  that  the  embarrassments 
which  invest  the  subject  are  chiefly 
connected  with  one  narrow  and 
detached  line  of  examination.  The 
lecture->room  and  the  dissecting 
knife  ar^  better  suited  to  anatomi- 
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cal  detail  than  to.  logical  or  meta-  to  be  found.    The  same  seeming 

physical  inference;  there  is  great  composition  stands  before  him  of 

danger  that  the  exquisite  adapta-  fibre,   of  nerve^   of  blood-vessel; 

tions  of  the  material  compages  may  the  features  are  still  the  features  of 

produce^  on  the  young  and  unpre-  his  friend,  —  but  the    animating 

pared  mind,  an  impression  unfa-  principle  is  fled ! — the  something, 

Tourable  to  the  separation  of  or-  without  which  even  beauty  is  de- 

ganization  and  volition.     But  let  formity,  is  gone ! 

it  be  remembered,  that  no  posi-  "  One   of  the  feelings  -which 

tive  argument  can  be  derived  from  together  conspire  to  stamp  occur- 

the  fine  structure  of  the  human  rences  of  this  nature  with  such  a 

fi'ame,  which  does  not  apply  as  dread  impress,    arises,   probably, 

strongly  to  the  vehicular  as  to  the  from  the  inferences  which  they  at 

mechanical  hypothesis,   while  all  times  almost  force  upon  the  ima- 

the  reasoning  deducible  from  Re-  gination  in  favour  of  the  doctrines 

velation,   and  from  psychological  of  materialism.     We  are  apt  to 

inquiry,    tells  on  our  side.     The  infer,  if  such  be  the  control  of 

sceptic    quits    a   living  vigorous  disease  over  intellect,  that  intellect 

hope  for  a  cold  negation,  he  shuts  itself  is  destructible, — ^that  what 

the  eye  of  his  mind,  and,  turning  we  call  mind  is  nothing  beyond  a 

from  the  glorious  sun  in  heaven,  certain   arrangement  of   material 

cries  out,  *'  Where  is  it  ?"  particles, — ^that  the  soul  is  a  mere 

But,  while  we  decline  to  enter  secretion.  But  this  reasoning  is 
upon  the  inquiry  at  large,  and  to  as  erroneous,  as  the  conclusions  to 
point  out  all  the  anatomical  and  which  it  conducts  us  are  appalling, 
physiological  evidence  which  re-  To  adduce  arguments  in  favour  of 
futes  the  assertion  of  this  champion  the  immateriality  of  thought,  would 
of  materialism,  we  cannot  refuse  be  here  out  of  place ;  but  the  wri- 
ourselves  the  gratification  of  quot-  ter  will  be  excused  for  adverting 
ing  the  counter-sentiment  of  a  to  one  particular  in  connexion  with 
member  of  the  same  profession,  the  melancholy  events  under  con- 
In  a  report  with  the  signature  templation^  which  he  does  not 
of  D.  Uwins,  M.  D.  we  find  the  recollect  ever  to  have  seen  made 
following  beautiful  and  eloquent  use  of  in  the  way  that  it  certainly 
passage,  of  ^hich  the  philosophy  might  be  brought  to  bear  against 
is  as  sound  as  the  language  is  ridh  the  assumptions  of  the  materialist; 
and  vivid.  or,  for  the  purpose  of  proving  that 

*^  *  He  who  has  walked  without  organization  is  not  the  essence,  but 

anguish  amidst  the  ruin  of  empires,  merely  the  vehicle,  of  intellect; 

finds  it  difficult  to  sustain  the  sight  and  that,  in  cases  of  either  madness 

of  intellect  in  decay.'     The  drama  or  idiotcy,  the  rational  faculty  has 

of  life  every  one  knows  to  be  suf-  only  been  forced  into  a  temporary 

ficiently  abundant  in   distressing  hiding-place,  ready  at  its  Creator's 

scenes ;  but  the  deepest  and  most  call  to  be  once  more  restored  to 

dreadful  of   all   tragedies  which  liberty,  and  light,  and  life.     The 

time  and  sense  present,  is  the  de-  circumstance  alluded  to  is  this— 

struction  of  the  intellectual  por-  that  the  period  of  dissolution,  in 
tion  of  the  human  frame  by  the  ^  frames  that  even  for  a  series   of 

crushing  grasp  of  palsy.     At  one  years  shall  have  seemed  as  it  were 

of  these  frightful  representations  soulless,  is  often  the  period  of  re- 

of  the  force  of  disease  the  writer  turning  consciousness  and  under- 

has  just  been  present.     Paralysis  standing.     The  mind,  at  this  awful 

has   deprived    him  of   a  valued  moment,    not   seldom   comes  out 

fi*iend.     The   casket,   indeed,  re-  from  its  prison  in  a  palpable  form, 

mains,  but  the  jewel  is  no  longer  and,  in  the  act  of  its  departure 
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from  the  body,  shines  full,  reful-  mingled  scenes  of  levity  and  deep 

gent,  and  serene,  upon  the  sur-  seriousness    which    follow    each 

rounding  spectators,  in  the  same  other,  in  rather  abrupt  succession. 

manner  that  the  setting  sun,  which.  The    humorous    and    fashionable 

during  the  day  had  not  been  yisi-  sketches  have  not  particularly  at- 

ble,  breaks  often  upon  the  sight  of  tracted  us.     They  lu-e  deficient  in 

beholders,  just  before  it  sinks  be-  that  light  and  spirited  touch  which 

low  the  horizon,— 'Seeming  to  take  is  the  only  style  of  handling  suited 

a  mild  and  '  gracious  farewell  of  to  such  things;  they  are  clever,  cer- 

the  world  it  would  have  shone  on,  tainly,  for  they  are  evidently  traced 

but  for  the  intervention  of  clouds  by  a  map.  of  effective  talent,  but 

and  fogs."  they  are  not  characteristic ;  they 

Respecting  the  remainder  of  have  an  air  of  heaviness  and  ela- 
Mr.  Lawrence's  work,  we  have  boration  about  them  which  is  in- 
little  to  say.  We  are  not  aware  jurious  to  them  in  more  ways  than 
that  it  contains  much  novelty,  and  one.  And  yet,  notwithstanding 
we  have  understood  that  the  cir-  the  want  of  attraction  in  these 
cumstances  of  his  previous  con-  portions,  they  have  had  very  much 
nexion  with  Mr.  Abemethy,  give  the  effect  of  incapacitating  us  for 
to  Mr.  L.'s  attack  on  that  eminent  due  attention  to  the  more  impor- 
surgeon  a  somewhat  discreditable  tant  and  impressive  parts  of  the 
aspect  story,  and  of  leaving  us  in  the  dis- 
^  «^%««.«%«^  agreeable  dilemma  of  undergoing 
Happiness  ;  a  Tale,  far  the  Grave  ?  second  reading,  or  of  adverting, 

and  the   Gay.      2  vols.    12mo.  »^  »  very  slight  and  cursory  man- 

London :  Westley,  1821.  »«''  ^  ^^f  "?fy  possibly  deserve 

,__    -  „  ,  strong   and    discnmmatmg.  com- 

We  have,  most  assuredly,  not  the  mendation.     The  first  part  of  this 

smallest  intention  of  entenng  into  alternation  would  be  fairest  to  the 

a  detailed    consideration    of   the  ^^^y^^^^  y^^^  ^  ^^e  second  happens 

contents  of  this  work ;  it  is  quite  ^^  ^^  ^^^  ^^^^^  ^  ^ur  convenience 

enough  to  induce  us  to  dechne  the  ^^^  ^^^  inclinations,  we  must  be 

tosk    that  the  author   a  man  evi-  ^^^^^  ^^  adopting  it. 
dently  of  no  mean  faculties,  has        gome  of  the  detached  passages 

chosen  to  come  before  the  public  ^^j^  ^^  „g  ^  a  closer  inspec- 

m  the  parti-coloured  vestment  of  a  ^       ^j^-^  ^^^  ^  ^  specific  ap- 

religious  novelist.     We  have  no  p^bation,  which  we  are  far  more 

quarrel  with  hira  on   this  score;  ^^ti^^  i^  expressing,   than  we 

we  shall    not    close    our  vizors  gave  felt  in  making  the  preceding 

couch  our  lances    and  joust  with  remarks.    The  chapter  which  con- 

him  on   this  debateable  ground;  ^ains  the  description  of. the  new 

but,  having  expressed  our  simple  ^^^^^       -^^  ^^  ^^^  jj^^  ^^  j^^^, 

dislike  of  these  compositions  as  a  ^^^^J^  ^ut  insipid  mixture  of  os- 

class,   we  shall  proceed  to  make  fentaUous    knowledge    with   real 

a  few  miscellaneous  observations  ignorance,  of  high  pretensions  with 

which  have  suggested  themselves  ^j^^j^^  attainment,    of   pompous 
during  a  rapid  glance  at  the  con-      ^rase    with    vulgar    conception, 

tents  of  these  volumes^  ^j^i^j^  distinguish  these  religious 

In  truth,  it  has  been  only -^a  alumbrados.      It   well    shows   off 

glance    for  we  cannot,  such  is  the  ^^^  overweening  imbecUity  which, 

want  of  versatility  m  our  mmds,  ^j,^^  j^  ^„^^  ^^^^g  ^^^  ^^^ 

pass  with  an  alternation  sufficiently  ^^^^^^^  ^^  humility  and  self^sui 

"'P*^  picion,  hurries  forward,  from  one 

««Fromgravetogay,fromlively  to  severe,"  perilous  absurdity  to  another,  till 

to  qualify  us    for   relishing  the  it  find  its  last  repose,  not  in  mere 


tion,  but  in  fallacies  destructive 
alike  to  moral  and  religious  truth. 
The  "  new  biblical  diacovery"— 
the  fluctuation  of  mind  from  grave 
to  graver  absurdity — ^the  "  sweet 
exposition  at  ^mily  worship  this 


morning,"  by.  Mr. 


dear 
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barren  and  uninteUectual  speculap-    ^^  »•  Christ's  work  is  a  ftoiBhed  woric, 

the  Elect  hare  only  to  believe  their  iden^ 
tity  with  him.  This  constitutes  the  whole 
of  faith  and  obedience.  They  have  uo^ 
thing  to  repent  of,  or  to  forsake,  for  ati 
their  sins,  past,  present,  and  to  .come, 
are  not  th^rs,  bat  Christ's }  they  ha're 
nothing  to  perform,  for  all  Christ's  rig^*^ 
teoiisaess  is  not  his,  but  theirs.  They 
hare  only  to  continue  in  their  time  state^ 
to  accomplish  the  number  of  Christ'd 
sinsa  and,  having  done  so,  to  depart  in 
peace.  Regeneration,  and  what  is  igao^ 
raotly  termed  the  work  of  the  Hoiy  Spifit» 
are  nothing  better  than  Popish  errors, 
designed  to  flatter  tbe  self-righteous  pride 
of  the  childreB  of  perdition." 

**  Mrs.  •— r—  received  the  wamesft 
thanks  of  the  assembly,  for  her  JudicyMn 
and  simple  elneidation  of  a  most  profound 
doctrinle  of  the  Gospel;  aDdayooagladyy 
apparently  rkring  to  oracular  d&stinctioii, 
begged  to  know  by  what;  geueril  oanoa 
ef  interpretation  Mrs. had  been  en- 
abled to  arrive  at  such  clear  views  of 
biblical  truth. 

*«  *  In  the  firat  place,  (said  Mrs.  — ) 
I   read  notMng  but  1^  Bible;    I  am 


vife,"  who  clenches  her  expository 

fiincies  by  an  unerring  recipe  for 
the  elicitation  of  scripture  light- 
are  "  palpable  hit&" 

**  Here  Mrs. intermpted  her  hus- 
band, and  begged  to  be  allowed  to  throw 
ber  portion  of  lig^t  upon  this  great  point. 
Tile  company  were  instantly  hushed  into 
most  profound  and  attentive  silence. 

"  *  AH  systems,  (said  Mrs. ,)  are 

di^nguished  by  certain  grand  charac- 
teristic principles;  and  these  principles 
may  be  reduced  agun  into  some  single 
dogma,  which  may  be  considered  as  the 
essence  of  the  whole.  And  Such,  I  think, 
is  our  doctrine  of  the  Union  in  the  system 
of  divine  truth,  which,  as  genuine  Bibllsts, 
we  derive  exclusively  from  the  Scriptures. 
When  rightly  understood,  it  relieves  from 
ail  difficulties,  tranquillizes  die  mind,  and 
sets  us  free  from  every  law,  both  human 
and  divine. 

*•  *  TTiiB  doctrine  is  founded  upon  a     ^ ^ ^ 

fact  most  clearly  revealed  in  the   Bible,     heretofore  been  considered  figurative  and 
ThsA  is,  the  prfe-existence  oi  all  the  elect    allegorical,in  their  strict  and  literal  sensed 


strictly  a  biblist. — In  the  next  place,  i 
hear  nobody  but  my  husband,  and  he 
borrows  his  illumination  from  me ;  and 
the  rule  of  interpretation,  which  I  hav% 
adhered  to,  is  simply  this->-to  understand 
all  the  passages  of  Scripture  which  have 


people  of  God.  A  pre-esistence  which  is 
coeval  with  that  of  Jesus  Christ;  He  and 
they  came  into  actual  being  iat  one  and  the 
same  moment.  When  he  was  formed, 
they  were  formed  in  him.  What  we  are 
accustomed  to  consider  as  creation,  is 
not  so,  in  fact,  in  reference  to  the  church  ; 
it  is  only  manifestation,  so  that  all  the 
elect  really  existed  milliotis  of  years  be- 


and  vice  versd,  to  understand  all  that  have 
been  deemed  literal  and  plun^  as  allego-' 
rical  and  figurative.  This,  (she  said,)  is 
my  hey  to  the  treafeurv  of  mrine  knov^ 
ledge.  Adopt  it,  my  dear,  and  you  will 
soon  be  as  wise  as  all  your  teachers.'  **— 
Vol.  II.  pp.  244—248. 

There  is  fine  discrimination  in 


'    -  —  ih  Its  obviotts  moral,  an  impressive 


warning  against  the  surrender  oC 
the   mind  to  its    own   wayward 


husband.  The  most  intimate  .  endear- 
ments eubflisted  between  them  till  the 
period  «f  the  creation.    And  then  this  __       _  _ 

S^tsT^i'^JitS'S^^We'Sj  jr»-fni^/HomiU«wo«ld)pea^ 

spouse,  voluntarily  repudiated  herself,  less  iorably  against  aelf-confidence, 

and  descended  into  what  is  called  by  «is  than  this  bold  portraiture  of  its 

her  time  state.    But  it  was  impossible  to  weak,  yet  odious  aspect     Long  ^s 

neirself;  and,  therefore,  he  that  was  hu-  ,  ^  -      '   .         -i.  v 

man  before,  and  not  God,  for  God  only  «»ke  room  tfar  another,  m  which 

dwelt  in  him,  and  his  humanity  existed  t^e  author  evidently  and  power- 

firom  eternity,  condescended  to  hecome  fully   describes    the    person    and 

Z^!!^\'^  ^  ^'^"^^V^^^  >»ind  of  the  highly,  but  danger, 
only  scriptural  new  buth.     He  thus  fol-  ,       .  «^    ,      uP    '  u        ^  • 

V)wed  his  bride  into  the  wflderness,  sinned  ^»^J  g»"«»  nobleman,  whose  Caw 

ftr  her,  suffered  for  her,  and  has  so  trans^  we  reviewed  in  our  last  number, 

^nvdhimaelf  to  her,  that  they  iare  idea*-  Its  insertion  will  be  an  apt  con- 

tified  ntlwr  than  iimtod.    Christ  is  his  tinuation  of  that  ^tide,  and  wil(, 

x«tect,  and  his  £lect  is  Christ;  so  that,  i      •j         •  a.  ^*<.      ^ 

Wv«r  thTone  does,  the  otter  doe.,'  b««de,  givfi  w  aa  opportunity  «f 
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^58  RemmofBookt:'^Happiness: 

brief  advertence  to  a  subject,  which 
we  then  omitted  to  notice. 

«  He  was  of  middle  age,  and  had  some- 
what of  a  foreign  air.    As  he  sat  unco- 
vered, the  contour  of  his  head  and  fea- 
tures exhibited  a  fine  specimen  of  dassi- 
cal  expression  and  beauty  ;  but  the  gene- 
ral physiognomy ,  to  an  attentive  observer, 
revealed  a  character,  formed  of  all  the 
elements    which    constitute   intellectual 
grandeur   and  moral   depravation;    the 
mem  dtvimor,  and  the  darker  passions, 
seemed  to  divide  the  countenance  between 
them.    The  forehead,  shaded  by  Hyperlo«i 
cur)B>  expressed  loftiness  of  thought ;  the 
godlike  brow,  and  full,  penetrating  eye, 
gave  assurance  of  decisive  energy,  more 
Bughty  for  evil  than  for  good.    Around 
the  mouth,  lurked  contemptuous  scorn,  ' 
and  sarcastic  bitterness,  while  over  the 
whole  was  diffused  the  soft  illumination 
of  what  Longinus  has  denominated  the 
tinbo^poy  Kai  cv08<Tia(JTiK*ov."— Vol.  1. 
pp.  268>  269. 

**  His  coHoquial  powers  were,  indeed, 
of  the  highest  order,  and  so  insinuating 
were  his  manners,  that  even  diffidence 
f^d  leserve  felt  assured  in  his  presence. 
He  could  unveil  the  heart,  and  those  who 
Stedfastly  resolved  to « *  give  their  thoughts 
no  tongue,"  were  not  able  to  re«st  the 
witchery  which  he  threw  around  tliiem, 
bu(  in  spite  of  themselves,  admitted  him 
to  their  confidence.    He  led  conversation, 
jiw%  did  not  engross  it.    His  wonderful 
intellect  grasped  every  subject  within  the 
range  of  philosophy,  science,  and  litera- 
ture.   The  happiest  illustrations  came  at 
\ni  bidding,  adorned  with  all  tiie  felicities 
of  taste.    Even  common  thoughts,  when 
uttered  by  him,  sparkled  with  unusual 
brightness,  and  things  universally  known, 
after  passing  through  his  mind,  apneared 
in  all  the  freshness  of  novelty.    When  he 
reasoned,  he  rather  seduced  than  con- 
vinced, and  when  he  declaimed,  it  was  in 
the  fer\'id  style  of  poetical  inspiration. 
Not  only  was  he  imbued  with  the  spirit 
of  the  ancient  classics,  and  familiar  with 
the  finest  models  of  art,  as  described  in 
story,  and  in  song ;  but,  sustiuned  by  the 
enthusiasm  which  these  records  inspired, 
he  had  traversed  every  region,  and  wor- 
shipped at  every  shrine,  where  genius  had 
left  a  vestige,  or  a  memorial  that  he  had 
ever  been.    Yet  was  this  hi^y-giftcd  in- 
dividual to  be  numbered  among  the  most 
guilty  of  his  species;    and  with  all  his 
assumed  gaiety,  he  was  more  miserable 
than   the  first  murderer !      "  Pleasure's 
pallid  victim ;"'  and  the  daring  apostle  of 
Infidelity,  he  Uved  but  to  extend  the  em- 
pire of  human  wretchedness.    It  ^aa  his 
sole  ambition  to  render  others  as  de- 
praved, and  as  hopeless,  as  himself.   Tiie 
aiore  eflfettually  to  accomplish  this  satanic 


a  Tale  for  ihe  Gfuveand  Gay.  [[Ma  v, 

purpose,  he  had  organized  a  system  of 
opinions  subversive  of  revealed  religion, 
and  at  war  isdth  the  holiest  ordinances  of 
sociot5\    And  that  these  pernicious  opi- 
nions might  spread  their  moral  desolation 
over  the  fairest,  and  by  far  the  most  im- 
portant portion  of  the  community,  he  did 
not  convey  them  through  the  medium  of 
essays,  and  philosophical  discourses  ad- 
dressed to  the  learned,  but  with  a  base- 
ness peculiarly  his  own,  arrayed  them  m 
the  fascinations  of  poetry,  and  sent  them 
forth,  to  corrupt  the  innocence  of  the 
rising  generation. 

"  The  influence  of  such  a  writer,  hi  a 
country  where  his  talents  are  command- 
ing, and  his  productions  popular,  is  worse 
than  the  worst  plague  of  Egypt — for  that 
merely  cut  off  the  first-born,  and  in  every 
-  house  there  was  only  one  dead ;  but  this 
infects  with  its  malignant  vurus,  all  the 
members  of  a  family,  and  devotes  to  ruin 
the  whole  youthful  population  of  the  land. 
It  resembles  the  blight  in  nature,  which, 
in  one  fatal  hour,  destroys,  before  the 
firuit  is  set,  the  entire  promise  of  the  year. 
Pestilence  and  famine  arc  less  evils  to  a 
state,  than  lascivious  and  impious  publi- 
cations ;  in  which  genius  betrays  the 
cause  of  purity  and  social  goodness,  and 
becomes  the  pandar  to  Belial  and  to 
Moloch.  If  a  man  of  the  highest  order 
of  mind,  misleads  when  he  ought  to  in- 
struct, he  may  do  mischief  as  long  as  the 
world  lasts  ^  he  is  a  nuisance  to  fiituie 
ages,  and  lays  a  snare  for  those  who  are 
yet  unborn. 

"  The  Harolds,  the  Beppos,  and  the 
Don  Juans  of  the  present  day  will  ^o 
more  to  subvert  the  foundations  of  human 
virtue  and  human  happiness,  than  all  the 
speculative  and  merely  argumentative 
works  against  Christianity  that  have  ever 
issued  firom  the  press.  These  tempters 
have  the  Syren's  voice,  and  their  song 
will  allure  thousands  to  their  fate."— 
Vol.  1.  pp.  270—273. 


This  is  a  forcible  delineation, 
and  as  just  as  it  is  forcible.  In 
the  magic  of  Lord  Byron's  muse 
there  lurks  a  poison,  compared  to 
which,  the  venena  Colchica  were 
innoxious ;  his  power  is  exercised, 
not  to  elevate,  but  to  degrade ;  his 
appeals  are  not  to  the  better,  but 
to  the-  lowest  sympathies  of  our 
nature,  and  we  thank  tlie  author 
of  Happiness  for  the  opportunity  of 
enriching  our  pages  with  this  vigo- 
rous limning  of  the  personal,  men- 
tal, and  moral  lineaments  of  a  chap 
racter  so  awftiUy  instructive. 

In    our   jfeview   of  Cain     we 


1591.)]  Retienf  rf  Books  :'^MorUon'g  LeclKres,  4^.  iS59 

omitted  all  reference  to  that  part    has  at  least  been  detected ;  if  the 


of  the  preface  in  which  Lord  Byron, 
with  an   affected    appeal  to  th^ 
authority  of  Warburton,  represents 
the  Jews  as  ignorant  of  a  future 
state.     We  shall  not  now  enter 
upon  the  Warburtonian  labyrinth, 
vre  shall  not  point  to  the  irresistible 
evidence  afforded  by  the  New  Tes- 
tament, nor  shall  we,  at  the  pre- 
sent time,  investigate  the  distinc- 
tive chara<cters  of  the  Mosaic  legis- 
lation ;  but  if  we  thought  it  possi- 
ble that  our  humble  labours  might 
be  submitted   to    his    Lordship's 
scomftj  glance,  we  would  ask  him, 
in  aH  simplicity  and   good  faith, 
whether  he  ^an  really,  having  read 
the  wh(^e  of  the  Pentateuch  only, 
believe  that  a  people  thus  governed, 
thus  illuniinated,  thus  conversant 
with  the  angelic  world,  with  the 
glory  of  God,  and  with  the  voice 
of  Jehovah, — could,  by  any  possi- 
hiTity,  or  in  any  sense,  be  ignorant 
of  a  truth,  which  has  been  found 
among  the  most  abject  tribes  of  the 
human  race  ? 


■»^i^»%»%^>%»%.»%»» 


Lectures  on  ike  Reciprocal  Obliga- 
iions  of  Life;  or,  a  Practical 
Exposition  of  Domestic,  Ecclesi^ 
asttcal,  Patriotic,  and  Mercantile 
Duties.  By  John  .Mbrison,  Mi* 
nisier  of  Trevor  Chapel,  Brontp^ 
ton,   \2mo.ls,   London:  1832. 

At  a  time  like  the  present,  when  a 
set  of  disorganizing  principles,  or 
rather  a  spurious  brood  of  dogmas, 
destructive  of  all  principle,  seems 
to  be  gaining  ground  on  the  noble 
and  practical  simplicity  of  Scrip- 
tare  truth,  we  observe,  witli  pecu- 
liar satisfaction;  that  the  untainted 
classes  of  the  religious  community 
exhibit  unequivocal  signs  of  jealous 
vigilance  and  seasonable  activity. 
Christian  ministers  iiave  taken  the 
alarm,  and,  from  the  pulpit  and . 
the  press,  are  warning  their  bearers 
against  the  subtle  pestilence  ;  and 
their  reasonings  and  expostulations 
have  not  been  it^  vain,  since,  if  the 
evil   has  Jiot  /)^ee^>.  f  r^cated,    it 


moral  atmosphere  benot  yet  purged 
from  the  gross  and  fetid  vapours 
of  the  antinomian  plague,  at  least 
we  are  on  our  guard;,  we  put 
all  new  importations  under  rigid 
quarantine>  and  it  is  always  with 
[fecial  gratification  that  we  find 
ourselves  able  to  report "  clean  bills 
of  health."  ' 

In  this  view,  we  give  a  cordial 
welcome  to  Mr.  Morison's  book. 
Expositions  of  the  relative  duties,, 
at  all  times  valuable,  are  peculiarly 
so  in  the  immediate  emergency; 
it  cannot  be  too  often,  nor  too 
urgently,  enforced  upon  the  world, 
that  the  Gospel,  while  in  its  primary 
sense  it  is  a  revelation  of  the  will 
of  mercy,  the  way  of  salvation,  and 
the  spring  of  joy,  to  a  ruined  and 
wretchea  world,  is  no  less  a  rule 
of  life,  a  law  of  holiness,  a  restora- 
tion of  the  Divine  image,  as  well 
as  of  the  Divine  favour. 

Without  endeavouring  to  stretch 
our  reooUections  to  a  very  exten* 
sive  range,  we  are  not  at  the  mo- 
ment aware  of  the  existence  of  any 
separate  and  single  publication,  in 
which  the  relative  duties  are  com- 
prehensively  treated  in  their  appli- 
cation to  human  character  and 
human  life.  This  was  a  defect 
which  required  to  be  supplied, 
and  Mr.  Morison  has  executed  his 
task  in  a  spirit  of  wisdom  and 
piety,  which  calls  for  our  decided 
commendation.  In  the  family,  the 
church,  our  native  land,  our  station 
in  society,  we  have  various  and  dis- 
tinct obligations  to  discharge ;  and 
although  it  be  nearly  impracticable 
to  trace  them  in  all  their  modifica^ 
tions,  it  is  highly  desirable,  that 
the  main  principles  of  action,  the 
great  laws  of  religious  intercourse, 
should  be  set  forth  in  their  strong 
bearing  on  private  and  public  life. 
This  has  been  effected  in  the  vo^ 
lume  before  us,  at  once  with  fide- 
lity and  discretion,  and  in  a  style 
ctjlrect,  impressive,  and  remarkably 
free  from  tlie  current  affectatipyis  of 
Hiodern  composition.     -   > 

2  L  2 


7h^  second  lecture  is  on    the  to  ask,  as  iu  tbe  presence  of  God,  **  am 

U^ma^e  InetitutioB,  and  gives  us  ^  ^nderth&  influence  of  a  golden  or  of  a 

lowing  judicious  and  energeUC  re-  tisfoctory  to  conscience,  (which  insf  be 

njionstrance.  considered  as  a  competent  judge  in  such 

of  a  golden  lure.     Young  people  should  „_5--  .  „„  #k^^««#^-^  k«^««  ;„y«*»o«iiAr 

.     °  .     .  J    J    .  .  ^^  5  •        •  1  *•  ^  union ;  on  the  contrary,  by  an  increase  ot 

not  rush, .  indeed,  into  matnmomal  ties  infl^g^    ^j^y  nj^-.  mxAw  auffment  the 

unto  impredent  andunjustifiable  circum-  ^^      ^'     ^  tJ^^j^jati^" 

stances.     If  they  hare  no  rational  pros-  J_       05 37 

pect  of  meeting  t^e  daily  claims  of  g,        ^^'  * 

f&mily  expenditure,  they  ought  not  to  ex-        The  lecture  on  Pastctt'al  Duties 

pose  their  affection,   however  ardent  or  Ig  fraught  with  important  matter, 

!L"»T'  ^1^^  "^  shock  of  an  mimiti.  ^^  -^  evidendy  the  result  of  a  con- 
gated  poverty.    The  entail  of  misery,  m        .       .  •'        /.  ,    .        ^       • 
suck  instances,  is  almost  as  certain  as  if  scientious  survey  of  their  extensive 
the  inftictlQa  of  it  had  been  purposed :  field.     The  subject  of  ministenal 
mid  few,  indeed,  have  been  so  happy  as  inspection  is  enforced  with  much 
to  rise  superior  to  the  chiUing  influence  earnestness  and  discriaaination. 
of  sudden,  unexpected  adversity,  espe- 
cially, if  superinduced  by  thehr  own  im<         **  Pastoral  visits,  when  conducted  with 
prudence.    But  if  the  evils  of  rash  un-  discretion,  and  wlken  not  suffered  to  de- 
thinking  affi^ction  are  great,  those  of  a  generate  into  mere  matters  of  form,  are 
sordid  calculation  are,  if  possible,  still  often  of  the   greatest    possible   service, 
greater  and  more  alarming.    Asystema-  They  furnish  a  minister  with  opportunities 
tic  money-hunter  is  one  of  tlie  most  des- .  of  studying  the  character  aad   circum- 
picable  of  human  beings,  and  verily,  in  stances  of  his  hearers,  by  which  he  ia 
g^eral,  he  has  his  reward.     It  is  most  enabled  to  preach  with  greater  interest 
painful  to  witness  the  degree  in  which  and  fidelity  than  he  could  otherwise  have 
the  accident  of  a  fortune  will  hush,  even  done.    They  insensibly  strengthen  pulpit 
on  tiie  part  of  parents,  all  minute  and  instruction  by  throwing  around  it  «11  tiie 
troublesome  inquiry  on  every  other  sub-  charm  attaching  to  firiendly  advice.    We 
ject.     ^^  hit  a  good  match?**  (by  which  naturally  attend  to  the  words  of  a  friend, 
is  meant,  in  plain  tcnns,  are  the  parties  and  the  direct  tendency  of  pastoral  visits 
rich  ?)  is  the  first,  and,  perhaps,  the  only  is  to  constitute  a  BMaister  the  Mend  of 
question,    with,  by   far,    too  many  on  every  family  and  of  every  individual  in  hia 
hearing  the  news  of  a  marriage.    Charae-  congregat&oa. 

ter,  disposition,  mental  accomplishment,         ^<  They  tend  alac^  in  a  high  degree^  to 

reputable  connexion,  the  prospect  of  a  advance  the  spiritual  knowledge  of  eur 

decent  competency,  and  even  piety  itself,  hearers  by  the  familiar  inquiries  which 

go  for  nothing  :---4f  the  dariing  idol  is  they  elicit,  and  tiie  no  less  fhmiliar  ex- 

WlustingL-^2  is  wanting.    Here,  indeed,  planations  they  secure.    How  -bappy  is 

<.<  i^ojuey  answereth  all  things."    It  can  their  infiuence    on   the   minds   of  the 

convert  the  rake  into  a  paragon  of  worth ;  younger  branches  of  a  fandly !    And  how 

•T-it'  can  blot  out  thirty  years  from  the  desirable  is  it  that  religion  should  become 

fhr-spent  calendar  of  husnan  Kfe ; — ^it  can  their  early*— their  supreme  delight  t    Pa- 

invBBt  the  most  on£nary  figure  with  all  rents  should  teach  tiieir  chUdren  to  hail 

t^e  charms  of  more  th^n  vidgar  beauty ;  with  delight  the  pastor's  visit ;  and  mini- 

— ^ii  can  dissipate,  by  one  magic  touch,  all  sters,  on  the  other  hand,  should  always 

tlie  suspicious  circumstances  which  may  endeavour   to  drop    something    to    the 

have  settled  on  a  character  during  a  series  young  on  the  subject  of  religion,  in  a 

of.  years  ;rr-it  can  torn,  as  by  an  intuitive  devout,  yet  winning  and  persuamre  man^^ 

impulse,  a  Presbyterian  into  an  Episco-  ner.     If  a  minister  does  not  strive  to 

palian,  an  Episcopalian  into  a  Papist^  a  insinuate  himself  into  the  affection  and 

Calvinist  into  a  Socinian,  and  a  strict  esteem  of  the  young,  it  is  much  to  be 

religionist  into  a  Deist : — ^in  short,  it  can  feared,  at  least  among  Protestant  IMs- 

aet  up  a  principle  of  attraction  which  senters,  that  his  continuance,  in  Miy  given 

nothing  but  good,  sense  and  a  well-regur  sphere  of  labour,  will  be  but  of  short  du^ 

lated  conscience  can  overcome*    Although  ration  ^  as  a  congregation  will  soon  lose 

covctousness  is,  in  general,  more  the  sin  its  numbers,  a?  well  as  enexgies,  if  de« 

of  age  than  of  youth,  I  ifouid,  neverthe-  scrted  by  the  rising  generation.    In  going 

less,  Intreat  every  one  who  eq^rtains  the  into  sonie  ftffi^iea,  it  is  very  paialiil  sbme^ 

Slipspecl  qf  being  unit^  in[  marriage  to  an  times  to  obfierve,  w^en  the  sabbath  comes 

individual  possessed  of  wealth,  to  pause,  round,  that  the  nominal  nuniater  of  a 

before  the  irretrieyable  step  is  taken^  that  house  is  not  the  real^  one  of  the  younger 

is,  before  any  direct  or  even  tacit  avowaj*  brancli^s  belonging  to  it;  thk  they  either 

«f  regard  has  been  made,,  and  ^lemnly-  do  neV  g<r  wi^  tlhdh^  piireiil^toliear  the 


IB&i.'^  on  ihe  Reciprocal  Obligations  rftifk.  9M 

stated  pflAtor,  or  if  they  do  gift,  ^et  it  ib  to  Gocl.  I  cantidt  help  <HHi8ideflng  it  9A 
evidentiy  with  a  degree  of  refuetance  most  momentous,  that  Idiie  liearen  of  the 
which  precludes  the.  possibility  of  Im-  Gospel  should  think  and  feel  correctly  oi^ 
provement.  Are  not  ministers  often  to  this  head,  as  it  is  one  of  a  decidedly  prac- 
blame  for  this  state  of  things  ?  Have  tical  nature.  In  too  many  religious  cir- 
tbey  done  all  they  might,  hi  private,  to  cles  the  whole  system  hangs  on  the  mini- 
reader  themsehvsagre^le  to  the  young?  ster;  if  his  popidarity,  or  his  better 
and  not  only  agreeable,  but  useful  ?  Why,  qualities,  succeed  in  filling  the  peWs,  aU 
I  ask,  have  the  congregations  of  some  is  well ;  the  funds  prosper ;  his  deacons 
most  pioas  and  respectable  ministers  been  can  afford  to  pay  him  a  liberal  salary ; 
reduced  until  nonei  have  been  left  behind  and  the  pecuniary  engagements  of  tne 
but  a  few  standard  bearers — their  early  place  are  met  with  ease,  and  with  an  air 
friends  and  hearers  ?  1  cannot  think  that  of  independent  dignity.  Let  the  picture* 
age,  on  the  one  hand,  or  novelty,  on  the  however,  be  reversed ;  and,  with  equal 
other,  haa  produced  this  deplorable  evil,  excellence  of  character,  though  with  ta- 
I  fear  the  comfort  and  tastes  of  the  yoong,  lents  less  splendid,  let  the  minister  labour- 
in  too  many  such  instances,  are  not  suffi-  with  a  more  measured  popularity,  let  the* 
ciently  consulted  by  the  minister,  espe-  pews  be  less  generally  fiUcd,  let  tbc  place 
cially  in  private.  At  the  same  time,  be  less  han£omely  supported, — and  the 
parents  are  not  without  their  share  of  whole  affair  is  charged  to  the  account  of 
blame.  They  are  often  exceedingly  in-  the  mini8ter,however  active  his  exertions, 
discreet  in  the  manner  in  which  they  and  however  amiable  and  pious  his  spirit, 
speak  of  ministers  before  their  children ;  There  is  much  of  the  spirit  of  the  world 
thus  teaching  them  to  sit  as  critics  on  in  all  this,  and  something  that  stands  in 
their  sermons,  and  general  habits,  before  entire  opposition  to  the  kingdom  of 
they  have  attained  to  an  age  qualifying  Christ." — ^pp.  245,  246. 
them  to  j  udge  correctly  of  either.  In  this 
way,  prejudice  sets  in  on  the  inexperienced  This   IS  a  jUSt    rebuke  to   that 

foi  ^&c%T.^t'S^^t;S»'  captious   and    critical   ^.^t,   t«, 

quit  a  ministry  which  his  parents  have  commonly   prevalent    among    us, 

never  taught  him,  by  their  conversation  which,  instead  of  Sitting  as  humble 

or  example,  to  respect.    I  am  satisfied  and  docile  bearers   ami  learners, 

thiu  much  of  the  '^''^1°^,^^^^^  sets  too  many  of  us  upo<i  playing 
owmg  to  Ae  early  respect  which  children  a    .^      i^*^  *  t-       ^iT 

are  taught  to  entertam  for  the  ministers  the  Anslarchus,  watchmg  the  pecu- 

of  the  gospeL"-— pp.  208—210.  Ikrities,    and  noting  the  defects 

These  references  will  be  suffi-  and  failures  necessarily  attendant 

6eat  to  illustrate  the  spirit  and  on  human  infirmity.     Alas !  when 

execution  of  this  volume;  but  we  we  consider  the  magnitude  and 

must  trespass  somewhat  on  our  elevation  of  the  christian  system, 
accustomed  Hmits,  to  make  room  and  the  weakness  of  the  finite  in- 
fer the  following  excellent  re-  tellect  that  has  to  grasp  and  to 
^yy^g  unfold  its  awful  mysteries,  we  may 

«*  It  *wai  regulate  your  ^ews  wrifce    ^ell  stand  rebuked  for  a  cavfllmg 
nOQectifamimtiet'siuccm.  You  will  not    habit,  and,  instead  of  feding  dis^ 
pnsumptuDusly  imagine  that  it  is  with    gnst  at  occasional  errors  in  lait- 
him  to  command  the  blessing.    It  is  his,     guj^^g    ^  peculiarities  of  manner, 
indeed,  to  labour,  and  watch,  and  pray,     ^j^  '•       *^    j««„„   „.«j   *-»«*^>«,. 
and  ex^eise  dependence ;  but  it  is  with    adore  the  goodness  and  gracimis- 
God  to  '  breathe  upon   the  slain,  that    ness  of  our  heavenly  1?  ather,  wna 
they  may  Hve ;'  as  in  the  natural  world,     can  make  such  humble  instrumenta 
so  Ao  IB  the  spiritual,  it  is  with  Him  to    powerful    weapons    in   his   hand^ 
«  send  prosperity.*    The  full  conviction     v^    ^^  ai,^  ^ti*-.»  oJ/lo    lof  a  finV 
of  thi»tnitbwill  stimulate  you  to  fervent,    »«*>  ^  ^^^  other  side,  let  atair 
and  oft-repeated,  prayer  for  the  Divine     View  be  taken  of  the  ministry-^ 
benediction ;  and  should  it  please  God  to    -^e  mean,  of  course,  in  this  place,, 
withhold  the  mcrease.  or  only  to  grant  it    ^^  dissentmff  ministry— and  ther* 

&1S^'  I^^L%"f  t^r"J^  lot  the  question  be  as  fairiy  asked. 
hand;  and  form  a  disposition  to  reflect  on  whether,  even  wrth  regartt  to  mere 
instrumeotts,  on  the  other.  And  should  human  talent,  th^re  be,  in  any  ex* 
•  timea  of  refreshing  come  from  the  pre-    istinir  profession,  a  larger  body  oP 
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that  if  a  candid  observer  were  to  move  upon  it,  with  their  Various 
go  through  our  difierent  places  of  accompanimehte  of  dress,  decora- 
worship,  his  prevailing  feeh'ng  tion,  arms,  looks,  habits,  varieties, 
Nvould  be  that  of  admiration.  We  and  scenery,  than  from  any  other 
^)rotcst,  with  Mr.  Morison,  against  book  of  douWe  the  size  that  we 
making  the  preacher  responsible  have  ever  made  ourselves  ac- 
for   the   fastidious  temper  of  his  quainted  with. 

ia&ditory ;    when    a    minister  has  . »   ^  „ 

n>va>>a  o»-.^l   o-^ol  ;»,  t,:,.  "k 4.    ^  -_  I  *n«"i  never  fofffet  the  sweet  and 

graee  and  zeal  in  his  heart,  com-  gt^ange  sensations  which,  as  I  went  peace- 
mon  sense  in  his  head,  and  a  fiiir  fulljr  forward,  the  new  objects  in  nature 
portion  of  discretion  withal,  if  excited  in  my  bosom.  The  rich,  broad- 
there  be  no  profitable  resfultfrom  his  ^®"^^  plantain ;  the  gracefully  drooping 

pulpit  addresses,  the  fault  is  to  be  ^S!^\Zl',^l\'?T'T'  "^'^  ^^  "^^ 
r    ,'    ,   J,  ^  •     I  .       ,        .        ,        "*'«  looking  binding  for  every  branch ; 

looked  for,  not  m  him,  but  in  the  the  l>ranches  themselves  waving  with  a 
frame  and  spirit  of  the  audience.        feathery  motion  in  the  wind ;  the  bare 

lofty  trunk,  and  fan-leaf  of  the  tall'palm ; 
>^«^«.«v%%-^%%  the  slend(>r  ahd  elegant  stem  of  the  areca ; 

Sketches  of  India ':   written  by  an  ^^^  *"^  ^^^  5  ^*»®  prickly  pear ;  the 

OMccr   for  Fire-side   Tra^eUprx  s^a^ly  banian,  with  its  earth-seeking  and 

^W^cc^y  jor  rire-siae   1 1  aveuers  reproductive  drop-branches  ;  and  among 

at  Home, .  8m  pp.  329.      Lon-  them  birds,  all  strange  in  plumage  and 

don,  1821.  in  note,  save  the  parroquet,  (at  home, 

Wk  have  three  or  four  reasons  for  ^^S rJ bS^gJU^ wt^^'^i^ 
noUcmg  this  very  agreeable  book,  fearless  flight,  and  giving  his  natural  and 
I^  the  first  {dace  it  came  into  our    untaught  scream;** 

hands  accidentally,  and  pccupied  a  u  i^  was  late  and  dark  when  wereached 

leisure  hour  very  pleasnndy  and  Poonamattec;  and  during  the  latter  part 

not   unprofitably.     Secondly,    we  of  our  march,  we  had  heavy  rain.     M^c 

have  been  much  gratified  by  the  ^'"M°^  ^^  fellow-countryman  to  welcome 

distinct  reference  to  religious  prin-  };!2  A"'  ^y^.J^T^T^  T"  "^"^  ^\ 
•  1  !-•  L  2»  ^1  ^  *  •  lighted,  a  table  laid,  and  a  crowd  of 
ciple  which  frequently  occurs  m  smart,  roguish-looking  natives  seemed 
very  decided  language.  And,  waiting  our  arrival  to  seek  service, 
thirdly,  we  have  met  with  a  few  Drenched  to  the  skin,  without  chatiges 
hints  which  we  think  worthy  of  f.^  Knen,  or  any  bedding,  we  sat  down  to 
^v  ^.„  .;  „  ..  \..,  V  the  repast  provided;  and  it  would  have 
observation,  respecting  the  proba-  been  difficult  to  hire  found  in  India, 
ble  success  of  the  Gospel  in  its  perhaps,  at  the  moment  a  more  cheerful 
contest  with  the  sanguinary  and  P*^  *^*"  o""^-  ^^^^  or  five  clean- 
obscene  auperstitions  of  Hindostan.  ^<>oking  natives,  in  white  dresses,  with 

The  author  narrates  and  describe,.  rr'^'J^^^TS^'i-raST^ -t^ 

wiUl    much    vivacity,    though    he  signet-rinm    on    their  fingers,   crowded 

now  and  then   falls  into   a  little  I'ound  each  chair,  and  watched  our  every 

affectation  of  eloquence  and  faiQ  Sr^ance,  to  anticipate  our  wishes.  Curries, 

writinxr  whirh  wp  onvAtX-  urilliVrrl^  vegetables  and  fruits,  all  new  to  us,  were 

wriung  wmcU  we  could-  willingly  tasted  and  pronounced  upon ;  and  after  a 

cUspense  with ;  his  selection  is  un-  meal,  of  which  every  one  seemed  to  par- 

commonly  good;  he  never  overdoes  t*^®  with  grateful  good  humour,  we  lay 

his   subject,    but    whether  it   be  ?^^°   ^°^    ^^   "^^***'     ^^'^  attendant 

landscape  or    figures,    colour    or  nJhpl*"*  *  """^^  J^*'  *"''^"  *  "^h 

^.,4.i:.,«   u^     •  •  ,'^^  J        „  others  again  a  sheet  or  counterpane,  till 

outline,  he  gives  a  rapid  and  well-  all  were  provided  with  something ;  and 

marked  sketch,  and  passes  on  to  tl>«s  closed  our  first  evening  in  India, 

another  subject  without  for  a  mo-  '^^®  morning,  scene  was  very  ludicrous. 

ment  fatiguing  attention  or  foiling    ^^^n  ^^^llTV^f  ^^'  ^  "^""^ 
^-^^^4.-.*:  fir         11     .1-1      ,  o     a  man  as  he  still  laydoaung:  there  ano- 

^pectation.    We  really  think,  that    thcr  was  cracking  the  joiSti  of  a  m^ 

it   we  had  previously  known  no-     half-dressed 5    here  were   two   senants, 

thing  of  the  superficies  of  India.     °'*®  pouring  water  on,  th^  other  washing, 

we  should  have  derived  a  beUer    *  .?^'^'*  ^"^l*  °''  inaster's)  hands.     la 
i^1«d  ^♦^  ♦!,«  r   •  •   1.1   '  spite  of  my  efforts  to  prevent  them,  two 

ule^  ot  thp  Uvjng,  groups, :whii:|i.  well-^ss^  men  were  washjng^yfe^ 
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sad  near  mc  xna  a  lad,  dexterously  put-  of  childrea  and  dependents  ^  Und  a  holy, 

ting  on  the  clothes  of  a  sleepy  brother  high,  and  hopeful  joy,~a  deep  gratitude 

officer,  as  if  he  had  been  an  infant  under  for  the  birth  of  that  Redeemer,  in  whom 

his  care."  alone  they  find  rest  for  their  souls.    No 

T-  *u'     !•  La        1     1    J.  u       "u  «.  bell  here  knoUcd  for  church  ;  nd  humble 

In  this  hght  and  sketchy,  but  voice  read  to  me  the  glad  tidings  of  peace 

easy  and  expressive  manner,  does  on  earth,  good  will  towards  men.    Yet 

this  amusing  traveller  describe  the  wa^  this  day  most  blessed  to  mc.    The 

various  obiects  which  present  them-  Moslem  lay  slumbering  near  my  tent; 

selves  to   hU    dispriminatinir  eve  ^^  \i^yrl&is  Mahratta  rode  past  it ;    the 

selves  to  nis   aiscriminating  eye.  Hindoo  peasants  of  Malwah  were  busied 

We   might   have    cited     superior  in   their  fields ;    a  burning   sun    shone 

passages,  but  we  have  taken  that  fiercely;    sound,   sight,    an«l    climate, 

which  was  most  suiuble  from  its  seemed  alike  to  mock  the  season  I  would 

convenient  length.  But  we  must  Jl^J^JT;! 'iT ^ISp^^^^^lat^iL^SS 
now  turn  to  a  yet  more  gratifying  situations,  means,  and  ordinances,  corn- 
subject;  it  is  pleasant,  in  propor-  pared  to  the  fulness  of  God's  word ;  or, 
tion  to  its  lamentable  rarity,  to  find  of  their  poor  influence,  compared  to  the 

a  military  man  openly,  and  even  t^J%^!,J^'^\^^tr  inan^'L^™'' 

o  ,,  •'  •  .       .1         •    .  uiy  Cbnstmas    days    tor  many  years, 

forwardly,recogniaingthe8ub8tan-  during  all  of  which,  I  had  felt  about 

tial  truths   of  Christianity.     De-  them  only  with  a  common,  thoughtless, 

cidedly,    but  .without   affectation,  unmeaning  joy.    I  had  celebrated  them 

he  takes  every  fair  opportunity  of  »«  ^ome»  *,* »«/»  'VTS'  *"  P^*^"»«V 

r  .  sv  .    1     ^  and  in  Spam  too,  had  been  present  at 

using  expressions  which  induce  us  the  midnight  mass  of  Christmas  eve ;  in 

to  believe  that  he  is  a  converted  France,  had  forgotten   Frenchmen  and 

man.     The  following  is  the  suita-'  captivity  in  the  common  conviviality  of 

We  and  pious  language  in  which  ^^^  "^"J^f  J«y  |  *>^«y*  ^^  ^  ^l^t 

,       ,         'T,  1  tnc  society  of  relatives  or  mends :  bvt 

he  closes  the  volume.  yet,  in  a  land,  heathen  and  almost  hos- 

"  Ithas  not  been  the  vanity  of  playing  tile,  passed  one  of  the  happiest  days  of 

author,  which  has  Induced  me  to  consent  my    whole,  existence.     I   saiw   that  the 

that  tUs  should  be  oSaced  to  the  press,  words  uttered  from  heaven  to  the  adoriiig 

— ^I  write  for  men  like  myself;  and  if  a  shepherds  were  to  the  whole  earth  :  and 

scholar  should  look  on  it  by  accident,  as  though  1  grievjcd  to  think  the  sound  h^ 

he  sat  alone  over  the  fire  in  a  solitary  inn,  not  yet  reached  the  dark  spot  around  me, 

he  might  innocently  beguile  an  hour  over  still  did  the  conviction    that  it  would 

these  unlearned  pages ;  and  go  peiliaps  to  strike  to  a  heart,  not  one  year  before 

his  bed,  after  wandering  with  me  among  as  dark  itself :  and  I  felt  that,  all  aloae 

haughty    followers    of   Mahomet,    and  «8 1  stood,  my  thanksgivings  and  prayera 

idolatrous  Hindoos,  more  grateful  to  his  ascended  to  tlie  throne  of  grace,  together 

Father  in  heaven,   for  having  cast  his  with  those  of  the  assembled  congregations 

happier  Jot  in.  a  land  where,  under  the  of  my  native  land." 
cross  of  Christ,  he  may  read  his  interest  .  ^    n       i.*       i 

in  the  precious  promises  of  the  Gospel ;         ^ut,  as  we  nave  betore  nintecl, 

and  mark  how  the  benign  influence  of  we  have  been  especially  gratified 

Christianity  softens  and  adorns  the  cha-  \yy  the  evidence,  both  specific  and 

racter  of  the  English  people."  incidental,  supplied  by  this  writer. 

And  on  spending  a  Christmas-  respecting  the  probable  success  of 

day  amid,  the  ruins  of  an  old  serai,^  missionary  exertions  in  subduing 

he  indulges  in  the  following  pious  the   obstinate    prejudices  of   the 

'strain  of  meditation,  mingled  with  East  against  the  doctrines  of  Chris* 

picturesque  description.  tianity.     He  seems  to  be  of  opi- 

"  My  day  at  Nya  Serai,  is  one  of  my  nion,    that  a   spirit  of  inquiry  is 

life,  although  marked  by  no  peculiar  inci-  gone  forth ;   that  a  blow  has  been 

dent,  not  to  be  forgotten.  It  is  a  happy  ^^^^^j^  j^^^^  vibrations  extend 
festive  day  m   Old  England.     All  the  •  i_.  .i.  ^ 

images  and  associations  connected  with  ^ver  a  mighty  region  ;   that  even 

it  are  joyous.     Family  circles,  smiling  the  stern  and  scornful  Mahomedan 

children,  indulged  and  contented    ser-  has,  in  many  instances,  learned  to 

vante,  Christmas  j^fte,  holiday  fiire,  aid  distmguish  between  essential  truth 

cheerful  faces;  and,  with  the  more- aged  ,    ^  -i     j *:««      ^u^ 

pilgrims  in  this  v^e  of  years,  the  re-  ^"^    ceremonial    deception,      He 

fleeted  pleasure  from  the  innocent  gtuety  pleads  not  for  timid  and  relaxed 
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efforts^  but  for  resolute  and  active  ners^  and  wethinkittober^retted 

perseverance  ;     and  we    are  the  that  it  was  not  enlarged^  so  as  to 

more  gratified,  in  referring  to  this  include  a   complete   grammatical 

opinion  of  a  man  who  has  travelled  synopsis. 

in  these  countries,  and  formed  his  Mr.  B.  proposes  to  extend  his 
judgment  on  the  spot,  because  we  plan  to  the  publication  of  the  Syriac 
know  of  some  who  sneer,  and  pf  and  Arabic  alphabets.  To  these 
others  who  despond.  Where  is  he  will  do  well  to  add  the  Satna- 
now  the  promise  of  his  coming  .^*—  ritan ;  and  we  would  farther  re- 
is  a  question  not  unfrequently  commend  him  to  proceed  with 
asked,  either  with  sarcasm,  or  this  system  until  he  has  furnished 
with  sorrow.  Where  ! — in  the  learners  with  a  complete  series  of 
strong  and  sustained  exertions  sheet  grammars,  in  all  the  dialects 
made  in  our  own  land  and  in  connected  with  biblical  learning, 
other  countries,  for  the  furtherance  ^xi^^^xa^ 

of  the  great  end— ia  the  signal  /?.,««,^^  ^  .a^  Q^^ii  l^, 

triumphs  which  have  attended  the  ^  ^yranmar  qf  the  ^unscni  Lan^ 

preaching  of  the  word  in  reahns  of  €^>  ^  f   ^^ ,  ^^' ,  ^^ 

Jlortt.^.-^  ^nrl  rUh.«^r.^nr.A  oK^vo  WtUtam  Fflte#.— Calcutta,  1 820. 


darkness  and  delusion — and,  above 

all,  in  theextensive  and  powerful  A  Sunscril  Vocabulary  ;  containing 

enginry  which  is,  at  this  moment,  the  Nouns,  Adjectives,  Verbs,  and 

in  full  operation  against  the  deep-  indeclinable  Particles',  most  JrC" 

rooted  antipathies  of  the  heathen  quentl^  occurring  in  the  Sunscrit 

to    the    Gospel.      A   direct    ap-  Language.     Bi^  William  Yates. 

peal  is  made  to  reason  and  right  Calcutta,  1820. 

feeling ;    a  challenge  is  given  to  y^^  ^^^^^  ^hese  works  simply  for 

^ry   the  sptrtts;  — the  tract,   the  ^^e   purpose  of  announcinff   two 

friendly  colloquy,   the  public  ex-  ^nvenieiit  and  acces^le  manuals 

hortation,    all    are  vigorously  at  ^f  ^^  ^^^^  language  and  gram^ 

work ;  and,  above  all,   vre  have  ^^^^  ^^^  ^j^j^  ^  ^j^^  ^^  direct  the 

solid  ground  for  hope  that   the  attention  of  our  readers  to  the  un. 

blessing  of   God    has    Hot  been  ^«,ried  industry  of  the  mission*. 

Withheld ;  that  good,  sab^tial  ^ies  in  all  directions.     Our  la^ 

good,   has  been  done;  and  that  number  contained  illustrations  of 

not  on  y  the  profession,   but  the  ^^^  undepressed  exertions  of  the 

heartfelt  reception,  of  the  faith  of  ultra  Ganges  Mission,  and  these 

Chnst,  has  been  the  large  result  volumes  will  attest  the  perseverance 

of  missionary  labours.  ^f^^^  Serampore  brethren  in  their 

%^«^w%^<.^v«,  deteitninatiou  to  break  down  the 

d    w        %^^tL  J    ^         •  •       .1  barriers  which  difficult  and  comi- 

AnEa»y  MHkodofacgmrtng  the  pii^^ted  dialects  oppose  to  o«mnu- 

Readtng   rf  Hebten,  n>Uh  the  ^-^^^^  ^j^,^  the  heathen.     It  k, 

Vmvel-pat^,    according   to  the  j^j^j      ^^^^^  ^  j^            ^ 

Anetent /ractwe.     By  an  es-  ^^^      »           ^ ^ greatlabour 

theet.     l*.M-London:  1822.  ^^^^  ^^^^^  ^^  all  addressed  in 

Wfi  shall  not  discuss  with   Mr.  their  respective  tongues ;  the  life- 

Borrenstein  the  question  of  '^  an-  revealing  doctrines  of  the  Oospel 

cient  practice,"  but  shortly  recom-  are  sent  abroad  through  all  realms; 

mend  his  very  useful  chart,  with-  and  the  kings  and  kindreds  of  the 

out  demurring  to  the  assumption  nations  may  search  the  Scriptures 

of  its  title.     As  a  tabular  repre-  of  truth.       We  understand   that 

dentation  of  the  peculiarities   of  these  volumes  have  received   the 

^unotiUous  reading  it  may  be  of  revision  and  the  approbation   of 

considerable  advantage  to  begins  Dr.  Carey. 


.  .  ...... 

iii.'2       iMeraria  Redwha  (-^Spurthw'i  SpMiutJ  CJ^muL        ids 


umtfiUta ;  or,  Q^e  isooft  Wontt; 
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The  Spiritual  Chi^misty  or  six  decads 
of  Divine  Meditations.  By  Wm. 
Spurstow,  D.  D.  Svo.  1666. 

Dr.  Johnson  has  remarked^  in  his 
iife  of  Browne,  that,  '*  Some  of  the 

most  pleasing  performances  have 

been  produced  by  learning  and 
geniiiB  exercised  upon  subjects  of 
little  importance.  It  seems  to  have 
l>een,  in  ail  agesj  the  pride  of  wit, 
to  shew  how  it  could  exalt' the  low, 
and  amplify  the  little.     To  this 
ambition,    perhaps,   we  owe  the 
frogs  of  Homer,  the  gnat  and  the 
bee    of   Virgil,   the  butterfly   of 
Spenser,  the  shadow  of  Wowerus, 
and  the    quincunx  of   Browne." 
The  same  taste  to  which  the  Doctor 
here  refers,  in  works  of  a  purely 
intellectual  character,  has  very  ex- 
tensiydy  prevailed,  though  slightly 
modified,   among   the  theological^ 
writers  of  our  country,  from  th^ 
period  of  the  reformation,  to  the 
present  times.     Tkere  is  scarcely 
an  object  in  nature  or  art,  how- 
ever minute,  or  apparently  barren 
of  improvement,    but   has  been 
drawn  in  by  the  powerful  fancy,  or 
warm  imagination  tif  the  writer, 
to  bear^a  distant,  and  occasionally 
h^py  -  resemblance  to  some  reli-^ 
gious  t^ic,    which  has  afforded 
ample  opportunity  both  to  descant 
upon  the  superiority  of  the  spiri- 
tual anti-type  to  its  earthly  analogy, 
and  to  '  press    upon  the  reader's 
conscience,  a  serious  and  earnest 
endeavour    after    its    realization. 
Now,  though,  there  inay  be  many 
sapient  objections  to  this  conserip-^ 
iim  method   of   calling    nature's 
forces  to  the  aid  of  religion,  and 
constructing  a  Jacob's  ladder  of 
the  creatures,  to  ascend,  by  their 
hdp,  to  brighter  regions ;  yet  we 
are  easily  reconciled   to  even   its 
strangest  and  most  uncouth  vaga-  ' 
ries,  when  we  remember  the  hint' 
of  Herbert,  that 

CoNoV  Mao.  No.  53. 


'^  A  verse  may  catch  him  who  a  sermon 

flies, 
And  turn  delight  into  a  sacrifice.'' 

Our  readers  must  not  imagine  that 
these  appeals  to  the  heart,  through 
the  medium  of  the  fancy,  are  ex- 
clusively the  offspring  of  fanatical 
and  enthusiastic  sectarians:,  the 
gravest  and  most  orthodox  bishops 
of  the  establishment,  have  indulged 
in  the  same  vein  of  spiritualissing. 
"The  Spiritual  Meditations"  and 
Contemplations  of  that  truly  re- 
verend Dordrechtian  Prelate,  HaU, 
can  only  be  distinguished  from 
those  of '  his  Smecti^mnuan  anta- 
gonists, by  the  greater  awkward- 
ness of  his  allegories,  and  his  pe- 
culiarly overstrained  allusions;  and 
Patrick's  known  attempt  to  rival 
the  well-earned  renown  of  Bun- 
yan's  Pilgrim,  has  often  elicited  a 
repetition  of  the  Bishop's  candid 
acknowledgment,  that  the  Tinker 
had  beaten  the  whole  bench  of 
Bishops. 

In  claiming  a  high  character 
among  the  books  of  this  class,  for 
the  little  volume,  the  name  of 
whidi  is'  prefixed  ^  this  article. 
We  are  aware  of  the  high  reputa- 
tion which  the  Meditations  of 
Boyle,  those  of  Trenchard,  Hervey, 
and  Pearsall,  have  deservedly  at- 
tained; we  are  willing  to  allow 
their  merit,  but  we  have  no.  hesi- 
tation, iafter  a  perusal  of  many 
Volumes  of  more  extensive  cele- 
brity. An  declaring  our  decided 
preference  for  Pr.  Spurstow's  un- 
obtrusive  and  neglected  work. 
Many  others  have,  doubtiess,  their 
excellencies,  and  are  peculiarly 
adapted  to  specific  classes  of  so- 
ciety :  were  we  inclined  to  indulge 
a  smile  at  works  which  have  been 
rendered  so  generally  useful,  we 
should  say,  that  Hervey's  po- 
pi)lar  volume  was-  admirably  suit- 
ed to  florists,  Erskine's  to  tobac- 
conists, and  Pearsall's  to  nnrsery- 


diUdren.     In  Dr.  Spurstow's  De»  strictly  puritanical  in  his  regions 

^^  SW  .^«  ^  r^^^^  nwctur^  pri^iriosp  vpa  ^^qic^  ftpyaKst. 

of  scholastic  and  metaphysical  sub-  He  sulrered  the  loss  of  his  master- 

tlety,   with  the  high-toned,  and  ahip  of  Katherine's    Hall,   Cam- 

strictly  puritanical  divinity  wf^icfi  bridge,  on  account  of  his  loyalty  to 

the  author  professed ;  and  wj^t  to  his   King,  during  Cromwell's  gO" 

118,  spffiwnk  tbe  greateat  n&erit  of  vernment; and  was  deprived  oihis 

tbi^  compo^tj/oni?,  ffifi  mere  tei^^  living  at  Hackney,  at  the  restoration 

-s^oxA  of t}]^  sut>j,ect  is  90(»i;Ldi;oppi^,  9^  Charles  11.  for  his  loya)jty  to  his 

(^  Jt^jng  Q^  9.  nf^^ul  ydtucle  of  Co^*  Hea8si8teda^oi>eofld»em«n- 

QQaverai^  %  tjffif^t^r  o(  9^iou^  bjiers  of  thie  A8aeB9f>ly  of  Divmes, 

aw|d  4i,i,m>]i^  yoi^V^)   &i^^  &  j^  ^4  W^  sul^sesquently  Qp»e  of  the 

sjtj^.  of  j^ijjBii^i^tion,.  and  W|g^-  jConpaissioiwrs  at  th«  Sa.voy,  y^k(^e 

Wi^}m;^  $((^u2aJmP>  is  U)iirQ(is^eft,  the  epi9co{)^i^n  P9^y>  ai^'ii  ^^^^ 

^,|ij^ap(^i^ars  V>  th^  eye,  rele^si^  old  friends  Bel  afid  thi9  Drj^gop^ 

fl^fn  thf^  unpl^fy^iipijt  fedOuogs  o^ca*-  obitaixied  that  mo^glofIj9?i&  victory 

j^hiri  Jtxy  tjKe  ii^u^ignij^jcance  o£  the  oy^r  scripture  and  nourcoo&nnity, 

^t]^  )^e  ^  spUudid  af^d  npagpi£r  the  spoils  of  which  they  stifii  en- 

(Q^Xfl^  h^jldtog  no  hnstfir  di^iCgured  joy ;    and    whi>eh   (^teigoiji^^  as 

by  ifB  i^c^oTdjing.     m  sKort^  Dr.  benceforwarda  of  unqjoestiopahle, 

$/9  149.4^^^00^  are  intended  for  because  ^f  ecclesiastical^  authoriQr^ 

j^pbolairs^,    and    we    scriiple    opt  tiiattheapocrypjbalwriling^^^hQuld 

4filrmixi(g».  tAiat  np  one  possessing  be  read  19  the  churches  ^  Christ 

j^  true  ^pijcit  oi  a  scholar,  wiU  'without  ai^y  iutimatiott  of  th^ii 

Tj^  thm  without  pleasur^  a;>4  po^sessipg    less    validityr   ii^   the 

n9ii.e  po^^33ipg  tbfs  t^UQ  fj^ejiipg  of  d^rectioi^  of  Christian   fai^  and 

/^uripnj^  l^ritjiiout  ejdi^ation.  4i^ipMfi^  than  the  ^pknoprle^gjsd 

XW  qfif^Uen^;  ajuiuipr  of  thi^  vo*  i^on  ofi  holy  writ*    B«it  little  i$ 

njcf,ief^9^oCtbeBartho)/c^n^  k^wn  of  hia  life  s^seimepl^  tf^ 

1  vines,  and  in  addition  to  that  t^e  re^toi^tioiv    exq^.  that    l^ 

]^9)/ir^  W4^  f^  jojxit  v^r  pf  tfiat  j^qt^  the  peosec^tiiyi^.  o^  the  ru}i^ 

j^ervqix^wi^eeviiti^Snwc^^  pacty/Yif^  a  cbearful  ^d  ^^b^^ 

whiqjti.^  fpip  it^  aptagbni^t^  th^  ^js^fve  piej^,  and  i^ani^99«(|i^  tlus 

ft*«feffi8  tt^U  and  U^,  afld  %  ^f^  'f  cl^^^tl^irirgi^ft^ 

itA  /d^i)(^,  )the  a^dfQ&^l^  Mfl,.  fifrffLving,''  %  i^ljich  I)^  iv^  4- 

apq^n^  ^%  lj]|e  qrig^^  Q^  ^  tp.  thij)  pLeq^i  Dr*  Spui^w  pi^f^r 

nfjrst^qi^  imn^.  ny  whicl^  thai;  lisb^  several  siffg)e  s^i^a^E^^i^  a 

xolum^  W9;f  ql|^8|gn;^;  and.li^t  J^reafise  on  ^^€  Pnofiiif«^  wd  3^ 

i^^deflufj|esk|t||t«i:?ifibt|itlpfr^^  fFt/^  qf  Sfifan*    Xft^  la^.pipce 

^njp|n^  wi{^^  9f  itsf  autbori^  wbiq^  i^  HnfipJ^^^,  ai^^pubMshedi 

iSi^pJi^  iHaf^aU,  ^%up4.  Qan  ^x^:  t))e  ai^tl^c^r'Sr  rqug^  d|;f|ugj^t 

^oamen,   ^d   priffiao^  ^pur^  a  Chi43tiftD,diwne,.  and  4isiJ«Jsa 

st^.    Thia  extfiaoudinarj  cjf^nfwjj  njo^t;  acguf^^  ^^m^tm9»   vitfc 

tepa^op  oCini}f9s<i>^We  letter*,  ^fft^^  ^^  hm%^-  ^W*>  a»dil»  li«Wity 

a  1)^2  qnea  of  i|jB|  ultiinat^  &|e ;,  tp.  t^iiifitationv    In,  ^hf  mi^  ^ 

%,  ^^    ^^P^)i¥^    antajg^pista^  ^q9p  qc^iipfttiopsi  4>i^  ti^Q  pp)>liP 

Qgfixa  tq  bafci^  tjad  ai).  eq^al  4i$-  gsM>  in  whicb  i)fi  ^»fis  eaK9g¥^,a9 

c^ty  in^dbeypb^fipg  thpme^nlPft  ^  a^^bpr  an4   &<  PT^^^^^!'^^*^    the 

0^  its.  hi^glyplJip^T  titje,  s^^  ^^,  Doptpji'noi^  beg^ to  *^u«  3|f)ot|)^ 

lUji't^stipg  t)fQ  w^-wrqughtj  cf^i|r.  Wfpt  ^'  ^^  uhiveraality  qf  a  re« 

sistepcy  of  i^  i^aply  a];gf|^^pt.  mark,  whict^  occurs  in  hi^  Wile^  ^f 

liit^  ?ifiany  oip  his  Presbytwap  Sftff^^,  thi^t  *^  I^HbJufMI'Ji  ^ngSj 

bretltrf^y  Pr.  %H>^Fi  %[tb9Pgh  tho'  they  do  from  tp^e  refifive  a 


di 


ISn."}       mtraria  Bediptva  :^Spntaoi0*i  SpirUual  t^jiritst  i^ 

m^Mitf  afttl  perfeaSon^  Vet  it  i»  ibWs  co^i^tibn,  wlio  aro  ih^  6ak\y  par- 

not  extended  in  a  parallel  fine  with  !2¥.5r\"*  j^^,^**^  ^"J*  ^  ^V^p 

fjM.;p  f1iiMi«Ait .   mm   •lio.'    K^«^   -  ^^  cbnlcntmcnl,  while  they  live  on  earth, 

tlieir  duntHih;   w   »^    hjvc   a  ahd  shall  be  in  hcarentlie  sole  ^osseaaotj 

.tfflW  of  iMftaitty  asld  StreHtfth,    ^'  df  |fei»fecl  &ad  eterlastlng  Sl<£^^> 

als6'  KkVe  theV  an  ag^  of  defor-  'K^e  it  is,  that  pU2ofop%  ha^  p^tbr 

rhily  and  weakne98 :  and  by  their  J**^"^^»  J^d  earnestly  sought  this  ricU 

W-itdr^  ««I«  the  d«lhfi.l  ffod;r^*f 'il^"LSStJS 

Miadeg  of  the  yhX^  of  Ittne,  are  exercised  tlieir  wits  in  ffiring  of  rules  to 

at  last  wasted^    and  WOrne    Oiit."  attaih  it,  and  have  let  &1  some  aentencea' 


tint  reilt,  y^lsaxh  he  had  anticipMed  cofitcntmeat  lioHi  arise,  and  hppn  wliich' 

aWd  wiSshed  fol*,  as  fll^  ettd  of  A  it  la  to  be  biiilt. .  The  H^jhert  of  their 

life  spent  in  misery  and  affliction,  P'T^tP}'  ^ave  not  (lia  I  may  aay^  the  ppot 

Dn  Spurfitow's   general    iitefary  !*/,%  ?**f  VV^f « ?  *°^  ^^^^^ 

«k-.^^^         Ml  I— is.2  v..    ^-^  ai  /  insufficient  wholly  to  compose  the  minde 

fmn^,  will  be  iairly  estiWated,  to  siibh^a  calm  and  even  femper,  fAmta', 

m  plying  htm  m  the  second  I'ank  in  m  rarie^y  ot  changes,  shew  u^  dul- 

or  di^ihes,  who  seceded  from'  the  ^^°^^  itself  to  be  so  reconciled  to  its 

establishment   In   1(56«.      Inferioi«  PjJ^sent  condition,  mM  to  lose  it^' i^^^ 

1.^   rv            '-L   i^'Ki-^- 1    w  J    ^1^^  1  witra  peace  and  serenity >  whatsoever  the 

to   Owen  iri  biblical  ilnd   dritital  stormes  and  cross  accidents  ate  frbm 

accotaby,  to  Ht)"vre  in  t^hilOsophi-i  without,    what  are  the  cdnsideratibiii^ 

cal  aad  metaphysical  acurhi^n,   to  ^»»ch  they  prescribe  atf  alsuppbrt  figaipst 

Baxter   in    universality   of  know*.  Pjvcrt^,   wcknea.  imphsdimic^ 

i^j -_  i»  4,    ■  •«  u^  - I  11  ^'  fnends,   panishment,  and  sucfa-Iike 

ledge,  to  Bates  m  beaaty  and  liar*  etiU  ?   are  they  not  peiiwaslons  drawii- 

mottf  of  style,^  and  to  ChamotJk,  from  the  dignity  oif  m«i,  from  the  Vinl^" 

in  lo^ckl  ^fecision;  he  may  yet  ^^  uhceiWniy  or  all  putwatd  thmgtji 

be  compared^withont  suffering  any  £^J  ^  «H^,?^  ^P^^l^"  ^C/*l' 

.i:.^I.JL*.^J  u^  4U^   a^»m.EL    .L  "^*"  %  befallmg  of  the  samp  ^ogs 

disadvantage  by  tii6   ^onti'afit,  to  uiitbolXers?    Bul,alai!  what  slendgr 

ManfGin  in  tM  stnoothh^s  df  his  pnips  ai%  tli^  ib  bear  th^  s(i^'  ai^' 

wnicn' 

^  :  m^n. . 
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tfflBBffflrme  Gmpef,  anff  to  rlavet  affictlbns,  wlten  we  are  apTto  thiE^^em 

in  th^  rieh  dS^ky  6f  thd  ^ohsbla-  «t<^ter  than  what  bthW  hW e  feh,  o^ 

tions  of  religion.     We  shall  sub-  &"8«r  ^  what  others  have  endured. 

join  hi,  forty-sixth  M-editadon,  by  S?d\ron.'"itm'Lr:iSo!^: 

way  or    specimen  Of  his  genera'  ihere  must  be  more  eflbctual  remedies 

style  aind  Hfnmner*     It  is  not  se*  thandtfaCTfidiuivoriiMni(%cB&8ii|ges£  ' 

lectcd  ft)f   its  sdperiorHy  to  the  ^»»  y^«*ce  then  cali  tmo  eoatentment 

tf»«tewij  ^^miIjm.  -*#  u&ti  MiA^L^^    w^i*^  '"^*e    but  from  Fwjaiisii,   which   mh 

^!2Sr  ^Z^     hWr  *«twns,  bat  ^  ,^^i,^  ^  establish  th^  heart  ?    it  is 

sifnply  Deeatise   rtS  of eVlty  milkes  that  alone  which  brlngeth  a  man  home  to 

it  better  Stdtbd'Co'otir  pagi^S^  than  God,  out  of  whom  neither  contentment, 

sorii^'  of  his  more  elaborate  and  ^^  satisjfection  can  ever  be  had.    It  ifl  . 

afiw1t^l\r./ir«<».^o;4-:r«M<,  t*>*t  which  aCqu^uteth  a  man  with  that 

StucBed  cOniposlUons.  ^^^  ^^^^^^  J^  ^^.^  ^^^^  fravUena^. 

**  Up&H  Ctfatirttmertt  and  SatvfadtUhi,  ov^er  his  cWldren,  who  rules  the  world, 

*<  If  iA  «^    Saviowr's  maxim,   that  not  onely  as  a  Lord,  to  maSe  them  sen- 

mmCg^Ufk  eotimtth  Kdt   in  the  nbumlaned  wblef  of  his  pmofer,  but  as  a  Idviiig  mh'er' 

ofttMg$  whtOt'ke  poa/emh.    If  there  be  to  make  them  confident  of  his  goifdHeis, 

any  h^piness  upon  earth,  it  is  in  that  whereby  he  dispos^tfa  all  things  tot  the 

wc  call  <;«M^iilaewn,  «rhicb  eometh  from  best.    O  when  firith  hath  onc«  ap^- 

ihQ  minde  v^tkifij  and  not  from  the  ihings  hemfed  this,  ho#  fiarmly  chn  i«  restupM 

mtUut.     Perfect  sat'ufaction  is  to  be  had  the  promises  which  are  nunle  tDgodlktess^^ 

oiiely  in  heaven,  where  we  shall  be  happy,  ^^  of  tWs  life  and  (3iat  which  is  tor 

not  by  the  conjinementy  but  by  the  fnUtion  come  ?     How  can  can  it  WoA  for  mpre 

of  our  dcssires  ;  then  (saith  David) ,  /  shall  contentation  with  ther  meanest  foody  than 

hesati^\  wHin  T  awake  with  thy  Ukeness.  «thcrs  have  with  the  costliest  deUcafa,^ 

Htrtt  mif^r^^rk^tk,  is  every*  godly"  witfr  the  pod^bSlt   rowfi^r,  than  oftterB^ 

2M2 
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hare  with  thdr  richest  ornaments  f  It  is 
fkith  oaely  tbat  teacheth  a  Christian,  like 
a  skilfull  mtuician,  to  let  down  a  string  a 
peg  lower,  when  the  tone  reqmres  it ;  or 
like  an  experienced  gpagiricky  to  remit, 
or  intend  his  furnace  as  occasion  serves. 
Such  an  one  was  Paul,  who  learned  his 
heavenly  art,  not  at  Gamaliel't  feet^  but 
in  Chri$et  school^  the  Holy  Spirit  of 
God  being  his  teacher,  so  that  he 
knew  both  how  to  want,  and  how  to 
abound,  and  in  whatsoever  state  he 
was  therewith  to  be  content.  Let  none 
.then  so  far  admire  those  heathen  sages 
in  those  speculations  of  theirs  con- 
cerning this  mystery,  as  if  they  had  at- 
tained to  hit  that  mark  at  which  they 
levelled,  and  had  arrived  at  the  utmost 
boundaries  of  it.    When,  as  in  all  their 


the  benefit  of  dimne  revdaiionp  and  living 
in  the  open  sun-shine  of  the  gospel,  have 
profited  thereby  in  so  small  a  proportioii 
beyond  <liem.  Who  can  forbeiur  blushing 
to  see  those  who  profess  to  be  Christians, 
to  live  so  contrary  to  the  law  and  rale 
which  they  should  walk  by;  to  seek 
contentment,  not  hymflderatmg  their  de* 
mres,  but  hy  satisfying  them,  which  will 
still  increase  as  tUngs  come  on ;  like  to 
rivers,  which  the  more  they  are  fed,  and 
the  further  they  run,  the  wider  they 
spread.  Can  it  rationally  be  deemed  by 
any,  that  those  things  which  are  tunmts 
in  Uie  desirtt  and  cyphers  in  the  fnukton^ 
should  ever  effect  contentedness  in  the 
minde  ?  Is  not  the  deficiency  that  men 
see  in  their  abundance  the  ground  of  their 
multiplying  it  ?  and  can  theyever,  by  the 


essayes,  they  have  fallen  as  far  short  of ,   additions  which  they  make,  heal  its  de- 
true  eontentation,  as   At\L  men's  slum-     ficiency ;  why  then  sl^uld  any  try  and 


^n^f  and  dreams  do  of  a  sound  and 
healthfol  rest.  Of  all  their  precepts  and 
nUes  I  may  say,  as  Eiratmus  did  of  Seneca, 
in  an  Epistle  of  his.  Si  Ugas  eum  ut 
paganumf  scrtpsit  CArtsdonl,  si  v$  Chris* 
tianum,  scripsit  paganice;  if  you  read 
them  as  the  sayings  of  heathens,  they 
speak  Christianity;  but  if  you  look 
upon  them  as  the  sayings  of  Christians, 
ihey  speak  paganly.  And  how  could  it 
be  that  they  should  ever  do  otherwise  ? 
they  being  wholly  destitute  of  the  light 
of  grace,  and  the  guidance  of  the  Spirit, 
which  are  both  requisite  to  this  high  and 
hoi/  learning  ?  the  o<ie  as  a  principle,  and 
the  other  as  a  teacher.  But  yet  this  I 
must  say  also,  that  they  have  done 
enough  to  shame  many,  who,  enjoying 


attempt  such  fruitless  projects,  wluch 
cannot  but  end  in  disappointment  ?  Me- 
thinks  I  should  not  need  to  expostulate 
the  matter  with  Christians  $  that  anoint- 
ing which  teacheth  them  all  things, 
should  instruct  them  in  this,  that  godli- 
ness is  the  onely  way  to  contentmerU  in  this 
life,  and  sati^action  in  the  other;  but 
Lord,  however  others  live,  help  me  to 
bring  my  minde  to  my  conditiou,  iriiich 
is  as  well  my  duty  as  my  happiness  wlule 
I  am  on  earth ;  and  to  rest  assured  that 
in  heaven  thou  wilt  bring  my  estate  to 
my  minde,  which  is,  that  I  may  enjoy 
the6»  in  whose  presence  is  fulness  of  joy, 
and  at  whose  right  hand  tifiere  are  plea- 
sures for  evermore." 


ANALYTICAL  AND  CRITICAL  NOTICES   OF 

NEW  PUBLICATIONS. 


7%tf  Yof^  ChrMan's  Cyclopadiay 
or  a  VompemUum  ^  Christiati 
Knowledge,  Sre.  Sre.  Isy  J.  Baxter, 
of  Bartisland  School,  near  Halifax, 
Baldwin  and  Co.  7s. 

This  yolame  consists  of  quotations 
from  some  of  the  most  celebrated 
writers  in  our  language,  arranged 
so  as  to  present  a  "  series  of  lessons 
in  morality,  virtue,  and  religion.'^ 
Compilations  of  this  nature  might 
certainly  be  of  considerable  benefit 
in  schools,  and  would,  if  executed 
with  judgment,  and  by  one  who 
possessed  an  accurate  and  extensive 
acquaintance  with  English  litera- 
ture, materially  subservt;  the  inter- 
ests *of  religion.  We  are,  however, 
not  ^uite  satisfied  with  the  selection 


made  by  the  wortiiy  Editor  of  the 
present  volume.  Some  of  the  au- 
thors from  whose  Writings  tlie  ex- 
tracts are  taken,  are  not  such  as  we 
should  choose  to  make  our  children 
much  acquainted  with  ;  and  though 
we  have  not  observed  any  passages 
in  this  compilation,  which  are  in 
the  least  inimical  to  our  holy  reli- 
gion as  a  system,  yet  there  is  a 
manifest  want  of  prominence  to  that 
spirituality  which  we  think  ought  to 
be  especially  enforced  on  yoong 
Christians,  and  without  which  every 
thing  else  is  but  vague  and  super- 
ficial. We  are  surprised  that -Mr. 
B.  who '  appears  *  to  be  a  reading 
man,  should  have  entirely  omitted 
in  his  selections  of  pieces  for 
the  instjuction  of  youth,  extracts 


'J.  , 


im.^       Asud^UMtni  CrHktd NnOcu ^Uttp  PubNcaHwii.  £09 

from  the  works  of  Baxter,  Flavelt  I.  The  mimner  in  which  he  dis- 

Doolittle,  Mead^  Oouge^  and  others,  charged    bis    ministry  amon;^  the 

whose  works  arc  desig^nedly  writ-  Ephesians :  1 .  With  all  humUity  if 

ten  for  the  benefit  of  yonth,  and  nnnd;    2.   Amid    many  Uar$    and 

whose  general  simplicity  of  style,  teniptaiions. 

doctrinal  fervour,  and  earnest  ex-  II.  Paul's  extreme  devotedness 
horlations  to  early  piety  and  devo-  to  the  cause, 
tedness  to  God,  have  rendered  these  IIL  The  presentiment,  that  this 
pieces  so  extensively  useful  to  the  should  be  the  last  opportunity  of 
young.  We  might  have  pointed  converse. — Much  elegant  and  appro- 
out  the  inconsistency  of  quoting  an  priate  illustrations  will  be  found 
extract  from  Chesterfield  in  praise  under  these  heads, 
of  virtue,  and  another  from  Lord  His  advice  to  them  in  choosing 
Boliogbroke  onPiilMnof  and  l^nat  his  successor.  Do  not  choose  a 
in  God,  but  as  we  have  no  doubt  vain  man;  3.  A  showy  man ;  3.  A 
that  Mr.  B.  has  been  influenced  by  man  wh6  preaches  upon  insulated 
the  purest  motives,  we  shall  refrain  texts ;  4.  Not  a  mtLUoi dubiw*  prin*' 
from  any  farther  animadversions.  .  ciples ;  5.  Nor  a  man  who  cares  not 
»%»%»»»%%^^  about  souls — ^in  other  words,  not  **  a 

Tke  fbmgv&W  Minutru  exemplified  '  ?|»"  *^*»  t«'»»«»  *?,  *^**  """."^  »5 

in  tk^ApoMe    Paul:   a  &tLn  *"^*«"{  who  mwcall ,  tteowelve." 

reached  in  Murray  Street  Chureh,  «t»«««^^  Chn»U.n».     He  g»f  m 

December  2, 1821 .  J,  the  oectim  ef  '"K  extract  from  the  directory  for 

mttWHg-  kit  Charge  cfhU  Congrt  PoWic  worship,  under  the  head  of, 

ga^  %  John  k  Mason.  ff.D.  f^«»f^^'V  «f  *»•« ''•Jf!'  ?•  » «*«*«: 

-N-ew  rSrV.  Glasgtfw.  refuted,  *«'  "f  *  P^?,^?'*  Ministry.     And 

Ogle  and  Duncan,  3s.  6d.  concludes  with  these  two  considera- 

v....-         r        r              J        1.  ^  tions,  which  comfort  and  sooth  his 

There  are  few  of  our  readers,  but  j^t.    »  i.  Heave  you  in  peace.  3. 

h.ve  heard  of  Dr.  Mason,  of  New  ^i,^  j^,^  ,„„,  i,  Jhe  living  head, 

Ihoir   V'^jf3?1."*"*,.J?'**f!!''«1.."'  the  centre  of  union  to  all  his  j^ople." 

«     /  ."Ci^"*T  ''''«'"'^'y'  '•'«-  We  give  the  concluding  sentenie- 

rary  establishments-and  above  all,  j^  /       ,  ^^  ^^          » 

nis  zeal  for  the  pure   evangelical  ;        ,       ,                      ,      - . 

doctrines  of  the  cross  of  Christ,  of  J'  ^  "^^^  ^  ^\  r^"^,.  P«^P'«  ®^  F^ 

which  he  testifies  in  his  parting  ad-  f^^  "^^^l^  "^     "^T^i;  J^l 

dress,  "  This  pulpit  and  this  church  ^  ^"^  ^°^'  ^°1"^  ^^""^  *^ 

„^     'j    *«ao  |/i*n/xv  M.UVJ,  luia  vuiAiw*  ^^   chuich  I  <  youT  fatheTB,  where  aie 

were  destined  to  the  glory  of  the  ^^^  j  ^^j  ^^^  prophets,  do  they  live  for 
liord  Jesus.  It  must  give  them  pain  ever  ?'  Older  airistians  must  be  gathered 
to  hear,  that  he  has  been  compelled  to  their  rest,  and  you  must  occupy 
by  bodily  infirmity*— brought  on,  pro-  their  i^aces.  That  terrible  deposit,  the 
bably,  by  zeal  in  the  discharge  of  his  *  rauTH  of  ood/  must  come  into  your 
duties— to  give  up  his  pastoral  charge;  hands.  Ask  your  souls,  how  wiU  you 
although  we  are  happy  to  understand  recriveit?  The  Lord  Jesus  has  power- 
that  the  public  is  still  to  enjoy  the  ^  cltaxna  on  you.  You  were  early  dcdi- 
benefit  of  his  services,  in  an  impor-  «?*«^  ^  *^'!*?*'  ^ "^^  "P^°  H*  P"^ 
taut  collegiate  establishment,  over  ^^^    This  hand  has  poured  out  upon 

which  he  h^subsequentlybe^  rrfeL?th?Je?l^'t£:'^^^ 

ed  to  preside.  The  ?reat  Head  of  the  Ood.     The  oath  of  his  covenant  is  on 

Lburch  does  all  things  wisely,  and  your  souls.    Have  your  consciences  felt 

we  must  submit ;  and  while  we  do  the  power  of  its  obligation  ?    My  mini- 

80,  let  us  do  it  in  faith,  accompanied  stry,  which,  for  more'  than  eleven  years 

with  prayer,  that  the  Lord  would  1  have  discharged  among  you,  is  at  an 

thrust  out  more  labourers  into  his  ®°^  5  but  not  so  the  consequences.    The 

vineyard  good  Lord  knows  with  what  fidelity,  and 

This  se'rmon  is  founded  .on  Paul's  T^^V  T*^"  "^7  ^*^'*"  ^T  ^^J 

farewell  address  to  the  elders  of  ^^P^'    ^%  |l^"  «  "^^  ^"  ^l**"^*? 

Ephesus,  Acts  xx.  17-27.      After  when  1  nji^t  deliver  up  my  account,  and 

•«    »r         *           j»                W   '*v''*  you  must  deliver  up  yours.    O,  todeUver 

an  eloquent  exordium,  on  the  cha-  {hem  -up  with  joy  I     Thou  blessed  and 

racter  of  Paul,  he  refers  to  his  mi-  heavenly  Judge,  shall  I  stand  before  thy 

mstry  at  Ephesus— his  extreme  de-  gent,  chaiged  with  any  of  their  blood  ? 

irotedness    to  the   cause— and  his  Shall  they  stand  before  it  chai^d  wil|i 

appeal  to  their  CQns9iea(>^s<  their  own  ?  ^  Shall  all  the  bffekv  xii  thy 


»7»         AniOyliM  and  CriUcal 

uMfq^y  all  tile  patkot  of  thy  gafB^riitn, 
•U>  thine  inimitable  patience,  and  all  Uky 
nanrellous  loye,  have  l^en  preached  to 
tlietn  in  vain  ?  Shall  there  be  any  here, 
who  does  not  more  certunly  turn  his 
back  upon  the  closed  doors  of  this  house 
of  prayer,  than  he  does  upoil  the  last, 
lingering  offer"  of  thy  salvatioii  ?  The 
llimight  is  too  overn^dming.  Pardon 
me,  my  fHtendlT;  I  cali  no  ihdre.'^— ' 
pp.  31,  32. 


»%%^»%»^%^ 


HffHm§  adofied  $o  FmniUf  &md  ViUage 

of   HmmnertmUh,      HoldftirorCh^^ 
prieo  3d. 

The  spread  of  the  gospel  atxioiig' 
#ie  Tillages  of  Rngland,  by  mietiiis 
o»f  Suttday  schools  find  Itilnef'atit 
preadiing,  is  one  of  the  mo^t  en* 
ca«)nigfng  and  delfghtfal  sij^s  of 
the'  times.  Among  the  various- 
meatYS  of  promoting  pteiy  in  the 
yiHing  and  uned created  ;  tins  \Vhich 
Mrt.  W.  haii  adopted  is  of  great 
dn^ortahee;  in  the  fanVitk;^  of  the 
pious  pooi*  getierally,  the  hytnfu-ho^k 
ranks  next  to  tHe  Bxhte,  not  onfy  in 
the  rahte  wttieh  is  attadied  toit,  and 
the  i¥eqQent  use  made  of  if,  Irut  id 
real  utility.  We  a^e  bappy  to  be 
able  to  award  to  Mrs.W.  toe  honour 
of  having  produced  a  stUaH  vblume 
of  hymns,  well  adaptted^  %»  TiUage 
use.  The  subjects  are  all  interesting 
attd  strictly  evangetieaF.  The  style 
lai-remarkably  simple  and  clear,  and 
diongh  the  poetry  is  ndt  of  a  high 
order,  it  is  well  suited  to  the  class 
of  persons  for  whose  edification  it 
13  designed.  We  give  this  excel- 
lent work  our  cordial  reoommieiio 
datlo»,  and  hope,  ere  tong^,  to  find^ 
that'  its  exteBsive  saie  will  enable 
tfae  autiioF  to' lower  the  prke  of  f^t 
wemt  edltiotii^ 


%^flh'**^*L%V* 


2%  ^imMmVhHor  t&  m  Sidt,  con)-' 
tkm^  dppt^^pHSBLte  Addretm  ih  Se- 
het  Vktsses  cf  Perk&niin  AfflUHon. 
Bbckidg,  printed  by  T.  L^Sbear- 
cibft;  Bvans,  tong  Lane.  Holcbk^ 
wortbv  &c.  Is.  6d» 

Tub  a»thor  of  thi»  little  vofume  hz^ 
already  empK>yed  Ms  pefl  very  suc- 
cessfully as*  a  monitor  to  the  youn^. 
Sabbath  s^chool  teachers  have  a.v ail- 
ed themselves  of  bis  vaJuaJble- l*rc- 
*«nf*,  for  the  benefit  of  their  little 
charge ;  and  we  doubt  no4  tbat  tbejr) 
yfilm  Jb^  ^Xiwrifiq^fid  the  ttdoraa^. 


qf  Nem  PitUkttHmg.      OiAr, 

tage  of  bis  asniiitMioe  in  9kH  liil«  g^ 
dnristian  beneroleace,  wif  I  be  ated- 
cms  to  take  bbn  with  tbem,  as'  a 
Companion,  to  the  chamber  of  the 
.  sick.  Mr.  Craig,  of  Bockllig,  has 
well  stated,  in'  a  pfeftioe  to  thes^ 
addresaes,  the  im||>ortance  its  Mr^Vl 
as  the  diiReuiiies  df  tbe  difety  i^^' 
ferred  Co';  and  our  veaderjtf  ^11 
gladly  avail  tbemselver  of  thUi  aid 
proffered  in  a  work  ttSbeiNed  into 
pabiic  jM>tiee  under  such  a  ifaiie* 
tioi^. 

The  GbrisHan' pastor  in  expeeled, 
in  the  doe  discbai^e  of  his  offldial 
duties,  to  visit  the  sick  ofbi^  Hoek ; 
it  concerns  him  to  seize  the  faToui'- 
able  opportufiity  which  Is  pret^dted 
to  him  in  these  oases  of  adraiini- 
sterlng  reproof,  or  instruction,  or 
consolation,  as  the  several  charac- 
ters of  those  he  may  be  called  fo 
visit  may  require.  But  amidst  many 
claims,  equally  pressing*  his  time 
must  be  too  much  occupied  to  leave 
bim^  sufficient  leisure  for  that  un- 
remitting attention  which,  in  some 
instances,  would  be  highly  desir- 
able. He  needs,  and  be'has<  ^  liglif 
to  expect,  the  assistande  of  liis  pious 
Mends.  Christians  of  even^  rank 
ahd  station  are  bouhd  by  the' laws 
of  ChVf st  to  visit  the  fatherless  and 
the  widow,  the  sick  aud  the  dyings 
in  their  affliction.  Tbey  who  have 
been  accustomed  to  these  labours' 
of  love,  Will  derive'  important  as- 
sistance from  this  small  pu^Iica- 
tlbdy  which  contains  tibirteen  short 
addresses,  suited  to  various  Charac- 
tets ;  such  asr  hardened  sidiierii,  the 
fbrinal,  tbe  hypocrite,  the  doiibting 
Christian,  &c.  On  the  otheir  haii^ 
they  who  have  neglected  a  diity  so 
iilcuitibent  upon  all  Chrisrtians  uh- 
def  an  apprehension  or'  a  pretext  oT 
theif  inability  tO  dli^charge  it'  with 
propi-iety,  having  note  the  necessary 
aid' within  their  reach,  win  bo  left 
without  ex^cu  5*6. 

The  id^^s  of  the  author,  aiid'bis 
langua^,  are  nnifbrmly  impressive, 
and' often  deeply  interesting.  We 
subjoin  a  short  specimen,  cdtn- 
menciqg  the  13th  address,  to  aper- 
son- recovering  fro^  affliction,  wfiich 
may  tiot  haV^  beeh  sanetifi^di 

'^  I  am  happy,  my  dear  firienil,  to  see 
th&t'  you  arc  brought  hack  from  the 
bordtrt)  of 'the  grave,  and  the  confines  of 
eternity;  tb  observe  that  your  affliction 
is  so  fiMr  removed^  and*  your  hetdth  so 
much  restMod*;  to- fiad^  tihit' yi^  arc^ 


f?^?.*«^".*?  '?i<V  ^  *»^  "f  r»a    «t  whicM  they  are  produced  saflTer 


'riendg,  and  to  have  a  somewhat  )o^^f 

space  added  to  your  earthly  exMtence. 

In  these  things  I  rejoiced.    But  if  you 

could  use  the  language  of  a  good  man, 

and  say,  I  inll  teU  you  what  God  hath 

done  fo^  my  soul,  my  pleasure  would  be 

considerably  increased,  and  I  should  give 

thanks  to^his  name  with  wanner  grati-* 

tBde  for  hSa  goodness  towards  you.    The 

life,  the  eternal  life,  the  everlasting  sal- 

?a^  of  the  sold,  wn^t  be  of  i^ciQu- 

eeivable  ipreater  iiijiportance  ti^aortytor^- 

tion  to  healtii,  or  the  addition  of  a  few 

months  or  yaaia  rni^de  to  your  earthly 

cxistenice." 


«<%v%%%%«v« 


mg  SiiMobes  qf  SernwrUy  Mormi 
EstmfM,  Wragmenii.  %  R.  Trtfty. 
Second*  BditloB.  LoAdott.  }2nio. 
43.6*.     18J?4. 

The  yomiig  maB,  whose  iotere^itin^ 


as  to  k»  AurpH^ed  at  snoh  defects. 
The  styfe  in  which  they  are  cpn- 
.v«y£id  is  too  close  an  imitation  of 
Dr.  Johnson's:  the  Doctor*s  lan- 
f^jose  was  like  hunsdr,  ffigaiitic 
and  unwieldy,  suited  to  the  vast 
compreftenanoB  of  his  mind,  and  the 
volume  ef  his  thought,  but  one  Jn 
which  men  of  smaller  and  more  de- 
licate frame,  like  Ba^rid  in  Saul's 
armour,  can  scarcely  moye  for  the 
weight  and  encumbrance  of  their 
habilinieBts.  A  young^  warrior  should 
heware  of  coming'  to  the  eombat 
wit*  a  weapon  too'  mighty  fbr  hr$ 
pasp,  lest  the  natural  impotence  of 
ms  arm  he  increased  by  the  very 
instruiQent  lyhicb  should  assist  its 
efihrt3.  thougjii  we  kaiM)  been  con^ 
pe)le4  to  aBijna4l^«j^  on  these  jiuvis- 
nm  afttempto  of  H«.  Treiiry,  kt  ous 
caaiief  s  venamibes  thfti  he  was  mok 


liie  is  th&  iiful^ect  of  the  preseni  more  than  ekcktu»  when  ho  diedw 
yplttine,  was.  certainly  of  up  com-  WMtthiseoiuirdwwlio*,  weareper- 
ai^us^nip',  either  in  an  intolleetual  SHaded  diat  those  who. have  read 
OB  Mcal  aenAo.  We  ate  not  dis^  l*e  memoir  ofhitn  thus  presented  to 
|»fled  ttt  Dank  him  wttb  tho.  Kirk  the  world,  will  concur  with  us  in 


Whites,  tlie  Chattertons,  and  Hen- 
dersons, whose  sliort  but  splendid' 
QOUfses  command  at  once  our  ad*- 
miration  and  our  sympathy.     Ife 


saying,  that  tlie  early  proofs  he  ma- 
uifestisd  of  mental'  excellence,  were 
such  as  to  warrant  tl^e  hope  that 
thjp  campositJQBs  of  hia  more  laa^ 


possessed  neither  the  accuracy  of  ture  age  woiiid  have  op^tled  him  to» 

da??ipal:  icnoyvtedgp  which  distin-  a  v^ery  r^speotahle  kaUonio  thie  nsw 

goished  the  first  of  these  lamcQted  putbiic  A^liBltttrs. 

^m9fi§^  ?W)^  ^  »attv«  talept  and  ..•,««.^*,^ 

vigpuf  »f  mm  Wch,  aippaar   *»'  ««  ^     ,  ^      .     .'.,,.      . 

^m»tvmQim  10  thi»  t^mains  of  the.  ^h^rmhl^trnmrntums  (tmitdtnft^ 

Bfeftstal  y(»«ab;!biit>hfiuadiN^tedlr  maUeUnidBMiclMBmet)^J^fJmr' 

displayed  a  precoGtt|iof  talentnaBfaich  hetiealfy  MmmgedmdjffwmmtUieMfi 


aaguffed'-  more*  tfawi  »  merely  re- 
spectable proficiency  in  the  walks 
of  literature,  bad  he  heen  spared  to 
have  realized  his  youtiiful  pron^i^e. 


expUnnmi.    B^  John  tarty ^  LL^IK 
Iiondon.  l^r. 

This  littlQ  volume  might,  perhaps 
advantageously,  have  been  noticed. 


As  it  isy  there  js  suficient  interest  more  at  large  under,  our.regnlar  head, 

io  the  ^i$tpry  of.  his  early  studies  to  of  Raview,  as  it  wQuld  hayei  afforded 

render  it  worthy  of  perusal  h)^  thosq  us^a  text  for  the  disoQssion  of  a  subi- 

wl^o,  delight  tQ^  exaipia^  the  open-  jeot  which  has  often, suf^esfBditsell^ 

iogfk  of  inlelliBo^i  andithe  birth  of^  taonirmindaias  requuingJuvestiga*' 

%/m^B^.  TKe8ho^ldfh«rebeenlnare  tion.  We  allude  ta the questionjhow^' 

satiated;  woth.tiier  geneivd  charaoter  far  it  is  expedientto^avail-aurselvesi 
of  tfaeivohune^  hadhthe'wotthjR  edi-  >  of  the  aid^of  known  languages  in  our 

tor  withileld^  tlie  speeimefl^  of  Ms^  researches  into  tfaos^  \vhich  are  un- 

80D%'.seniii^4ifein^,  which  are  now  known.    As,  howev^-,  our  presenf: 

included  ifi- tne  Appendix ;  they  are  arrangement  wiir^ot  admit  of  ipgre 

rnDstfy    fle^cifbl    and    injndiclous,  than,  a^  refprence  tp  this  point,  we 

someqfiiegs. '  sin^|i|]^|-Iy  iiia^curate.  shall  content  Aur^veswithia  simple 

The   rei^aii^dex  of  the  Apppnclix.  reco|nmendfttion.of.tiiisrlittlevplun^ 

consiaw,  of  small  fissfiysr  mostly  to  those  who,  fr^m.  the  defects  of 

afi(er  v^e  plan  ofi  pur  ^aHy^  periodi-  theiiv  eady  initiution,.  are  aampelled 

caJwiiteiyi.  Xhe  3««ltimetitaar<B  not  to.  move  ratiierj  stiffly^  and' i^wdyt 

renaniobla  oitbefrfan  ori^nalky  <Hr  along  the  dassioToadi;  tbe^will  find' 

pygciaioPy  aoiv  Kiiliot>.  wdll  theago)  it  aready  manual  and  an  eflective-aidl 
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I.   STATISTICAL    VIEW    OF    DISSENTERS    IN    ENGLAND   AND    WALES. 

Wishing  to  make  this  department  of  our  work  as  complete  as  possible,  we  ear- 
nestly beg  bur  Correspondents  to  fiimish  us  with  all  docum^^ts  and  information 
rela^ng  to  ii,  addressed  to  the  Editors*  at  the  Publisher's. 


CUMBERLAND. 

(Omtmuedfrom  p.  219.) 

CocK£RMOUTH.----The  history  of  this 
church  is,  of  all  others  in  the  county,  the 
most  replete  with  interest.     It  appears 
to  have  maintained  its  Congregational  or 
Independent  character,  with  scarcely  any 
interruptions,  from  the  early  period  of 
1651  ;  and  what  gives  especial  value  to 
its  history  is,  that  ample  records  are  still 
preserved,  even  from  the  date  of  its  com"> 
mencement ;  chiefly  wiritten  by  its^erai* 
nently  and  extensively  successful  pastor, 
George  Larkham.    That  distinguished  mi* 
nister,  from  an  honourable  discharge  of 
liis  official  functions  for  upwards  of  half 
a  century,  from  a  superior  literary  and 
devoted  character,  from   laborious  and 
^<  painful"  exertions  in  propagating  the 
gospel  through  every  town  and  village 
around  him,  and  from  the  enjoyment  of 
high  respect  and  influence  among  his  as- 
sociated brethren,  stands  entitled  to  pre- 
eminent distinction.    He  certainly  was, 
with  regard  to  Cumberland,  Westmor- 
land, and  the  North  of  Lancashire,  what 
Bernard  Gilpin  has  been  pronounced  to  be^ 
inconsequence  of  his  labours  in  Durham,, 
Northumberland,  and  the  North-east  of 
Cnmbetland,  the  Northern  Apottie.    The 
secords  of  this  church  notice  the  acces- 
uon  of  members  from  several  parts  of  the 
county,  as  well  as  the  visitations  of  their 
indefatigable  pastor,  and  the  formation 
of  christian  societies,  &c.  ^t  very  nume- 
rous places.    From  their  register  the  fol- 
lowing is  ^EiithfuUv  transcribed  : — 
.    «*  The  foundation  of  this  particular 
church,  was  laid  in  the  town  of  Cocker- 
moudi,'  the  day  and  yeare  mentioned  in 
the  margent,  (Oct.  2nd,  1651,)  through 
the  instigation  of  Mr.  Thanuu  Larkhamy 
pastor  of  ye  church  of  Christ  at  Tavis- 
tock, in  Devon ;  a  blessed  instrument  in 
promoving  and    furthering    so   good  a 
worke.    The  foundation  stones,  (t.  e,  the 
first  stones  of  this   House  of  God,   1 
Tim.  iii.  15,)  were  these  seven  poor  un- 
worthy ones,  George  Larkham^  George 
Benson,    Roger    Fieldhouse,    Thomas 
Blethwaite,  John  Woods,  Richard  Bewes, 
and    Thomas    Jackson.     These    seven,  - 
after  solemne  invocation  of  God,  and  mu- 
tual! satisfaction  each  in  other,  agreed  in 
the  ensuing  humble  confesuon  and  en- 
gagement. 


**  Wee  poor  wormes  lost  in  Adam,  being 
by  the  grace  of  God,  through  the  spirit, 
called  to  be  saints,  (conceiving  it  to  be 
our  duty  to  observe  gospel  oiilinances,) 
for  the  future  do  agree  together  to  waike 
as  a  people  whom  the  Lord  hath  chosen, 
in  holy  commumon  of  saints ;  and  we 
do  mutually  promise  to  wateh  over  one 
another  in  the  Lord,  and  to  do  all  such 
things  according  to  our  best  light,  that 
are  required  of  a  church,  in  order  and  to 
submit  to  our  lawfuU  officers,  that  shall 
from  time  to  time  be  chosen  out  from 
among  us :  and  this  in  the  presence  of 
the  Lord  we<?  resolve  and  promise, 
hoping  that  of  his  goodnesse,  and  ac- 
cording to  his  wonted  dealing  with  his 
people,  he  will  carry  us  on^to  his  praise. 

**  This  was  signed  by  the  seven  persons 
before  named,  with  their  pwne  hands,  the 
day  and  yeare  above  sett  downe.  At  the 
same  time  these  things  were  assented  too,, 
and  agreed  upon,  viz. 
.  **  I.  That  there' are  to  be  ordinances  in 
the  church  of  Christ  to  his  second  coming ; 
1  Cor.  ii. ;  viz.  Baptism  and  the  Lord's 
Supper. 

<<  2.  That  these  ordinances  w;hich  are  to 
be  in  the  church,  &c.,  are  not  to  be  ad- 
ministred  by  /private  Christians,  but 
there  must  be  lawfull  offlcov  for  the  ad- 
nunistnition  of  them. 

«  3.  That,  the  lawfull  officers  of  the 
church' are, 

**i.  Negatively,  not  the  Hierarchy,  viz. 
Archbishops,  Bishops,  Diocesan,  &c.; 
and  therefore  there  is  a  renouncing  of 
them,  and  with  all  a  readiness  to  gpve  sa- 
tisfaction as  to  former' failings  on  that 
account  to  the  people  of  God. 

"ii.  Affirmatively.  The  Church  of 
God  ought  to  be  ordered  by  Scripture 
Bishops,  and  Deacons ;  and  more  parti- 
culariv  we  hold,  that  there  are  two  sorts 
of  Bishops  or  'elders  in  the  church; 
teaching  and  ruling.  But  fbr  this  Utter 
distinction  wee  give  liberty  to  every  one 
to  walke  according  to  his  light. 

/<  Many  other  things  were  then  agreed 
upon,  -and  declared,  the  records  of  which 
have  been  lost ;  only  this  may  be  known 
to  all  that  shall  meet  with  this  record : 

'*  1.  That  for  the  faith  and  judgment 
of  this  church,  as  to  discipline,  &c. ;  it 
is  the  same  with  that  drawn  up  by  the 
elders  and  messengers  of  the  churches, 
mett  at  the  Savdy  in  Lqndan,  Oct.  14, 
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1658,  in  which  meeting  they  had  their 
IMistor,  George  Larkham — know  there- 
fore that  that  confession  of  faith,  and  the 
expressed  judgment  of  that  meeting, 
teaching  order,  is  owned  by  this  parti- 
cular church.  It  was  read  amongst  us  at 
Thomwaite  chappell,  in  Crostwaite 
parish,  and  assented  too. 

**  2.  Further,  wee  do  owne  these  prac- 
tices of '^baptizing  the  children  of  cove- 
nant believers,  and  of  singing  psalms; 
though  wee  do  not  judge  that  those  that 
arc  darke,  as  to  those  practises,  as  to 
their  lawfnlnesse  of  them,  are  therefore 
to  be  excluded  from  our  communion. 

<*  Having  thus  recorded  the  manner  of 
our  first  agreement,  together  with  our 
faith  and  judgment,  &c. ;  wee  now  shall 
sett  down  some  passages  and  occurrences 
as  they  have  been  kept  in  some  loose 
papers  by  some  of  us  from  time  to  time. 

**  For  nine  or  ten  yeares  space,  things 
were  little  minded,  (as  they  might  and 
should  have  been,)  in  a  way  of  penning 
down  all  particular  passages.  But  that 
it  may  be  seen  in  after  times,  that  some- 


27S 
cause 


whose  labours  of  love  we  have 
alwaycsto-blesse  the  Lord. 

«*  On  the  1 7th  day  of  Decemljer,  in  the 
same  yeare,  the  church  brake  bread  the 
first  time  together;  and  because  they 
would  not  imploy  their  owne  officers 
before  they  had  the  solemne 

of  ordination ,  (for  feare  of  giving  offence , ) 
they  gave  a  call  to  the  before  mentioned 
Mr.  Thomas  Larkham,  pastor  of  the 
church  of  Christ  at  Tavistock,  in  Devon, 
to  administer  that  ordinance,  which  was 
assented  too  by  that  pastor,  though  ^e 
since  question  the  regularity  of  that  act, 
according  to  our  principles.  Wee  first 
brake  bread  in  the  publique  meeting 
place  at  Cockermouth. 

<<  The  28th  day  of  January,  or  rather 
of  the  11th  month,  1651,  the  church 
thinking  of  branching  (or  rather  of 
swarming)  foorthintbtwo  congregations, 
one  of  the  one  side  of  the  water  of 
Derwen,  and  the  other  of  the  other  side, 
they  thought  it  meet  to  make  choice  of 
another  deacon,  who  might  be  ordained 
together  with  the  fore-mentioned  chosen 


what  hath  been  a  doing  in  this  corner  of   ^officers.    Accordingly,    John  Bowman, 


the  earth  in  a  church  way.  Therefore 
have  we  (some  of  us)  put  our  selves  to 
this  trouble  of  writing,  now  this  9th  day 
of  the  4th  month,  vi^garly  called  June, 
1662,  one  of  our  yeares  of  our  captivity 
of  these  churches,  and  of  our  passion  of 
our  interest  of  Christ. 

•*  After  the  laying  of  this  church  foun- 
dation, and  its  imbodying  upon  such 
principles  as  have  been  mentioned  ;  the 
first  worke  done  by  this  church,  was  the 
choice  of  some  from  among  them,  to 
carry  on  office  worke.  And  accordingly 
they  made  chmce  of  two  of  those  mem- 
bers before  mentioned,  as  some  of  the 
first  stones,  vis.  George  Larkham,  and 
George  Benson,  to  be  elder  officers,  un- 
till  there  might  be  a  solemne  ordination 
of  them  by  the  laying  on  of  hands. 

'*  This  choice  was  made  the  next 
weeke  after  the  first  agreement,  accord- 
ing to  our  best  remembrance,  viz.  about 
the  8th  day  of  October.  From  that 
time,  every  fourth  day  of  the  weeke  (vul- 
gariy  called  Wednesday) ,  the  church  mett 
to  admitt  members,  and  after  some 
weekes,  the  number  of  the  members  being 
competently  increased,  and  thereupon 
thinking  of  the  ordinance  of  the  Lord's 
Supper,  to  participate  thereof  together^ 
&c.  they  made  choice  of  Thomas  Bleth- 
waite  (one  of  their  members)  to  the 
office  of  a  deacon.  This  choice  was 
made  the  25th  of  November,  1651. 

«*Tlie  tenth  of  December,  1661,  the 
chuich  did  solemnly  dedicate  herselfe  to 
God,  by  fasting  and  praSer,  in  the  house 
of  one  Robert  Bowes,  of  Cockermouth. 
The  worke  of  the  day  was  carried  on  by 
Mr.  Thoma»  Laildiam,  father  to  one  of 
the  other  officers  of   the  churoh>'  for 
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of  Brongfaton,  was  unanimously  elected. 

<<  The  same  day  (being  the  fourth  day 
of  the  weeke,  and  the  nsnall  lecture  day 
at  Cockermouth),  were  all  the  officers 
before  chosen,  set  apart  and  ordained  by 
the  laying  on  of  hands.  And  in  this 
manner  and  order  :— i.  They  did  set  apart 
and  ordaine  by  the  imposition  of  the 
hands  of  three  ordained  presbyters  then 
present,  (called  by  the  church  to  that 
worke  for  feare  of  offending  the  godly 
brethren  of  the  Presbyteriall  way,) 
George  Larkhanif  to  be  pastor  over  them 
in  the  Lord,  he  having  first  accepted  of 
their  unanimous  and  solemne  call  in  the 
foce  of  a  very  great  assembly  in  tiie  pub- 
like meeting-place  at  Cockermouth. 

'<ii.  This  being  done,  they  did  by 
praier,  &c.  &c.  (See  Bridekirk,  in  last 
number.) 

**  iii.  Lastly,  the  same  day,  the 
pastor  and  the  teacher  did  by  praier, 
and  laying  on  of  hands,  set  apart 
Thomas  Blethwaite  and  John  Bowman 
to  the  offiofe  of  deacons  in  the  church ; 
and  thus  the  church  was  organized. 

**  After  this  worice  done,  the  officers 
went  on  in  the  worke  of  their  places  firom 
time  to  time ;  baptizing  children,  admi- 
nistering the  Lord's  Supper,  &c.,  ac- 
cording to  the  rules  laid  down  in  the 
word  of  God.  which  are  only  owAed  for 
the  canons  of  this  particular  church. 

«  At  a  solemne  meeting  of  the  whole 
church  at  Bridekirk,  upon  the  13th  day 
of  the  1st  month,  1656,  (being  a  day 
set  apart  by  the  church  for  seeking  the 
Lord  by  praier,  fasting  and  humiliation,) 
these  ih^gs  were  agreed  ou  and  assent- 
ed to. 

<<  1.  Theie  was  aa  agrselng  in  thit  no^ 
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lemn  confenion  and  reiolation:  wee,  tlie 
chorch  of  Christ  in  and  abont  Codcer- 
mouthy  do  heaitUv  confcM  and  acknow- 
ledge before  the  Lord  the  searcher  of  aU 
hearts  (and  desire  to  be  nnfeigoedly  ham> 
bled  for  the  same) ,  our  manifold  miacar- 
riagesy  and  our  great  neglect  of  duties, 
both  towards  God  and  one  towards  another, 
since  the  time  that  the  Lord  was  pleased  to 
name  his  name  upon  us,  and  to  put  us  into 
this  relation,  wherein  now  by  grMe  we 
stan^,  and  do  therefore  resolve  for  the  fu* 
tnre,  by  the  grace  of  God,  to  walke  as  a 
feoiie  whom  the  Lord  hath  called,  that 
the  name  and  wayes  of  God  be  not  enll 
spoken  oif  through  us. 

**2.  Wee  lesolTe  to  keepe  up  and 
maintaine  amongst  us  all  the  known  in- 
stitutions and  standing  ordinances  of 
Jesus  Christ  inyiolably,  as  formerly  we 
hare  promised,  and  pronused  before  the 
Lord,  yiz. 

*'u  The. preaching  of  the  word  and 
attendance  on  iL — ii.  Publique  pnuse.— 
iii.  Singing  of  psalnss. — iv.  The  Adrai« 
nistration  of  Sacraments,  viz.  Baptism 
and  the  Lord's  Supper^ — ^v.  Christian 
meetings  for  . — And  6,  lastly, 

the  discipline  of  Christ  in  his  church. 

"3.  As  also  we  then  resolved  to  keepe 
up  the  constant  practice  of  those  Chris- 
tian duties  in  our  particular  families, 
which  the  Lord  .requires  of  a  people 
professing  his  name,  and  which  have 
been  practised  by  the  saints  of  God  in 
all  ages,  namely, — Reading  the  Word, 
Prwse,  Sin2:ing  of  Psalmes,  Catechising 
and  instructing  in  the  principles  of  reU* 
gion. 

**  4i  It  was  then  resolved  for  the  fu-* 
ture,  to  be  more  faitbfull  in  the  dischai^e 
'  of  the  great  duty  of  watching  over  one 
another,  as  also  to  walke  in  all  godly 
simplicity,  open-heartedness  and  huni«» 
lity  one  toward  another,  and  praying  one 
lor  another,  ftc.  James,  v.  16, 

<<  5.  Lastly,  it  was  then  resolved,  and 
agreed  |ipon,  that  eonsidering  the  mani- 
fold errours  and  heresies  that  had  spread 
themselves  in  the  places  where  wee  livedo 
as  also  our  danger  of  those  seducers 
going  abroad,  &e.$  it  was  resolved  to 
withdraw  ourselves  from  th4r  unneoes-^ 
saiy  society,  of  all  those  whom  we  know, 
or  who  were  reputed  to  be  erroneou* 
persons,  as  also  to  abstaine  ftom  reading 
their  bookes,  &c. 

^  <<  Many  records  of  other  passages  ^ia 
yeare  have  been  lost,  at  least  th^  wero 
not  set  down,  as  they  should  have  been. 

**  In  tiie  beginning  of  the  month  of 
September,  n6580  a  letter  b^g  sent 
to  the  churcn  at  Carlisle  £rom  Mr.  Grif- 
fith, pastor  of  a  church  in  London^  api- 
pointed  to  write  to  our  churehes  in  tba 
country  bv  the  oHurefies  in  and  aboutt 
London,  for  a  generall  meeting  of  the 
chordiM  in  Maffmi  of  the  coDgtega- 


tSonal  way,  at  the  Savoy  in  London,  Ae 
29th  of  the  same  inoath,  to  draw  up  a 
confession  of  their  faith,  and  declaration 
of  their  order,  &c.  the  church  did  make 
chmce  of  their  4M8tour  to  go  there,  as 
a  messenger,  who  began  his  journey 
Sept.  20tk. 

**  The  same  day  (namely,  the  3d  day) 
died  that  eminent  servant  of  the  LonJ, 
and  nursing  falher  of  our  churehes, 
Oliver  Cromwell,  Lord  Protectour. 

<<  A  day  of  fasting  andpraier  was  kept 
for  the  Savoy  Meeting,  Oct.  the  22d, 
thereabout :  the  pastor  returned  from 
the  meeting  at  the  Savoy  with  glad  tid- 
ings to  the  people  of  God— 1.  in  respect 
of  the  Lord's  gracious  owning  of  those  at 
that  meetii^,  in  respect  of  tiie  umon  of 
their  spirits  and  judgment  beyond  ex- 
pectation^^2.  for  the  favour  given  them 
by  the  Lord,  in  the  eyes  of  tlMse  then  in 
authority. 

*'  It  bdng  agreed  at  the  meeting,  at 
the  Savoy,  that  Nov.  the  lOth  should  be 
observed  and  kept  a  day  of  thanksgiving 
by  all  the  churches  upon-their  messengers 
returned,  it  was  accordingly  kept  by  this 
ehnrch  at  Cockermouth  :  tiie  pastor  then 
discoursed  from  the  scripture.  Acts  iz.  31. 
Many  grounds  6f  thanksgiving  were  then 
before  the  churches  as,  1.  for  the  agree- 
ment of  the  messengers— 2.  for  their 
sa&ty,  &c.  &c.  &.C. 

"  Nov.  15th  (1G60).  The  pastor, 
Gtorge  LarkhtMi  was  ejected  from  the 
pubbke  place  at  Cockermouth,  by  the 
violence  of  Sir  George  Fletcher. 

**  An.  1661.  The  chureh  in  thb  year 
had  several  meetings  in  parts  and  par- 
cells  here  and  there,  as  they  could,  be- 
cause of  the  great  violence  of  eyill  men. 
However,  in  some  place  or  other,  pub- 
likly  every  Lord's  day,  they  had  the 
advantages  of  hearing  some  of  their 
teachers, 

«  fiut  now  in  the  yeare  1662  nU  pub- 
like liberty  is  denyed ;  that  act  of  con- 
formity or  umformity  bei|^f  come  foorth, 
which  stops  the  mouths  of  all  that  wiU 
not  adiuer  the  covenant,  and  ioine  with 
the  unscripturall  institutions  of  tlie  day. 

*'  From  this  yeara  (1662)  uato  the 
yeare  1668,  the  pastor  beuag  forced 
away  into  another  county,  (vis.  into 
Yorkshire,  where  he  hid  himself  by  the 
chureh  advice  and  consent,)  few  pas-* 
sages  were  observed  so  as  to  be  diatinctiy 
sett  down-~only  those  things  fell  out  in 
that  said  interval!  of  time,  namely— 

«  Also  in  this  time  (1667)  tha  paator 
was  imprisoned  in  Yoike  city,  lor  five 
weekes,  upon  the  account  of  nmiHson- 
formity. 

**  But  now  in  the  jreare  1668,  after  a 
long  exile,  the  pastor  agwk  ntamed  t9 
us^  being  raov«d  in  confideaos  ao  to 
do.  He  made  his  vstume  into  thii 
QWnty,  aiid.8«te  down  witb  hisfiMnily  it 
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EgernioBdy    (Egrement,)    the    23d    of  **  July  4th,   (1684,)  the  church  had 

ApriU.  a  day  of  prater  to  seeke  God  for  his 

**  The  1 5th  day  of  May  following^  he  people  in  distresae  in  these  nations,  and 

gave  the  church  a  meeting  at  Joha  Bell's  ror  her  own  preseryation,  (as  hitherto,) 

house,  In  Embleton,  when  and  where  the  hearing  that  a  severe  judge  was  coming 

pastor  of  the  church  at  Keswick  mett  into  the  country  to  stirr  up  the  magis- 

him  also ;  at  which  time  Robert  Rich-  trates.    Lord,  msappoint  him  !  • 

ardby,  minister  of  Cockermouth,  in  a  "  Aug.  7.    The  church  spent  two  or 

furious  manner  made  a  disturbance ;  but  three  houres  together  at   the  pastor's 

blessed  be  God  his  miscliievous  intende-  house  in  Tallentyre,  to  seeke  the  Lord 

ment  was  frustrated.  for  his  poor  persecuted  and  distressed 

'*  The  18th  day  of  May  this  yeare,  people  In  these  nations,  and  particularly 

(1669,)    £he  pastor  drew  nearer  to  us  for  themselyes,  that  he  would  be  pleased 

^vith  his  fomily,  removing  from  Eger^  to  hide  them  as  hitherto.     The  pastor 

inond  to  Tallentyre,   to  his  purchased  spake  from  Psalm  iii.  8.    It  was  the  time, 

habitation,  after  seven  years*  tossing  and  of  the  general  Assizes ;  and  there  was  a 

tumbling  to  und  fro.  very  fierce  judge  upon  the  bench,   one 

*<  At    the   same    time,    (July  30th,  Sir  G.  Jcfftneys.                                          ' 

2669,)  order  was  talcen  for  the  wallinr  "  Sept.  19th.    The  Lord  was  pleaded 

of  a  piece  of  free  land  near  Cockermouth  graciously  to   hide   iu   this  evill  day, 

Townend,  given  by  Mrs.  Lowry  to  the  though  we  w^re  many  together.  Blessed 

church  fof  a  bmying  place.                    -  be  the  name  of  the  Lord. 

"Pebruarythe6A,  (1669,)  the  church  ".Jan.  14th.     Several  of  the  church 

brake  bread  together  at  the  pastor's  house  were  indicted  for  a  riot  upon  the  account 

at  Tallentyre.    There  was  a  very  com-  of  meeting  contrary  to  an  Act  agsdnst 

fortable  day  :  and  the  pastor  then  tooke  Conventicles.     The  Lord  was    pleased 

his  leave  of  the  church,  (intending  a  long  graciously  to  appear  for  his  poor  ones, 

journey  the  next  day  into  Devon,)  from  and  they  were  delivered.    Blessed  be  his 

the  text,  £ph.  i.  4.  name ! 

*<The25thdayof  this  month,  (March  <<  The    6th    of  that    month,    (May 

1670,)  the  pastor  returned  from  Devon—  1687,)  the  church  kept  a  solemne  day  of 

the  Lord  being  gracious  to  him  all  his  way;  thanksgiving,  upon  the  account  of  the 

and  blessed  oe  his  name  for  hearing  our  King's  declaration  for  liberty, 

desires  about  him.  <*  Oct.  21st.    The  church  kept  a  day 

**  May  8th.    Then  the  church  brake  of   thanksgiving  at   Cockermouth,   the 

up  their  publike  manner  of  meeting  to-  new  meeting-place,  upon  the  account  of 

gether,  in  regard  to  an  evill  Act  of  Par-  God's  goodness  to  the  country  in  the  late 

liament  passed  against  meetings  above  good  harvest  season.    The  pastor  spoke 

£ve  in  a  company.    It  was  agreed  that  from  Hos.  ii.  9. 

the  church  should  meet  every  first  day  <<  April  27th,  some  of  the  church  mett 

of  the  weeke  in  parcells,  sometimes  at  at  Cockermoutii ;  for  they  had  it  before 

one  place,    and  sometimes  at  another,  them  to  call  my  son  (Mr.  Deliverance 

tiU  this  cloud  should  blow  over.    The  Larkham)  to  be  my  assistant;  and  ac- 

houses  thought  on  for  meeting  were  at  cordingly  they  engaged  to  make  pro- 

Allerby,  Clifton,  Seckmuideri  aud  Tal-  vision  for  him,   of  about  thirty  pound 

lentyre.  per  annum. 

"  July  141ii,  (1671,)  divided  into  two  ««  May  the  9th  (1694).    The  church 

companies — lind  all  to  be  in  before  sun-  had  a  general  meeting  in  their  hired 

rising.  place,  at  Cockermouth,  in  order  to  the 

'*  Nov.  dth.   .Whole  church  at  pas-  calling  of  my  son,  Mr.  D.  L.  from  the 

tor's   faouse--^tanied    adl    night   before  west,  to  be  mv  assistant,  I  growing  old. 

Lord's  day  and  supper.  Accordingly  they  all  with  one  consent 

*<  (Sept. 29tfa,' 1672.)  There  then  com-  a^^ed  to  give  him  a  call;  and  a  letter 
municated  with  us  two  of  the  churches  was  drawn  up  and  sent  to  him,  sub- 
in  Fumesse  feBe,  Hugh  Towers,  and  scribed  by  niany  hands :  but  before  this 
Uany  Jackson,  and  one  of  the  broken  was  done,  they  subscribed  for  a  sub- 
people  at  Krawicke.  s^ption  for  bun,  and  they  subscribed 

<<The  same  day,  (JtQvSlst,  lt!81,)  to  make  him  thirty  pound  per  annum, . 

the  pasterns  son,  Mr.  Deliverance  Lark-  vriih  a   great  deale   of  readiuesse  and 

ham,  was  propounded  to  the  church  to  freedom, 

be  received  into  communion.  *'  June  the  17th.  The  church  received 

•«  Jan.  19tii,  (1682,)  it  was  also  re-  an  answer  from  the  pastor's  son  to  their 
solved  l^at  the  church  should  meet  once  letter  giving  him  a  call,  in  which  an- 
a  fortnight  in  little  companies  at  Cocker-  swer  he  g^ves  them  some  hopes  of  coming 
mouth,  EmMeton,  in  the  lowland.  O  down  among  them. 
Lord,  let  thi*  cloud  blow  ovei^— grant  "  July  22d.  The  pastor  received  a  let- 
liberty  to  thy  tieopie  again  speedily,  for  ter  ftbm  the  people  at  Launceston,  which 
thy  m^cies'  sake.  manifested  they  had  chosen  him  called 
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bj  them  (riz.  Mr.  D.  L.)  for  their  pas- 
tor. Tbmfore  they  desred  to  keep  him 
with  them. 

"  Not.  24th,  (1700,)  being  Lord's 
day,  spoke  irom  John  ix.  4.  which  whs 
Ids  isst  sermon  on  that  subject.  He  was 
sorely  afflicted  by  reason  of  the  stone  and 
graven,  so  that  he  departed  this  life 
26th  December,  in  the  7l8t  year  of  his 
age,  having  been  pastor  over  this  congre- 
gation about  49  years.  Thus  thi^choyce, 
uborions,  divine,  and  eminent  servant  of 
Jesns  Christ,  aher  he  had  fnithfiilly 
served  his  generation  work,  and  faith- 
fully, dischiurged  his  pastoral  office,  de- 
parted in  peace.  His  hist  words  were— ^ 
Lord,  remember  my  poor  brethren  in 
France !  His  corpse  was  interred  in 
Bridekirk  Churchy  the  27Ui  December, 
1700." 

(The  number  of  communicants  (resident 
in  various  parts  of  the  country)  wad,  in  his 
dgys — 109  men,  and  106  women.) 

"  The  Rev.  Mr.  John  Athinsonf  who 
was  educated  for  the  work  of  the  mini- 
stry by  the  Rev.  Mr.  Frankland,  and  bad 
served  at  Crook,  &c.  where  he  was  well 
approved  of;  yet  want  of  healtli,  and 
not  80  well  able  to  sen'e  there,  that 
people  gave  him  dismission,  as  appeared 
unto  us  under  their  hands,  dated  5th  Oct. 
1701.  Then  at  a  solemne  church  meet- 
ing, 17th  Oct.  1701,  he  was  received  a 
member:  and  his  call  being  readily 
signed  by  our  church,  delivered  the  same 
to  him,  which  call  to  the  pastoral  office 
he  accepted  off." 

In  this  year  (1701^  a  dwelling-house, 
for  the  use  of  the  nunister,  was  built. — 
In  1719  (as  appears  from  a  stone  over 
the  public  entrance)  the  meeting-house 
was  reb^lt  and  enlarged.  The  Rev.  John 
Atkinson  appears  to  have  laboured  with 
considerable  success;  and  very  great 
numbers  were  added  to  the  church.  His 
sendees  on  earth  were  finished  abouti 
1732  or  3. 

After  his  death  a  Mr.  Walker  became 
the  pastor ;  but  he  shortly  afterwarrls 
removed  to  Hexham. 

William  Asp'mwall,  B.  A.  of  Magdalene 
College,  Cambridge,  was  ejected  by  the 
'Act  of  Uniformity  from  the  rectory  of 
Mattersey,  Nottinghamshire.  In  the  lat- 
ter part  of  his  life  he  was  settled  with  a 
dissenting  congregation  at  Cockermouth. 
—See  a  letter  from  the  Rev.  J.  Atkinson, 
Cockermouih,April  16th,1724— Palmer's 
Noncon.  III.  p.  99. 

In  the  year  1737,  the  Rev.  TTumat 
Jolly  (or  J oUie)  was  settled  at  Cocker- 
mouth,  and  was  much  blessed  in  his  la- 
bours. Many  were  added  to  the  church; 
and,  to  this  day,  aged  persons  speak  of 
him  in  the  most  respectful  terms.  He 
died  in  the  June,  of  1764. 

After  his  death,  the  congregation  were 
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not  onmiimous  in  the  choice  of  a  suc- 
cessor :   some  were  for  a  Mr.  PappU' 
veilj  a  student  of  Heckmondwike  (and 
who  was  afterwards  settled  and  deceased 
at  Beverley,   in  Yorkshire) ;    but  Mr. 
Thoma»  LowtkioH  became  the  minister  of 
the  meeting-house.  There  bduig  no  doubt 
of  l^e  in^oduction  of  Arianism,  a  divi- 
sion of  the  people  took  place ;  and  the 
friends  of  truth  agreed  to  the  opening  of 
another    house    for   religious    worship, 
which,  finom  its  situation  in  the  town, 
was  known  by  the  name  of  the  High 
Meeting. 

The  following  notice  appears  in  the 
church  book  relative  to  this  event : — 

««  1765,  Nov.  20th.  The  new  meeting- 
ing-house  wss  opened,  and  a  sermon 
preached  by  one  Mr.  J.  Kettilby,  mini- 
ster at  Tottiebank,  Lancashire,  from 
Isaiah  xxvi.  2,  3." 

The  following  also : — 

«*  1767,  Apm  5th.  Mr.  Ord  has  been 
with  us  a  whole  year ;  but  not  being  or- 
dained, we  could  not  have  the  seals  of  tbe 
covenant  administered  to  us,  though  wee 
applied  to  those  ministers  who  professed 
to  be  orthodox  :  they  refused  to  give  us 
any  assistance,  unless  we  would  apply  to 
those  ministers  whose  principles  wee  op- 
posed, which  wee  looked  upon  as  giving 
up  the  cause  we  were  contending  for, 
and  snekingly  betray  the  truth  of  the 
Gosple  into  the  hands  of  the  opposition. 
Wee  then  made  application  to  the  Rev. 
Mr.  James  Tetiey,  of  Ravenstonedale, 
who  is  not  in  connection  with  the  Cum- 
berland provincial,  who  indulged  us  with 
the  favour  to  come  and  preach  to  us, 
and  administered  both,  ordinances,  the 
Lord's  Supper,  and  baptized  children, 
which  our  orthodox  had  denied  us. 

«  June  18th,  Rev.  Mr.  Selby  Ord  was 
ordained  pastor  at  Cockermouth— a  nu- 
merous congregation  present.  The  per- 
sons assisting  in  the  solemnity  of  the 
day  were.  Rev.  Mr.  Waldgrave  and  Rev. 
Mr.  Allott,  both  from  Lancashire.  There 
appeared  abundance  of  the  presence  of 
the  Lord  in  this  solemnity.  May  the 
glory  of  the  Lord  still  dwell  wiw  us, 
and  thus  fill  the  assembly  with  his  pre- 
sence. Rev.  Mr.  Fisher  preached  on  this 
occasion  from  those  words  in  1  Cor. 
i.  21.  Mr.  Waldgrave  gave  exhortation. 
Mr.  Allot  to  his  confession  or  examined." 

Mr.  Ord  is  reported  to  have  maintamed 
an  honourable  and  useful  character  in 
this  situation  for  eleven  years,  when  he 
undertook  a  parochial  charge  in  Ber- 
wickshire, Scotiand. 

The  following  short  notice  of  him  ap- 
peared in  tbe  Carlisle  Journal  of  July  23d, 
1814  :— 

<<  Rev.  Mr.  Selby  Ord  died  at  the  manse 
of  Longformacus,  Berwickshire,  or  Scot^ 
laad^  on  July  10th,  1814,  in  the  73d 
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fear  of  hk  age,  and  48tk  of  his  mini- 
stcy;  yk.  11  yean  at  Cockennoudi,  and 
37  at  Longformacm." 

About  the  year  1781,  Mr.  Lowthion 
departed  this  life,  and  was  immediately 
sQcceeded  by  Mr.  Smith,  a  Scotsman, 
but  who  soon  after  resigned  this  pastoral 
chai^,  and  returned  to  his  own  coun- 
try.   The  two  congregations  now  united 
at  the  old  meeting-house,  and  presented 
a  unanimous  call  to  Mr.  Henry  Towmend, 
of  the  Academy  at  Heckmondwike.     In 
the  year  1783,   Mr.  T.  commenced  his 
labours  among  t^  people ;   and  he  is 
said  to  have  laboured  with  great  pro- 
priety in  uniting  persons  of  various  sen- 
timents;   and  though  he  had  much  to 
contend  witii,  both  in  character  and  doc- 
trine, he  was  enabled  to  preserve  general 
harmony;    nor  were  his  labours  unat- 
tended with  a  good  measure  of  success. 
Mr.  Townsend    left    Cockermouth    on 
Aug.  6th,  1793,  having  preached  an  im- 
pressive farewell  discourse  from  Numb, 
xxvii.  16,.  17  ;  and  he  took  the  charge  of 
a  congregation  at  Darwen,    in  Lanca- 
shire.   After  his  departure,  the  people 
remained  for  some  time  without  a  per- 
manent minister :   a  Mr.  Trail  and  Mr. 
WUliamt  are  mentioned  among  the  tem- 
porary supplies ;  but  very  serious  incon- 
veniences were  experienced  by  the  variety 
of  preachers,  and  the  ^rant  of  a  suitable 
probationer  for  the  situation.      In  the 
y^  1797,  Mr.  Robert  Swan,  firom  the 
neighbourhood  of  Dumfries,  came  among 
them,  and  continued  his  ministerial  ser- 
vices till  1814.    Though  educated  in  one 
of  the  Scotch  Universities,  his  attain- 
ments weje  exceedingly  limited  ;  nor  was 
he  at  all  calculated  for  usefulness  at  this 
important  and  once  flourishing  station. 
The    attendance    very    lamentably    de- 
creased ;  and  every  returning  year  wit- 
nessed   (what  many  would  have   felt) 
|Munfu]^  and  public  reductions  in  the  ob- 
jects of  his  mitaisterial  charge.     Unfor- 
tonately  for  Cockermouth,  he  was  dis- 
appoint^  more  than  once  of   a  kirk 
limg.  After  the  succession  of  seventeen 
yean,  however,  when  he  had  scarcely  so 
many  families  in  attendance  on  his  mi- 
nistry, he  retired,  and  revisited  his  na- 
tive soil.    The  <<  little  flock"  was  soon 
provided  for ;  and  many  who  had  been 
"  as  sheep  going  astray,**' were  **  now  re- 
turned unto  the  Shepherd  and  Bishop  of 
souls."      In   1815y  Mr.  James  MujcuU, 
originally  of  Hackney  Academy,  but  who 
had  been  cordained  a  few  years  before  at 
Ravenstonedale,  Westmorland,  and  had 
also  previously  officiated  a  short  time  at 
DarUngton,    was    cordially   invited    to 
**  take    the   oversight  of  them  in  the 
Lord."     The  settlement  of  this  devoted 
young  minister  promised  great  things  for 
the  diiirch  of  God-  in  th^  nei|^hbour- 
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hood ;  but,  in  the  meridian  of  his  days, 
he  was  called  to  rest  from  his  labours, 
and,  as  <*  a  good  and  foithful  servant," 
to  **  enter  into  the  joy  of  his  Lord." 
Not  satisfied  with  his  labours  in  the 
town,  he  went  about  doing  gcxxl;  and 
numerous  villages  were  now  favoured- 
with  the  Gospel,  which  had  scarcely  ever 
enjoyed  the  privilege  since  the  days  of 
the  venerated  Larkham.  Indeed,  there 
is  no  doubt  that  his  multiplied  exertions, 
out  of  season  as  well  as  in  season,  very 
seriously  injured  his  health ;  'and  un- 
happily the  domestic  circle  did  not  al- 
ways afford  him  those  kind  and  necessary 
attentions,  which  are  of  so  much  import- 
ance to  the  comfort  of  the  ministerial 
office.  He  enjojred,  however,  in  a  high 
degree,  the  coosoiations  of  religion,  and 
had  the  pleasure  of  witnessing  an  in- 
creasing church  and  congregation.  He 
always  seemed  most  deeply  impressed 
with  the  importance  of  real  usefulness  in 
the  christian  ministry,  and  used  to  observe 
how  much  it  was  to  be  regretted  that  many 
ministers,  particularly  of  the  Indepen- 
dent community,  either  outstayed  or 
outlived  the  period  of  their  real  usefulness, 
and  could  only  be  considered  as  a  burden 
to  themselves  and  the  churches  of  Christ. 
When  in  company  with  his  brethren,  he 
was  observed  almost  uniformly  to  pray — 
**  May  we  be  banished  by  thy  provi- 
dence, O  Lord,  from  our  present  sta- 
tions, rather  than  stay  beyond  the  use- 
fulness of  our  labours ;  and  may  our 
lives  themselves  be  shortened,  rather  than 
we  should  continue. here,  without  being 
acceptable  and  successful  in  thy  service  1" 
His  affectionate  charge,  and  his  asso- 
ciated brethren,  were  bereaved  of  his 
valuable  services  in  1819  ;  for  on  the 
7th  of  August  in  that  year,  at  the  early 
age  of  thirty-four,  he  was  called  from 
<<  the  life  that  now  is"  to  *'  that  which  ^ 
to  come."  Alter  being  Inipplied  with  a 
variety  of  preachers, '  Mr.  Jonathan  Ed- 
toords,  who  had  studied  a  short  time  at 
Newport  Pagnell  Academy,  and  the  son 
of  the  Rev.  Peter  Edwards,  of  Wem,  in 
Shropshire,  was  etigaged  by  this  church 
for  twelve  months,  at  the  close  of  which 
he  retired,  to  share  in  the  labours  of  a 
boarding  school  at  Manchester.  In  the 
course  of  a  few  months  afterwards,  tiie^ 
church  was  called  to  mourn  the  loss  of 
their  aged  and  only  surviving  deacon, 
Itaae  Brown,  who  had  distinguished  him- 
self by  his  decided  support  Of  Mr.  Ord, 
on  the  introduction  of  Arianism  into 
the  old  meeting-house,  and  who  had 
held  an  official  station  in  the  church, 
even  prior  to  that  distant  period.  Since 
tiie  departure  of  Mr.  K.  the  people  have, 
not  been  unanimous  in  the  choice  of  a 
minister ;  and  it  is  to  be  regretted  they 
have  not  discovered  that  unity  of  spirit^ 
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and  that  propriety  of  Chriitian  beharionr, 
which  are  so  cnential  to  the  comfort 
and  the  credit  of  a  Chiistian  society. 

Croglin  b  celebrated  in  the  records 
of  Non-conformity,  coupkd  as  it  is  with 
the  memorable  name  of  John  Eqgeny  (the 
ejected  rector  of  this  parish,^  of  whom 
Palmer  has  furnished  so  mteresting, 
and  BO  very  remarkable  an  anecdote. 
Some  of  the  descendants  of  Mr.  R.'s 
hearers  are,  to  this  day,  animated  by 
the  spirit  of  their  pious  anoestoTB ;  and 
for  several  jean  the  parish  has  been 
fiivoiired  with  the  pastoral  attentions  of 
the  minister  at  Parkhead. 

CROSTHWArrE,  honoured  with  the  ser- 
vices of  Mr.  James  Caw,  is  a  very  exten- 
sive parish,  and  includes,  besides  nu- 
merous hamkts  and  chapebries,  the  small 
market  town  of  Keswick.  A  non-con- 
formist congregation  exists  in  this  town, 
and  will  be  noticed  in' its  proper  place. 

Edenhall  had,  aceoiding  to  Palmer, 
for  its  ejected  curate,  Mr.  Tkomn  Tnior  ; 
bat  no  siibsequent  information  appears 
which  is  worthy  of  public  notice. 


j'^MisedtkneouM.  [[Hat, 

Egrbmont.—- From  the  church  of  this 
neat  little  town,  «  Mr.  Eabdly  an  Anti- 
nomian,"  is  said  to  have  been  ejected  in 
1 662.    There  appears  id  record  of  a  dis- 
senting congregation  being  raised  after 
this  ejectment ;  nor  is  it  to  be  regretted 
if  there  was  »ot,  for  <<  like  people  like 
priest*'  bears  too  general  an  application 
to  admit  of  many  exceptions.     About 
twenty  years  ago,  an  itinerant,  employed 
by   the   Assodatiou   for    spreadmg  the 
Gospel  in  the  four  Northern  Counties, 
preached  for  some  time  in  this  town, 
with  enoourag^g  prospects  of  usefiihies : 
but,  unfortunately,  some  imprudences  in 
his  conduct  rendered  necessary  his  re- 
moval, and  confirmed  the  prejudices  of 
the  people  against  the  purity  of  the  Gos« 
pel.    lliere  has  been  occasional  preach- 
ing, since  that  period,  by  ministers  from 
Whitehaven  and  Bootle  ;  but  it  is  to  be 
lamented  that  there  is  not  a  meeting- 
house for  the  fnithful  administration  of 
Christian  ordinances,    in   a   town   and 
neighbourhood,  of  so   many  thousand 
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II.  MISCELLANEOUS. 


frisk  "BioangeUeal  Soektif^ — The  Annual 
Meeting  of  &e  Irish  Evangelical  Society 
will  not  be  hehl  at  the  City  of  London 
Tavern  as  heretofore,  but  at  the  London 
Tavern,  Bishopsgate  Street,  on  Tuesday, 
the  7th  day  of  May,  1822 ;  chair  to  be 
taken  at  half-past  six  o'clock  in  the 
evemng. 

Nettport  PagTidl  EvangeHeal  Itutihuion 
for  educatmgYaung  Mm  fir  the  Ckrittian 
Ministry, — The  Tenth  Anniversary  of 
this  Institution  will  be  held  at  the  Rev. 
T.  P.  BulFs  Meeting-house,  on  Tuesday, 
the  21  St  Instant.  The  Rev.  J.  Hyatt,  of 
London,  is  expected  to  preach  in  the 

morning,  and  the  Rev. in  the 

evening.  Hie  Annual  Report  wiH  be 
read,  and  the  business  of  the  Institution 
transacted,  in  the  afternoon,  as  usual. 

Annivefsanf  of  tne  Port  of  London  Society 
fir  promaiing  AeUgion  among  Seamen, — On 
Moiftday,  the  6th  of  May,  the  Fourth 
Aniiiversary  Meeting  of  this  Society  wfll 
be  held  at  the  City  of  London  Tavern, 
Bishopsgate  Street;  when  the  Right 
Hon.  Admiral  Iiord  Ganabier,  K.6.C.B. 
will  take  the  chair  precisely  at  twelve 
o'clock.  On  this  occasion,  an  interest- 
ing account  of  the  advancement  of  moral 
and  religious  principles  among  seamen 
iwll  be  presented  bythe  Committee.  On 
the  foliowii^  day,  Tuesday  the  7th,  two 
sermons  wilf  be  preached  at  the  Floating 
Chapel ;  that  m  the  morning  by  the  Rev. 
William  Jay,  of  Bath,  service  to  com- 
mence at  half-past  ten  o'clock ;  and  that 
in  the  afternoon  by  the  Rev.  John  Clay- 
ton, jun.  of  London,  service  to  com- 
mence at  three  o'clock. 


Bedford  Union,- 'The  Anniversary  of 
the  Union  of  Christians  formed  at  Bed- 
ford, will  be  held  in  that  town,  on  Wed- 
nesday, June  the  .5th,  when  the  Rev. 
John  Clayton,  of  the  Poultry-  Chapel, 
and  the  Rev.  Mr.  Middleditch,  of  Biggles- 
wade, are  expeeted  to. preach. 

Briiiah  Lancasterian  Institutionj—The 
Anniversary  Meeting  of  the  Royal  British 
Lancasterian  Institution  for  the  educa- 
tion of  1500  children  of  the  poor  of  all 
relifl^ous  denominations,  will  be  held  at 
two  precisely,  on  Friday,  M^  3d,  in  the 
large  School,  North  Street,  Flnsbury,  at 
which  meetkig  His  Royal  Highness  the 
Duke  of  Sussex  will  certainly  preside. 

ProtestaU  Soaetyr^The  Anaual  Meet- 
ing of  the  Protestant  Society  for  the 
Protection  of  Religious  Liberty,  will 
occur  on  Satufday,  May  llth»  at  eleven 
o'clock  precisely,  at  thC'  (^ity  of  London 
Taveniy  aad  Loird'Joka  Ruaseli  will  pre- 
side. 

CongmationalSchool^-Jbe  Half-yearly 
General  Meeting  of  the  Govemois  of  the 
Congregational  School  will  take  place  on 
Wednesday,  May  15.  This  iraportaat 
and  truly  charitable  Inrtitution  has  for 
its  object  the  education  of  the  sons  of 
cfissenting  ministers ;  and  those  who  are 
aware  of  the  deep  poverty,  severe  priva- 
tions, and  oppressive  labours  .austained 
unmurmnringly  by  many  of  that  me- 
ritorious class,  wilt,  -  we  are  persuaded, 
do  their  utmost  to  assist  the  efforts  of 
the  Comihfttee.  "nkeh!  are  eight  can- 
didates for*adiiiis4on,  and  tiie  disburse- 
ments conaderably  exceed  tiie  recdpts. 


1822.;]                Rdigiaus  ItU^eiW4 : -^MtseellaneauM.  iK79 

.     Mimm  to  Tartary  and  ChrcoMna. — On  and   that   the   receipts  of   the  Socle^ 

Wednesday,  March  20,  the  Anniyenary  had  amounted  to  ^"446.  lis.,  of  which 

Meeting  of  this  Society  took  place  in  the  £2S3.  lOs.    had  bcien  remitted   to  the 

Lecture  Room  of  the  Dublin  Institution,  Parent  Society  in  London,  for  copies  of 

when  the  Hon.  James  Hewitt  was  called  the  Scriptures.    The  principal  spcskers 

to  the  chair.  were.  Rear  Admiral  OUvcr,  P.  A.  Singer, 

It  may  be  necessary  to  inform  some  of  Esq.,  Rev.  Mr.  Palmer,  Hon.  and  Rev. 

our  readers,  that  a  Society  has  existed  in  E.  Wingfield,   Rer.  Mr.  Malthus,  Rer. 

Scotland,  for  some  years,  for  sending  Dr.  Parke,  Rct.  J.  Singer,   H.  Monck, 

missionaries  to  these  uncultivated  regions.  Esq.,  Hon.  Captun  Stuart  Tfeach,  Ma- 

The  Sultan  Katte-Ghery,  whose  anccs-  jbr  Oliver,  Mr.  Locke,  and  Capt.  Pringle. 

tors  had  been  Khans  of  the  Crimea,  was  j^j^^  Education.— ^e  have  lecfived 

one  of  their  first  converts  to  Christianity ;  ^  ^^^^  complaining  of  the  illiberal  and 

and,  anxious  to  difftase  the  blessings  of  exclusive  system  of  the  English  colleges, 

the  Gospel  amongst  Ym  countrymen,  he  ^^^  contrasting  with  It  the  open  and  ge- 

obtomed  permissiMi  from  the  Emperor  ^^rous  emulation  of  the  Scotch  Univer- 

of  Russia  to  visit  Bnuun.    After  having  ,.^^8.    There  cannot  be  two  opinions,— 

h^^T^^ln'fy^^i^^lL^t  ^  "»««'  ^^  ^^""^'  unprejudiced  opi- 

Imd,  he  nrnved  in  Dublm,  m  the  summer  nion— respecting  the  comparative  merits 

of  181^  y^^««' ^'«  *  crowded  assem-  ^f  ^hc  uaffwlnd  the  free  plans ;  but 

blage  at  the  Rotunda,  he  pleaded  tiie  ^^n  our  comspondent  goes  on  to  en- 

aineof  hm  countmnen  with  such  effect,  fo^ce  the  expediency  of  petitioning  Parw 

that  the  present  Society  was  formed  to  lament  for  &  destfuction  of  educational 

corporate  with  the  Scotch  MissKHUury  monopoly,  we  can  only  suggwt,  tiiat  he 

Society,  m  sending  the  blessings  of  Chris-  ^^  J^,/  g^em  to  have  iufficientiy  consi-~ 

tianity  to  these  extensive  regions.  ^^^  ^^^  essential  nature  of  church  esta- 

rhe  Report  was  read  by  the  Secretary,  bUshmente,  nor  to  have  calculated  the 

and  we  are  happy  to  find  that  some  pro-  ^^j  j,  j  ^^^  influence  which  they  have  in 

pss  has  been  already  made  in  tiie  ob-  the  British  Legislature, 

jects  of  the  Society.    Several  miseiona-  •  ♦  Instead  of  inserting  the  substance 

nes  have  been  sent  out,  and  Asti^chan,  of  tfe  foil  owing  note  amoi^  our  announce- 

and  other  plaCes,  have  been  fixed  on  as  ^^^^    ^^  ^^^  ^f^^  ^  to  speak  for 

convenient   stations   for  furthering  the  u^clf  ia   this  place.      Mr.  Wilson    has 

preat  work  in  which  Aey  are  engaged,  chosen  a  subject  which,  if  adequately 

A  much  greater  d«^e  of  liberality  than  ^^^^    ^i,i  e^„^l,le  him  to  throw  consi- 

was  expected,  is  found  to  exist  among  ^^^le  light  on  the  Uterary  history  of  an 

Je  Mahometan  inhabitants,  and  an  ex-  important  period. 

Si^Zn'I'^^a^T^'wtr^iiS^  "  Gentlemen,-Having  been  engaged 

portwns  of  Seri^nre  and  tracts  distn-  ^j.  ^^^  ^.^^  ^^  collecting  materials  for 

buted  amongst  tiiem.    No  obrtacles  ajn  ^  ^^^^^       ^f  tj,^  L-^  ^^|  tj^^^  ^f  ^^ 

pear  to  hem  the  wny  of  eAicafaon,  which  celebrated  Daniel  De  Foe,  witiiaiiew 

»  a  primaiy  object  of  the  Society,    Many  ^  publication,  you  will  oblige  me,  by 

slaves  have   been  ranwmed,  and  these  ^lloWing  your  work  to  be  tiie  medium, 

have  proyM  mo^  useful  to^e  misnoiia.  ^^^  requesting  communications  from  any 

n«  as  iBiarpfeten.     ponx  iht  great  ^^           correspondents,  for  tiie  further- 

^^^  J?  ??*^^  ^  ''**'*^^  T^  «*  of  the  dei^;  and  the  •«»  wtti  te 

f«ted  by  the  Persian  goyernmei^,pleM.  thankfully   accepted,    addressed  to    me 

ing  anticipabons  are  held  out,  that  the  ^^^  ^^  Lufltonrnear  Yeovil,  in  Somer- 

saccess  of  the  present  mission  may  open  getsWre,  or  at  No.  34,  Ely  Phice,  Hol- 

Ae  ™r  for  the  promulgation  of  the  Cos-  ^     ^  ^^^^    I          dcutiemen, 

pel  throughout  that  country,  as  well  as  m  yows  respectfully, 

other  parts  of  the  mtmor  of  Asia.    A  a  wTlter  Wilson." 

letter  was  read  from  the  Sultan  Katte-  ,__-»-« 

Ghery,  expr^ng  strong  feelsigs  of  at-  ^j^^            ^^^^  ^^^  agnature  M.  C.  S. 

tochmenttj)tius  country;  and  entoeatmg  ^  ^^  ^^  ^  ^^  ^^     Perhaps,  we 

Uiat  an  Irish  nuMionny  m^ht  be  senf  are  a  little  fastidious ;  but  as  we  do  not 

out  to  assist  i»  dus  good  WQ*.  p^ft^  ^  ^^  very  Ijiigely  In  the  poetical 

Dublm  Nanal  and  Milhary  Bible  Society ^^  line,  we  have  the  more  leisure   to  be 

On  Tuesday,  March  191^,  the  Anivcr-  somewhat  particular  in  the  selection  of 

sary  Meeting  of  tbm  Society  was  held  at  our  commodities* 

the  Lecture  Rooms  of  the  DuUib  Instil  Lines  **  to   the  Memory  ef  Mungo 


totion ;  hord  Vlseotuit  Poweneoort  in  Parke,"  we  hesitate  about  inserting,  not 

the  chaur.      Hie  Repotft  was  xead<  l^.  on  the  score  oi  meiit  for  they  are  re* 

Ueut  Haildfield,  R.N.  from  which  it  spectaUy  written;   bur  because  we  are 

appeared,  that  SBliBibfea,  and  466  Tea*  inclined  to  ifaink  tbem  better  soKed^  to 

tanentsy .  had  Ibden  drcubted  by  tiiem  in  ol^Ler  :pubiicati6as  tiian  to  outa. 

the  amy  and  navy  duriogttfae  piat  yeiv^  <<  On  Itaiiii  is.  6,"  ia  oMrnest. 
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LITERARY  NOTICES,  &c. 


W0RK8  PRBPAtliNO  FOR  THE  PRESS. 

Travels  along  the  Mediterranean,  and 
parts  adjacent,  extending  as  far  as  the 
second  Cataract  of  the  Nile,  Jeruss' 
lem,  Damascus,  Balbec,  Constantinople, 
Athens,  Joannina,  the  Ionian  Isles,  &c. 
i^c.)  in  the  years  1816,  1817,  1818,  in 
company  with  the  Earl  of  Belmore.  By 
Robert  Richardson,  M.  D. 

Mrs.  Schimmelpenninck  has  in  the 
press  a  second  volume  of  Biblical  Frag- 
ments, which  will  appear  in  May. 

In  the  press,  Sermons  by  the  late  Rev. 
Koah  Hill,  on  a  variety  of  interesting 
and  important  subjects,  with  his  Funeral 
Sermon,  including  a  brief  Memoir,  by 
his  successor,  the  Rev.  J.  Hooper,  A.M.> 
1  volume,  octavo. 

The  Scripture  Character  of  God,  or 
Discourses  on  the  Divine  Attributes. 
By  Rev.  H.  F.  Burder,  A.  M. 

Mr.  W.  H.  Crook  is  preparing  for 
publication  a  Synoptical  Parodigm  of  the 
regular  and  irregular  Verbs  of  the  He- 
brew Language,  exhibiting  at  one  View 
all  their  varieties  of  inflexion,  character- 
istic marks  and  mutual  dependance,  on 
a  new  and  simple  principle  of  Analysis, 
whereby  this  hitherto  difficult  portion  of 
the  Hebrew  tongue  may  be  perfectly  ac- 
quired with  considerable  facility,  and  in  a 
short  time. 

Mr.  Jehoshaphat  A  spin  is  engaged  in 
revising  his  MS.  of  the  third  Volume  of 
his  Analysis  of  Universal  History,  which 
IS  expected  to  appear  in  the  oourse  of  the 
ensuing  autumn. 

In  the  press,  and  nearly  ready  for  pub- 
lication. Letters  and  Conversations  on 
Public  Preaching,  including  Rules  for 
the  preparations  of  Sermons,  in  which 
the  principles  of  ^e  celebrated  Claude 
are  adopted' and  extended  in  numerous 
examples  from  the  best  Authors. 


WORKS   RECENTLY   PUBLISHED. 

Memoirs  and  Select  Remains  of  ao 
only  Son,  by  Rev.  Thomas  Durant,  iQ 
2  vols.  12mo.  price  10s.  boards. 

The  Young  Communicant's  Remem- 
brancer 'y  9  Treatise,  intended  at  pnce  to 
remind  the  young  Communicant  of  the 
Practical  Obligations  of  Religion;  and 
to  direct  and  encourage  him  amidst  the 
Duties  and  Difficulties  of  the  Christian 
Life.  By  the  Rev.  Williauj  Hamilton, 
Minister  of  Strathblane.  12mo.  3s.  6d. 

Institutions  of  Theology ;  or  a  Con- 
cise System  of  Divinity,  with  reference 
under  each  Article  to  some  of  the  prin- 
cipal Authors  who  have  treated  of  the 
Subjects  particularly  and  fully.  By  Alex- 
ander Ranken,  D.  D.  one  of  the  Minis- 
ters of  Glasgow.     In  8vo.  price  148. 

Unitarianism,  a  Perversion  of  the  Gos- 
pel of  Christ :  a  Sermon  delivered  at  the 
Independent  Meeting  House,  Ringwood. 
By  Alfred  Bishop.  Price  8d.or  78.  per 
dozen. 

An  Apology  for  the  Freedom  of  the 
Press,  and  for  General  Liberty.  Bjr 
Robert  Hall,  M.  A.  Seventh  Edition, 
with  Corrections.  Price  3s.  6d. 

A  New  Eftition  of  the  Rev.  Thomas 
Scott's  Commentary  on  the  Bible;  in 
6  vols.  4to.    Price  £S.  8s. 

A  Series  of  Sermons,  on  the  Nature 
and  Effects  of  Repentance  and  Faith. 
By  the  Rev.  James  Carlile,  of  Dublin. 
8vo.  9s. 

Menujirs  of  the  late  lUv.  Junes  Soott, 
one  of  the  Ministers  of  Pertb^  eontam- 
ing  Extracts  from  hu  Diary.  By  the 
Rev.  W.  A.  Thomson,  of  Perth.  12mo. 
3s.  6d. 

Memoirs  of  the  Astnmomlieal  Society 
of  London.  Vol.  I.  4to.   Price  21s. 


ANSWERS  TO  CORRESPONDENTS,  &c. 
Communications  received  this  m^nth  from  Messrs.  T.  Keyworth — J.  Ryley— J. 

Turner — S.  Buhner — H.  F.  Burder — J.  Blackbume — J.  Whitridge. 
Also  from  Philodemus-^.  K.— Ull«us— A.  B.— P.  H.— E.  Wilshere— W.  Wilsoi*— 

A  Constant  Reader— B.  W.  L.-^-Miles-^John  Wilks, 

»  • 

Our  next  will  contain  an  interesting  Memoir  .of  the  late  Rev.  Mr.  Sterenson,  of 
Castle  Hedingham,  Essex,  compiled  from  documents,  transmitted  bjr  the  fiunily  of 
the  deceased. 

A  Correspondent  proposes  the  foUowing  query.  Can  a  Member  of  a  Dissenting 
Church,  eonscientiausly.  partake  of  the  Loin's  Supper,-  in  the  Establishmnit,  and  as 
a  qualification  for  any  civil  office. , 

.  To  the  Ediiort. — ^Pemit  me,  through  the  medium  of  your  valuable  miseellaoy,  to 
request  information  as  to  the  existing  practice  of  Dissenting  Ministers,  in  respect 
to  the  order  of  their  burial  services.  Although  I  am  not  more  a  firkend  to  '*  Direc- 
tories," than  to  service  books,  I  take  it  for  granted  that  a  uniformity  of  j^raetice  is 
desirable,  so  far  as  practicable,  and  it  appears  to  me,  dut  our  custosis  in  this 
respect  are  neither  so  well  known,  so  uniform,  nor  so  unexceptionable  as  could 
be  wished.  The  suhgect  will,  perhaps,  admit  of  discussion,  but  I  content  npiyself  for 
the  present,  with  requesting  information  as  to  the  views  enlertaiiied  by  your  Cone- 
spondents  rdative  to  the  beat  mode  of  conductii^  Ifae-  serHoe.  JL  £• 

Erratum.— Essay  in  page  237,  shoold  be  PRIZE  ESSAY. 
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MEMOIR  OF  THE  REV.  ROBERT  STEVENSON,     , 

FORTY-^EVEN    YEARS    PASTOR    OF  THE    CHURCH    AT    CASTLE-HEDING- 

HAM,  ESSEX. 

Compiled  from  original  Letters  and  other  frimte  Documents  in  the  posseuian  of  hit  Family. 

The  excellent  man^   who  is  the  omitting  it  from  his  earliest  child- 
subject  of  this  memoir,  was  bom  hood.     In  his  eighth  year,  he  en- 
in  the   town    of    Berwick-upon-  tered  the  Latin  school  of  his  native 
Tweed,  on  the  30th  day  of  Sep-  town,  under  the  tuition  of  the  Rev. 
tember,  1747*     It  was  his  privi-  Mr.  Rumney,  who  was  &  distin- 
lege  to  belong  to  a  family  which  guished  scholar,    and,    during  a 
served  the  Lord  in  tlieir  genera-  seven    years    pupilage^    laid    the 
tions.     His  paternal  grandfather,  foundation  of  his  very  respectable 
Mr.  William  Stevenson,  was  a  man  attainments  in  classical  literature. 
oF  distinguished  piety,  and  his  ma->  As  it  is  not  usual  among  Pro« 
temal  grandfather,  the  Rev.  John  testant  dissenters  to  devote  their 
Turner,  M.A.  was  for  more  than  sons  to  the  office  of  the  christian 
forty  years  the  pa^or  of  the  dis-  ministry,  until  flieir  piety,  talents, 
senttng  congregation  assembling  at  and  inclinations  for   that  sacred 
the  Low  Meeting,  Berwick,  which  employment  are  apparent,  it  was 
an  affectionate  people  erected  that  the  design  of  the  elder  Mr.  Ste- 
they  might  enjoy   his    ministry,  venson   to  educate    his    son    for 
Though  the  parents  of  Mr.  Ste-  trade,  and,  with  this  view,  he  left 
vensoii  were  the  happy  possessors  his  native  town  for  London,  where 
of  genuine  religion,  he  did  not  he  attended  a  commercial  seminary 
enjoy  the  advantages  which  chil-  to  receive  instructions  in  the  gene- 
dren  usually  derive  from  maternal  ral  routine  of  business.     During 
piety^  for  long  before  his  mind  was  this  period,  he  resided  in  the  fa- 
susceptible  of  theimpressions  which  mily  of  an  uncle  and  aunt,  who 
sanctified  tenderness  produces,  his  treated  him  with  parental  kind- 
mother  died ;  a  loss  which  must  ness^  and  the  pious  conversation  of 
have  been  irreparable,  had  not  his  the  latter  contributed  to  strengthen 
pious  father  felt  the  increased  re-  those  devout  impressions  in  his 
sponsibility  of  his  new  and  pain-,  mind,  which  haa  been  first  pro* 
ful  situation,  and  laboured  with  duced  by  the  affectionate  admpni* 
the  mo6t  commendable  diligence  tions  and  consistaiit  example  of 
to  impress  his  mind  with  the  value  bis  beloved  father.    He  was  now 
(Nearly  religicm.     He  particularly  in  his  17th  year,  and  it  became 
recommended  to  his  boy  the  duty  necessary  that  sornc^  measure  should 
of  secret  prayer,  which  led  him,  be  adopted  for  his  entering  into 
when  Viery  young,  to  retire  for  that  ^tive  life,  wad  his  fnepds,  with  a 
purpose,  when,  to.  use  his  own  consistency  too freqyeatly  forgotten 
wonlsy  hecrieivntathe  Lord;  and  in  such  affairs,  obtained  for  him 
SQ  deeply  Ym»  his  mind  impressed  a  situation  in  which  his  temporal 
with  the  importance  of  this  exev*  and  eternal    interests  would    be 
cis^,   tb»(%  hp  never  remeiabered:  alike  regarded.    He  was  placed 
CoNO.  Mao.  No.  54.  ft  O 
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in  the  family  of  a  respectable 
trader,*  who  was  also  an  exenv- 
plary  member  of  a  dissenting 
church  in  the  metropolis,  a  man 
so  distinguished  for  domestic  or- 
der, steady  conduct,  and  eminent 
devotion,  that  his  society  was  ever 
sought  by  a  large  circle  of  reli- 
gious friends.  Mr.  Stevenson  soon 
experienced  the  advantages  of  his 
new  circumstances,  and  in  a  paper 
written  at  that  time,  he  says,  "  I 
would  admire  a  kind  Providence 
for  casting  my  lot  in  the  family 
where  I  live,  where  I  enjoy  many 
inestimable  privileged  and  oppor- 
tunities of  spiritual  improvement." 
And  while  he  thus  appreciated  his 
spiritual  blessings,  the  family  were 
thankful  for  such  ^n  inmate ;  a 
member  of  it,  not  long  since  de- 
ceased, would  frequently  mention 
the  urbanity  of  his  manners,  the 
kindness  of  his  temper,  and  the 
ardour  of  hrs  piety.  Happy  would 
it  be  fot  many  families,  if  recipro- 
cal duties  were  thus  observed,  and 
mutual  advantages  thus  valued. 

It  was  in  this,  house  Mr.  S.  met 
with.- J,  Of  ton's  excellent  Life  of 
Dr.  Doddridge,  the  perusal  of 
which  first  led  him  to  think  se- 
riously of  engaging  in  the  work  of 
the  christian  ministry.  This  idea 
was  constantly  present  to  his  mind 
for  a  long  period,  but  a  homble 
consciousness  of  inability  for  so 
arduous  an  employment  restraui- 
ed  him-  from  communicating  his 
wishes  to  his  friends,  till  at  length, 
after  much  anxious  feeling  and 
earnest  prayer,  he  made  known 
to  tkem  his  inclinations,  which 
were  approved  by  them  all,  and 
arrangements  were  made  for  his 
admission  into  the  ancient  and  re- 
spectable ^dissenting  academy  at 
Homerton,  then  under  the  tuition 
of  the  Rev.  Drs.  Conder,  Gibbons, 
and  Fisher.  Mr.  Stevenson  en- 
tered Homerton  Academy  in  June, 

*  Mr.  Burton,  of  Bridgewater  Square, 
maternal  grandfother  to  the  Rev,  R, 
^ost,  of  Dunmow. 
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1769,  and  though  the  scene  and 
the  engagements  were  of  a  novel 
kind,  yet  he  soon  found  himself 
in  circumstances  most  congenial  to 
his  taste  and  wishes.  By  his  dili- 
gence as  a  student,  and  his  deport- 
ment as  a  gentleman,  he  soon 
gained  the  affectionate  respect  of 
his  tutors,  whilst  his  kind,  cheer- 
ful, and  pious  temper,  won  the 
ardent  friendship  of  most  of  his 
youthftil  companions.  A  few  of 
these  beloved  associates  of  his  youth 
still  survive  him  to  recal  the  plea- 
sures of  academical  hours  and  by- 
gone years,  but  the  most  are  "  fal- 
len asleep."  In  October,  I771, 
he  united  in  christian  friendship 
with  the  Independent  church  then 
assembling  at  Founder's  Hall,  un- 
-der  the  pastoral  care  of  the  Rev. 
J.  Barber,  on  whose  ministry  he 
regularly  attended,  and  who  che- 
rished a  most  affectionate  friend- 
ship for  him. 

Having  been  now  eleven  years 
absent  from  his  father's  house,  ele- 
ven years,  too,  of  no  ordinary  in- 
terest to  all  that  regarded  him,  he 
undertook,  in  the  summer  vacation 
of  1773,  a  voyage  to  Berwick,  and 
with  what  delight  his  father  welcom- 
ed the  arrival  of  hii»  son,  in  whom  he 
now  saw  so  many  of  his  wishes 
and  his  prayers  answered,  and 
with  what  heart-thrilling  joy  he 
heard  him  preach  the  glorious 
Gospel  from  the  pulpit  which  his 
venerable  grandfather  had  so  long 
occupied,  we  must  leave  the  rea- 
der to  conceive ;  but  how  young 
Stevenson  felt  on  this  interesting 
visit,  an  extract  or  two  from  his 
own  familiar  letters,  written  on  the 
spot,  will  best  describe. — ^"  Last 
Sabbath  I  ascended  my  grand- 
father's pulpit,  and  I  had  then  such 
a  multitude  of  thoughts  crowded 
into  my  mind,  as  almost  over- 
powered me.  The  memory  of 
that  dear  and  venerable  man,  who 
once  filled  that  place,  and  the  sight 
of  some  of  the  old  standards,  who 
knew  and  loved  my  grandfather, 
reminded  me  of  the  cUefs  of  the 
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fathers  and  the  ancietU  men,  vho  the    piety    and  humility  o^  hit 

had  seen  the  ^rst  house  in  all  its  mind. 

glory,  yet  when  the  foundation  of  **  J«/y  15,  1774u 

the  second  house  was  laid   before  "  The  first  Sabbath  I  spent  at 

their  eyes,  wept  with  a  bud  voice,  Berwick  as  a  hearer— the  second 

Considering  the   number  of   old  I  spent  at  Newcastle  as  a  preacher, 

acquaintances,    schoolfellows  and  both  forenoon  and  afternoon ;  the 

play-mates,  that  were  there,  I  was  place  was  very  full,  particularly 

enabled  to  go  through  the  work  in  the  afternoon,  not  less  than  8 

with  tolerable  composure ;  though  or  9OO  people,  all  seemingly  very 

when  I  had  done,   I  could  liave  serious  and  attentive.     I  have  rea- 

wished   to  have    been    concealed  son  to  thank  God  for  the  favour 

from  the  eyes  of  every  creature,  he  gave  me  amongst  them:    O 

and  this  I  have  always  felt  when  I  pray  for  me  that  I  may  have  hu- 

have  in  any  way  engaged  in  pub-  mility,  a  greater  sense  of  my  own 

lie"  weakness,  a  greater  experience  of 

'^  You  can  easily  imagine  how  the  power  and  grace   of  Christ, 

tender   was   the  interview  I  had  and  a  warmer  zeal  for  his  king- 

with  the  best  of  relatives  after  the  dom.     I  want  very  much  to  heai: 

dangers  of  a  sea  voyage,  and   I  of  my  preaching  being  inade  truly 

know  you  will  feel  the  pain  I  must  useful,  either  to  the  conversion  of 

endure  at  parting.     Indeed  I-  can  sinners/  or  to  the  edification   of 

scarcely  refrain  the  gushing  tear  God's  own  people.     I  was  greatly 

whilst  I  now  write — for  to  reflect  solicited  to  preach  at   Swallwell, 

that  both  my  father  and  my  aunt  about  three  miles  off  Newcastle, 

are  in  years,  and  that  I  may  never  with  a  view  of  settling  with  the 

see  them  again  till  the  heavens  be  people  there,  but  I  declined  it." 

no  more,  damps  every  pleasing  and  As  his   academical  course  was 

cheerful  thought,  and  causes  my  drawing  to  a  close,  his  friends  be- 

heart  to  overflflw  with  grief.     But  gan  to  inquire  respecting  his  fu- 

whether  I  shall  ever  more  see  them  ture  settlement,   to  one  of  whom 

or  not.   Thy  will,   O  most  kind  he  replied, '*  Respecting  my  future 

Providence !   Thy  will,  O  my  un-  settlement  in  life,  I  desire  to  leave 

changing  God,  be  done !  Within  a  it   entirely    and   unreservedly  in 

few,  a  very  few  years,  I  also  shall  the  hands  of  a  gracious  and  indul- 

follow  them  and   then  — O  then  gent  God.     It   is   never  so  well 

our  friendship  and  our  love  will  with  us  as  when  we  are  most  lowly 

be  again  renewed,  then,  delightful  in  our  own  eyes,  and  most  depen- 

and  rapturous  thought !    it  will  dent  and  trusting  in  God.     I  am 

grow  and  flourish  for  ever !"  sure,  when  I  think  of  all  the  kind- 

In  this  pious  spirit  did  Mr.  Ste«  ness  and  mercy  of  Providence  to- 

venson   leave  his  family,  and  re-  wards  me  in  all  the  various  occur- 

tumed   to   prosecute    his    studies  rences  of  my  life,    I  am  almost 

through    another  session;   but  as  overpowered  with  gratitude,   and 

the  infirmities  of  advancing  years  may  well  leave  the  future  to  his 

rendered  the  life  of  his  venerable  all-wise    disposal."       In    a    few 

parent  very  uncertain,  filial  piety  months,    this    well-placed    confi- 

induced  him  to  visit  Berwick  again  dence   was  rewarded,   for  in  the 

the  following  summer  that  his  so-  autumn  of  that  year  he  was  provi- 

ciety  might  cheer  the  now  fast  de-  dentially  led  amongst  that  people 

dining  days  of  this   beloved  fa^  to   whom   he   ministered  with  so 

ther.     His  growing  acceptance  as  much  honour  until  his  dying  hour« 

a  preacher  may  be  inferred  from  In  the  agreeable  vi.Uage  of  Cas^ 

the  following  extract  written  dur-  tle-pHedingham,  Essex,   (49  miles 

ing  this  ymti  and  which  dii^lays  from  the  metropolis)    there   ha4 
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long  existed  a  flovrishing  dissoit-       To  this  written  testimony,  per- 
ing  congregation,  which  had  en-    sonal  attentions  were  added,  for, 
joyed  the  patronage  of  the  Ashurst   during  the  month  Mr.  Stevenson 
and  the  Houghton  families,  who  for   spent  at  Hedingham,  Mr.  F.  re- 
many  years  in  succession  occupied   ceived  him  into  his  own  hcnue, 
the  mansion  belonging  to  the  Cas-   took  him  in  his  carriage  to  visit  in 
tie.     Over  this  people  the  venera-   succession  the  leading  members  of 
bk  and  Reverend  William  Ford,*    his  church  and  congregation,  and 
formerly  of  Haberdasher's   Hall,    though  the  affectionate  regard  of 
had  presided  for  42  years,  when,    his  people  towards  his  young  bro- 
in  the  autumn  of  1774,  his  grow-^    ther   was  sufficiently  manifested, 
ing  infirmities  compelled  him  to   yet  it  excited  no  jealousies  in  his 
seek  the  assistance  of  some  young   mind,  but,  in  the  spirit  of  the  Bap- 
minister  who  might,  for  the  pre-    tist,  he  rejoiced  to  see  the  growing 
sent,  divide  with  him  the  labours   popularity  of  his  associate,   and 
and  the  cares  of  the  pastoral  office,    would  say  without  regret,   **  He 
and  eirentually  succeed  him  in  it.   must  increase,    but  I   must*  de- 
Mr.  Ford,  therefore,  applied  to  the   crease."* 

tutors  of  H(»nerton  Academy,  and  Whilst  Mr.  Stevenson  was  yet 
they  strongly  recommended  Mr.  deliberating  on  this  important  pro- 
Stevenson,  their  senior  student,  posal,  his  venerable  friend  was 
who,  therefore,  preached  at  He-  anxiously  waiting  for  a  favourable 
dingham  the  last  two  Sabbaths  o(  reply,  to  hasten  which^  the  foUow- 
October,  in  his  presence,  with  such  ing  note  was  written,  which  we 
general  satisfaction,  that  on  the  insert^ as  an  interesting  fragment 
following  Sabbath,  he  called  upon  of  a  most  excellent  man. 
the  churcli  to  deliberate  on   the  **  To  Mr.  Stevenson/* 

choice  of  a  co-pastor,  when  he  of-  "  Rev.  and  very  dear  Sir. — I 
fered  most  earnest  prayers  to  God,  hope  it  has  been  a  very  favourable 
that  he  would  direct  the  people,  providence  that  led  you  to  us,  and 
and  that  if  it  were  His  will,  Mr.  has  so  united  our  hearts  to  entreat 
S.  might  be  brought  amongst  you  to  fix  with  us.  Time  was 
them.  The  church  joined  in  an  when  I  wished  my  own  son  might 
unanimous  call,  and,  lest  Mr.  Ste-  like  a  settlement  here,  ^but  his 
venson  should  not  be  fully  con-  mind  was  otherwisct 
vinced  how  sincerely  he  wished  "  I  feel  so  much  of  affection  to 
him  to  accept  it,  Mr.  Ford  wrote  you  as  a  kind  of  yniviov  rtKvoy, 
to  him  in  a  hand  trembling  with  that  I  hope  it  shall  not  be  much 
the  infirmities  of  age,  the  &llow-  different.  Yours  to  me  in  answer 
ing  affecting  postscript  to  the  invi*  to  this  will,  perhaps,  strengdien 
tation  of  the  church.  our  hope :  and  may  He  who  has 

*^  I  do,  with  great  thankfulness  all  hearts  in  his  hands,  incline  you 
to  God,  hereby  testify  my  hearty  to  accept  our  invitation,  and  cause 
approbation  of,  and  concurrence  it  to  be  much  for  his  glory  and  all 
in,  this  call  of  the  church  to  the  our  edification  and  comfort." 
Rev.  Robert  Stevenson,  to  be  their  Before  Mr.  S.  had  returned  his 
pastor,  together  with  myself:  it  answer  to  the  people,  he  received 
Deing  quite  unanimous,  and  the  an  invitation  to  take  the  pastoral 
hearers  testifying  their  great  ap-  charge  of  the  old  Presbyterian  in- 
probatioh  thereof.  And  I  pray  terest  at  Park,  near  Liverpool, 
God  to  effect  this  settlement,  and  «  john  m.  30.  Hie  venerable  man 
abunaantly  to  bless  him  and  us  m  pieached  from  this  passage  the  Sabbath 
this  relation.''  after  Mr.  Sterenson's  ordination. 

*'  William  FoRn  *'       +  William  Ford,  jun.  who  succeeded 

•      Mr.  JoUie,  at  Milcs-s  Lane.— Vide  Wil- 


t  Yx^  Mr.  Wilson,  voLiu.  p.  139^141.     son,  i.  498. 


1822.3  Oreenwich  Park.  ^85 

where  he  had  preached  with  much  Ebenezer  Chater,  of  London,  a 

acceptance,  on  one  of  his  northern  lady  for  whom  he  had  long  che- 
journeys,  but  he  could  not  hesi-  .  rished  a  strong  attcachment,   and 

tate  respecting  the  path  of  duty,  who  united  to  an  excellent  temper, 

and,  therefore,  accepted  the  invi-  a  respectable  fortune  and  distin-* 

tation  of  the  churcn  at  Heding-  guished  piety.     To  complete  hift 

ham,  and  shortly  afterwards  he  happy  settlement,  Providence  di- 

removed  thither.  rected  two*  of  his  most  intimate 

On  the  13th  of  June,  1775,  Mr.  academical    friends  to  important 


Stevenson  was  ordained  to  the  co- 
pastoral  office  at   Castle-Heding- 


stations  in  his  immediate  neigh- 
bourhood,   so  that  he  was   sur> 


ham,    when    his    colleague,    Mr.  rounded    by  a    circle   peculiarly 

Ford,  delivered  the  introductory  dear  to  his  social  and  affectionate 

discourse ;  the  venerable  Mr.  Da^  spirit,  and  which  must  have  ex- 

vidson,  of  Becking,  pat  the  ques-  cited  in  his  heart  the  fond  antici- 

tions,  and  offered  the  ordination  pation  of  many  coming  pleasures, 

prayer.     Mr.  Joseph  Barber,   of  How  soon  that  circle  w/is  broken 

Founder's   Hall,   Mr.   S/s  pastor  by  death,  and  those  anticipated 

and  early  friend,  gave'' the  charge;  pleasures  dissipated  by  afi[lictionj» 

and  the  learned  Mr.  Fell,  then  of  our  next  paper  will  re^^ord. 

Thaxted^  preached  to  the  people.  To  be  cofOmuesd, 

After  a  few  months  had  elap«pd,  •  Re^.  John  Thorow-goad,  to  Bock- 

Mr.  Stevenson  was  united  to  Eh-  in^.  ^^d  tbe  Rev.  John  Mead  Ray.  to 

zabeth,  the  eldest  daughter  of  Mr.  Sudbuxy. 


ORIGINAL   ESSAYS,   COMMUNICATIONS,  &c. 


^i%»«%.^i%%'%%^^V%%»</»» 


.    GRjEENWICH  PARK. 

— ^Well,  and  what  is  Greenwich 
Park,  but  a  pleasant  enclosure  Mrith 
an  herbage  of  lovely  green,  eleva- 
tions of  gentle  or  abrupt  acclivity 
embosomed  in  delightful  verdure, 
and  containing  a  buildirrg  of  no 
attractive  architecture,  where  the 
sons  of  science  have  long  pursued 
their  meditations  F  What  is  it  but 
a  standing  of  beautiful  and  exten- 
sive prospect  whence  the  eye  ranges 
over  the  colonnades  of  the  noble 
hospital — ^the  windings  of  tlie  ma« 
jestic  Thames,  with  the  dark  tra- 
cery of  masts  and  cordage  marking 
its  course— t^e  smoke,  the  roofs, 
^e  spires,  the  central  dome;  whickr 
tell  us  that  yonder  lies,  unfolding 
before  us  its  crowded  and  tangled 
map,  the  mart  &£  many  nations, 
the  merchant  of  the  people  for  mamf 
ides,  the  glorious  Tyre  o2  the  mo* 
dem  worldv  the  pride,  the  shame, 
tbe  pest,  the  1>le88ing,  of  ouf  no* 
tive  iBsaii 


What  then  is  Greenwich  Park  ? 
—  It  18  what  you  have  described 
it ;  a  spot  eminent  for  local  beauty, 
distinguished  for  its  calm  and  ex- 
quisite seclusion  on  th.e  very  verge 
of  the  iuU  tide  of  life  lashed  into 
^m  and  madness  by  the  conflict- 
ing tempests  of  hunjan  passions '— 
it  is  the  centre  of  thoughts  and 
associations,  deep  and  melancholy, 
yet  hopeful  and  sublime. 

This  is  a  subje  ct  that  Can  be 
touched  but  lighitly .  and  feebly. 
The  rich  pathos  which  told,  in  kn* 
guage  and  concej^ions  of  such  in«* 
tense  power  and  vividness,  the 
terrors  of  the  final  Advent,  should 
be  present  here;  and  that  pure 
and  unbroken  s|tream  of  noble 
eloquence,  ^hicb  set  for^*  ^ 
glories  of  man's  primal  state  ;  and 
that  fine  burst  of  fervid  invoeodoil 
in  which  kindled  genius,  fbrgetAii^, 
perhaps,  of  some  of  the  more*  strict 
decorums  of  place  and  tkne;  rea^ 
liaed,  in  modem>  days,  the  foU 
efifect  of  that  thrilling  appeal*  wll^^ 
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he  who  "  falmined  over  Greece" 
called  on  the 

**  Departed  spirits  of  the  mighty  dead  ;*' 
And  that  still  loflier  strain  which 


Xyreentvich  Park. 


ness  of  these  hours  of  peaceful 
secession  from  the  world,  were 
undimmed  hy  the  reflection  that 
there  we  must  return,  again  min- 
gle, not  merely  in  the  domestic 
enforced    on   the    countrymen   of    ^nd  friendly   circle,    but   in   the 


Socrates  and  Pericles,  in  all  their 
pride  of  science,  and  amid  the  un- 
rivalled magnificence  of  their  tem- 
ples, the  vanity  of  human  grandeur, 
and  the  majesty  and  mercy  of  the 
unknown  God. 

But,  alas,  we  are  neither  Jeremy 
Taylor,  South,  Robert  Hall,  De- 
mosthenes, nor  St.  Paul,  and  we 
must  address  ourselves  to  our  task 
with  no  other  qualification  for  it, 
than  a  sincere  desire  of  doing 
good, 

«  Delectando,  pariterque  monendo." 

Here  then  we  stand,  and,  from 
the  brow  of  tiiis  lovely  mount,  note 
the  objects  which  lie  spread  out 
beneath  us  and  around  us,  with 
the  strong  features  of  character 
and  Contrast  which  they  so  forcibly 
impress  both  on  the  eye  and  on 
the  mind. 

The  grove  which  lies  below  in 
all  the  brightness  of  its  vernal 
clothing,  and  in  all  the  tranquillity 
of  its  unbn)ken  solitude,  is  not  al- 
ways ''  the  calm  and  quiet  scene" 
which  it  now  displays.  Would 
that  its  beauty  were  never  vio- 
lated by  the  noise  and  wanton- 
ness of  uncouth  and  unhallowed 
revelry^-that  these  green  slopes 
and  enchanting  recesses,  were  sa- 
cred to  mental  and  corporeal  health, 
and  never  degraded  by  the  pre- 
sence of  nauseous  vice  and  insolent 
excess.  But  now  all  is  stillness 
and  serenity,  and  the  deep  quie- 
tude of  these  retreats  is  made  yet 
more  intense  by  the  faint  shout 
and  murmur  coming  on  the  ear 
from  the  far-off  scenes  of  social 
and  laborious  existence ;  the  vivid 
green  of  spring  adorns  the  earth, 
the  flowers  spread  forth  their  va- 
ried tapestry  to  the  sun;  and  all 
around  smiles  in  the  gay  ves^- 
ture  of  a  genial  season.  O  that 
it  were  ever  thus ;  that  the  bright- 


busy,  anxious,  restless  whirl  of 
streets,  and  marts,  and  warehouses, 
among  men  whose  deity  is  gain, 
and  who  give  to  the  infinite  Jeho- 
vah but  the  shreds  and  sweepings 
of  the  desk  and  the  counter. 
Here  is  the  Sabbath  of  the  soul, 
there  how  rarely  is  it  felt  without 
some  debasing  mixture  of  this 
world's  follies  and  corruptions. 

That  plain  unornamented  struc- 
ture on  the  left  hand  has  given 
shelter  to  men  high  in  the  lists  of 
fame.  There  Halley,  Bradley, 
Flamstead,  Maskelyne,  have  de- 
voted their  nightly  vigils  to  the 
advancement  of  knowledge,  navi- 
gated  the  starry  ocean,  plunged 
into  the  immensities  of  space,  and 
"  swept  the  long  track"  of  ether 
guided  by  the  cynosure  of  science, 
with  watchful  experience  at  the 
helm.  Sacred  be  their  memory! 
They  have  conferred  obligations 
on  mankind ;  they  have  added  to 
the  comforts  and  the  charms  of 
existence ;  they  have  given  safety 
and  distinctness  to  tlie  seaman's 
path,  apd  when,  surrounded  by 
perils  and  uncertain  of  his  course, 
he  finds  security  and  direction  in 
the  results  of  their  labours,  he 
blesses  their  remembrance.  And 
they  have  unfolded  to  the  mind 
and  the  aflections  of  their  fellow- 
men,  brighter  exemplifications  of 
the  power  and  wisdom  of  God; 
they  have  extended  our  knowledge 
of  his  wo^ks,  and  opened  to  us  a 
more  glorious  and  expanded  view 
of  the  wonders  of  his  hand. 

<<  Bold  infidelity,  turn  pale  and  die.'* 

But  useful  and  splendid  as  are 
these  discoveries,  and  though  the 
men  to  whom  we  are  indebted  for 
them  are  deservedly  illustrious,  let 
us  not  forget,  while  our  imagina- 
tions are  elevated  andkiflamsd 
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that  there    are    individuals   who  Close  beneath  the  elevation  on 
should  be  held  by  us  in   incoiii-  which  we  ^tand^  yon  magnificent 
parably    greater  veneration^    and  structure    affords    shelter  to  the 
scenes  of   ineffable  glory   before  worn-outveteran^  who  paces  among 
which  these  brilliant  and  benefit  lofty  porticoes  and  lengthened  co- 
cent  creations  must   "  pale  their  lonnades,  which  might  fitly  adorn 
ineffectual    fires."      The    humble  the  palaces  of  kings.     What  Eng- 
teacher  of  the  Gospel^   the  way-  lishman    has    visited    Greenwich 
worn    and    self-renouncing    Mis-  Hospital  without  a  feeling  of  min- 
sionary,  with  no  bright  vision  of  gled  exultation  and  melancholy- 
high  fame  to  animate  their  exer-  exultation  at  the  princely  benefi- 
tions,   without  even  this   world's  cence  which  has  thus  provided  for  , 
comforts  to  cheer  them  in  the  hour  the  last  lingering  hours  of  its  ex- 
of  exhaustion— these  are  the  true  hausted  warriors;   melancholy  at 
sons  of  immortality — these  are  the  the  gallant  wrecks  which,  slowly 
men  of  eternity ;   and  to  these  if  moving  athwart  his  path,  remind 
we  award  not  the  highest  meed  of  him  of  the  sufferings   by   which 
love  and  admiration,  we  share  with  they  have  been  broken  down,  of 
an  ignorant  and  misdeeming  world  the  myriads  who  have  shared  the 
in  the  grossness  of  a  voluntary  same  affliction,  without  finding  the 
delusion.     And  what  is  a  universe  same  shelter  for  life's  weary  and 
explored — what  the  addition  of  embittered  close,  and  of  the  count- 
new  planets  to  the  chart  of  our  less  legions  who  have  been  swept 
own  syjstem — what  the  enrolment  away  by  the  unsparing  hand  of 
of  new  constellations  on  the  crowd-  slaughter  on  the  rampart  or  on  the 
ed  catalogue  of  stars  and  galaxies —  field.     How  sinks  the  Christian's 
what  are  these  noble  feats  of  hu-  heart,    when   he  reflects  on   the 
man  genius  and  patience,  to  the  careless  life,  the  unrepentant  death, 
awful  and  awakening  glories  which  the  eternal  audit,  and  the  never- 
the  word  of  God  himself  reveals  to  dying  worm  !    These  are  thy  tri- 
the  eye  of  faith.?    A  ruined  world  umphs.  War !  These  are  the  woes, 
—  God   manifest  in  the  Jiesh,  re-  the  irremediable  woes,  that  man,  in 
conciling   to   himself   in    infinite  the  madness  of  his  passions,  inflicts 
wisdom  and  graciousness,  a  rtbel-  on  his  fellow^man.     And  of  the 
lious  and    self-destroying  race  —  individuals  who  now  inhabit  there, 
the  Spirit  of  God  restoring  order  maimed  and  spent,  halting  with 
and  beauty  to  the  moral  chaos  of  the  weakness  of  age  or  the  muti- 
the  human  heart— the  eternal  Fa-  lation  of  military  service,  furrowed 
ther  displaying  his  infinite  power,  with  the  anxieties  .and  hardships 
justice,    and  compassion,   in   the  of  their  previous  lot — how   fare 
mighty  scheme  of  redemption —  they  in  their  better  part-— how  do 
the  progress,  the  conflicts,  and  the  they  employ  the  inestimable  hours 
triumphs   of  evangelical  truth —  of  undisturbed  repose  afforded  them  . 
the  conversion  of  the  Jew— the  in  this  haven  of  their  completed 
ingathering  of  the   Gentiles  —  a  voyage .''    Some,  we  will  hope^  are 
world  destroyed — a  world  renew-  looking  forward  to  a  surer  and 
ed — ^the  final  doom— -the  manifest  sweeter  rest,  to  that  house  not  made 
taliofi  of  the  sons  of  Gck/— the  hea-  with  hands,  compared  with  whose 
ven  of  heavens,  and  the  cloudless,  glories  and  felicities,  the  palaces  of 
nightless  presence  of  God  and  of  earth  are   dungeons  and    tombs, 
the  Lamb.     These  are  the   sure  Others,  and  of  greater  number  as 
anticipations  of  christian  hope,  and  we  fear,    waste   their    remaining 
Mth  stands  watching  with  keen  sands  in  listless  and  reckless  indo- 
and  kindling  eye  for  the  glorious  lence,  and  wither,  by  neglecting 
appearing-^  the  Lordjrom  heaven,  its  culture,  the  seed  of  immortality. 
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Andothers  exhaust  the  glimmer-  sand  tribes  who  have,  in  friendly 
ing  spark  of  life  with  fierce  excess  intercourse,  spread  their  sails  to 
and  nauseous  debauchery.  Mise«  its  ascending  breeze,  or  drifted 
rable,  indeed,  is  that  infatuation  along  its  veering  eddies,  it  were 
which  age  and  sufferings  cannot  wearisome  to  tell.  And  of  those 
abate,  and  which  clings  to  the  re-  countless  myriads  who  have  thus 
lies  of  a  jaded  appetite,  regardless  sought  fame,  or  knowledge,  or 
of  the  opening  grave  on  whose  wealth,in  this  capacious  and  event- 
verge  they  totter,  and  of  that  warn-'  ful  theatre,  what  has  been  the  des- 
ing  voice  which  bids  them  pre-  tiny — what  is  itoiv  the  fate  ?  The 
pare  to  meet  their  God.  legions  who  bowed  at  the  shrine 

But  another  and  a  wider,  busier  of    Jupiter,    the  worshippers    of 

scene,  demands  a  brief  description.  Odin  and  the  Valkyries,  the  votary 

Brief,   indeed,   must  it  be,  for  if  of  Mahomet,  the  Christian  idolater, 

one  tythe  of  its  varieties,  or  of  its  the  Christian  of  purer  faith  but  of 

eventful  narrations  were  to  be  un-  unholy  life,  are  all  swept  away  in 

folded,   our  time  would  '  be  con-  the  lapse  of  ages, — ^but  where  are 

sumed  in  the  task,  and  we  should  their  multitudes  now  ?     Strange 

still  but  resemble  and  overwhelming  reflection — that, 

*  <  Him  who  left  half  told,  amid  the  ravages  of  death,  the  mass 

The  story  of  CambuBcan  bold."  of  life  is  undiminished — that  eter- 

Let  us  transport  ourselves  back  nity  is  the  heritage  of  dying  man. 
in  imagination  to  that  period  when  But  w^  must  not  pursue  this  train 
the  reaches  of  yon  majestic  stream  —-objects  crowd  on  objects,  and 
presented  no  object  to  the  eye,  but  thoughts  on  thoughts,  yet  though 
the  shifting  shadows  of  the  sky,  our  range  is  limited,  and  we  are 
or  the  dark  reflections  of  the  woods  warned  by  our  elapsing  leisure  to 
and  savannahs  which  covered  its  retire,  there  is  one  point  yonder — vi- 
banks,  save  when  some  savage  na-  sible  probably  only  to  our  fancy, 
vigator  launched  his  coracle  like  since  the  eye  can  scarcely  thread 
a  speck  upon  its  broad  surface,  the  maze  of  masts,  and  yards^  and 
Such  was,  of  old,  the  mighty  hulls,  which  intervenes,— on  which 
Thames — what  is  it  now  ?  Banked  we  must  for  an  instant  pause.  Amid 
up  with  wharfs  and  warehouses,  the  thoughts  of  sin,  and  the  voices 
crowded  with  argosies  fraught  with  of  blasphemy  which  surround  it, 
the  spoils  (^  eiUier  Ind,  and  the  the  sounds  of  prayer  and  of  thanks- 
treasures  of  the  new  world;  co-  giving  rise  from  yon  anchored  hull 
vered  with  wealth,  and  art,  and  -—an  ''  island  of  the^blest"  amid  a 
power,  in  all  their  varied  signs  gloomy  ocean;  a  spot  of  palms 
and  operations  ;  bearing  on  its  and  fountains  amid  a  barren  waste, 
ample  bosom  a  motley  freight  of  But  ere  we  turn  our  footsteps 
hopes  and  fears,  of  joys  and  mise-  homeward  from  this  attractive  yet 
ries,  of  ventures  and  returns,  of  of^reasive  scene; — ^for  the  slant 
hues  and  languages,  of  forms  and  sunbeams  warn  us  of  the  waning 
characters.  What  changes  have  day-r-there  is  one  object— the  last, 
passed  in  scenic  succession  tjhere !  the  mightiest  —  which  demands 
The  Roman  gallies  once  stemmed  from  us  a  word  of  valediction. 
that  tide ;  the  pinnaces  of  the  Sea-  That  lengthening  mass,  with  its 
kings  furrowed  its  surface ;  the  hovering  cloud,  its  broken  line  of 
Saxon  barks  anchored  on  its  shores;  light  and  shade,  its  spires  ^nd 
the  transports  of  the  Normen  towers,  its  dcmie  crowning,  as  with 
breasted  its  current;  the  Flemings,  an  iippierial  diadem,  a  queenly  city: 
the  French,  the  Hollanders,  have  these  are  thiqeoutward  attendance, 
led  their  hostile  axray  up  its  un-  Emporium  of  the  world  I  But 
guarded  avenue ;  but  of  the  tbouv  tb$«e  are  eafjr  c^  descrip^oii;   ti^e 
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pencil  br  the  pen  may  adequately  under  heaven— the  senders  forth 
trace  them-i-there  is  that  within  of  devoted  MissionaHes.to  the  re* 
^hichhids  defiance  to  human  pe-  motest  tribes  of  accountable  exis- 
netration.    Could  the  eye  pierce  tence— they  who  send  into  the 
yon  roofs  and  walls^  what  hideous  villages  and  dark  places  of  our 
vi6ws  of  woe  and  infamy  would  own  islands  the  message  of  evan-' 
betray  themselves  I   What  scenes  gelical  invitation-*-the  prompt  and 
of  helpless  want,  of  cureless  mi-  provident  distributors  of  good  to 
sery,  of  plotting  knavery,  of  des«  the  starving  population  of  our  sis- 
perate    flagitiousness,    of   hateful  ter  isle — the  dispensers  of   the 
sensuality,  of  hypocrisy  unmasked.  Book  of  Life  to  those  who  fight  the" 
We  might  behold  the  bed  of  im*  battles  of  their  country — there  do 
mitigable  anguish  ;   the  withering  all  these  and  more  than  these  be« 
groupe  linked  by  the  mingled  tie  nevolent  and  vigilant  fraternities 
6f  want  and  kindred ;  the  echoing  unite  in  various  plans  for  one  com* 
cells  of  madness;  the  deep'  wail-  mon  and  glorious  end. 
ings  of  bereaved  affliction ;  and  in-  Yes !    we  have  yet  something 
teniiingled  with  these  examples  of  left  on  which  the  Christianas  mind 
the  mental  and  corporeal  sufferings  may  tranquilly  repose.    While  yoti 
tliat  flesh  is  heir  to,  we  might  note  tainted  source    still  sends  forth, 
the  acts  and  evidences  of  moral  amid  its   ''bitter"  streams,  these 
degradation;  the  chambers  of  ima-  waters  of  life  for  the  "healing" 
^ry ;  the  halls  and  dens  ofriotous  and  refreshment  of  the  nations  ; 
festival ;   the  recesses  of  wanton-  while  within  yon  "  mighty  maze 
ness ;  the  pTofkned  temples  of  the  the  word  of  God  has  "  free  course," 
Most  High ;  the  dark  divan   of  and  is  thus    "  glorified,"    all   is . 
crime ;  the  courts  of  human  ius-  not  lost !     London— city  of   my 
lice;   the  chains,   and  dungeons,  birth — dwelling  of  my  friends— 
and  scaffolds,  prepared  for  the  plun-  crown  of  my  native   land — ^may 
derer  and  the  assassin — but  we  thine  averted  judgments  warn  thee 
"will  not  further  trace  these  fearful  to  repentance — ^may  thy  many  mar- 
lines— ^for  a  moment  let  us  turn  to  cies  awaken  thee  to  gratitude — ^ 
a  brigh.ter  picture.  then  shall  violence  no  more  he  lieard 
There,  then,  amid  all  this  guilt,  in  thy  land,  wasting  nor  destruction 
and  aH  this  -suffering,  dwell  the  within  thy  borders;  hut  thou  shaU 
"  righteous"  <for  whose  sake  the  call  thy  walls  Salvation^  and  thy 
Avenger  doth  ''  spare  the  place."  gates  Praise. 
•—There  are  the  servants  of  the  May^  1822. 
Lord;  and  thence  arises  a  sweet  .                     .*%wi^wfc%* 
incense  to  heaven,   acceptable  to  m^    ^       ^^ 
our  God.     There  are  thoughts  and  finje  «f0»a»*, 

impulses  of  holy  peace  and  joy,  

and  of  celestial  inspiration.  ON  THE  IMPORTANCE  OF  MAIN- 

And  </zere  do  the  friends  of  God  TAINING,     AND     THE     BEST 

and  man  take  sweet  counsel  toge.  MEANS  OF^PUOMCrriNG,,DO. 

tner,  there  at  this  very  hour  are  , 

meditations   and  communings   of  '         (Concluded  from  page  24.2.)         . 

mercy  for  the  bodily  and  spiritual  No  religious  duty  will  be  duly  per- 

exigencies   of   the    human    race,  formed,    until    its   importance   is 

There  within  the  compass  of  this  really  perceived  and  acknowledg- 

busy  month  meet  the  "  Holy  Bro-  ed.     In  tiie  former  part  of  thife 

therhoods"  who  minister   to  the  essay,  therefore,  an  effort  has  been 

most  fatal  poverties  of  man.     The  made  to  show,   that '  attention  to 

givers  of  the  everlasting  Gospel,  in  domestic  religion,  is  both  "  a  rea- 

their  own  tongue,  to  all  the  nations  sonable  service,"  and  an  indispen* 
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sable  duty-     It  now  xemaiiis  to    drcumstances,  would  be  dispro* 
point  out  "  the  best  means  of  pro«    poitionate^  m^ht  not,  for  a  time 
moting  it ;"  and  it  is  certain,  that    at  least,  be  unadvisid>le.     In  every 
this  will  be  considered  a  most  in*    department  of  his  work,,  this  sub* 
teresting  theme,  by  every  one  "viio    ject  imperatively  demands  the  best 
is  properly  alive  to  the  real  wel-»    efforts  of  the  minister  oS  the  Gos* 
Ikre  of  the  family  circle  to  which    peL    All  the  powerful  influence 
he  may  belong,  and,  more  espe«    of  the  pulpit  &ould  be  bought 
dally,  if,  by  Divine  Providence,    to  bear  upon  it,  and  this  not  mere- 
its  concerns  have  been  placed  un*    ly  in  occasional  sermons,  but  with 
der  his  management  and  oontroL       that  frequency  which  is  surely  jus- 
This,  however,  is  a  most  exten*    tifiable  and  necessary  in  rel^nce 
sive  subject,  to  discuss  which  fully,    to  practices  to  be  observed  daily 
and  in  all  the  minute  particulars    and  hourly  in  all  our   families. 
and  circumstances  connected  with    And  where  the  apostolic  custom 
it,  would  require  a  volume.    Some    of  ^'teaching  from  house  to  house" 
general    observations,    therefore,    is  in  any  degree  retained,  what 
which  may  serve  as  land«marks  to    can  be  the  subject  of  such* instruc- 
those  who  desire  to  be  directed    tions,  if  domestic  religion  be  omit- 
aright,  are  all  that  can  be  reason-    ted  ?    It  may  be  recommended, 
ably  expected  in  an  essay  of  this    also,  that  the  Christian  pastor,  in 
description.      For  more    minute    his  visits  among  his  flock,  should 
advice  and  instruction,  we  refer,    be  careful  to  set  such  an  example 
with    pleasure,    to  works  which    as  may  be  safely  imitated  by  heads 
have  been  written  expressly  upon    of  families  in  all  their  domestic 
the  subject,  and  particularly  to    affairs.    At  such  seasons,  the  eyes 
that  of  the  judicious  and  pious    of  all  are  upon  him,  and^  his  de** 
Doddridge.  portment  will  assuredly  be  either 

In  order  that  domestic  religion  an  excuse  for  neglect,  or  a  spur  to 
ihay  be  promoted,  perhaps  nothing  diligence.  In  short,  words  en- 
is  more  necessary  than  that  it  should  tirely  fail  us  in  expressing  our 
obtain  that  share  of  the  care  and  sense  of  the  vast  importance  of 
labour  of  every  Christian  pastor  ministerial  influence  in  promoting 
which  it  most  justly  demandsl  To  domestic  religion.  May  all  pas- 
the  great  influence  of  the  pastoral  tors  of  churches  be  deeply  sensible 
office,  few  persons  can  be  insen-  of  their  great  responsibility,  in  re- 
sible;  and  it  is  unquestionable,  ference  to  thb  momentous  con- 
that  to  promote  the  religious  wel-    cern ! 

fare  of  families,  is  one  leading  But  parents,  and  others,  placed 
object  for  which  it  has  been  in-  by  Divine  Providence  at  the  head 
stituted.  Some  have  thought  that  of  domestic  concerns,  are  most  im- 
it  is  one  of  the  characteristics  of  mediately  interested  in  this  mat- 
the  present  time  not  to  pay  sufli*  ter,  and  their  conscientious  atten- 
cient  attention  to  &mily  religion,  tion  to  it  is,  therefore,  most  desir- 
in  discharging  the  various  duties  able.  Of  course,  we  must  suppose 
of  the  Christian  ministry.  If  this  such  persons  to  be  themselves  the 
opinion  be  well  founded,  it  is  cer-  subjects  of  vital  religion,  or  it  is 
tain,  that  we  can  never  expect  do-  vain  to  expect  from  them  even  a 
mestic  piety  to  prevail,  in  a  high  proper  concern  for  the  spiritual 
degree,  until  the  cultivation  of  it  state  of  their  respective  i&milies. 
have,  at  least,  a  due  proportion  of  How  shall  he  care  for  others,  or 
ministerial  zeal  exerted  on  its  be-  promote  their  spiritual  welfare, 
half.  Where  such  neglect  has  who  has  yet  to  learn  the  value  <lf 
really  prevailed,  perhaps  a  degree  his  own  soul  ?  Domestic  religion 
of  attention  to  it  whidi|  in  other    must  rest  upon  tliat  which  is  per- 
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sonal  as  its  basis,  or  it  will  be  a 
fabric  withont  a  foundation. 

It  18  greatly  to  be  wished,  also, 
that  such  persons  were  more  gene- 
rally brought  to  consider  the  sub*' 
ject  in  question,  not  upon  a  partial 
and  contracted  scale,  but  in  all  its 
bearings,  and  that  their  practice 
might  be  regulated  accor£ngly. 
It  is  to  be  feared,  that  domestic 
religion  is,  in  mapy  cases,  confined 
to  the  stated  or  occasional  offering 
up  of  femily  prayer;  while  the 
instruction  of  the  several  members 
of  the  house  in  the  principles  and 
duties  of  religion,  is  either  care- 
lessly  attended    to,    or    errtirely 
omitted.     In  family  religion,  .  as 
in  every  other  form  of  it,  it  is  ne- 
cessary   that    the    understanding 
and  the   judgment  should  keep 
pace  with  the  outward  observance 
of  its  duties,  for  then  only  is  it  a 
reasonable  service.     To  bring  the 
family  together  to  a  cold  and  for- 
mal act  of  worship,  is  a  small  mat- 
ter, from  which  little  profit  can  be 
reasonably  expected,  if  no  efforts 
be  made  to  enrich  the  mind  with 
the  knowledge  of  religious  truths, 
or  to  awaken  the  conscience  to  a 
sense  of  their  great   importance. 
Far  be  it  from  us  to  undervalue 
prayer  in  any  form  or  connexion. 
Without  it,  the  blessing  of  God, 
who  is  the  giver  of  "  every  good 
gift,  and  every  perfect  gift,"  can- 
not be  expected:   but  still  it  is  a 
sound   observation,  applicable  to 
families   as   well,  as  individuals, 
that  our  mercies  are  to  be  sought  in 
the  use  of  the  appropriate  means 
of  obtsuning  them,  and  this  remark 
is  never  more  just  than  in  reference 
to  the  gifts  of  divine  knowledge 
and  heavenly   wisdom.     Besides, 
the  family  circle  presents  the  best 
of  all  opport^inities  for  instructing 
the  young  and  ignorant  in  the  first 
principles  of  religion ;  and  many 
instances  might  be  related  in  which 
such  instruction  has  been  made 
eminently  usefuL     It  is  an  impor- 
tant consideration,  too,  that,  in  the 
sacred  Scriptures,  the  religious  in* 


(^  Domeitk  Region*  f^l 

struction  of  children  and  servants 
is  enjoined  no  less  strictly  than  fa* 
mily  worship  itself.    ' 

Nor  is  the  reiralation  and  g^ 
vemment  of  famuies  agreeflbly  to 
the  precepts  of  divine  troth  lesir 
essential  uian  the  worship  of  God, 
and  reUgiaas  instruction.  It  ii  a 
part  of  the  commendation  of  Abra* 
nam,  already*  referred  to  in  tJie 
former  part  of  this  essay,  that  he 
would  command  his  children  and 
his  household.  For  a  man  "  not 
to  know  how  to  rule  his  own 
house,"  was,  in  the  view  of  the 
Apostle,  so  maniftist  an  inconsis- 
tency as  wholly  to  disqualify  him 
for  the  office  of  the  ministry ;  and 
though  the  evil  may  be  less  per- 
nicious in  other  cases,  yet  every 
Christian  is  also  bound  to  maintain 
the  same  authority,  "  having  his 
children  in  subjection  with  all  gra- 
vity." The  family  is  undoubtedly 
the  sphere  in  which  those  most 
beautiful  parts  of  the  divine  hw, 
among  many  others,  are  to  be  ob- 
served: "  Wives,  submit  your- 
selves unto  your  own  husbands,  as 
it  is  fit  in  the  Lord.  Husbands^ 
love  your  wives,  'and  be  not  bitter 
against  them.  Children,  obey  your 
parents  in  all  thuigs:  fbr  this  is 
well  pleasing  unto  tihe  Lord.  Ser- 
vants, obey  in  all  things  your 
masters  according  to  the  fiesh ;  not 
with  eye-service,  as  men  plea- 
sers ;  but  in  singleness  of  heart, 
fearing  God."  In  fact,  the  head 
of  every  family  ought  to  insist  that 
all  the  rules  of  the  Gospel  be  prac- 
tised in  his  house,  that  the  mem- 
bers of  it  refrain  from  bad  and 
improper  company,  that  the  Lord^a 
Day  be  duly  observed,  and  that 
every  individual  cultivate  a  lan- 
guage conformable  to  the  word  of 
Grodj,  and  suitable  to  his  age  and 
station.  Let  no  one  consider  these 
particulars  as  minute  or  trivial; 
they  are  stated  with  a  full  convic<« 
tion  that  his  hands  who  so  regarda 
them  must  be  greatly  weak?ipL^ 
in  the  cultivation  and  mainteo^c^ 
of  domestic  religion.     If  ^  head 
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of  a  family  woald^  in  reality^  pro-  indnlgence  arising  from  the  fond 
mote  its  spiritual  welfare,  let  him  but  unwise  affection  of  many  pa- 
not  only  be  its  priest  to  conduct  its  rents.     Happy  are  they  who  are 
worship,  but  its  prophet  to  teach  able  to  maintain  an  authority  which 
and  instruct,  and  its  king  to  re-  will  tolerate  nothing  forbidden  in 
strain    and    govern,    the    several  the  word  of  God,  and  who  are  yet 
members  of  whom  it  consists.  able  to  clothe  it  in  the  mantle  of 
In  connexion  with  the  preced-  love  !    In  a  word,  happy  are  they 
ing  observations,  there  is  another  who  pay  due  regard  both  to  the 
view  of  the  subject  which  claims  letter  and  spirit  of  Scripture  deci- 
particular  attention.     Few  things  sions  applicable  to  this   subject  I 
are  more  necessary  than  the  judi-  Children  will  then  be  obedient  to 
cious  admixture  of  authority  and  parents ;  and  parents  will  not  pro- 
affection  in  all  our  efforts  to  pro-  voke  their  children  to  wrath, 
mote  domestic  religion. .     There         Regularity  and  order  in   pur- 
are  no  genuine  and  effective  me-'  suing  the  object  under  considera- 
thods  of  promoting  real  godliness*  tion,  are  also  of  too  great  impor- 
which  do  not  include  a  larg'e  por-  tance  to  remain  entirely  unnoticed 
lion  of  holy  christian  love ;   yet  if  on  this  occasion.     Religious  duties 
government  be  requisite  in  a  gos-  are  of  the  highest  importance,  and 
pel  church,  consisting  entirely  of  demand  the  first  and  best  atten- 
adult  members,   and  these   it  is  tion ;  those  cases,  therefore,  ought 
hoped  regenerated  by  the  spirit  of  to  be  most  extraordinary  in  which 
God,   how  indispensable  must  it  they  give  place  to  any  other  con- 
be  in  a  family,  whose  members  sid&ration.      Under  tlie   head  of 
are  not  necessarily  holy,  and  some  regularity,  therefore,  a  punctual 
of  whom  are  but  at  the  age  of  observance   of   worship,    and    of 
*'  childhood   ^d  youth,"   which  every  other  appointment  connected 
the   Scripture  pronounces  to   be  with  domestic  religion,  may  be 
"  vanity."     What  wisdom,  as  well  properly  included.    What  can  pos- 
as  grace,   is  necessary  that  both  sibly  be  of  more  pernicious  exam- 
these  points  may  be  duly  regard-  pie  in  a  family,  than  that  the  most 
ed !  Perhaps  there  are  few  families  trivial  matters  should  be  suffered 
in  which  cither  the  extreme   of  to    supersede    religious    appoint- 
stem  severity,  or  that  of  lax  in-  ments,  or  to  derange  their  esta- 
dulgence,  is  not  observable.     The  blished  order.     Nor  is  punctuality 
latter  is  prpbably  the  more  preva-  in  point  of  time  a  matter  of  such 
lent  ^vil,  and  is,  sometimes,  not  inferior  moment  as  to  be  wboUy 
only  allowed,  but  even  defended,  lost  sight  of  by  those  who  would 
Some  have  been  known  to  plead  secure  a  constant  and  lively, atten- 
the  great  danger  of  disgusting  the  tion  to  the  exercises  of  domestic 
minds  of  the   young  by  giving  religion.     Indeed^-  we  are  almost 
to  religion  too  sour  and  severe  an  disposed  to  go  all  the  length  of 
aspect ;  a  representation  which,  in  pronouncing  the  want  of  it  direct- 
the  abstract,  is  undoubtedly  just  ly  immoral^   so  many  and  great 
and  amiable,  but  which  is  not  to  are  the  evils  to  which  it  necessa«< 
be  received  without  suspicion,  as  rily  leads.     As  the  times  of  wor- 
i%  is  too  oflen  intended  to  be,  in  ship,  and  of  other  religious  en- 
e^ect,  a  justification  of  the  contrary  gagements,  are  fixed  and  certain 
extrepie ;  and  whi^n  this  is  the  in  the  house  of  God,  so  ought  they 
case,  it  is  the  province  of  faithful-  to  be,  generally  speaking,  in  the 
ness  to  sound  an  alarm.    No  won-  family;  and  this  is  the' more  ne-. 
ders  in  religious  matters  are  ever  cessary  in  propoition  to  the  num^ 
known   to  be  wrought^    (though  ber  of  its  members.     The  impor- 
pften  predicted)  by  the  e^^cessive  tance  of  this  matter  arises  not  en^ 
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tirely  from  the  regularity  of  at-*  connected  and  continuoiid  ntethod,. 

tendance  at  the  family  altar  which  accompanied  with  the  reflexions  o£ 

it  may  be  expected  to  ensure^  but  Doddridge  or  Guyse,  or  the  prac-^ 

also  from  the  salutary  effect  which  tical  observations   of  Scott*      In^ 

it  will  produce  on  the  habits  of  &mily  prayer,    the    other    great 

the  whole  house;  whilst  the  de«  branch  of  our  domestic  solemn!* 


sultory  and  unsettled  state  of  mind 
which  is  imbibed,  especially  by 
young  persons,  from  the  opposite 
line  of  conduct,  is  pernicious  in  a 
degree  not  easily  imagined.  , 

It  might  seem  inexcusable,  if  no 
allusion  were  made,  in  this  con- 
nexion, to  the  great  utility  of  a 
happy   selection  and  a  judicious 
use  of  the  various  means  of  pro- 
moting domestic  religion.      The 
importance  of  this  view  of  the  sub- 
ject is   fully  admitted ;   but  it  is 
quite  impossible  to  do  justice  to  it 
without  gresttly  exceeding  the  li>- 
mits  to  which  this  essay  is  proper- 
ly restricted.    In  domestic  instruc- 
tion,   for  instance,   so  much  de- 
pends upon  the  peculiar  circum- 
stances of  each  individual  family, 
that,  with  respect  to  tlie  method 
to  be  -adopted,   the  books  to  be 
used,  and  many  other  particulars, 
much  must  necessarily  be  left  to 
the  discretion  of  those  under  whom 
its  management  is  placed.     In  the 
govemn^ent  of  families,  also,  many 
peculiarities      continually     occur, 
which  can  only  be  provided  for 
by  the  exercise  of  good  jud^ent, 
and  a  constant  reference  to  '^  the 
oracles  of  God."     When  difficul- 
ties arise,   the  assistance  of  the 
christian  pastor  should  be  sought, 
and    promptly  afforded.     Of  tl^e 
method  most  usually  adopted  among 
evangelical  dissen]ters  in  conduct- 
ing domestic  worship,  little  more, 
perhaps,  need  be  expressed,  than  a 
devout  wish  that  it  may  be  pur- 
sued with  vigour  and  spirituality. 
It  were  desirable,  indeed,  tliat  the 
word  of  God  might  be  read  in  a 
manner  more  conducive  to  edifica- 
tion, than  is  sometimes  observable. 
This  object  might;  hy^the  divine 
blessing,  be  accomplished,  if  books 
of  Scripture  were  selected,  rather 


ties,  it  is  well  known  that  two 
methods  are  prevalent,  each  of 
which  has  its  warm  and  strenuous 
advocates,  and  it  might  excite  sur* 
prise,  if  nothing  were  biere  said  of 
their  comparative  merits.  But  the 
following  observations  upon  the 
subject,  by  the  Rev.  David  Jen« 
nings,  in  one^  of  his  Berry  Street 
Sermons,  are  so  excellent  and  ap* 
propriate  as  to  supersede  the  ne- 
cessity of  any  original  remarks. 
"  The  excuse  (says  he)  which  i» 
most  commonly  made  by  those 
who  have  no  great  heart  to  this 
duty,  is,  that  they  have  not  gifts 
for  it.  They  would  willingly  pray 
in  their  families,  but  they  want 
capacity.  It  is  almost  the  only 
case  in  which  people  are.  very  apt 
to  have  a  mean  opinion  of  their 
own  abilities.  But  certainly  this 
is  not  the  language  of  Christian 
humility.  If  you  know  not  how 
to  pray,  it  is  more  than  time  you 
had  learned,  and  you  have  reason 
to  be  ashamed  and  humbled  before 
God,  that  you  have  learned  it  no 
sooner.  However,  try  now:  set 
up  the  worship  of  God  in  your  fa* 
milies ;  and  if  you  do  but  bring  a 
sincere  heart  to  the  thrcme  of 
grace,  a  heart  deeply  affected  with 
a  sense  of  your  sins,  and  wants, 
and  dangers,  and  miseries,  proba- 
bly you  will  find  the  difficulty  not  so 
great  as  you  thought  of.  Or,  how- 
ever, rather  than  family  worship 
should  be  wholly  omitted,  I  would 
advise  you  to  make  use  of  some  well 
composed  form  of  prayer  :  but 
as  I  believe  no  form  can  be  found 
that  will  suit  tlie  various  cases  and 
circumstances  of  your  families  at 
all  Umes,  I  propose  this  only  as  an 
expedient  for  the  present,  that  fa- 
mily prayer  may  not  be  neglected 
one  day  longer.     Do  but  heartily 


than  chapters,  and  were  read  in  a    apply  yourselves  to  this  duty;  beg 
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of  God  the  promised  help  of  his  and  deed/'  they  be  examples  to  the 

good  Spirit,  go  to  Christ  as  Ae  whole  house.    When  such  an  union 

Apostles   did,    and  say,   "Lord,  of  design  and  pursuit  as  this  existe, 

teach  us  to  pray ;"  and  I  may  ven*-  it  is  indeed  a  proof  that  domestic 

ture  to  assure  you,  that  this  objeo  religion  is  already  in  a  prosperous 

tion  will  vanish,  and  that  in  a  state,  and  it  is  an  in&Utble  pre- 

short  time  too."  lude  of  every  good  thing,  spiritual 

Although  it  is  to  the  pastors  of  and  eternal, 
ekurches,  and,  still  more  particu-  Domesticus, 
larly,  to  the  heads  of  families,  that             -          »%%,%%^%>%^%^ 
we  look  A  the  principal  instru-      ANSWER    TO    AN   OBJECTION 
mmts  of  promoting  domestic  reli-         AGAINST  THE  MIRACLES  OF 
gion,  yet  it  is  not  to  them  alone.         THE  SCRiPTUHES. 
In  every  house,  much  of  the  plea»  Many  infidels  have  asserted,  and 
sure  and  utility  of  religious  exer-  Gibbon  in  particular  has  often  in- 
cises and  discipline  must  depend  sinuated,  that  miracles,  especially 
upon  the  cheerful  concurrence  ti  miracles   so  astonishing  as  those 
the  several  individuals  belonging  recorded  in  the  Bible,  never  have 
to  it.     In  this  particular,  how  de-  been  performed ;    since,   if  they 
sirable  is  it  to  see  children  obedient  had,  their  evidence  would  have 
to  their  parents,  and  servants  to  been  irresistible,  they  would  un- 
their  masters !    What  an  earnest  is  doubtedly  have  converted  to   at 
it  of  their  obedience  in  every  other  least  a  nominal  profession  of  the 
matter !  And  in  no  case  is  it  more  religion  in  favour  of  which  th^ 
necessary,   than  in  this,   that  the  were  performed,  all  who  beheld 
woman  be  '*  found  a  help  meet  for"  t^m.     Specious'  as  this  objection 
liie  man.     Happy,  beyond  expres-  may  appear  to  some,  indisputable 
sion  is  the  religious  female  who  facts  prove  that  it  is  entirely  futile, 
possesses  such  v  a  husband  as  de-  It  takes  for  granted  as  evidently  ti:ue, 
mands  her  aid  in  pnmioting  the  a  position  which  is  demonstrably 
objects  of  domestic  religion !    We  ^se, — ^that  men  will  not  resist  or 
are  taught  by  the  Apostle,  that  to  disregard  the  evidence   of   their 
f*  guide  the  house,"  is,  in  some  re-  senses  Mid  experience.     Let  us  try 
speets,  the  peculiar  province  of  the  this  position  by  an  appeal  to  their 
wife,  and  the  practical  importance  daily  conduct    How  many  drunk- 
of    this    sentiment    is    painfully  ards  are  assured,  by  the  testimony 
evinced  by  the  disorderly  state  ot  of  sense  and  experience,  by  the' 
many  a  family  where  the  principal  loss  of  health,  by  acute  pains,  by 
female  is  the  conductress  of  no-  the  grim  form  of  death  led  on  by 
thing  but  its  follies  and  vanity,  their  intemperance,  pointing  his 
Nay,  where  the  husband  is  much  dart  at  their  breasts,  that  drunken- 
occupied  with  the  cares  and  vexa-  ness  is  ruinous  to  ^eir  health  ? 
tions  of  life,  and  it  is  found  that  That,  ifthey  persist  in  it  they  must 
the  piety  and  good  sense  of  the  soon  bid  farewell  to  life  and  to 
wife  are  equal  to  the  task,   we  those  very  pleasures  in  the  en  joy- 
would  even  appoint  her  to  the  de-  ment  of  which  they  place  all  their 
licate  office  of  watching  over  the  feUcity.     A  miracle  could  not  add 
family  altar,  and  of  gently  fanning  any  thing  to  the  evidence  of  this 
the  flame  of  devotion,  when  it  be-  truth,  nor,  in  many  instances,  to 
comes  cold  and  languid.     It  is  ab-  the  firmness  with  which  the  drunk- 
solutely  necessary,  however,  to  the  ard  himself  believes'  it.     But  does 
objects  of  this  essay,  that  the  hus-  the  evidence  of  sense  and  expe- 
band  and  wife  should  so  dwell  to-  rience  always^  in  this  case,   pro- 
gether  as  **  that  their  prayers  be  duce  a  reformation  ?  Does  it  gene* 
not  hindered/'  and  that,  "  in  word  rally  do  so  ?    Ever^  one  is  able  to 
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answer  Uiu  question  in  the  nega**  stored^  they  will  oertaiitly  amend 

tive.    Some,  though  it  may  some-*  their  lives.      In  some  cases  the 

times  render  them  miserable  by  its  testimony  of  the  Saviour  himself^ 

operation  on  their  conscience  and  given  as  often  and  bb  solemnly  as 

their  fears,  ii  cadi  scarcely  induce  it  was  to  Peter  in  a  very  memora^ 

to  make  even  a  pause  in  the  career  ble  instance,  could  scarcely  per« 

of  riot.     Armed  with   stupidity  suade  them  that  they   will  not* 

akaost  as  impenetrable  by  argu-  But  in  reformation  always,  is  it 

ments  of  any  kind  as  the  scales  of  generally  the  result  of  these  clear 

Leviathan  are  Vy  rotten  wood  and  views,   these  vivid  feelings,  and 

stubble,    amusing  themselves  by  this  firm  belief  of  the  truth  of  reli-* 

the  most  frivolous  pretences  and  gion?  hetthpninetif  and  nine  caaeB 

hopes,  forward  they  rush  to  evi«  in  which  they  are  quickly  forgot* 

dent,  certain  ruin.   Others  it  causes  ten,  and  the  one  in  which  they  are 

to  desist  for  a  while,  till  their  shat*  remembered,  answer  this  question, 

tered  constitution  is  a  little  re«  and  prove  that  the  deepest  convic* 

paired,  till  the  fear  of  immediate  dons  that  religion  is  true,  acoompa* 

death  is  removed,  and  then  they  nied  with  the  most  powerful  eiL* 

return  to  their  intemperate  courses  'citement  of  the  passions,  will  not 

with  as  much  eagerness  as  ever,  cause  men  to  act  a  wise  or  rational 

U  it  incredible,  let  common  sense  part.      What  great  difference  is 

determine,  is  it  even  wonderful,  there  between  the  conduct  of  those 

that  creatures  who  can  act  in  this  persons,  and  that  of  the  Jews,  who, 

manner,  should  disregard  the  most  when  thiey  admired  the  miracles  c£ 

astonishing   miracles,    and  reject  the  Saviour,  exclaimed  ''he  has 

the    religion    which    they    were  done  all  things  well,"  **  This  is  of 

wrought  to  substantiate?    Where  a  truth  the  prophet  that  should 

IS  the  great  difference  in  point  of  cmne  into  the  world,"  and  after« 

insensibility,  audacity,  obstinacy,  wards  joined  in  the  cry,  **  Crucify 

and  a  stupid  disregard  of  their  him,  crucify  him?"  The  principles, 

own  interests,  between  these  per-  the  inconsistency,  the  depravity, 

sons,  and  the  Israelites  when  they  which  account  for  the  actions  of 
worshipped  a  calf  at  the  foot  of   the  former,  will  account  for  those 

Mount  Sinai,   or  the  Jews  when  of  the  latter.     It  would  be  easy  to 

they  would  not  believe  in  Christ,  show  that  there  is  no  great  dissi- 
though  he  performed  so  many  mi« ,  milarity  between  the  persons  who, 

fades  before  them  ?  after  a  life  of  gross  wickedness. 

Again,   how  oflen  are  men  in  remain  completely  hardened  and 

the  prospect  of  death,  terrified  by  careless  on  the  verge  of  death,  and 

the -.scenes  of  eternity,   and  the  those  on  whom  the  miracles  of 

dreadful  consequences  of  their  sins.  Jesus  Christ  made  scarcely  any 

They  have  no  doubt  of  the  truth  impression.     Men  who,  after  a  life 

of  religion.^    They  as  firmly  be»  spent  in  complete  forgetfulness  of 

lieve  it  as  they  could  do  if  it  had  God,  nay  in  the  violation  of  the 

been    demonstrated    to  them  by  plainest  principles   and  rules   of 

miracles.     AnKmgst  the  many  re-  piety  and  justice,  can  enter  eter- 

fuges  of  lies  to  which  they  are  dis-  nity  without  experiencing  the  least 

posed   to  betake  themselves    for  concern  for  the  salvation  of  their 

shelter,  the  supposition,  the  hope,  souls,  or  uttering  a  single  petition 

the  possibility,  that  religion  may  for  mercy,   would  very  probably 

be  false,  is  never  once  mentioned;  have  remained  unaffected,  or  have 
their  passions,  these  great  springs  of  felt  but  a  momentary  impression, 
action,  are  powerfully  excited,  and  exciting  only  a  gaze  or  an  excla- 
they  form  the  most  positive  reso-  mation  of  stupid  wonder,  if  they 
lutions,  tliat,  if  their  liealth  is  re-    had  seen  Lazarus  raised  from  the 
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dead  by  the  powerful  rmce  of  the    for  my  present  leisure  will  not 


Redeemer.  These  are  only  two  in- 
stances oat  of  many  that  might  be 
selected,  to  prove,  that  they  may, 
and  do  neglect  religion  and  violate 
its  laws  even  after  they  have  been 
firmly  persuaded  that  it  is  true. 


admit  of  revision,  and  the  present 
season,  requires  diat  they  should 
be  thrown  on  paper  without  delay. 
Neither  is  the  subject  exactly  such 
as  I  should  have  chosen  to  venture 
on,  but  as  it  was  suggested  to  me 


and  after  a  powerful  excitement  of  by  an  individual  whose  recommen* 

the  feeling^  in  its  favour ;   and  dation  was  worth  attending  to,  and 

that  there  is  nothing  in  the  least  as  it  fell  in  with  my  own  train  of 

degree  incredible  in  the  account  thought  and  conversation  for  some 

which  the  Scriptures  give  us  of  days  past,  I  have  addressed  myself 

the  conduct  of  those  who  ref\ised  to  a  task  of  some  difficulty,  with. 


to  believe,  though  they  witnessed 
^e  benevolent  and  splendid  mira« 
cles  of  Jesus  Christ  They,  it  is 
true,  disregarded  the  clearest  evi« 
dence  of  truth,  and  the  most  pow- 


perhaps,  very  little  other  qualifica- 
tion for  it  than  an  inclination  to 
execute  it  fairly  and  usefully. 
'     I  disclaim  all  faculty  for  pro« 
found  discussion ;  nor,  were  such 


erful  appeals  which  it  could  make    my  talent,  should  I  be  disposed  to 


to  their  hearts.  This  we  see  men 
do  every  day.  l)he  result,  as  stated 
in  the  Bible  itself,  of  scriptural 
miracles,  is  exactly  such  as  our 
knowledge  of  human  nature  would 
lead  us  to  expect.  Many  were 
convinced  by  them.  The  religion 
on  behalf  of  which  they  were  per- 
formed, was  established :  powerful 
impressions  were .  made  on  the 
minds  of  many  who  beheld  them : 
they  were  caused  to  wonder  <and 
talk,  and,  in  many  instances,  to 
reform  their  conduct.     The  pecu* 


call  it  into  exertion  on  the  present 
occasion.  I  would  simply,  and  as 
an  "  essay  to  do  good,"  endeavour 
to  direct  somewhat  more  of  atten-> 
tlon  than  seems  to  be  generally 
employed  that  way,  to  the  errors  to 
be  avoided,  the  objects  iq  be  kej}i  hi 
view,  and  the  personal  improvement 
to  be  derived,  while  we  participate 
in  tlie  important  transactions  refer- 
red to  in  the  heading  of  this  paper. 
On  the  first  two  points,  I  shall 
be  brief;  the  time  is  gone  by, 
for  the  present,   in   which   your 


liarly  strong  prejudlpes,  the  secu-  pages  would  be  usefully  avaUable 

lar  interest  of  others,  caused  them  for  protracted  dissertation.      Yet 

to  reject  th^  miracles  which  they  something  even  on  these    heads 

beheld,  and  even  to  persecute  him  may  be  permitted  ;  counsel  and 

by   whom    they    were    wrought,  reflection  are  seldom  absolutely  un- 

Here  we  see  human  nature,  such  profitable  even  when  late,  and  it 

as  we  behold  it  every  day,  modi-  may  be  well  if  the  intermediate 


fied  by  the  circumstances  in  which 
it  was  placed. 


months  be  so  employed  by  all  of 
us  with  reference  to  the  public 
solemnities  of  another  season,  as 
that  we  may  gird  ourselves  for 
their  glorious  ministrations  with' 
more  distinct  views  of  the  nature 
of  our  services;  with  chastened  and 
with  guarded  minds  humbling 
ourselves  before  God,  and  engag- 
You  will  perhaps  be  willing  to  ing  in  his  mighty  agencies,  witli 
allow  me  some  chance  vacancy  in    the  deepest  self-renunciation,  and 


ON   PUBLIC    MEETINGS, 

WITH  SPECIAL  REFERENCE  TO  ASSO- 
CIATIONS FOR  EVANGELICAL  PUR- 
POSES. 

(To  the  EdUors.) 
Gentlemen, 


your  columns  for  the  introduction 
of  a  few  desultory  thoughts  on  a 
matter  of  considerable  Importance. 
They  must,  of  necessity,  be  hasty. 


with  an  entire  subserviency  to  his 
will. 

First  then,  when   mingling   in 
these  great  transactions,  there  are. 
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Errors  to  be  avoided.-^The  very  world  can  be  innocently  grati6ed  in 
magnitude  and  excellence  of  the  its  own  way,  it  should  be  conci- 
dutiesin  which  we  engage,  and  the  liated  to  our  great  work;   it  ft 
circumstances  by  which   we  are  desirable,  on  its  own  grounds^  that 
surrounded,   are   unfavourable  to  knowledge   should  be   increased, 
that  simplicity  and  equanimity,  to  and  we  venture  to  predict  that  the 
that  modesty  and  reserve,  which,  grand  and  decisive  probleipas  of  geo« 
on  all  occasions  and  especially  on  graphical  discovery  will  be  work- 
such  as  these,  it  becomes  the  Chris-  ed  out  by  missionaries,   and  the 
tian  to  cultivate  and  to  maintain. ,  intellectual  as  well  as  moral  illumi- 
Man,  placed  on  a  wide  theatre  of  nation  of  the  world  be  effected  by 
personal  display,  does  not  always  the  dissemination  of   the    Bible, 
think  of  the  importance  of  preserv-  But  let  us  not,  in  the  mean  time, 
ing  his  balance.^     When,  in  the  forget,  that  these  objects,  however 
full  gaze,  and  amid  the  fervent  ap-  valuable  in  one  view,  are  in  the 
plause,  of  our  fellow-men,  we  are^  present  comparison  low  and  worth- 
faithfully  and  zealously  discharg-  less.     The  science  of  earth  is  not 
ing  some  duty  of  high  and  ani-  to  be  weighed  against  the  infinite 
mating  character,  there  is  no  small  discoveries  of  the  Gospel ;  all  ex- 
danger  of  self-oblivion;   the  con-  cellence  in  instruments  fades  and 
sciousness  of  mere  instrumentality  disappears  before  the  unspeakable 
may  be  overpowered  by  the  more  majesty  of  the  Great  Mover ;  all 
active  and    gratifying  conscious-  of  skill  and  adaptation  in'  means 
ness  of  witnessed  and  approved  sinks  before  the  glory  and  great* 
ability.  ness  of  the  end.     And  when  we 
The  nature  of  the  machinery  of  listen  to  an  interesting  Report,  and 
which  these  mighty  engines  are  admire  the  well  conceived  arrange- 
constructed,  is  a  possible  source  of  ments  and  the  successful  results, 
error.     It  is  necessarily  human;  while  we  cordially   and   warmly 
though  the  power  which  pervades  assign  praise  where  it  is  so  justly 
and  operates  be  divine,   yet  the  due,  let  us  not  stop  here,  but  lift 
wheels   and    levers    are  supplied  our  hearts  in  fervent  gratitude  to 
and  adjusted  by  the  wisdom  and  Him  to  whose  counsel  and  whose 
activity  of  man.     As  in  the  sub-  might  these  achievements  are  to 
lime  masterpiece  of  modern  inven-  be  ascribed, 
tion,  though  it  be  ineffective  with-        Another   class  of  errors  is  de- 
out  the  irresistible  agency  of  steam,  rivable  from  the  social  nature  of 
yet  the  boiler,  the  piston,  and  the  man,  and  includes  all  those  more 
valve,  form  in  then:  combination  or    less    injurious     consequences 
the  admirable  mechanism  which  which   arise  from  our  connexion 
necessarily  intervenes  between  the  with  busy  and  bustling  life,  and 
moving  power  and  the  object  of  its  public   and    crowded   scenes, 
its  operation.     Now  it  seems  to  The  gratification  of  vanity,   the 
me,  perhaps  erroneously,  that  there  love  of  dissipation,  aversion  from 
is  some  little  tendency  in  the  de-  retirement  and  domestic  life,  with 
tails  o£  business,  in  the  extensive  other  baneful  d^ects  of  character, 
ramifications    which    the    official  may  find  in  the  associations,  of  be- 
documents  of  necessity  comprise,  nevolence  at  once  a  gratification 
to  secularize  the  mind,  to  bring  it  and  an  excuse.     But  manum  de 
down  £tom  the  high  level  of  spiri-  tuhuld — we  must  leave  these  and 
tual  observation,   to  the  inferior  other  similar  cautions,  on  which 
range  of  scientific,  imaginative,  or  space  and  opportunity  are  not  a& 
historical  speculation.     It  is  ad-  forded**  us  to  expatiate,   that  we- 
mitted  that  these  are  important  may  be  enabled  to  pass  on  to  ovir 
views ;  it  is  cl^irable  that  if  the  {Succeeding  considerations. 
CoNo.  Mao.  No.  54?.  2  Q 
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Neither  shall  the  secpnd  inquiry 
into  the  objects  to  be  kept  in  view, 
detain  us  at  the  present  time. 
They  are  summed  up  with  com- 
prehensive brevity  and  sublime 
simplicity  in  the  song  of  the 
"  Herald  Angela"— Glory  to  God 
in  the  highest ;  and  on  earth  peace, 
goodwill  toward  men.  Let  us  not 
debase  these  majestic  aims  by  car- 
nal mixtures. 

I  slirink  from  my  task  as  I 
pause  upon  my  third  suggestion; 
and  as  its  weight  and  importance 
rush  upon  my  mind,  I  feel  quite 
unequal  to  '^the  height  of  this  great 
argument"  My  readers  will,  how- 
ever, keep  in  view,  that  these  pa- 
ragraphs are  designed  simply  as 
suggestions  to  be  followed  up  and 
expanded  into  more  mature  pro- 
portions by  those  who  ^lay  feel 
interested  in  the  subject.  The 
full  exposition  of  "  the  personal  ad* 
vantages^  to  be  derivect'  from  the 
grand  annual  festivals  now  in  ce- 
lebration is  a  theme  too  extensive 
and  complicated  for  this  casual  ad- 
vertence, and  the  following  hints 
are  little  more  than  the  general 
heads  from  which  the  salutary 
inferences  are  still  to  be  deduced. 

1st.  We  should  be  taught  a  deep 
feeling  of  our  own  insignificance. 
Amid  the  magnificence  of  inani- 
mate nature,  surrounded  by  Alpine 
heights^  -and  mountain  torrents, 
and  wide  spread  lakes,  or  stationed 
beneath  the  infinite  concave,  amid 
the  (]reary  yet  sublime  desolation 
of  the  desert  sands — man  feels 
himself  but  an  atom  in  the  immen- 
sity of  creation.  Even  amid  the 
grandeurs  of  human  art,  the^toried 
pediment,  the  columned  aisle,  the 
lofty  dome,  his  feelings  are  tinged 
witii  seriousness  and  awe.  How 
then,  when  the  visiUe  march  of 
almighty  power — the  attested  mi- 
racles of  divine  gnace-*~jthe  myste- 
rious yet  manifested  operations  of 
celestial  love  and  wisdom—Are  un- 
iblded  before  him,  can  he  sit  with 
reckless  or  with  languid  spirit. 
Hemmed  in  by  the  proofs  qt  these 
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merciful  yet  awful  visitations,  let 
him  sink  into  himself,  and  be  hum- 
bled in  the  sense  of  his  own  no- 
thingness and  the  conviction  that 
God  is  all. 

2.  Let  this  very  feeling  invite 
us  to  more  strenuous  efforts  in  the 
great  cause  of  God  and  man.  It 
is  a  high  distinction  for  creatures 
such  as  we  are  to  be  made  the  ob- 
jects of  the  divine  favour,  to  be  ex- 
alted to  a  participation  of  the  feli- 
cities and  glories  of  his  eternal 
presence :  and  it  is  an^  ennobling 
privilege  for  them  to  be  admitted 
as  auxiliaries  in  that  great  warfare 
which  the  benevolence  of  the  Deity 
is  carrying  on  against  the  igno- 
rance and  waywardness  ,of  man. 
Would  we  emei^e  from  meanness 
to  true  majesty — from  prostrate 
misery  to  real  elevation,  let  us 
range  ourselves  on  the  Lorcts  side, 
strain  every  nerve  in  his  battle, 
and  we  shall  rise — ^yea  we  shall 
reign,  kings  and  princes,hefoTe  him. 

3.  Let  us  cultivate  the  spirit  of 
love.  This  is  not  man's  nature; 
wherever  it  exists  it  is  an  infused 
principle.  Man  is  linked  to  man 
by  feelings  of  a  lower  kind,  by 
hopes  and  fears,  by  instincts  and 
interests.  ,In  merely  human  be- 
nevolence there  is  nothing  pure  or 
expansive;  but  the  influence  of 
Christianity  gives  a  different  cha- 
racter to  society,  visiting^  as  with 
an  healthful  contagion,  even  those 
hearts  which  have  as  yet  under- 
gone no  specific  change.  In  a 
christian  nation  there  is  a  shame 
and  a  brand  upon  those  who  show 
nothing  of  a  christian  spirit,  even 
if  they  Jeel  it  not.  But  this  tem- 
per which  we  are  now  recommend- 
ing is  of  a  nobler  cast ;  we  hear  of 
the  misery  of  our  faUen  race,  of 
tribes  embruted  by  spiritual  igno- 
rance, a£  myriads  given  up  to  tor- 
menting idolatries;  of  holy  men 
abandoning  kindred,  home,  and 
country,  to  dwell  with  these,  and 
instruct  them  in  the  lessons  of  im- 
mortality, is  not  our  compassion 
awakened  }   Are  not  our  love  and 
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^admiration  kiiMttedP    And  are  we  What  man  can  tell  but  that  the 
not  touched  with  humble  gprati«  great  work  has  failed  or  been  re- 
tude  to  that  Being  who  gives  the  tarded  by  his  personal  guilt — his 
will  and  the  fortitude  which  sup*  sinful  negligence^  or  his  criminal 
port  these  heroes  of  the  cross  in  self-indulgence?  I  would  not  run 
their  bloodless  crusade?   Let  us  such  considerations  as  these  too  fine, 
cherish  these  fe^ings  with  sedu-  nor  speculate  too  curiously  on  re- 
lous  vigilance,  and  lest  the  world  mote  and  intangible  possibilities, 
or  selfishness  dim  the  strong  im-  but  I  am  warranted  in  believing 
pression  which  must  have  accom-  that  the  corruptions  which  prevail 
panied  the  great  things  that  have  among  the  instruments  of  the  di- 
been  Idd  us,  let  prayer  be  offered  vine  work,  cannot  but  be  injurious 
tip  continually  that  love  may  per-  to  its  progress,  and  if  these  things 
vade  our  hearts,  that  liberality  may  be  so,  it  behoves  us  to  prove  our 
wait  on  our  love,  that  in  all  things  own  sincerity,  to  cast  ourselves  in 
we  may  act  as  the  disciples  of  him  penitence  on  the  forbearance  of 
who  gave  us  a  new  commandment  God,  and  to  cleanse  ourselves  from 
that  we  should  love  one  another,  all  JiUhiness  of  the  fiesh  and  of  the 
When  we  meet  so  many  of  our  spirit,  peffecting-  ifoUness  in  the 
fellow  Christians  engaged  in  the  Jear  of  the  Lord.     While  we  seek 
work  of  mercy,  shall  we  not  affect  to  evangelise  our  country  and  the 
them  as  fellow  labourers,  as  bre-  world,  let  our  consistency  appear 
thren   and  coheirs? — When  we  unto  all,   that  while  others  look 
hear  of  the  necessities  of  our  fel-  upon    our  iioly  and   steady  de- 
low-men,  how  can  we  be  the  fol-  meanour  they  may  take  knowledge 
lowers  of  Him  whose  infinite  love  of  us  that  we  have  indeed  and  m 
made  him  a  sacrifice  for  a  guilty  truth  learned  Christ, 
world,  if  we  feel  not  and  prove  Finally,  let  us  keep  a  single  eye 
not  our  love  for  the  souls  of  those  to  the  glory  of  God.     With  this 
who   are  ready  to  perish  ?   This  great  and  exclusive  object  tiie  hap- 
then  is  the  pledge  and  illustration  piness  of  man  is  identified ;    the 
of  our  attachment  to  Christ,  that  dispensations  of  the  divine  com- 
as hejirst  loved  us  and  gave  himself  passion  blend  them  in  inseparable 
for  us,  so  we  love  him  and  love  one  union.     Here  then  is  our  end  and 
another,  aim,  "  to  glorify  God  and  to  enjoy 
4.  Our  faith  and  confidence  may  Him   for  ever," — ^to  this   let  us 
be  quickened  by  the  wonders  that  press  forward  with  **  undiverted 
God  hath  wrought,  and  tried  by  feet," — ^to  this  direct  the  full  exer- 
the  .mysterious  way  in  which  he  tion  of  our  faculties — ^in  this  centre 
moves.    We  see  and  realize  enough  the  exercise  of  all  our  graces.    We 
to  satisfy,  us  of  the  intervention  of  have  no  leisure,    no  superfluous 
a   superhuman  energy ;   and  the  energy,  to  waste  on  the 

mairnitade  of  the  woric  which  re-„„^^.      ,  *vj        u*: 

^^       ^      I.                   T  I.  J           *.  Fantastic  chase  of  shadows  hoi^tuu 

mains  to  be  aecomphshed  must  shades." 

link  us  into  utter  dejection,  unless 

we  have  a  strong  affiance  in  that  —We  have  but  one  reply  to  the 
he^rt  of  tenderness  and  that  arm  ensnaring  urgency  of  a  frivolous 
<if  mght  to  which  we  owe  our  own  world — we  are  about  a  great  work 
libention,  and  which  alone  can  ««^  cannot  come  down.  We  have 
work  the  moral  emancipation  of  a  bat  one  anxious,  imploring,  heart- 
world  enthralled.  yeanung  invitation  to  a  perishinff 
5.  Ihe  agitation  of  these  impor-  race—O  come  wUh  us,  and  we  wtU 
tam  interests  calls  upon  us  to  che-  do  you  good. 
rish  that  hc^ess  without  which  R« 
no  ooi  can  see  or  serve  the  Lord.  May,  182S. 
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hmnse,  :the  idea  is  tiAturally  su^- 
gestecV  that  the  state  of  pubhc 
feelings  in  such  drcumstances^  must 
give  an  interest  to  every  a}^>eal 
occasioned  b  j  the  situation  of  pub- 
lic affairs^  identified  with  the  cause 
of  public  morals^  and  directed  to 
the  improvement  of  public  opinion. 
From  such  views  of  tlve  propriety 
of  the  period.  Have  undoubtedly 
arisen  many  of  the  late  attempts 
to  check  the  progress  of  infidelity 
by  anti-deistical  publications.  The 
writer  of  this  paper  is  influenced 
by  feelings  equally  the  result  of 
present  circumstances,  and  trusts^ 
that  thus  assisted,  his  remarks  may 
obtain  a  temporary  attention,  whicb> 
by  the  blessing  of  God,  may  con- 
tribute to  an  eternal  effect.  His 
object,  however,  is  very  different 
from  that  of  the  writers  already 
alluded  to, — while  they  are  attack- 
ing the  enemy,  he  would  endea- 
vour to  regulate  the  troops  • — while 
they  are  proclaiming,  "  2b  ili€  help 
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The  propriety  of  taking  advan- 
tage of  particular  occurrences  to 
impress  the  heart  with  the  precepts 
of  virtue,  is  founded  upon  the  fact, 
that,  at  such  periods,  the  mjnd  is 
alive  to  every  emotion  excited  by 
a  reference  to  the  existing  circum- 
stances. In  general  prosperity, 
the  feelings  of  joy  universally  dif- 
fused have  of^en  been  directed  to 
rise  in  songs  of  gratitude  to  that 
God,  who  is  the  only  source  of  our 
being,  and  our  blessedness:  in 
contrary  circumstances  of  general 
depression,  our  public  instructors 
enforce  the  necessity  of  deep  humi- 
liation, of  penitence  and  prayer. 
The  divine  founder  of  our  religion, 
the  most  illustrious,  and  the  most 
judicious  of  teachers,  often  directed 
the  attention  to  passing  events, 
which  added  to  his  communica- 
tions, a  superior  degree  of  interest  of  the  Lord  against  the  mighit/ ! 
and  efficacy.  The  apostle  who  he  would  address  the  congregated 
most  resembled  him,  in  the  ac-  legions  in  language  equally  impor- 
tivity  of  his  benevolence,  and  the  tant,  ''Examine  yourselves,  whe- 
ardour  of  his  zeal,  descending  to  thervEbeinthefaith."  Language, 
the  peculiar  circumstances  of  Chris-  which,  if  properly  felt,  would  para^- 
tian  communities,  addressed  them  li^e  the  energy  of  thousands  ;  but 
in  terms  of  congratulation,  direc-  if  properly  improved^  may  ulti- 
tion,  or  reproof,  according  to  the  mately  terminate  in  augmenting 
«tate  of  their  religious  character,    their  efficiency:  it  is  required  of 

men  who  fight  the  battlesof  Princes^ 
to  be  faithful  servants  of  the  aove* 
reign  they  support,  it  surely  cannot 
be  wrong  to  suggest  the  same  sen- 
timent to  those,  who  £ght  *'  the 
battles  of  the  Lord,"  to  exhibit  the 
IMPORTANCE  of  examiniog  their 
character,  and  to  specify  the  .os^ 
JECT6  their  attention  should  em* 


px  relation  to  private  or  public  opi- 
nion, whetherthey  were  attacked  by 
external  enemies,  divided  by  inter- 
nal defection,  or  oppressed  by  in- 
dividual degeneracy. 

No  manof  a  reflecting  mind  can 
survey  the  present  state  of  Chris- 
tianity in  this  kifigdom,  connected 
with  the  attempts  lately  made  to 
sap  its  foundations,,  without  elicit-    brace.  \ 

ing  a  train  of  thought,  marked  by  The  duty  of  personal  examii*- 
a  specific  character,  derived  from  tion  appears  to  be  important^  fven 
the  peculiar  occunrences*  of  the  when  a}>atracted/rom  peculia'  cir- 
times.  The  exertions  of  opposite  cumstances,  or  religious  con8der»- 
parties  to  increase  the  number  of  tions,  since  it  is  only  the /kno'^ledge 
their  adbersats,  lead  us  alternately    thus  obtained,  that  can  prjdufie  a 


to  reflect  on  the  different  8enti«< 
ments  so  sedulously  promulgated, 
—the  nature  of  th^r  tendency, 
and  the  extent  of  their  influence; 


regular  propriety  of  conduct  vith 
respect  to- the  eommcm  business  of 
life.  Knom^  thjfsejf,  was.^a  i||UQ^ 
tion  of  such  moment,  asto^  said 
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by  the  ancients  ori^allyto  have  are  almost  universally  decsiveo* 
descendedfrom  heaxjen^  and  its  con-  And,  indeed,  so  many  causes  cal«> 
Btant  ad<^tion  by  Solon^  the  dis-  culated  to  produce  this  eflfect,  are 
tinguished    legislator  of  Athens,  so  continuallyoperating,  that  while 
is  the  best  proof  that  can  be  ad*  human  nature,  and  human  society, 
duoed  of  the  superiority  of   his  continue  as  they  are,  the  ^vil  la- 
wisdom:  his  extensive  and  accu-  raented   will    necessarily  exist.— 
rate  observation  of  mankind  had  1'bere  is  such  a  propensity  in  man^ 
taught  him  the  necessity  of  man's  to  look  with  complacency  on  him- 
commencing  his  iuvestigations  by  self,  and   there  is    something  so 
an  eicamination  of  himself,  sensi^  'gratifying   in   the  indulgence   o£ 
ble,  that  by  forming  an  improper  this  prop^isity,  that  without*  the 
estimate  of  their  own  powers,  men  most    vigorous    resolution,   it    is 
were  liable  to  mistake  their  proper  morally  impossible  not  to  be  mis- 
sphere  of  action,  and  thus,  to  ruin  led. — However,  the  profession  of 
themselves,  and  to  injure  society. —  infidelity  may  prevail,  the  assump- 
The  ignorant  and  presumptuous  tion  is  admissible,  that  there  are 
will  often    bring    destruction  on  few  men  so  hardened  against  the 
themselves  and  their  connexions,  force  of  evidence,  or  so  obdurate  as 
by  a  failure  in  attempting  what  to  moral  feeling,  as  not  to  admit 
is  beyond    their    limited  ability,  the  truth  of  Christiaiiity,  and  not 
while  the  really  deserving  are  de-  tohave  their  sensibilities  sometimes 
prived  of  merited  distinction,  by  a  excited,   by  the  grandeur  of  the 
modest  suspicion  of  the  adequacy  eternity  it  opens  before  them  ;~- 
oftliose  powers,  which  they  actually  and  there  are  few  so  ignorant  c^ 
possess.     If  the  exercise  of  self-  the  truths  it  communicates,'  as  w>^ 
examination  is  thus  important  in  to  have  some  general  conception^of 
common  life,  where  it  is  confined  the  faith  it  reveals,  and  the  mo- 
sokly  to  temporal  effects,  it  must  rality  it  enforces,  yet  with  all  thi^ 
rise  in  importance,  as>  the  sphere  they  will  pursue  a  conduct  ra^i^ 
of  its  influence  is  -extended,  and  cally  immoral,  and  never  suspect 
must>  indeed,  be  mcxnentous,  when  that  their  character  is  defective.-^ 
connected  with  the  rewards  and  There  is  something  so  dreadful  in 
punishaients  of  eternity,-— when  it  eternal  puimkfnetU,  and  so  great  ^ 
leads  to  the  investigation  of  those  Jove  oi  felicity  in  the  human  ooo- 
moral  qualities,  which  ought  ever  stitutioiv  that  men  are  easily  pcB- 
ta  be  the  effect  of  Christianity  on  suaded    to    tfainck   &VQiunab)y    of 
the  EBQidy  and  which  constitute  themselveii,  and  without  the  sUghlh 
the  yAvlb  of  our  etiar^cter  in  the  -^st  examination  of  their  rml  chi»- 
dis<»iittinating  view  of  the  infinite  raotar,  they  will  produce  a:  mcoital 
Jehovah.  tranquillity^  by  extii^uishing  ii»« 
Though  At  first  si^ht  it  may  ap-  flexion,^— by  either   beliemng    the 
pear  mdl  easy  task  for  a  man  to  best  for  the  preheat,  or  at  leasts 
acqrnre  a  knowledge  of  himself^  hoping  the  best  for  the  Juitire,'^ 
2a  we  iosight  -sttpposi^,  he  must  'Oev-  And  that  natural  compUcency  with 
tainly  toow  what  be  himself  eas-  which  we  contemplate  our  own 
poiencesy  and  be  intimately  ao-  -fixcellenoes,  while  it  induces  us  to 
quainted  with  the  views  aBd  feeU  he  v^orous  in  our  endeavours  to 
iogs  which  operate  on  bis  nun4»  discover  them,  ne-act(^  witbe^unl 
and  infiuence  his  conduct;   yet,  ibrcc^  in  obstructiiig'Our  attanq^ 
there  is  no  one,  ;perhaps«  who  has  -to  detect  in^pa^fection,  find  reluo- 
paid  any  attention  to  common  lifQ,  tant  to  undertake  'an  ui^gvateftil 
orendeavoured  toidiscQverhis  own  exercise,   we  become    "^^iUing   *tP 
pecoliaritieB^  but  will  adnnt,  tbsst  .believe  ourselves  .better  than  we 
with  jtespect  tp  |tbemselfre«»  i^ien  rarie.    The  ^Qornpawson  iwbich  nmtt 
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men  are  apt  to  institute  between  from  God^  propose  to  the  atten- 
their  character^  and  that  of  others^  tion  of  man^  a  system  of  rational 
rather  than  between  their  charac-  belief,  superior  to  every  other  upon 
ter,  and  that  standard  afforded  by  earth,  and  command  Uiat  its  influ- 
Christianity,  has  a  tendency  to  pro-  ence  on  the  character  and  conduct, 
duce  this  general  deception.  Feel-  be  constantly  manifested  by  supe- 
ings  too,  which  result  from  con-  rior  effects : — whatever  is  inexpli- 
etitutional  sensibility,  are  mistaken  cable  in  the  truths  of  this  religion, 
for  the  operations  of  the  spirit  of  one  thing  is  evident,  that  the  ten- 
God  ;  and  actions  directing  to  dency  of  all  its  communications  is 
personal  advantage,  are  believed  to  diffuse  among  its  followers,  a 
to  flow  from  Christian  ,bene-  principle  of  affection  and  benevo- 
volence.  The  injudicious  ap-  fence, — to  distinguish  them  by  a 
plauses  of  our  friends,  will  often  uniform  purity  of  character, — ^to 
produce  pride,  when  we  should  give  them  a  relish  for  spiritual  en- 
exercise  humility,  and  by  a  reluc-  joyments, — and  to  prepare  them 
tance  to  censure,  from  an  impro-  for  a  future  existence,  by  with- 
per  regard  to  our  feelings,  they  drawing  their  affections  from  the 
will  leave  us  to  be  lost  among  the  allurements  of  this.  It  reveals,  as 
mists  of  misapprehension,  as  if  the  object  of  our  reverence,  a  God 
it  were  the  less  charitable  to  save  glorious  in  holiness— a  spirit  dwel- 
the  life  of  an  individual,  who  had  Bng  in  light  that  is  inaccessible,  to 
brought  himself  into  danger,  be-  whom  we  must  approach  by  spiri- 
cause  it  must  be  done  at  the  ex-  tual  worship,  and  endeavour  to 
pence  of  his  vanity,  by  convincing  serve  by  imitating  his  perfections 
him  first  of  the  impropriety  of  his  —  and  while  it  enforces  the  neces- 
conduct.  sity  of  our  being  assimilated  to 

Now,  the  importance  of  self-  God,  it  informs  us  of  the  moral 
examination  must  be  evident  from  defection  of  ourjiature,  and  pro- 
this  consideration,  for  if  so  many  poses  a  plan  by  which  these  exer- 
causes  are  always  insensibly  ope-  cises  may  be  united,  *^  an  atoning 
rating,  which  have  a  powerful  sacrifice,  and  a  sanctifying  spirit" 
tendency  to  hide  us  fix>m  our-  By  depending  on  the  one  for  the 
selves,— -causes  depending  on  our  pardon  of  transgression,  these  oh- 
natural  constitution,  and  our  inter-  stacles  are  removed  which  flow 
course  with  society,  from  neither  from  the  perfections  of  God,  while 
of  which  we  can  be  fully  removed,  the  other  operates  immediately  on 
then  the  supposition  is  rational,  us,  and  we  are  **  renewed  by  it  in 
-tiiat  we  too,  may  have  felt  their  the  spirit  of  our  mind."  The  ten- 
secret  influence,  and  are,  perhaps^  dency  pf  this,  is  to  Impress  us 
the  victimsof  this  general  deception,    with  a  hatred  to  sin,  and  by  puri- 

Every  man  whose  mind  is  im-  fying  our  affections,  to  eradicate 
pressed  with  accurate  views  of  the  the  desire  of  its  indulgence. — The 
Gospel  of  Christ,  will  be  unable  moral  precepts  of  the  Gospel,  by 
to  resist  the  conviction,  that,  in  which  our  conduct  is  to  be  regu- 
spite  of  the  numbers  who  prc^ess  lated,  have  all  for  their  object  the 
'to  be  its  followers,  comparatively  elevation  of  our  character. — While 
few,  have  imbibed  the  genuine  the  paradise  it  promises^  as  the 
spirit  of  christian  piety,  and  thus  reward  of  the  faiUiful,  is  a  state  of 
from'  the  abjection  of  vital  chris-  seraphic  enjoyment,  in  which  they 
tianity,  arises  another  argument  in  are  to  attain  moral  purity  and  per- 
Bupport  of  the  sentiment  already  fection,  in  the  immediate  presence 
advanced.  of  that  God,  who  "  is  light  itself. 

The  Scriptures  of  truth,  con-   inwhom  there  is  no  darkness  at  all.' 
taining  Christianity  as  a  revelation        It  is  easy  to  perc^ve,  that  the 
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followers  of  a  religion  like  this,  encouraging  an  extenrfon  of  bene^ 

tf  they  feel  the  influence  of  what  volence  towards  man,— he  should 

they  profess,  and  are  at  all  consis-  cultivate-an  habitual  reverence  for 

tent  m  their  general  deportment,  the    Deity,— should    delight    su- 

must  be  distinguished  by  the  mani-  premely  in  the  exercise  of  devo- 

festation  of  the  kindest  affections,  tion^—should  testify  by  his  actions, 

—the   constant    exercise    of   the  his  love  for  his  brethren,  and  aa 

purest  virtues,— the  enjoyment  of  he  who  has  called  him  is  holy,  so 

the  hohest  and  sublimest  devotion,  should  he  be  holy  in  all  manner  of 

—and  the  practice  of  the   most  conversation. 

exalted  morality.— Their  religion  These  general  representations 

represents   those  who  receive  it,  exhibiting   the    out-lines    o£   the 

as  the  subjects  of  an  important  christian  system,  and  the  christian 

mental  revolution  produced  by  the  character,— Are    founded    on    the 

proposition  of  truths  to  the  under-  oracles  of  God,  and  are  binding  on 

standing,   and   th^  application  of  the  attention  of  christians,  by  all 

motives  to  the  will,  accompanied  the  weight  of  that  sacred  authority, 

by  the  energy  of  the  Holy  Spirit,  on  which  the  truth  of  their  religion 

by  which  they  pass  from  darkness  is  established.    They  are  repeatedly 

to  light,  and  from  the  poweir  of  brought  before  them,  and  impressed 

Satan  to  the  liberty  of  God — and  upon  their  mind,  by  all  the  terrors 

it  is  only  the  reality  of  this  change,  of  eternal  vengeance,  and  all  the 

—it  is  only  the  constant  operation  glories  of  heavenly  beatitude.     By 

of  those  new  principles  it  origi.  arguments  drawn  from  the  love  of 

nates,  which  constitutes  spiritual  Christ  to  influence  their  gratitude, 

life,  and  distinguishes    from   the  and  from  their  connection  with  the 

hypocrite   and  the  formalist,  the  future  reward,  in  order  to  operate 

man,  who  possesses  the  spirit  of  on  man's  natural  love  of  personal 

piety,  felicity.     But,  however,   enforced 

Now,  every  man  who  professes  by  the  representations  of  Scripture, 

to  be  a    Christian, — professes  to  and,  however,  necessary  to  actual 

have  had  his  mind  thus  enlightened,  religion,  we   seldom  find  among 

and  his  dispositions  thus  altered,  the  professors  of  Christianity,  the 

by  a  Kception  of  the  truth ;— every  manifestation  of  these  peculiar  vir* 

manthen  who  pretends  to  reb'gion,  tues,  that  should  constitute  their 

should  testify,  that  he  is  anxious  character.     How  few  are  there  oi 

to  confirm  this  revolution  of  feel-  whom  it  can  be  said,  "  that  matt 

ing,  and  to  support  this  elevation  has  imbibed  the  spirit  of  Christ  !'* 

of  sentiment,  by  a  '*  conscience  Thousands  who  never  suspect  their 

and  a  conduct,   void '  of  offence  Christianity,  are  the  slaves  of  male- 

towards  God  and  man."     Remem-  volence,  anger,  and  resentment, — 

bering,  that  he  is  to  imitate  the  vindictive,  selfish,  and  unfriendly,-r 

example  of  his  Master,  he  should  destitute  of  the  best  feelings  of 

show  us,  that  "  the  same  mind  is  humanity,  and  ignorant  of  the  feli- 

in  him,  which  was  also  in  Christ  cities  of  Christian  affection.     Free, 

Jesus."    By  denying  himself  those  perhaps,  from  flagrant  immorality, 

enjoyments  to  which  he  is  inclined,  they  forget  that  the  sins  of  the 

from  the  corruption  of  his  nature,  spirit,  are  as  highly  criminsd  as  the 

he  should  evince  his  superiority  to  sins  of  the  flesh; — that  they  are  to 

thefascinationoftheworld,.— should  subdue  their  propensities  by  chris- 

advance  in  the  path  of  piety  and  -  tian  considerations,  being  called  to 

virtue,-^should  show  the  holy  ten-  obey  a  religion  originating  in  eter- 

^ncy,  and  "  ^dom  the  doctrine  nal  purity  and  benevolence,  and 

of  God  his  Saviour."     Possessing  proposing,  as  its  object,  thehappi- 

a  principle  of  ~piety  to  God,  and  ness  of  man,  by  the  prodi^ction  of 
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simiUr  ^alities  in  him.  The  dis-  exquisite  in  enjoyment,  and  all 
positions,  indeed,  of  which  man  is  that  is  terrible  in  suffering. — ^The 
naturally  the  subject,  constitute  man  of  the  world  can  see  the  im- 
him  so  much  the  child  of  present  portance  of  self-knowledge,  from 
advantage,  as  actually  to  counte-  the  decision  it  gives  his  character, 
ract  the  influence  o^  those  motives,  and  the  direction  it  communicates 
drawn  by  Christianity  from  the  re-  to  his  conduct : — and  the  Christian 
wards  and  punishments  of  di  future  too,  can  see  an  advantage  in  its 
existence,  and  have  thus  induced  influence  on  his  present  pursuits,— 
in  the  majority  of  its  professors, —  but  still  there  is  something /w/wre, 
a  height  of  moral  insensibility, — a  to  which  it  has  an  ultimate  relation, 
deadness  of  devotional  feeling, — a  and  it  is  then,  and  then  only,  we 
distaste  to  spiritual  enjoyments,  sufficiently  feel  its  paramount  inl- 
and an  extinction  of  spiritual  vita-  portance, — ^when  we  connect  it 
lity. — The  serious  contemplation  with  the  rewards  and  punishments 
of  this  FACT, — ^its  contrariety  to  the  of  immortality, — when  we  see  its 
genuine  characteristics  of  a  Chris-  effects  identified  with  the  subjects 
tian, — and  its  extensive  influence  of  the  world  of  spirits,  and  bright- 
in  the  world,  should  confirm  the  eniiTg  or  blackening  our  eternal 
supposition  previously  excited, —  existence. 

should  impress  us  with  the  neces-        On  such  arguments,  the  neces- 
.sityofexaminingowrjc^ye*,  whether  sity  and  importance   of   personal 
we  are  in  the  faith,  before  we  dare  examination  may  be  safely  reposed, 
to  condemn  the  men  who  reject  it.  not  only  in  the  present  state  of 
The  advantages  attending  the  religious  defection  ;  but  in  general, 
proper  performance  of  self-exami-  as  aa  habitlial  duty.     Like  other 
nation,  establishes  the  same  senti-  duties,  when  seriously  mentioned, 
ment«   respecting  its  importance,  it  will  no  doubt  be  universally  ad- 
as  naturally  flows  from  the  neces-  mitted  to  be  important,  and  the 
eity  of  the  exercise.     As  an  igno-  reasons  now  suggested  will  proba- 
ranceof.our  real  state  is  produc-  bly  occur  to  every  man,  whore- 
tive  of  pernicious  consequences,  by  fleets  on  the  subject.     The  hope, 
pronapting  us  to  actions  the  most  however,    that    the    amplification 
improper,  so  an  accurate  inVestiga-  they  have  here  received,  may  in- 
tion  of  ourselves,,  will  tend  to  re-  crease  their  force  with  the  trifling 
fbrm  onr  improprieties,  by  produc-  and  the  thoughtless,  must  form  an 
ing  a  conviction  of  the  defects  in  apology  for  so  extended  a  discus- 
our  character.     If  the  inquiry  be  sion  of  what  may  have  appeared 
conducted  in  the  exercise  of  those  evident  to  many.  «  •  « 
/eelings,  which  should  ever  accom-                        ***^**.i****% 
pany  so  important  an  act,  we  have       MATT.  HENRY'g  MANUSCRIPT, 
reason  to  hope  the  discovery  will  The  following  important  sugges- 
be  of  such  a  nature,  as  to  produce  tion  is  extracted  from  a  letter  dated 
motives  sufficiently- powerful,   to  Newbury,  with  which   we  were 
call  forth  all  the   energy  of  our  favoured  a  few  weeks  since, 
minds,  either  to  confirm  what  may        ««l  recollect  tJiat  a  friend  of  mine, 
be  correct,  or  to  correct  what  may  i^^ho  resides  in  a  distant  part  of  the 
be    erroneous.      And  this    effect,  country,  and  who  is  understood  to 
flowing  from  the  question  of  self-  be  better  acquainted  with  .what  is 
examination,  if  considered  with  a  now  known  of  Philip  Henry's  fa- 
reference  -to  Its  final  results,  will  mily  than  any  other  person,  men- 
establish    the  importance  of   the  tioned  to  me  some  time  ago,  that 
duty  recommended.   Upon  this  one  M.  Henry,  he  had  reason  to  con- 
exercise,  is  suspended  the  character  dude,  from  a  letter  in  his  posses- 
of  cm:  eternal  destiny,*-^l  that  is  gion,  left  behifid  him  a  nMnascript 
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volume  containing  an  account  of   cient   to   reply,    that  the  phrase 

dissenting  ministers  of  his  own  "naa   ^«   is  no  where  else  in  the 

time   anci  neighbourhood.      This  sacred  Scriptures  apph'ed  to  any 

valuable  record,  it  is  highly  pro-  created   being,   and  that  the  ab- 

bable,   is  now  irrecoverably   lost,  sence  of  the  emphatic  prefix  in 

Perhaps,  however,   you  will   not  this  case  does  not  convey  a  lower 

think  it   improper  to  insert  this  or  indefinite  sense  is  demonstrated 

short  communication,  and  perhaps  b^  the  introduction  of  the  very  same 

the  gentleman   alluded   to  above  term  of  expression  in  the  next  chap- 

will,  if  he  is  able,  furnish  you  with  ter,  verse  21 — "  The  remnant  shall 

further  information  respecting  the  return,  even  the  remnant  of  Jacob 

subject  of  this  paper.    Your's,  &c.  to   nuj   ^«,    the    mighty    God" 

"  ViATORius  Mercator."  How  justly  these  terms  are  ap- 

-^^^.^^v^^^^-.  plicable  to  the  Redeemer  in  their 

MORSELS  OF  CRITICISM.  highest  possible   sense   is    plain, 

ON   ISAIAH  IX.  6.  from  very  many  parallel  passages 

"  His  name  shall  be  called,  Wonder-  in  the  New  Testament,  but  from 

fill,  Connsellor,  the  mighty  God."         "  none,  perhaps,  more  so  than  from 

Some  critics  wish  to  alter  the  re-  Phil.  iii.  £1. 

ceived  translation  of  this  passage.        We  leave  it  to  others  to  dispute, 

by  joining  the  two  epithets  '^  tvon^  whether  our   Lord  Jesus   Christ 

derfiil"  and  *'  counsellor"  thus,  "  A  was  something  more  than  a  mere 

wonderful  counsellor"    Such  an  al-  man,  whether  he  might  not  possi- 

teration  may,  at  first  sight,  appear  bly  be  equal  to  an  angel,  or  even 

to  be  countenanced  by  the  context  be  a  being  of  a  still  higher  order ; 

in  which  tmo  terms  are  so  united  for  us  nothing  short  of  his  true 

several   times :    "  Mighty   God,"  and  essential  divinity  seems,  worth 

"  Everlasting   Father,"  "  Prince  a  thought.      An   oak   is  no  bet- 

of  Peace,"     The   Hebrew,   how-  ter- adapted  to  support  a  sinking 

ever,  seems  to  forbid  such  a  con-  world  than  a  reed ;  none  but  an 

8truction>    by  placing   the  word  everlasting  arm   is   equal  to  the 

«Vd,  wonderful,  before  the  word  task  —  Omnipotence  and  Omnis- 

firv,  counsellor,  and  not  after  it,  cience  must  be   incommunicable  ; 

as  the  idiom  of  the  sacred  tongue  if,  therefore,  Jesus  is  not  God,  we, 

would  require,  if  «^£i  were  indeed  who  ascribe  to  him  these  attributes, 

intended  for  an  adjective.     Com-  are  idolators— If  he  is  not  God, 

pare  Nahum   i.    11,    where   "  a  we,  who  trust  in  him  for  salvation, 

wicked  counsellor"  is  hp^h^  V3?r—  are  making  flesh  our  arm,  our  faith 

Deut.  XV.   9,   "  SL  wicked  heart,"  is  vain,   we  are  yet  in  our  sins. 

^If^hz.  aa^ — Exod.  iii.  8,  "  a  good  Hence  the  jealousy  with   which 

land,"  nnio  Vi«.  we  cannot  but  regard  every  at- 

It  has  also  been  asserted,  that  since  tempt  to  alter  those  passages  of 

neither  ^«,  God,  nor  "nn:!,  mighty.  Scripture  to  which  we  appeal  as 

has    an    emphatical    prefix,,  the  evidences   of  a  truth  so  momen- 

phrase  "»nj  biK,  does  not  mean,  as  tous.     Take  away  the  divinity  of 

we  render  it,  "the  mighty  God"  Christ,  and  you  destroy  the  foun- 

but  "  A  mighty  God"  that  is,   a  dation  of  all  that  we  think  worth  , 

being  possessed  of  a  sort  of  lower  contending  for ;  you  not  merely 

divinity^  such  as  is  supposed  to  be  lop  off  some  branches,  you  cut  up 

ascribed  to  angels  and  to  men  act-  the  tree  of  life  by  its  roots,  and 

ing  for  God.*     To  this  it  is  suffi-  leave  us  only  the  apples  of  Sodom. 

I                                                                                                      T  IC 
*   In    Parkhurst's    Lexicon,    under    ^ ' 

n7H  ii.  4,5,  the  few  texts  are  consider-  ^nd  if  all  the  Lexicographer  says  there, 
ed  in  which  the  naioe  of  God  (q^H?^)  is  not  quite  satisfactory,  it  well  deserves 
is  supposed  to  be  applied  to  creatures,    attention. 
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ODE  FROM  THE  MARTYR  OF  ANTIOGH. 

What  means  yon  blaze  on  high  ? 

The  empyrean  sky 
Like  the  rich  veil  of  some  proud  £ane  is  rending, 

I  see  the  star-payed  land, 

Where  all  the  angels  stand, 
Even  to  the  highest  height  in  burning  rows  ascending. 

I^ome  with  their  wings  dispread^ 

And  bow'd  the  stately  head. 
As  on  some  mission  of  Ood's  lore  departing, 
Like  flames  from  midnight  conflagration  starting ; 

Behold  the  appointed  messengers  are  they. 
And  nearest  earth  they  wait  to  waft  our  souls  away. 

Higher  and  higher  still 

More  lofty  statures  fill 
The  jasper  courts  of  the  everlasting  dweUing. 

Cherub  and  Seraph  pace 

The  illimitable  space. 
While  sleep  the  folded  plumes  from  their  white  shoulders  swelling. 

From  all  the  harping  throng 

Bursts  the  tumultuous  song, 
Like  the  unceasing  sounds  of  cataracts  pouring, 
Hosanna  o*er  Hosanna  louder  soaring ; 

That  faintly  echoing  down  to  earthly  ears. 
Hath  seemed  the  concert  sweet  of  the  harmonious  spheres* 

Still  my  rapt  spirit  mounts, 

And  lo  I  beside  the  founts 
Of  flowing  light  Christ's  chosen  SMnts  reclining ; 

Distinct  amid  the  blaze 

Their  palm-crowned  beads  they  ruse. 
Their  white  robes  even  through  that  overpowering  lustre  shining. 

Each  in  his  place  of  state. 

Long  the  bright  Twelve  have  sate, 
0>r  the  celestial  Sion  high  uplifted ; 
While  those  with  deep  |)rophetic  raptures  gifted. 

Where  Life's  glad  river  rolls  its  tideless  streams. 
Enjoy  the  full  completion  of  their  heavenly  dreams. 

Again — I  sec  again 

The  great  victorious  train. 
The  Martyr  army  from>  their  toils  reposing . 

The  blood-red  robes  they  wear 

Empurpling  all  the  air. 
Even  their  immortal  limbs^  the  ngns  of  wounds  disclosing. 

Oh,  holy  Stephen !  thou 

Art  there,  and  on  thy  brow 
Hast  still  the  placid  ^mile  it  wore  in^  dying. 
When  under  the  heiq>ed  stones  in  anguish  Ijring 

Thy  clasping  hands  were  fondly  spread  to  heaven. 
And  thy  last  accents  prayed  thy  foes  might  be  forgiven. 

Beyond !  ah,  who  is  there 

With  the  wHte  snowy  hair  ? 
'Tb  he— 'tis  he,  the  Son  of  Man  appearing) 

At  the  right  hand  of  One, 

The  darkaess  of  whose  throne 
That  sun-eyed  Seraph  host  behold  with  awe  and  fearing. 

O'er  Him  the  rainbow  springs. 

And  spreads  its  emerald  wings, 
Down  to  the  glassy  sea  his  loftiest  seat  o'erarching. 
Hark^ — ^thunders  from  his  throne,  like  steel-clad  armies  marcliiDg< — 

The  Christ !  the  Christ  commands  us  to  his  home ! 
Jesus,  Redeemer,  Lord,  wi  come^  we  come^  we  eome. 
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A  Treatise  on  the  Gospel  ConstUum  thoae  domettic  reguhuwiu  which  we  iadis- 
tion.  By  the  late  Rev.  William  V^^^^^  ^  ^^^7  relirion,  ami  without 
n^^^t  T^  ^.l:^j,  :»  t«./>^«.«y7  ^  which,  prayer  can  neither  shed  a  sacred- 
Bennet,     To  which  ts  prefixed,  a     ^.^  ^ver  the  heart  of  man,  nor  ascend 

short  account  of  the  Life  ana  with  acceptance  to  the  throne  of  God. 
Writings  of  the  Author,  By  1*he  appeada  of  the  sanctuary  may  be  ilia- 
N.  K.  Pugsley.  8t».  price  Ss.  waarded,  and  the  voice  of  conscience 
T  ^M#1  «•      1  Qoo  silenced,  but  where  is  the  rebelhotis  son 

l^onaon :   1»^2.  ^  ^  ^^^^  ^^^l^j  ^i^hgtand  the  prayers,  the  en- 

We    feel    some   difficulty   in   the     treaties,  the  tears  of  a  mother,  who  en- 
management  of  this  article.     Our     '""cs  the  solemnities  of  another  world, 

respect  for  the  character  and  talents  hJ^""  ^^''l^u^T^T  ^^  """^.^.u^ 

n\t      m  .    ^jr     Ti         M.  1 J  •  *^"  *^  *"*^  •     "  *"C"  there  be,  yet  the 

of  tbe  late  Mr.  iiennet,  would  m-  instruction  is  not  in  vain.    The  entrance 

duce  us  to  enter  much  at  large     of  such  a  child  into  the  pollntions  of  the 

into  the  contents   of  the  present  '•^o^ld  will  resemble  the  entrance  of  a 

volume,   were  it  not  for   certain  crystalstreaminto  the  ocean.    In  its  first 

^    '    ^.  .J      ^  •  •  v  approaches   it  will  oppose  the  element 

counteracting  considerations  which  that  threatens  to  invade  its  purity  j  and 

have  determmed  us,  after  a  little  when  it  does  finally  sink  into  the  abyss, 

hesitation,  to  take  a  different  course,  ^e  recoUection  of  ite  mountain  birth 

The  ''  short  account"  of  Mr.  Ben-  ]f  ^  "f  ^  ^^^'K^^^^l*.*"^  *^.?*T^ 

.,    ...A         -I        ...  ij    If  through  an  ocean  of  impurity,  the  dis- 

net  s  life  and  wnUngs  would,  for  taut  shore  of  reflection  may  come,  where, 

instance,  detain  us  with  great  plea-  amidst  the  remorse  of  a  g^uilty  conscience, 

sure,    while   we   dwelt  upon   the  **»«  remembrance  of  early  vows,  and  the 

many  virtues,  and  excellences  of  penitence  of  a  broken  and  contrite  hea^, 

.,     /  J  .1-         Ai-         1-   ^  the  voice  of  prayer  may  again  be  lifted  to 

the  man  and  the  author ;  but  we  heaven—'  1  wiU  arise  and  go  to  my  Fa- 

really  have  been  repelled  from  the  then"— pp.  12, 13. 
execution  of  a  task,   which,   on 

many  accounts,  would  have  af-  Our  readers  cannot  fail  to  ad- 
forded  us  high  gratification,  by  the  mire  the  inimitoble  beauty  of 
extremely  unpleasant  feelings  ex-  this  figure.  Never  assuredly  did 
cited  by  Mr.  Pugsley's  meagre,  "  ohrystel  stream"  perform  such 
unsatisfactory,  and  unjustifiable  ^eats  before !  After  opposing  an 
memoir.  Mr.  P.  with  an  over-  element,  it "  sinks  into  the  abyss," 
powering  profession  of  modesty,  does  not  forget  to  recollect  its 
has  apparently  been  delighted  with  "  mountain-birth,"  (a  classical  re- 
the  opportunity  of  displaying  his  ference,  we  presume,  to  parturiunt 
talents  for  fine  writing ;  and  that  tnontesj  then,  afler  sinking  into 
we  may  not  incur  the  hazard  of  the  abyss,  passes  ''  through  an 
misrepresenting  his  abilities  in  this  ocean  of  impurity,"  and  reaches 
way,  they  shall  speak  for  them-  the  distant  shore  of  reflection, 
selves.  where,  amidst  remorse,  remem- 
^     ^.,    «                  „  brance,  and  penitence,  this " chrys-^ 

•  ''}^''^''^fr^l!^:.^^!^'Z^}Z  tal  stream"  addresses  a  prayer  to 

m  a  thousand  other  instances,  we  see  the  i  •  r    ^ 

moral  efficacy  of  parental  education.    I  heaven .  ^   ^ 

know  not,  indeed,  if  it  has  ever  failed.         In  the  same  original  and  har- 

Many  religious  parents,  no  doubt,  have  monious  style  of  metaphor,  we  are 

irreligious  children :  but  how  many  reli-  ^^j  ,     ^j^^^  jyj^   Whitfield's  «  voice 
gious  parents  are  there  who  neglect  the  '       .  •     «.^  *.     ««^ 

education  of  then-  children?     Some  on  and  action  were  omnipotent,  and 

the  principle  that  any  efforts  on  our  part  could  throw  a  redeeming  glory  over 

would  be  taking  the  work,  as  it  is  ex-  the   most   imperfect   comnositions 

presscA,  out  of  the  hands  of  the  Lord,  ^^^^  spoken."     Our  admiration  of 

andthat,  when  the  hour  of  mercy  18  come,  ^,.     -^  .    i  *.    ^4.   u«,«««^« 

that  m^  wiU  interpose,  indeiJendent  of  this  fine  period  must  not,  however, 

human  means  4  and  others,  for  want  of  prevent  us  from  adverting  to  tne 
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criticism  hazarded  at  its  -close.  Mr. 
Pugsley's  wonted  discretion  must 
have  strangely  deserted  him^  when 
he  ventured  on  this  rash~*qualifica- 
tion  of  effusions  which,  amid  all 
tlie  disadvantages  of  a  mutilated 
publication^  exhibit  unquestionable 
marks  of  genius  and  strong  Reel- 
ing. Besides^  Mr.  P.  altogether 
mistakes  the  matter;  Mr.  Whit- 
field's voice  and  action,  powerful 
and  animated  as  they  were,  had 
but  an  inferior  share  in  the  effects 
which  his  preaching  produced.  It 
was  emotion,  it  was  the  intense 
ardour  which  possessed  his  whole 
soul,  that  rivetted  his  hearers,  and 
with  the  blessing  of  God,  trans- 
formed them  into  new  men.  The 
"  redeeming  glory"  of  voice  and 
action,  may  fit  the  tragedian  as 
well  as  the  preacher,  but  fervour 
and  holy  zeal,  are  the  peculiar 
privileges  of  the  latter.  We  must 
permit  ourselves,  in  this  place,  to 
enquire  where  is  the  a-propos  of 
the  anecdotes  from  Southey's  life 
of  Wesley?  They  have  long 
been  accessible  in  the  most  com- 
mon sojurces,  and  are  rather  whim- 
sically introduced,  if  intended  as 
illustrations  of  Mr.  Bennet's  habits 
of  speaking,  which  had  not  the 
smallest  resemblance  to  those  of 
Whitfield.  But  our  readers  shall 
be  gratified  by  the  insertion  of  Mr. 
Pugsley'§  distinct  and  discrimi- 
nating definitions ;  and  if,  amid  his 
exquisite  array  of  negatives  and 
positives,  our  readers  fail  to  per- 
ceive the  clear  delineation  of  Mr. 
Bennefs  peculiar  style  of  preaching, 
they  must  be  left  to  their  incapa- 
city. ' 

**  The  peculiar  qualities  which  made 
Mr.  Bennet's  preaching  so  popular,  I 
caunot  determine  with  accuracy,  as  I 
never  had  the  pleasure  of  hearing  him. 
The  fact,  however,  of  his  being  popular, 
is  unquestionable ;  and  the  applause  he 
secured^  was  as  honourable  to  the  taste 
and  piety  of  those  who  bestowed  it,  as  it 
was  to  the  character  of  his  preaching  by 
whom  it  was  received.  There  was  nothing 
artificial  or  affected  in  his  preaching — 
nothing  of  that  Roscius-like  style  which 


-^Bentiet's  Treatise 


CJUNR, 


captivates  the  multitude  in  some  unhappy 
moment  of  mental  hallucinaUon,  and 
which,  after  blazing  forth  upon  the 
world,  like  a  northern  light,  as  suddenly 
dies  away ;  but  a  bold,  manly,  md  dig- 
nified eloquence,  borrowed  from  the  sUn- 
pie  majesty  of  inspiration— chastened  by 
a  cultivated  taste — ^illuminated  by  a 
powerful  understanding — and  enforced  by 
the  fervgur  of  a  heart,  which  felt  the 
responsibility  of  negotiating  between  the 
Mtlker  of  the  universe  and  a  sinful  world." 
—pp.  21,  22. 

The  necessity  for  declining  a 
detailed  investigation  of  the  life 
and  character  of  Mr.  Bennet,  would 
give  us  considerable  vexation,  but 
that  we  are  not  without  hopes  from 
a  different  quarter :  a  well  qualified 
correspondent,  who  prefers  sound 
words  to  "  mental  hallucinations," 
has  given  us  some  reason  to  expect 
a  memoir,  but  he  finds  difficulty  in 
procuring  materials,  though  he 
might  learn  from  Mr.  Pugsley, 
how  to  write,  not  only  without 
them,  but  without  making  efiicient 
use  of  those  within  his  reach. 

We  shall,  however,  be  expected 
to  give  some  explanation  of  the 
term  "  unjustifiable,"  as  applicable 
to  this  memoir.  We  repeat  the 
word,  we  seriously  and  emphati- 
cally reprobate  the  unjustifiable 
use  made  of  a  private  and  confi- 
dential letter  addressed  by  the  Rev. 
Robert  Hall  to  Mr,  Bennet.  The 
high  style  too,  in  which  the  thing 
is  done,  is  perfectly  astounding. 

**  The  author  of  this  memoir  hopes, 
that  if  ever  so  humble  a  performance 
should  fall  into  the  hands  of  Mr.  Hall, 
he  will  excuse  the  liberty  here  takeu  in 
inserting  his  letter  without  asking  per- 
mission. -He  intended  to  have  asked  per- 
mission when  he  began  this  menaoir,  but 
he  was  assured,  froiii  Mr.  Hall's  reluc- 
tance to  appear  in  print,  that  his  applica- 
tion would  be  unsuccessful.  He  could 
not,  therefore,  risk  the  possibility  of 
losing  a  document  which  he  not  only  con- 
siders the  ornament  of  the  work,,  but 
without  which,  the  work  by  him  would 
not  have  been  undertaken." — p.  43. 

We  really  do  not  recollect  a 
more  finished  affair  than  this.  Mr. 
Pugsley  finds  among  Mr.  Bennet's 
papers,  a  highly  eulogistic   letter 
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from  a  divine  of  great  and  merited  been  earnestly  led  to  seek  and  to  strive 

celebrity;  he  seizes  on  it,  without  ^^^  the  Arminians,  such  of  them  as  arc 

the  smallest  ceremony  weaves  it  fJ^."«^A?^*iT-  ^^  ^^^^^  '^V^  *^''*'\- 

'^^  1 ;               ..             J  .1            %,  ^®  <*f  the  Calvinists,  iit  pleadinjr  with 

into  his  narrative  and  then  coolly  slSnem.    Your  great  principle  of  rtic T 

tells  nis  readers,  that  he  has  done  «gnofr^ligion,  in  every  dispensation  of  it, 

it  in  the  full  conviction,   thafr  Mr.  ^^^^S  intended  as  a  pursuit  of  the  plan  of 

Hall  would  have  refused  his  ner-  ^'5^°®  government  for  exercising  the  mo- 

-„;„•__     i,„^     .^1                     .  r  ral  powers  and  faculties  of  creatures,  is 

mission,    had    It  been   previously  grand  and  noble,  and  gives  continuity 'and 

asKed.      As,  however,   Mr.  P.  has  harmony  to  the  whole  scheme.     I  lent 

broken  the  compact  which  stamps  Y9^^  ^^^  to  B.,  commonly  called  'Squire 

inviolability  on  the  confidential  cor-  ^;v ^^^  is  much  pleased  with  it,  and  only 

respondence  of  every  living  indivi-  ;^^VZ^;^Z''^J^tL77f 
dual,  and  made  a  private  letter  Christ's  death.  I  think  you  have  asserted 
public  property,  we  shall  avail  *'  by  implication,  though  I  wish  you  had 
ourselves  of  his  indiscretion,  and  ^^^  '^^  unequivocally ;  because  I  am 
mvt*  fr,  ««!.  i.^«,i^«<,  ♦!,«  L.  *•  ^"^v  persuaded  it  is  a  doctrine  of  Scrip- 
give  to  our  readers  the  grati-  turc,  and  that  it  forms  the  only  consistent 
lication  ot  possessmg  this  impor-  basis  of  unlimited  invitations.  I  think 
tant  exposition  of  Mr.  Hall's  views,  ^be  most  enlightened  Calyinists  are  too 
on  certain  important  points  of  J^scrved  on  this  head,  and  that  their  re- 
Christian  dortnnp  "^^^  ^  declare,  with  the  concurrent  testi- 
V^nnstian  aoctnne.  ^^^y  of  Scripture,  that  Christ  died  for 

"  January^  18th,  1810.  «W  men,  tends  to  confirm  the  prejudices 

**  Dear  Sir, — I  ought  sooner  to  have  of  Methodists  and  others  against  election 

acknowledged  to  you  the  great  pleasure  ^u^d  special  grace.    With  this  small  ex- 

I  derived  from  the  performance  you  were  ception,  if  it  be  an  exception,  your  work 

so  kind  as  to  give  me  at  Northampton,  appears  to  me  entitled  to  the  highest  ap- 

I  have  read  it  with  as  much  attention  as  probation  and  applause  ;    and  I  cannot 

I  am  able ;  and  though  the  subject  is  in-  but  hope  it  will  have  an  important  effect 

volved  in  so  much  difficulty,  I  admired  in  bringing  good  men  nearer  together,  than 

the  perspicuity  with  which  it  was  treated  which  I  know  nothing  more  desirable, 

so  as  to  be  within  the  limits  of  an  ordi-  **  Wishing  you  much  success  in  every 

nary  capacity.     There  is  a  precision  and  labour  of  your  hands, 

comprehension  in  the  choice  oi  terms,  **  I  remain,  dear  Sir,  with  high  esteem, 

and  a  luminous  track  of  thought  pervad-  **  Your  affectionate  brother, 

ing  the  whole,  which,  accoi^ing  to  my  **  Robert  Hall." 

apprehension,  has  scarcely  been  equalled,  "  i^cv,  W.  Bennet." 

^d  never  exceeded    iu  the  ^scussion  of  jbg   following    extract    from   a 

sirchpomts.     I  do  think  you  have  steered  ■•   ..               ..       °,        --.       ti 

a  happy  medium  between  the  rigidity  of  '^"^^      written     by     Mr.    George 

Calvinism  and  the  laxness  of  Arminianlsm,  Clayton,   in  reference  to  the  same 

and  have  succeeded  in  the  solution  of  the  -work,  the  "  Essay  on  the  Gospel 

S.l'^^ir^f  in3ot7»X'  D"Pe"-tion,"  deserves  quotation. ; 
speciality  of  divine  grace.  This  interest-  «<  Mr.  Bennet's  viewB  of  the  Gospel 
ing  question  is  handled  with  masterly  dispensation  are  hig^y  ^scriptural  and 
ability.  I  am  particularly  delighted  with  important,  and  well  worthy  of  a  more 
your  explicit  statement  and  vindication  attentive  consideration  than  they  have 
of  the  established  connection  between  the  hitherto  received.  He  has  brought  into 
use  of  instituted  means,  and  the  attain-  nearer  conjunction  than  any  modern  - 
ment  of  divine  blessings,  and  the  conse-  writer  with  whom  I  am  acquainted,  the 
quent  hypothetical  possibility  of  the  sal-  two  difficult  points  of  GocPs  tovereigtay 
vation  of  all  men,  where  the  Gospel  and  man*3  accmntableness — the  purpose  of 
comes.  On  this  point  the  representation  grace  and  the  freedom  of  human  agettcy; 
of  Calvinists  has  long  appeared  to  me  very  and  though  a  perfect  accordance  may  not 
defective  ;  and  that,  fettered  by  their  be  discovered  by  us  in  the  present  state  of 
system,  they  have  by  no  means  gone  so  contracted  knowledge,  it  is  surely  some- 
far  in  encouraging  and  urging  sinners  to  thing  to  have  diminished  the  difficulties 
the  use  of  prayer,  reading  the  Scriptures,  attaching  to  these  subjects.  Were  pro- 
self-examination,  &c.,  as  the  Scriptures  fessors  of  religion,  generally,  better  ac- 
justify.  They  have  contented  themselves  quainted  with  the  principle  of  the  late 
too  much  with  enjoining,  and  inculcating  Mr.  Bennet's  book,  they  would  become 
the  duty  of  faith ;  which,  however  im-  more  judicious  and  cautious,  and  less 
portant  and  indispensible,  is  not,  I  appre-  likely  to  fall  a  prey  to  the  delusions  of 
head,  usually  imparted,  till  men  have  Antinomianism." — pp.  43,  44. 
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But  Mr.  Pugsley'6  patched  up  8.  On  its  StabiUiy.  9*  On  its 
portico^  has  delayed  us  so'  long  Final  Consummation,  10.  Practi" 
that  we  can  afford  but  little  space  cal  Refieclions, 
for  any  protracted  view  of  the  Now,  this  division,  though  suf- 
structure  to  which  it  is  the  irontis-  fidently  comprehensive,  is  not,  we 
piece.  And  we  the  more  readily  apprehend,  unobjectionable  on  the 
decline  this  at  the  present  moment  score  of  simplicity.  Th^'e  is  an 
since  —  quitting  the  figure  into  affectation  of  philosophical  phraseo- 
which  we  have  been  betrayed  by  logy  and  accuracy  about  it,  which 
our  infectious  intimacy  with  Mr.  does  not  appear  to  be  realized 
P.»»the  ^particular  character  of  this  either  in  the  arrangement  or  the 
work  will  more  aptly  fall  into  its  filling  up,  and  we  confess,  that  we 
place  in  a  general  estimate  of  the  should  have  preferred  a  system, 
value  of  Mr.  Bonnet's  contribu-  which  comprized  the  substance  of 
tions  to  theological  literature.  In  this  scheme  under  a  different  dis« 
the  mean  time,  however,  we  may  tribution,  and  in  somewhat  different 
say  of  the  volume  before  us  that,  t^tns.  Without,  however,  insist- 
though  not  Mr.  B.'s  ehef-tVanivre,  ing  on  points  which  admit  of  inter- 
it  is  the  work  of  a  sensible  and  minable  discussion,  we  shall^  hav- 
pious  mind,  stating  with  consider-  ing  thus  transcribed  Mr.  Bennet's 
able  clearness,  if  not  with  striking  general  plan,  furnish  two  or  three 
originality,  the  opinions  of  an  extracts,  as  illustrations  of  his  Way 
independent  thinker  concerning  of  thinking  and  writing  on  the 
Scripture  doctrines.  We  cannot,  distinct  subjects, 
indeed,  express  an  unlimited  ac-  c.  j„  ^iB  original  formation  man.was 
quiescence  m  all  the  statements  or  created  in  the  likeness  of  God ;  which, 
the  modes  of  expression  which  oc-  besides  including  intelligence  and  actiTe 
cur  in  these  pages,   nor  do  we  powere,  qualifying-him  to  hold  dominion 

think  that  on  the  whole  much  ad-  IZa  if^'t'l  i^^'-  "^^ilfj  Tl 

J.  .       I  .  -•       •         L    J     •      J  "isted  m  a  holy  dttpoatum  of  hearty  or  a 

ditional  instrucnon  is  to  be  denved  discerning  taste,  relish,  and  love  of  what 

from  this  treatise;  still,  notwith-  vras   spiritually  excellent;   conformable 

Standing  the  objections  which  have  ^*  ^®  ^*  ^^  ^^  Maker,  and  attractive 

occasionally  suggested  Aen,selves  ^Jta^^'lt^tylplI^tSS^' 

to  our  mmds,  we  have  been  grati-  his  influence  to  his  mind ;  under  which, 

fied  in  tracing  throughout,  the  im-  as  from  an  inward  principle  of  spiritual 

pressions  of  an  exercised  intellect  life,  his  temper  and  inclinations  were  habi- 

and  of  an  anxious  disposition  to  *"""l  ^^^^^'^    ^'^  ^t  T^^'",^^  P!^\ 

-^^..^  :     A^  4.1.       rr-u  1    •    J'  howftver,  and  agreeably  to  man's  original 

ascertain  truth.     The  work  is  dis-  state  of  morJ^probation,  this  infli^ncc 

tnbttted  into  ten  chapters  :  1 .  On  from  above  did  not  absolutely  control  his 

the  Awful  Occasion  o£  the  Gospel  Jree-^mey  as  an  accountable  creature ; 

Constitution,  in  the  ruined  condi-  ^"V  T  "  ^"^  "^  "^  "^^f^  *5^  ^'^' 

tion  of  Man  as  a  fallen  creature.  i^^L^r^ffir^^l^'^u^^^^^^ 

S.^  On  ita  Gracious  Source,  in  the  moral  freedom,  left  a  foiObiiity  of  his 

Riches  of  Divine  Mercy.     S.  On  losing  ite  beneficial  effect,  and  so  felling 

its  Glorious  Medium,  in  the  Per-  J™**"  ^l  "^"^^"^  ^^  temptation.    Such  a 

o««  ^^  41,^  c         r  r^   J       A     r\     '^  lOSAy  we  nave  seen,  man  actually  suffered 

son  of  the  Son  of  God.     4.  On  its  through  his  own  unwatchfulness^ and  dis- 

Moral  Ground,  m  the  sacnfice  and  regard  of  his  Maker's  authority.     The 

righteousness    of    the    Mediator.  Holy  Spirit,  grieved  and  justly  ofiiended 

.5.  Of  a  Personal  Interest  in  it,  as  ^y  !;« .tampering  with  temptation,  and 

it  regards  both  the  Method  and  tra^trZ^gTS?! 

the  tvutence  of  such  Interest.     6.  bidden  him  as  a  test  of  his  obedience. 

On  its  Fulness,  in  the  rich  variety  withdrew  his  presence  and  exciting  influ- 

of  its  Spiritual  Blessings.     7.  On  ®"^®  ^™™  his  soul ;  and  therewith  his 

its  Purity,  in  the  Natureand  Obli-  ""J^  righteousness  depart^  fromhim, 

*        •5'*  *  «v«*'t> «,«  y  u*i  and  left  him,  like  Samson  shorn  of  his 

gaUons   of  Evangelical    Hohness.  stnmgth,  an  easy  prey  to  Satan's  maUce, 
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and  the  disordteriy  woAings  of  hit  own     contemplates,  in  the  light  of  the  Gos^U 


Its  moral   state— mcapable  of  relishing  monster  was  disarmed  by  his  victorious 

spmtual  enjoymentfr-pronc  to  sinful  gra-  Lord,  when  he  triumphed  over  it  on  his 

tiflcations— proud  and  impatient  of  divine  cross.     His  glorious    resurrection   and 

authonty— polluted  by  conscious  guilt—  ascension,    also,    have   insured  the  full 

and   progressively    filled    with    enmity  redemption  of  his  people  from  all  the 

^nst  the  character  and  government  of  dishonours  of  mortality,  and  the  imme- 

Cod.  —pp.  16—18.  diate  reception  of  their  departing  spirits 

Thepracticalimprovmentwhich  SLV%lbty^^n^rn^^^^^ 

occupies  the  closing  chapter,  con-  principles  and   gJounds   of   assurance, 

tains  much  that  is  truly  excellent  therefore,  the  dyin*  christian  may  say 

in  sentiment,  conveyed  in  language  ^*'^  David, "  Yea,  though  I  walk  through 

happfly  adapted  to  its  impoii:ance.  ?*  ^ley  of  the  shadow  of  death,  I  will 

tuJL^z   i.  u       -.    •    -.iT  /•  n  fear  no  evil,  for  thou  art  with  me;  thv 

There  isgreat  beauty  m^e  foUow-  ^d  and  thy  staff  comfort  me :"  Or,'witt 

ing  passage,  taken  as  the  expres-  Jacob  of  old,  I  have  waited  for  thy  salva- 

sion  of  the  -  feelings  of  an   aged  ^^^*  ^  ^^  •"  a°d  peaceably  resign  his 

Christian  in  the  prospect  of  his  ap-  T^  "^^  *^®  ^^^  ^^  ^^  gracious  Re- 

proching  dismissal.   ^                    ^  deemer."-pp.  296-298. 

"  Inreviewing  the  Gospel  constitution,  ^®  .  ^^^^^    conclude   without 

we  see  hoto  well  calculated  it  U  to  wean  the  expressing    our   regret,   that    we 

Ckristiati  heart  from  all  earthly  scenes,  and  should  have  been  compelled  by  a 

reconcile  his  mind  to  the  prospect  of  his  op-  sense    of  public    duty  to  express 

proaclung  diasobition!     "For  me,"  said  ourselves  with    aomp    spvprifv  f/i- 

the  apostle, «'  to  live  is  Christ,  bift  to  die  i    Vr      «      ^     seventy  to- 

18  gain.''    He  had  therefore  «  a  desire  to  wards   Mr.  Bennefs   biographer; 

depart,  and  to  be  with  Christ,  which  is  we   can    assure   Mr.  Pugsley  that 

far  better"  than  even  the  most  highly  whenever  he  will  lay  aside  his  of- 

tt^^l  fpiSi;:.;^,.^:^^  f-^^  pecJiaHties  of  compo^ 

that  await   every  true  christian  in  the  "?^»  ®?"  ™^®  himself  acquainted 

realms  above — of  knowledge — of  holiness  with  his  subject  before  he  under- 

— of  nearness  to  God— of  happiness  in  takes  to  enlighten  the  public,  'we 

theenjoymentofhislove-of  capacity  to  ghall  be  as  happy  to  express  our 

serve  and  glonfy  him— and  of  intercourse  „^^«^u«4.:                     u        ^    ^1  ^  il 

with  all  the  righteous  in  every  age  of  the  fPProbation,  as  we  have  noVv  felt 

world— vastly  transcend  all  our  present  **  irksome  to  deliver  an  opposite 

powers  of  conception  and  utterance.   The  sentiment. 

hope  and   prospect    of   these  felicities,  ^^^ 

however,  which  are  opened  before  us  in  *^*%vw% 

the  Gospel,  are  clear,  substantial,  arid  Memoirs  and  select  Remains  of  an 

delightful,  as  subjects  of  present  medita.  ^^   ^      whodied  November  27, 

tion;  and,  when  the  christian  is  many  -q^,      .*       "••  «^ -^'^^^c^w*  */, 

good  measure  enabled  to  embrace  them  loZl,   tn   hts  JStneteentn    xear* 

with  a  lively  confidence,  he  feels  them  By    Thomas    Durante     2    vols. 

powerfully  attractive.    From  P%ofc'«  ele-  12nUK  10s.  6d.  Poole.  1822. 

vation   he  looks  down  on  all    worldly 

honours  and  possessions,  as  trifling  and  We  have  not  unfrequently  felt  and 

ina)nsiderable-groveUng  in  their  nature,  expressed  the  irksomeness  of  the 

and  inflnenuRtft   tn   his  rfLnfii^miis  npsirpa.  '■       .            . 


these  also,  begin  gradually  to  yield,  under  unusual  value  and  interest  has  de- 

^e  influence  ofmore  powerful  attractions  manded  from  us  a  more /specific 

from  above;  and,  without  loving  them  «„«!„•„ j  ,^ ^  i»u      i    -r^* 

\m  sincerely,  his  aflFections  towaidi  them  analysis  and  more  hberal  citations 

become  mare  subordinate  to  the  love  of  God,  than  we  found  it  possible  to  intro- 

As  he  looks  within  the  veil,  he  feels  the  duce.      In   the  present  instanc!e, 

purifying  eflTect  of  celestial  intercourse,  however,  our  feelinffs  are  entirely 

and    in  sweet  submission  to  his  heavenly  reversed:    we  have  before  us  a 

rathers  good-pleasure,  resigns   his  All  *      i       «  ■»  j       m^».^x^    uo^  a 

into  his  hands,  and  waits  the  hour  of  his  l^ooK  ot  deep  and  melancholy  in- 

departure.    Nor  is  he  appalled  when  he  teres.t;  exhibiting  impressive  illus- 
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trations  of    rare   character^    and  .  The  various  processes  employed 

fraught  with  rich  specimens    of  by  his  parents  in  the  education  of 

talent  and  knowledge,  and  yet  we  William  Durant  are  distinctly  arid 

sit  down  to  give  our  attestation  to  successively  described,  and  their 

its  value  and  inlportance,  with  a  judicious  adaptation  to  his  mental 

<legree   of  painful   emotion,   that  and  moral  character  was  fully  at- 

finds  consolation  in  the  necessary  tested  by  their  satisfactory  results, 

brevity  of  its  depressing  employ-  He  grew   in    knowledge  and  in 

ment.  grace,   manly   in    exterior,   active 

What,     indeed,    can    excite    a  and  vigorous  in  all  his  gymnastic 

stronger  feeling  of  sympathy  than  exercises,    lovely   in   his   temper, 

the  scenes  so  forcibly  pourtrayed  warm  in  his  affections,  rich  in  in- 

in  this  affecting  narrative.  Parents  tellectual  acquisitions,  and  richer 

happy  in  each  other,  and,  if  pos-  still  in  being  taught  of  God,  until 

sible,    happier    in   a  son    whose  the  hour  in  which  he  was  removed, 

natural  powers  were  of  the  highest  ripe  for  immortality.  He  was  born 

order,  whose  knowledge  was  various  January  7th,  1803,  and  Mr.  D.  has 

and  profound,  even  in  early  youth,  recorded,  with  evident  delight,  the 

and  whose  moral  qualities  were  as  salutary  effects  produced   by   the 

eminent  as  his  mental  capacities  enlightened  tenderness  with  which 

and    attainments    were    brilliant  his  mother  watched  over  the  move- 

and     solid.        On    this     blessed  ments  of  his  infant  mind.     Hap- 

union  death    broke   in,   and   the  pily  Mrs.  Durant  was  a  woman  of 

father  and  the  son  were  lefl  to  Strong  understanding  and  high  ac- 

mourn  the  loss  of  her  whose  excel-  complishment,  and  her  example  has 

leupes  had  been  their  pride  and  added  one  to  the  numerous  instances 

delighti^    Another  dear  female  re-  which  illustrate  the  beneficial  con- 

lation  was   soon  snatched  away;  sequences  of^entru  sting  to  qualified 

and  at  last  the   measure  of  Uie  females  a  full  share  in  tiie  business 

father's   agony   was  filled  up  by  even  of  masculine  education, 

the  removal  of  his  more  than  be-  «*  We  made  his  sabbaths  always  de- 

Ibved  son,  in  the  bright  morning  rightful  by  contriving  to  indulge  him 

n  ^'n     •     a.1-         '  1  A.     £>      u  'IT    ^  With  such  lessons  and  such  ensrairements 

of  life,  m  the  midst  of  a  bnUiant  ^^g  .^ould  associate  the  idea  of  pleasure 

career   of  academic  honour,   and  with  those  holy  days.    His  opinion  on 

with  every  prospect  of  success,  in  the  subject  is  preserved  in  one. of  those 

whatever   profession,    or    pursuit,  essays,— to  wtich  a  more  distinct  re- 

•1-^1.           u            -u'         A  A.'      A.  ference  will  be  made  hereafter — ^written 

niight    have    been     his    ultimate  at  the  age  of  eleven,  and  entitled,' -  The 

choice.     Happily   the  power   and  pleasures  and  advantages  of  a  religious 

the  hope   of  genuine  piety  were  observance  of  the  Sabbath."    Time  and 

present,  and  the  bereaved  parent  experience  only  strengthened  the  opinion 

was  enabled  to  resign  his  earthly  l^?fTil'''JX\.!SL^^^^ 

-ir  J  5i_*i^  1  Close  of  the  public  services  were  of  pecu- 
all  into  the  hands  ot  his  heavenly  Uai;  importance  to  him;  and  they  pro- 
Father,  not  only  with  Christian  duced  an  effect  equally  salutary  on  his 
resignation,  but  with  the  sustain-  understanding  and  his  heart.     From  the 

i„g  and  animating  con«,lation  that  ^t^lh  ^^e'^T^tT  ir.'  Ztl 

be  had       never,  tor  the  last  tour-  upon  her  knee,  to  cause  him  to  repeat 

teen  years,  endured  one  anxious  what  he  could  remember  of  the  sermons 

feeling  of  apprehension  respecting  which  he  had  heard,  and  to  pray  over 

his  child's  future  interests  in  time  I^f  ^^  had  recoUected.  He  then  s^d 
.^  ,,  z.  ^  i_  1  1  that  hymn  from  Dr.  Watts,  *<  Lord, 
or  eternity  ^  so  perfect  had  been  how  delightful  'tis  to  see,"  &c.  The 
his  confidence  in  the  steady  and  prospect  of  this  evening  engagement  in- 
persevering  habits  of  his  son — so  sured  his  attention  at  the  place  of  wor- 

clear  had  been  the  evidences  af-  «^^P  5  ^t  ^^^  ^'^''''^^  ^^^  .^^^"^  ^^ 

forded  by  that  exemplary  youth  of  ^^'J^TJ^r^^^:^""'^^  ,t 

his  interest  in  Christ.  heard,  gratified  both  his  dear  teacher  and 
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hiBitell.  TImk  ttMvcifM  he  conttnued  gnatiy  excited  hef ,  1  Mi  b^  her  bed-side, 
almost  till  his  belored  mother'a  4eatb ;  silently  musing,  suppressing  my  sighs, 
aad  never  shall  1  forget  the  manner  in  and  shedding  my  unobserved  tears :  but 
which,irliena  great  boy  of  nearly  fifteen,  at  length  ventured  to  ask,  whether  she 
he  would  sit  upon  her  knee  and  repeat  would  see  her  beloved  William.  She 
faia  hymn,  while  his  arm  was  round  her  answered,  "  I  sipdl,  t  hope,  be  better 
■eck,  and  his  head  leaning  on  her  bosom,  prepared  to  see  him  to-morrow  morning ; 
precisely  as  they  had  been  when  the  at  present  it  would,  I  fear,  too  much 
praetace  commeneed  in  his  childhood,     agitate  me."    Alas!   she  was  destined 

to  see  him  no  more  till  they  should  meet 
in  heaven  !  About  nine  that  evening,  she 
was  suddenly  leir^  with  convulsions, 
which  were,  in  a  few  minutes,  to  termi- 
nate her  mortal  career.  I  called  up  my 
dear  boy,  he  had  the  melanchoty  satisfac- 
tion of  witnessing  her  last  struggle.  I 
fell  upon  her  lifeless  corpse ;  and  losing, 
for  a  moment,  all  self-control,  uttered 
my  piercing  cries ;  while  lie  fell  on  his 


Often  have  I  entered  tiielr  room  at  the 
close  of  these  exercises ;  with  rapture 
embraced  them  both,  and  enjoyed,  in 
our  ardent,  holy,  mutual  affection,  all 
Irat  heaven.  At  these,  above  most  other 
moments,  we  felt  ourselves  truly  united, 
and,  as  forming  part  of  <'  tiie  whole 
family  of  heaven  and  earth."  Religion 
alone  could  so  sublimate  our  domestic 
bliss.     And  William  ever  looked  back  on 


these  scenes  as  tlie  sweetest  and  most     h|iees  near  her  bed-side,-— and,  pale  as 


profitable   hours  of  his  life." — Vol.   I. 
pp.  27—29. 

At  length,  af^er  a  blessed  union 
of  sixteen  years,  Mr.  Durant  was 
called  on  to  bear  up  under  the 
bereavement  of  this  admirable 
woman.  The  following  descrip- 
tion of  the  last  scene  ^oes  to  the 
heart  at  once.  Her  health  had 
long  been  infirm,  and  she  was  on 
a  visit  to  some  friends  at  Wilton, 
whither  her  husband  and  son  were 
on  their  way  to  join  her,  joyfully 
antidpatingt^e  pleasure  of  meeting. 

<*  Alas  \  our  joy  was  but  of  short  du- 
ration. Soon  after  our  coach  arrived  at 
Fordinbridge,  where  it  stopped  a  short 
time,  we  saw  a  post-phaise  approaching 
OS  with  almost  incredible  speed.  <<  Are 
Mr.  Durant  4nd  his  son  in  the  coach  ?" 
roused  us  from  our  dreams  of  pleasure, 
and  forced  upon  us  a  melancholy  pre- 
sentiment^ of  the  evil  that  awuted  us. 
*<  Is  she  alive?"  burst  iustantly  from 
onr  lips.  "  She  was,"  said  the  messen- 
ger, *'  when  i  left  Wilton."  We  entered 
the  carriage ;  1  fell  upon  my  dear  son's 
neck  in  agony;    he  was  thunderstruck 


death,  with  a  countenance  equally  ex« 
pressive  of  woe  and  resignation, — faltered 
out,  "  Oh !  Heavenly  Father,  sustain 
ns  I"  In  a  few  minutes,  I  was  sufficiently 
collected  to  bend  upon  my  knees  with 
him  and  his  dear — and  scarcely  less  af- 
flicted— ^annt ;  and  beg  for  grace  patiently 
to  bear,  and  rightly  to  improve,  the  aw- 
ful chastisement." — ^Vol.  I. pp.  145^-147. 

p 

* 

This  event  took  place  in  May 
1818,  and  near  the  close  of  the 
same  year  Mr.  Durant,  having  de- 
termined to  enter  his  son  at  a 
Scotch  University,  accompanied 
him  to  Glasgow,  where  he  had  the 
gratifica^tion  of  committing  him  to 
we  hospitable  and  parental  care  of 
Dr.  Wardlaw.  For  the  particulars 
of  the  young  man's  academic  life 
ive  must  refer  to  the  Memoir, 
where  they  are  interestingly  de- 
tailed from  his  own  letters,  and 
from  the  attestations  of  his  tutors. 
In  all  his  various  literary  contests 
and  examinations  he  acquitted 
himself  with  distinguished  ability, 
obtaihed    prizes    under    circum- 


sad  speechless.    We  passed  rapidly  on*    stances  of  repeljiing  difficulty,  atid 
,  ^        ...  _i_  t-__  _ ._    when  he  failed  against  overwhelm- 

ing competition,  the  marked  ap« 
plause  which  he  obtained  from  the 
Professor  was  more  than  an  indem- 
niiication.     In  the  midst  of  these 


with  a  sileoce  interrupted  o&ly  by  our 
sighs  and  Ojccaslonal  burets  of  gri^f.  lu 
three  hours  from  the  moment  that  the 
messenger  left  Wilton,  during  which  he 
bad  lidden  thirty  miles,  we  arrived  at  the 
hosst  of  our  friends.  <  <  Is  she  yet  alive  ? ' ' 
**  She  is."     We  were  ready  to  rush  to 


••  ane  is.        we  were  reauy  lo  rusn  u>     u-,-^^^  „^a  .»>;^,rw«<k.««-    u«  «,-«  ^..4. 
her  bed-.idc ;  but  prudence,  in  her  dy-     ^^P?  '^^'^JfY^^'  ^e  WM  cut 


ing  state,  demanded  caution.  At  length 
1  saw  her,  restless  in  body,  and  almost 
straggling  with  the  final  attacks  of  her 
laakdy ;  but,  in  soul,  <<  calm  as  su^m- 
mer  evenings  be.".  She  conversed  as 
readily  and  as  sensibly  as  ever.     As  it 


off  by  a  fatal  and  rapid  disease, 
and  we  shall  refer  to  the  preface  to 
Dr.  Wardlaw's  most  excellent  and 
suitable  sfenuon  on  that  moumfVll 
event  for  a  description  of  its  nature 


iv-oidd  have   been    dangerous    to   have--  and  consequences. 
CoNO.  Maci.  No.  64t.     ^  2  S 
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**  Mr.  W.  F.  Duranl  died  on  Ihe  even*  ttnmgen^hnt  my  heart  reluies  the  word, 
lag  of  the  27th  of  November,  1821,  of  —1  will  rather  say,  of  friends,  althongfa 
suffusion  on  the  brain,  attended  by  at  a  distance  from  "  his  fathers'  sepul- 
paralyas  of  the  right  nde  of  the  body. —  chres."  lliote  who  had  been  laid  in  the 
He  was  constitutionally  very  robust  and  same  hallowed  spot  before  bim  wese,  it 
healthy.  In  coming  down  to  Scotland,  is  true,  unacf|uaiiited  with  him,  and  he 
in  the  beginning  of  the  same  month,  he  with  them  :  but  thev  were  the  kindred 
had  travelled  two  successive  nights  on  the  of  such  as  knew  and  loved  him  well,  and 
outside  of  the  coach,  where  also  he  had  whose  ashes  will  in  a  short  time  be  sue- 
occasionally  fallen  asleep,  it  is  not  im-  cessively  joined  to  his  own. 
probable,  though  neither  is  it  certain,  <<  To  ^e  wish  expressed  by  his  father 
that  this  inconsiderate  exposure  of  himself  that  the  following  discourse  should  be 
was  the  remote  means  of  including  the  published,  I  gave  my  cheerful  consent, 
disorder,  which,  secretly  and  indis-  Had  I  felt  any  hesitation,  it  would  have 
cemibly  advancing,  appeared  at  length  in  been  removed  by  an  application  subse- 
its  alanning  and  fatal  symptoms,  baffled  quently  presented  to  me,  with  the  signs- 
the  best  and  most  assiduously  exerted  tures  of  eighty  of  my  dear  friend's  fellow- 
medical  skill,  and  terminated  so  prema-  students  at  the  Univenity;  which  1 
tnrely  lus  precious  life.  value  as  a  testimony  of  a^ctionate  re- 

<<  He  was  approaching  the  close  of  his  gard  to  the  memory  of  the  lamented 
nineteenth  year,  and  hul  recently  com-  dead.*' — Sermon,  pp.  5—7.  ^ 
menced,  in  the  Natural  Philosophy  class,  We  have  left  ourselves  little 
Ws  fourth  s^ion  at  cidlege^ke  was  gpace  for  the  illustration  of  William 
the  only  one  of  a  number  of  children  that  -X  .>  i-^  i.  ^  rru^ 
survived  beyond  the  earliest  infancy ;  so  Durant  s  literary  character.  The 
that  he  might  be  looked  upon  as  having  specimens  of  his  compositions  in- 
been,  almost  alf  along,  an  only  child,  on  serted  in  these  volume^  are  of  un- 
whom,  as  others  successively  faUed  them,  common   interest,  and  sufficienUy 

the  anections  and  hopes  of  his  parents  were         •j  .«     «    -n*  i  / 

moreand  more  concii^ted.  His  mother,  evidence  the  brilliancy  and  sound, 
who  appears  to  have  added  to  a  highljrcul-  ness  of  his  mind,  as  nvell  as  the 
tlvated  mind,  a  lovely  exemplification  of  abundance  and  solidity  of  its  fur- 
all  that  is  amiable  in  Christian  temper  niture.  There  are  no  symptoms  of 
and  deportment,  died  between  three  and  t  ^u*  -  ^  -  •  ;„  £:»  -.-^ 
fburyiaw  ago,  after  having  assisted  in  ^^^S  or  crammtng  in  his  pre 
training  her  darling  boy  to  the  verge  of  auctions,  he  writes  with  an  ease 
manhood ;  and  her  sister,  who  took  and  force  which  show  that  he  was 
charge  of  the  house  after  her  death,  and  resorting   to   his  proper  and  real 

W°J^Se'^,«L^ro'rhl'S°^'Si  stores  for  his  materials,  instead  of 

but  a  son's  for  her,  was,  after  a  long  snatchmg    up,  pro  re  nata,  the 

period  of  infirm  and  fluctuating  health,  scraps  and  fri^gments  of  a  common 

removed  from  the  world  only  a  fortnight  place  book.     We  are  quite  unable 

before  himself.~By  the  ^^^^^      of  her  ^  y^^      forward  selections  in  suf- 

death  he  was  much  affected ;  and  I  doubt  -..®        ,         .                   i-i-t 

not  that  this  contributed  to  hasten  to  its  naent  number  to   exemphfy  the 

crisis  a  distemper  which  had  previously,  variety  and  efficiency  of  his  talents, 

though  unperceived,  commenced  its  pro-  neither,   in   fact,   can   we   find   a 

^ff'ri  J      *!.       J     1  *•        s     -.  sinffle  essay  or  section  quite  suit- 

<<  Under  these  desolating  circum-  .i®  .  •  ^  i?  '^i  _^i. 
stances,  to  which  might  be  added  an  un-  a^le  in  point  of  convenient  length  ; 
wonted  number  of  bereaving  dispensa-  on  one,  however,  we  must  ven- 
tions,  within  a  short  period,  in  the  other  ture  almost  indiscriminately  ;  and 
departments  of  hiskindred,FMaioura^  j^  ^  absence  of  longer  quotation, 
of  five  hundred  miles  performed  by  the  „.,^i^  ,..w^««««»^  ^K-.  K^V 
afflicted  father,  more  than  one  half  of  it  ^  warmly  recommend  the  book, 
in  agonizing  suspense,  and  the  remainder  Our  readers  will  find  specimens^  of 
in  the  overwhelming  certainty  of  his  acute  and  comprehensive  discus- 
heavy  loss  :--«nd  he  arrived  here  in  time  gj^n  and  analysis,  conveyed  in  kn- 

to  look,  with  that  inexpressibly  tender    _      ^     i»     •!      i  -   «i^~^ ^a 

anguish  with  wluch   no   heart^  but   a  f'^  ^  singular  clearness   and 

parent's  can  fully  sympathise,  on  the  beauty,    which    it    would  be    m- 

c'old  and  feelingless  remains  of  *'  his  jurious  to  present  here  in  a  cur- 

son,  his  only  son,  whom  he  loved ;"  and  ^^^^  fo,^    and  we  shall  dedine 

to  pay  to  them  the  last  sad  tribute  of  4..- j^  •„„  „  u-:«v  ««  •  o.»««v1a  ^  • 

affection,  by  attending  them  to  the  grave,  tendenng  a  bnck  as  a  sam^e  of  a 

and  depositing  them  there,  to  mingle  Well  finished  Structure.     The  fol- 

with  the  dust-— I  was  going  to  aay  of  lowing  beautiful   extract    is    the 
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perora^n  of  an  Ettay  an  Habit,        The  poetical  elTusions  which  are 
written  by  William  Durant  when    occasionally  inserted  are  creditable 


in  the  Moral  Philosophy  class. 

*'  All  these  curious  questions,  however, 
sink    into    comparatire    unimportance, 
when  we  tnm  our  eyes  to  the  actual  re- 
sults, whidi  arise  finom  the  operation  of 
habit,  whateTer  may  be  its  exact  nature. 
What  fs  the  wretcn,  sinking  under  the 
consequences  of  Viciious  gratification — 
diseased  in  body,  but  more  diseased  in 
<mnd — ^frequenting,  with  unwearied  dili- 
gence, the  haunts  of  dissipation,  although 
his  pursuit  of  pleasure  end  onlv  in  the 
-bitterness  of  disappointment,  or  the  loath- 
ing of  disgust ;  and,  with  sedulous  assi- 
"duity,  -  endeavouring    to   secure    those 
luxuries,  the  presence  of  which  can  no 
longer  prevent  uneasiness,  although  their 
absence  would  excite  emotions   nearly 
allied  to  agony  ?     What  is  the  old  man, 
who,  fondly  and  weakly  clinging  to  a 
world  he  must  so  soon  quit  for  ever— 
who,  averting  his  eye  from  that  unseen 
futurity,  to  which  the  voice  of  his  God  is 
about  to  summon  him — and  who,  looking 
back,  not  with  repentance,  hut  with  re- 
gret, on  thcMe  vices  in  which  he  is  sUll 
disposed,  but  not  still  able,  to  indulge — 
drags  into  scenes  of  gaiety,  for  which  the 
infirmities  of  age  have  totally  unfitted 
him,  a  body  worn  .dowa  by  disease,'  and 
impressed  (so  to  speak)' with  the  signet 
of  death ; — and  ihus  vainly  endeavours, 
by  engaging  in  a  round  of  what  would 
once  have"  been  pleasures,  to  forget  the 
grave  that  wwaits  him,  and  the  tribunal 
at   whi<;h  he  must  so  shortly  appear? 
What  are  these  wretched  characters  but 
fearful  examples  of  the  unconquercd  force 

of  HABIT? 

**  And  what  is  he,  who,  after  having, 
in  the  strength  of  heavenly  principle,  re* 
sisted  temptation,  whether  presented  in 
the  form  of  sarcastic  severity,  and  acute 
ridicule,  and  violent  opposition ;  or  under 
the  more  alluring  aspect  of  friendly  invi- 
tation, and  hearty  conviviality,  and  fasci- 
nating amusement,  and  seductive  pleasure 
— who,  after  having  led  a  life  of  the  most 
exalted  virtue,  and  the  most  unimpeach- 
able integrity — and  who,  after  having 
practifled  the  strictest  morality,  till  his 
perMverance  has  reduced  to  comparative 
powerlessness  the  attraction  of  vice — ^is 
about  to  leave  a  world,  where  he  has 
Mttie  to  regret,  although  much  to  enjoy — 
a  world,  i^iere,  among  many  avoidable 
and  somfr  inevitable  evils,  he  sees,  every 
here  and  there,  the  blessed  effects  of  his 


as  proofs  of  versatile  talent,  rather 
thui  as  indications  of  the  poetical 
faculty.  They  are  precisely  such 
as  we  might  have  expected  from  a 
man  of  ready  mind  and  fine  taste, 
exercising  himself  on  subjects  of 
that  kind  more  by  way  of  experi- 
ment than  from  the  impulse  of 
imagination.  The  versification  is 
skilful  and  forcible,  and  the  deco- 
rations show  much  conversance  with 
the  different  sources  of  poetical 
ornament. 

We  infer  from  his  letters  that 
William  Durant  was  gifted  with 
a  ready  sense  of  the  ridiculous,  and 
a  considerable  command  of  hu- 
mourous expression,  though  ex- 
amples of  this  style  are  very 
sparingly  given.  Mr.  Durant  state;^ 
that  it  had  been  his  intention  to 
insert  a  few  extracts  from  his  son's 
more  playful  and  facetious  corre- 
spondence, but  on  mentioning  his 
design  to  "  a  literary  friend,"  he 
received  this  "pointed"  reply — 
*'  A  Wit's  a  feather ;  William's  just 
fame  rests  on  a  non  usiiatci  nee 
tenui  penna,"  Now  we  really  can- 
not understand  this ;  no  doubt  the 
sentence  is  exceedingly  pithy,  and 
the  scrap  of  Latin  very  much  to 
the  purpose,  but  we  do  not  exactly 
see  what  objection  could  possibly 
lie  against  Mr.  Durant's  sugges- 
tion. The  object  was  to  give  a 
just  delineation  of  his  son's  modes 
of  thinking  and  writing,  among 
these  genuine '  humour  was  occa- 
sionally indulged  and  exemplified; 
this,  to  our  mind,  is  a  graceful 
quality  when  kept  in  due  subordi- 
nation; it  enlivens  society,  and 
gives  vivacity  to  conversation  and 
composition;  its  moderate  exer- 
cise is  becoming  in  well-tempered 
youth,  and  as  a  feature  in  WHliam 
owi  "b^'i^oient  '^ielS^'Sil^TOTrd,  "^    Durant's  intellectual  physiognomy 


which  he  "was,  in  life's  meridian,  the 
hlesring.;  but  on  which  his  setting  sun  is 
shedding  a  still  softer  and  purer  radiance ; 
-<-What  is  such  a  man  but  a  fine  example 
of  the  results  which  flow  from  virtuous 
HABITS?"— Vol.  II.  pp.  213,  214. 


it  should  not  have  been  over- 
looked. 

We  close  these  volumes  with 
Sentiments  of  high  admiration  for 
the  amiable  and  exalted  character 
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of  the  departed  youth;  ^ith  the  dupe  a  8tr(»ig  impression  at  whol- 
tender  of  our  thanks  to  the  sor*  ever  expence — M  those  noxious 
rowing  but  comfortea  parent  for  qualities  seem  essential  to  the 
the  interesting  memoirs  which  he  ^rama  taking  it  in  the  long  series  of 
has  given  to  the  world;  and  with  examples  from  its  first  efforts  to  its 
the  expression  of  a  hope  that  in  latest  productions.  The  fatalism, 
.  the  probable  event  of  another  the  impiety,  the  extravagant  and 
edition,  a  somewhat  different  and  unhallowed  pathos  of  the  Greek 
enlarged  arrangement  may  include  tragedy,  and  the  depraved,  licence 
other  compositions  which  are,  we  of  ^he  Attic  comedy ;  the  relaxed 
,have  reason  to  believe,  even  of  morality  of  the  Roman  stage ;  the 
superior  worth  to  those  which  have  intriguing  and  vicious  character  of 
now  been  selected.  ,  the  French  theatre,  the  drivelling 

and  sentimental  depravity  of  the 
Germui   school — all  these   make 
r  The  Martyr  of  Antioch :    a  Dra^    ^p  ^  mass  of  odious  and  infectious 
matte  Poem.    By  the  Rev.  H.  H.    fermentation,  for  which  no  predo- 
MUman,  Professor  of  Poetry  in    minant  qualities  of  grandeur,  feel- 
the  University  of  Oxford.     %vo.    j^g,   eloquence,  or  wit,  can  ever 
Price  Ss.  6d— London,  1822.        compensate.     And  when  we  take 
We  have  no  objection  to  the  drama    into  our  account  the  evils   con- 
in  the  abstract     There  is  no  rea-    nected  with  the  public  represen- 
son,   that  we  are  aware  of,   why    tation  of  these  things,  the  tainted 
poetry  should  be  forbidden  to  as-    character  of  a  large  proportion  of 
sume  the  dramatic  form,  that  will    the  actors,  the  dissipated  habits  and 
not  as  fairly  apply  to  the  lyric  and    destructive  associations  of  the  the- 
narrative  orders  of  verse.     It  is  a    atre,  the  incentives  to  the  indul- 
question  simply  of  structure,  and    gence  of  appetite^  the  exhibition 
if  the  sentiment  and  the  expression    of  tiie  female  forman  meretricious 
be  innocent^   assuredly  there  can    and  even  in  masculine  attire,  and 
be  no  mischief  latent  in  the  addi-    the  stimulating  effect  of  obscene 
tion  of  an  interlocutory  arrange-    language,    sometimes  direct  and 
ment  to  a  fable  of  domestic  or  pub-    sometimes  veiled  '  in  double  mean- 
lie  interest.     The  Comus  apd  the    ing,   uttered  by  female  lips — ^we 
Sampson  Agonistes,  for  example,    have  assembled  a  chain  of  grava-- 
are  dramatic  compositions,  and  yet    mina  against  the  stage,  which  no 
where  shall  we  find  nobler  sub-    eloquence  can  obliterate,  no  sub- 
jects, a  richer  strain  of  moral  iur    tlety  evade,  and.no  dexterity  pal- 
struction,    or  a  purer  stream  of  Hate.     As  Christians  it  is  pur  duty 
genuine  poesy?  —  What  man  of  to  stand  aloof  from  the  world ;  and 
true  relish    for    imaginative   ex-    the  theatre  is  the  world  in  its  very 
cellence,' adorning  and  enforcing    quintessence:  as  men  we  are  bound 
the  lessons  of  virtue,  ever  dreamt    to  bear  our  protest  against  that 
of  condemning  the  exquisite  inspi-    which  degrades  our  true,  our  mo- 
rations  of  Milton's  divine  Urania,    ral,   elevation ;    and  the  theatre, 
because  they  were  formed  on  a    the  school  of  passion,  levels  it  with 
dramatic  model  ?  the  mere  animal  impulses  and  in- 

But,  on  the  other  hand,  we  stincts :  as  members  of  society  we 
know  ofno  language  strong  enough  are  the  guardians  of  its  strongest 
to  express  an  adequate  censure  of  bonds,  the  decencies  and  sanctities 
theatrical  literature  as  it  actually  of  life;  and  these  the  theatre  re- 
exists.  The  loathsome  sensuality,  jects  with  foul  mockery,  and  tram^ 
the  sympathy  claimed  not  for  self-  pies  to  the  very  earth-:  as  heads  of 
denying  virtue,  but  for  unbridled  families  we  are  intrusted  with  the 
passions,  the  determination  to  pro-    dearest  interests  of  the  objects  of 
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our  ntttuml^  and  nBumiabley 
jr^^igioas  love ;  shall  we  tbea 
plunge  them  into  scenes  of  wUcfa 
i|  is  the  inevitable  effect  to  blunt 
the  fine  edge  of  moral  sensibiHty 
and  to  familiarize  the  mind  and 
heart  with  vice  and  violence? — 
Affection,  honoar,  piety  forbid  i 

But  we  return  to  our  first  posi- 
tion, that  no  general  censure  what- 
ever can  attach  to  poetry  invested 
with  the  peculiar  forms,  interests, 
and  omansents  of  the  drama.  We 
'^el  on  the  contrary,  perhaps  from 
our  exalted  admiration  of  Milton, 

a  peculiar  relish  for  this  dasg  of  becomes  a  Christian,  avows  her 
composition^  though  we  should  fiath,  is  imprisoned^  condemned, 
find  it  difficult  to  point  out  any 
one  entirely  unobjectionable  effort 
in  this  way^  excepting  in  the  two 
instances  which  we  have  before  re- 
ferred to.  With  the  Agonistes 
in  our  hands,  we  seem  carried 
back  to  another  age  of  men  and 
things;  the  stern  and  unyielding 
loftiness  of  the  principal  character, 
mitigated  by  repentance  towards 
God^  and  submission  to  His  j:igh- 
teous  dispensations;  the  fine  scenes 
of  tenderness,  indignation,  or  scorn, 
as  Manoah,  Dalilah,  or  the  giant 
Harapha  appear ;  the  tense  vigour 
of  the  -composition  enhanced  by  its 


it  has  some  respectable  imitations 
of  the  first,  bat  a  poem  of  some 
skill  and  more  artifiee,  framed  ra» 
ther  on  the  principle  of  striking 
contrast  than/  on  that  of  strong 
feeling ;  at  least  we  have  felt  our** 
selves  much  disappointed  by  the 
scenes  in  which  the  latter  has  been 
attempted.  The  subject  lies  in  a 
small  compass.  Olybius,  the  pre« 
feet  of  Antiod^,  a  voluptuous  but 
high-minded  Pagan,  is  desperately 
enamoured  of  Mai^arita,  a  priest 
tess  and  daughter  of  Callias^ 
high-priest  of  Apollo.     Margarits 


and  ultimately,  contrary  to  the  in« 
tention  of  her  lover,  who  only  de* 
signs  intimidation,  suffers  deatii 
by  decapitation.  The  scenery  ia 
richly  conceived,  the  temples  and 
the  groves  of  Daphne,  with  the 
palace  of  the  GrovemoT,  are  the 
magnificent  accessories  of  the  dia- 
logue and  action.  Now  it  is  quite 
obvious  that  here  was  ample  room 
for  the  description  of  pure  feelings 
strong  passion,  parental  and  filial 
tenderness,  and  above  all,  for  the 
illustration  /of  tlie  pervading  and 
absorbing  principles  of  faith  nt 
Christ  and  love  to  God.     in,  lOir 


very    elaboration ;     the    elevated  these  we  think  Mr.  Milman  has 

sentiment  and  .unrivalled  versifi-  failed ;  in  the  latter  instances,  com« 

cation  of  the  choruses ;  all  these  pletely.     Olybius  is  agitated  only 

in  their   ei^quisite  combination —  by  the  loss  of  a  beautiful  mistress^ 

iBschylus  refined,  not  relaxed,  by  for  he  sickens  ^s  with  his  endless 


Sophocles — furnish  outs  a  whole 
which  we  will  not  risk  the  imputa- 
tion of  extravagance  by  attempting 
to  characterize.  One  such  poem  as 
this  b  enough  for  a  man's  i&me^ 
but  in  addition  to  this  we  have 
Comus,  if  possible  yet  mote  ex- 
quisite in  its  way  than  the  Sarap- 


eulogies  of  her  personal  attractionsf 
Callias  grieves  heavily  for  the  d^* 
fection  and  danger  of  hifei  dang^ 
ter;  and  Margarita  herself  seendi 
to  think  the  matter  altogiether  an 
affair  of  calculatTim,  for  i^e  dwell» 
perpetually  on  the  advantages  of 
th6  transfer;  her  favourite  topis 


son,   like  the  delicious  scenes  of    is  the  barrenness  of  earthly  joy. 


bowers  ai;id landscapes, and  ''home 
felt  delight"  in  the  Paradise  Lost — 
but  in  fairness  to  Mr.  Milman,  we 
will  not  proceed  with  this  seduc- 
tive subject. 

The  Martyr  of  Antioch  is  nei- 
ther Milton  nor  Shakspearc,  though 


and  the  unsubstantial  nature  of 
human  grandeur,  while  the  light, 
and  glory,  and  felicity  of  heaven, 
are  set  forth,  not  in  their  evangelic 
cal  simplicity,  but  with  an  Asiatie 
picturing  of  merely  vinble  and 
tangible  qualities.     Now  we  are 
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very  much  of  opinion  that  this  is    poetical  department,  a  noble  imi- 


as  erroneous  in  point  of  taste  and 
feelii^,  as  it  is  afien  from  evasgeli* 
csl  sublimity.    It  is  all  very  well  in 
the  way  of  contrast,  but  it  is  mi« 
sembly  deficientin  genuine  power. 
With    what    eminent    advantage 
might  Mr.  Milman  have  substi- 
tuted for  this  fidse  glitter,  the  -fine 
gold  of  gofiipel  principle,  the  firm- 
ness, the  calm  and  disinterested 
heroism  of  faith,  the  earnestness, 
the.  kindling,   the  chastened  rap- 
ture, of  heavenly  love !   Without 
assigning  to  Mr.  M.  the  higher 
moods  of  poetical  feieling  and  in- 
vention, it  is  impossible  not  to 
perceive  that  he  is  gifted  with  rare 
and  effective  quidities;  but  if  he 
wishes  to  take  rank  in  the  durable 
literature  of  his  country,  he  may 
be  assured— however  the  Oxford 
professor  of  poetry  may  despise 
the  humble  criticisms  of  the  Con- 
gregational Magazine — that  he  has 
not  chosen  the  proper  way  to  gain 
his  end.     He  imitates,  he  should 
invent ;  he  employs  glare  and  vio- 
lence to  produce  effect,  he  should 
keep  in  mind  that  only  simple  and 
&cile  processes  can  do  it  effectually; 
he  delights  in  contrast,  a  mode- 
which  none  should  employ  who 
are  conscious  of  inherent  strength. 
There  seems  to  us  a  great  resem- 
Mance  between  the  genius  of  Mr. 
Milman  and  that  of  Mr.  Martin, 
the  artist     In  his  picture  of  Her- 
culaneum  the  latter  has  called  in 
all  the  tricks  of  fierce  and  untem- 
pered  ccdouring  to  enable  him  to 
strike ;    red,   blue^  yellow,    with 
strong  dark  shadows,  dazzle  the 
eye  and  dissatisfy  the  mind.     Ye^ 


tation  of  Milton,  -  in  an  anthem 
sung  by  Margarita,  as  she  is 
prooiseding  to  ^Ent  place  of  execu- 
tion. 


»*%%%%»%%<»»»%* 


Mn  Martin  has  great  powers ;  and    physician. 


The  Essay  on  "  The  Influence  of  a 
Moral  Life  on  our  Judgment  in 
Matters  of  Faith"  to  which  the 
Society  for  Promoting  Christian 
Knowledge  and  Church  Union, 
in  the  Diocese  cf  St.  David's, 
adjudged  its  Premium  for  1821. 
By  the  Rev.  S.  C.  WUks,  A.  M. 
Dedicated  by  Penmssiou  to  the 
Lord  Bishop  of  Durham.  Bald- 
win and  Co» 

The  subject  of  this  essay  is  one  of 
no  small  interest,  and  of  consider- 
able metaphysical  subtlety,  though, 
in  a  scriptural  view,  it  is,  we  con- 
ceive, of  no  very  long  or  compli- 
cated solution.  The  proposition 
on  Which  the  ei^say  is  founded,  does 
not  appear  to  us  to  be  remariiable 
for  its  distinctness ;  for  the  question 
varies  considerably  in  its  applica- 
tion to  the  two  classes  of  nominal 
and  real  Christians.  A  formalist 
and  a  Pharisee  may  lead  a  strictly 
moral  life,  and  so  far  stuid  in  rela- 
tion to  Mr.  WUks's  principles,  upon 
the  same  favourable  ground,  for 
acquiring  correct  views  of  Chris- 
tianity; yet,  the  most  formidable 
opposition,  the  least  conquerable 
prejudices,  have  in  all  ages  been  in 
connexion  with  that  species  of 
external  correctness  of  moral  con- 
duct, whidi  bdng  dissociated  from 
humble,  and  teadiable,  and  pious 
dispositions,hasmadethese  "fvhol^' 
persons  deem,  that  they  needed  no 


SO,  unqnestionaUy,  haa  Mr.  Mil- 
man^  though  he  has  misemployed 
them  in  the  present  instance. 

We  have  not  thought  it  expe- 
dient to  introduce  quotation;  we 
could  not  have  cited  largely,  and 
Mr.  Milman  does  not  shine  in  de- 
tached passages.  We  have,  how- 
ever, inserted  at  length   in  our 


Mr.  Wilks  divides  his  theme  into 
two  propositions ;  Jirsty  "  that  un- 
holiness  either  of  heart  or  life,  has 
a  powerful  influence  in  depraving 
the  judgment  in  matters  of  reli- 
gion ;"  and  secondly,  *'  that  a  hum- 
ble and  conscientious  endeavour 
to  do  the  will  of  God,  is  emi- 
nently conducive  to  the  progress 
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both  of  faith  and  spiritual  under-  ment,  which  is  not  confined  to 
standing."  -  Church  of  Englandmen,  by  appeals 
These  propositions  are  discussed  to  the  articles  and  Liturgy^  and 
with  reputable  ability^  though  not  entirely  omitting  Scripture  proof 
with  that  logical  and  scriptural  under*  the  protection  of  so  flimsy 
accuracy^  which  we  expected  to  an  apology^  as  that  contained  in  the 
find  in  a  prize  essay  in  Uie  Dioce-  foot  note.  '*  The  fidlowtng  refer" 
san  Society  of  St.  David's.  We  encet  are  made  exclusively  to  Jhe 
think  Mr.  W.  has  not  kept  distinct  Articles  and  Liturgy  of  the  Church 
the  cases,  on  which  his  illustrations  of  England  ;  but  the  attentive  reader 
should  have  been  founded.  The  will  be  easily  able  to  refer  to  correS" 
dispositions  of  humility  and  teach-  ponding  passages  of  Holy  Scripture, 
ableness^  on  which  so  large  a  mea*  on  which  they  are  grounded,"  We 
sure  of  his  argument  rests^  were  cannot  but  resent  it  as  a  slight  put 
muore  frequently  found  in  the  upon  Hdy  Scripture — ^thusto  have 
alarmed  publicans  and  sinners,  its  testimony  left  unheeded,  while 
than  in  the  outwardly  virtuous  a  sub-authority  is  appealed  to,  of 
Pharisees,  while  the  bitterest  op^*  no  value  whatever  in  a  theological 
posers  of  the  Saviour's  doctrine  argument;  and  the  important  work 
were  found  among  that  dass,  who  of  verifying  the  momentous  doc-^ 
like  Saul,  till  his  conversion,  had  trines  alluded  to,  is  left  to  the  lei- 
lived  in  all  good  conscience.  That  sure,  or  the  inclination  of  the 
many  moral  persons,  who  were  also  reader,  as  a  matter  of  less  moment 
strictly  pious,  and  possessed  of  than  tiieir  verification  by  church-  ' 
teachable  dispositions,  received  the  creeds  and  formularies.  To  all 
3aviour's  doctrine  gladly  is  not  impartial  persons  this  must  have 
to  be  disputed ;  but  they  appear  to  anr  appearance  which  we  hope  Mr. 
us  not  fairly  to  come  within  the  W.  would  deprecate  as  much  as 
discussion :  becau  se  the  proposition  ourselves— of  preferring  a  reference 
is  silent  upon  the  question  of  humi-  to  the  authority  of  fallible  men, 
lity,  and  sincere  desire  to  do  the  l)efore  the  holy  and  immutable 
wOl  of  God.  We  are  not  sure,  that  words  of  inspiration.  We  have 
we  should  materially  dissent  from  felt  it  the  more  necessary  to  point 
Mr.  W.'s  principles,  if  they  were  out  this  offence  agauist  the  sacred 
more  fully  and  distinctly  explained.  Majesty  of  divine  truth,  as  well  as 
yet,-  we  cannot  but  think,  that  this  against  the  sound  principles  of  Pro- 
essay  fails  to  place  the  Scriptures  testantism,  because  it  is  growing 
doctrine  upon  the  subject  in  a  to  an  alarming  height  among  the 
dear  light.  The  motto  which  Mr.  patrons  of  the  establishment.  The 
W.  has  prefixed  (John  vii.  17*)^^  phrases,  our  Church  and  the  Bible, 
more  to  do  with  the  dispositions  of  may  indeed  he  described,  as  al- 
the  heart,  than  with  a  moral  life,  most  a  theological  equation,  with  a 
To  a  large  p<niioxf  of  the  essay,  we  very  large  number  even  of  persons 
can  award  our  decided  approbation,  denominated  evangelical. 
although  to  some  parts  of  the  argu-  ' 
inent,   we  hesitate   to  .  yield   our     — ^— — — ^-i^— — ^^ 


assent  The  style  is  neat  and  per-  ♦  •  ^j^  consequence  of  the  pres- 
spjcuous,  and  the  piety  and  evaq-  ^^^^  ^^  religious  intelligence  this 
gehcal  truth  which  appear  through-  ^^^^^i,  we  have  decided  to  post- 
out,  render  the  essay  worthy  of  pone  our  usual  articles  of  Literaria 
general  perusal.  VVe  cannot,  how-  Redi viva  and  Analytics,  Any  im- 
ever,  dismiss  Mr.  W.  without  ex-  ^^^^  omissions  in  the  series  of 
preying  our  decideddisapprobation  ^^^^  meetings  shall  be  rectified 
or  the  method  adopted  by  him,  at  \^  ^^^  ^^^<^ 
page  46,  of  sustaining  his  argu- 


340 


Religimii  InUliigencs  C'^Misoelkmeow. 


dJUNE, 


X. 


RELIGIOUS   INTELLIGENCE. 


%im^im^^m  *%i*m/^^ 


MISCELLANEOUS. 


ANNUAL  MEETINGS. 

In  our  ammgement  of  tbeae  unportant 
proceedings  we  have  given  the  precedence 
to  the  Protestant  Society  for  tne  Protec- 
tion of  Religious  Liberty,  both  on  account 
of  it^^datnettic  tmportaDce,  and  of  its  pecu* 
liar  accordance  with  the  principles  and 
objects  of  our  own  publication.  We  in- 
vite the  attention  of  our  readers  to 
the  following  statement  of  facts,  the 
wIk^  9f  wMch,  as  stated  by  Mr.  Wilks, 
we  have  carefully  preserved,  and  we  have 
to  express  our  regret,  that  we  are  unable 
to  add  all  the  impressive  comments.  In 
faet,  the  semi-official  abstract  is  itself  a 
mere  abridgment  of  what  craght,  on  every 
accpunt,  to  be  published  at  laige,  and  we 
are  persuaded,  that  an  annual  pamphlet, 
in  a  cheap  form,  would  be  universally 
acceptable,  and  extensively  beneficial. 

Tne  anniversary  of  this  Society  was 
hekl  (HI  Saturday,  May  11,  in  the  Great 
Room  of  the  City  of  London  Tavern, 
Lord  John  Russell  in  the  Chair.  The 
alBsembly  was  numerous  beyond  precedent, 
and  includod  individuals  of  high  name  and 
influence.  All  denominations  had  their 
jiepresentatiyes  among  the  audience,  and 
all  seemed  animated  by  a  feeling  of  cor- 
dial and  enthusiastic  good-will  to  the 
g^rious  Institution,  whose  history  for 
ti^e  last  year  was  narrated  in  a  fine  strain 
of  energetic  eloquence  by  Mr.  John  Wilks, 
one  01  the  Secretaries.  He  began  by  re- 
ferring to  the  cases  which  had  engaged 
thdr  attention  on  the  preceding  anniv^*- 
sary:,  and  with  respect  to  AMbs  Nor- 
HOWAY,  he  was  happy  to  announce,  that 
a  secure  asylum  from  the  visitings  of  per- 
secution was  obtained.  In  a  comfortable 
cottage,  well  repaired,  surrounded  by 
fruit  trees  now  full  of  blossoms,  and  wtth 
a  garden  plot,  purchased  by  one  who 
could  revere  the  love  of  principle  in  a 
peasant  breast,  he  had  found  an  home, 
whence  he  would  not  remo^^e  until  he 
entered  his  last  and  happier  home  in 
heaven.  There  his  consistent  conduct 
pleased  the  pious,  profited  the  observing, 
awed  the  unfriendly,  and  exercised  that 
moral  influence  over  the  numerous  vil- 
lagers, which  such  conduct  will  create. 
There  he  had  even  the  Curate  for  a  guest. 
He  acknowledged  his  industry  and  worth, 
and  as  he  wondered  at  his  wisdom,  and 
knew  the  authority  of  his  exam^^e,  he 
sought  to  obtain  from  him  that  attend- 
ance at  the  church,  which  his  conscience 
induced  him  to  decline.  There  he  thought 
without  envy — with  kind  compassion,  on 
his  prelatical  opponent,  who  might  be 


ejEcited  to  his  feequent  and. almost  hefado- 
madal  dialaribes  against  education)  un- 
connected with  the  churcb — ^by  -the  re- 
membrance of  the  reproofs  and  firmness 
of  that  modest,  well-taught  cottager, 
whose  form  and  snfierings  memory  might 
introduce  amid  the  convocations  of  his 
clergy,  and  beneath  his  gilded  canopies 
of  state. 

The  affair  of  Griffin  was  important, 
ss  on  lliat  depended  whether  the  Toleia- 
tion  Acts  would  afford  protaction  to  the 
public  worship  of  Protestant  Dissenters. 
That  offender  had  been  convicted  at  the 
Hampshire  Sessions  of  a  riot,  and  under 
the  last  Toleration  Act,  was  sentenced  to 
pay  the  penalty,  of  forty  pounds.  But  the 
Magistrates  decided  that  the  Act  gave 
them  no  power  to  enforce  the  pen^ty; 
the  offender  was  liberated — impunity  pro- 
duced insolence  and  new  offences — and 
village  worslup  throughout  that  county 
would  have  become  insecure.  By  an  ap- 
plication to  the  Court  of  King's  Bench, 
at  a  considerable  expence,  orders  and 
writs  were  obtained  that  enforced  tbe 
penalty  by  the  committal  of  the  cu]|rrit  to 
the  county  gaol.  Compunction  was  the 
result,  and  as  his  aged  parents  needed  his 
labours,  as  he  contritely  applied  for  mercy, 
THE  CoMMiTTBB,  mindful  that  yiercy 
should  temper  justice,  acquiesced  in  his 
discharge.  But  there  yet  remained  an 
obvious  need,  that  some  legislative  pro- 
visions should  be  made  to  prevent  such 
trouble  and  expence,  and  to  secure  die 
INTompt  attainment  of  the  justice  which 
the  Toleration  Laws  were  enacted  to 
confer. 

After  adverting  to  the  fmlure  of  the 
Education  Bill,  and  enforcing  the  fm- 
poctance  of  the  Sunday  school  system, 
Mr.  Wilks  pleasantly  renewed  his  com- 
plaints of  the  applications  made  to  him 
and  the  Society,  as  to  matters  to  which 
they  could  not  attend.  He  mentioned 
the  names  of  cases  whese,  if  Bejticsli  un- 
der wills  were  withheld,  if  Af mitten  and 
their  congregations  were  discontent,  if  Soli- 
citors required  instructions  as  to  inrol- 
ments  and  trust  deeds,  if  Trttstees  of  cha- 
pels were  disunited  andunfiiithful,  if  Pro^ 
ces$ifm8  of  chUdren  esi^perienced  some  un- 
courtesy,  and  even  if  Husbands  and  Wives 
differed  on  religious  themes — the  parties 
required  the  advice  of  the  Institution,  and 
the  application  of  its  moral  or  legal  ener- 
gies on  their  behalf.  Asto such  applica- 
tions he  cried  for  mercy,  since  they  im- 
properly imposed  on  him  an  extraordi- 
nary load.    He,*  of  course,  professionally 
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cou]d  not  object  to  any  increaie  of  his 
care»,  and  would  cheerfully  in^ke  all  thti)r 
deeds  Rtld  supply  all  the  remunerated 
counsel  his  experience  could  impart :  but 
he  ho\)ed,  that  in  matters  quite  discre- 
pant to  the  oGjects  of  the  Institution, 
their  friends  would  not  require  from  him 
a  ceaseless  sacrifice.  Especially  be  mad6 
t)ie  iiequ^st  as  the  subjects  that  officiallj^ 
invoked  his  feelings  and  his  zeal,  were 
neither  few  nor  small. 
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had  enabled  him  to  pt-ofit  by  gome  ncgli-  ' 
genoe  and  delay  of  his  opponents,  and  to  . 
avert  the  payments  of  two  rates  which 
they  threatehed  to  enforce,  and  at  which 
the  majority  of  the  parishioners  wept  no 
tears,  but  those  of  joy.    The  congrega- 
tion at  B]-:v£RLEY  had  not  been  before  ' 
assailed.    It  was  a  small  corporate  town, ' 
where  local  antipathies  and   mere  per- 
sonal dislikes  exercise  illiberal  and  un- 
f^l'acious  power.    There,  they  had  rashly 


According  to  his  fomser  custom,  h^     distrained  the  property  of  an  individual 


Would  first  reiVrtt  to  those  which  were 
tbete  pfecuNlA«Y  demaikds.  Thej-  in- 
<;]uded  TumpikeTdllSy  Assessed  Tatesy  Poor\ 
^ateSt  ond  Mortuary  Fees^ 

If  e  described  the  incestent  and  sotccsr- 
fnl  efforts  of  the  Committee  to  counteract 
the  insidious  clauses  which  We're  con- 
tinually endeavoured  to  be  introduced  into 
Turnpike  Bi//«,  and  then  went  on  to  state, 
that  in  a  Ctnirch  Hate  case  from  Lough- 
BOKOVGH,  they  afforded  their  advice. 
For  relief  from  the  Assessed  Taxes  as  aris- 
ing from  claims  on  a  minister  at  Wern 
in  Wales,  and  for  Portland  Chapel,  Bath. 
— They  had  taught  their  friends  how  to 
apply :  and  he  repeated  publicly  the  infor- 
mation, that  Assessed  Taxes  were  not 


trustee~but,  mindful  of  the  place  where 
he  first  plucked  the  flowers  of  spring,  and 
gazed  on  the  blue  sky,  the  Rev.  George 
CoLLisov  had  manfully  resolved  to  resist 
every  extoMi^e  and  illegal  act,  and  with 
a  noble  spirit  had  declared,  that  he 
wotild  father  **  beg  from  door  to  door"* 
than  allow  those  measures  to  prevail. 
Paddington  Chapel  was  erected  at  the 
sole  charge  of  Mr.  Wilson.  It  is  one' 
among  many  noble  monuments  of  Chris- 
tian bounty.  Though  Mr.  Wilson  ex* 
pended  six  thousand  pounds  in  the  build- 
ing of  that  chapel,  he  is  required  to  pay  * 
church  rates  and  parochial  clfums  for  his 
ot^Ti  house  of  mercy : — ^though  he  nfevcr 
received  interest,  principal  or  rent;  and. 


claimable  for  any  Meeting-house,  and  that  nsks,  and  has  no  rccompcncc  but  the 

all  School  rooms  for  the  poor,  and  bliss-producing  consciousness  of  a  desire 

itRnns  in  Academies  demoted  to  ministe-  for  the  glory  df  Goid^  and  the  happiness 

tial  students,  were,  on  account  of  their  of  man  :  ' 

ehstritable    apptopviation,    also    exempt         On  these  subjects  he  would  repeat 

from  charge.  '  fonner   cautions   and  advice,      lileelinff 

X)ne  claim  , for  a  Mortuary  Fee,  of  ten  Hoi^ses  were  rateable  to  the  poor  if  any* 
febillings,  was  ii^ade  at  Keigiilev,  in  beneficwl  occupier  could  be  found.  But. 
Yorkshire,  on  a  poor  woman  who  was  all  necf»an/ outgoings,  including  reason- 
left  with  three  orphan  children*  '  As  it  able  salaries  of  ministers,  were  to  be  al-' 
did  not  appear  that  the  fee  had  been  dc-  lowed  out  of  the  receipts.  On  the  net 
manded  before  the  reign  of  Henry  the  remaining  proceeds  only  could  the  charge 
Eighth,  and  had  been  since  butoccAsionally  be  made.  The  necessity  of  the  expencea 
rcquired-^the  payment  was  withheld,  was  then  the  matter  mainly  to  be  disn 
though  the  cler^tyman  offered  greatly  to  cussed,  and  w^ich  churchmen,  being  the 
lessen  Ids  demand.  The  transports  of  magistrates  at  Quarter  Sessions,  on  an 
the  widbw,  grateful  that  persons  living  appeal  against  th^  rate  could  alone  decide. 
so  distant,  not  knowing  her,  and  to  her  To  prevent  the  vexation  and  cxpence.  of 
unknown,  should  step  forward  to  soothe  such  appeals  he  recommended,  that  in 
and  succour  her,  alforded  to  the  Com-  parishes,  where  such  charges  were  in- 
mittee,  a  pleasant  and  pure  reward.  tended,  the  Dissenting  inhabitants  should 

The  vexatious  subject  of  the  assess-  attend  thQ  vestries,  and   there  fvmon- 

inent  of  Chapels  at  Bai  ii,   Chatham,  strate.     If  that  cfort  was  yain,  then  they 

Bevekley,  and  Paddincton  to  Poar's  should  immediately  demand  a  copy  of  the 

Itates  had  renewed^  anxiety  and    labour,  rate  ;  being  eveg  mindful,  that  unless  thft 


At  Bath  some  additions  to  A  u  gyle 
Chapel,  principally  for  the  accommoda- 
tion of  the  Sunday  scholai*s  whom  the 
members  of  that  munificent  congregation 
endeavoured  to  instruct,  produced  a 
tteble  assessment  to  the  poor!  At  Chat- 
ham, during  several  years,  the  Rev.  Mr. 
Slatterie  had  resisted, 'by  everj'fair  cxpe- 


appcal  was  made  to  the  next  possible 
Sessk)ns,  the  char^  was  confirmed. 
Having  obtained  the  copy,  let  them  ex- 
amine what  property  was  omitted  or 
under-rated.  Especially  let  them  turn 
to  the  assessments  of  the  parochial  ofii-, 
ccrs,  and  the  persons  most  desirous  to 
burden  them,    Let  them  note  whether 


dient,  an  assessment  on  his  chaiK'l  which  the  parsonage  house,  the  glebe,  the  rec- 

amounted' yearly  to  the  vast  sum  of  one  torial,   and  vicarial    tythes,    the.  Easter 

hundred^  pou mis,  and  which  now  M'ould  offerings,  and  all  monies  received  for  pew* 

subtract  from  the  donations  of  the  con-  nmts  in  tHe  cliurch  or  episcopalian  cha- 

fprrgtition  a  yearly  sum  of  iVuti/  Pounds!  pels  were  fully  charged.     Of  any  omis-. 

By  legal  suggestions  the   Committee  sions  or  under-rating,'  let  tbein  complain 
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on  tbeir  f^fj^*    Self-imierett  vould  then 

ohen  i.mpisl    the   aggressors  to  recede. 

'then  the  same  mercenaiv  motive  that 

uiduccd  the  charge,  would  happily  re-act : 
'  and    the    threatened    charge   would   be 

o'niitted,  or  the  claim  foregone.    Recent 

c^^es  rendered  this  result  more  probable. 

At   the  Norfolk  Sessions    in   the    last 

mpnth^  a  decision  had  occurred,  unpro- 

pitious  to  the  clergy,  and  favourably  to 

t^is    mean    of   Dissenting   self-defence. 

pr.  BulU'er,  l^ector  of  Cawston^  had 

appealed  against  a  full  charge  fpr  tvthes  > 

and  his  appeal  wa^  disallowed.     He  was 

held  liable  to  pay  rates  on  the  full  value 

of  all  his  tythes  :  since,  whilst  the  fall  of 

agricultu^  produce  precluded   farmers 
,  from  a  profit ;  yet  all  the  receipts  of  tfhe 

cier^men    were    profit — ^resulting    tpo, 

from  th^  capital  and  industry  of  those  by 

whom  no  profit  was  obtained.  The  erec- 
tion of  new  churches  by  the  Church  So- 
ciety, and  out  of  the.  Parliamentary  grants 

lor  those    objects,    would  increase   this 

mean  of  resistance.     In  all  those  edifices, 

pews  Were  to  be  let,  and  their  costly  fanes 

would  be  as  rateable  as  the  humbler  Non-* 

conformist  House  of  Prayer.    Thus  the 

security  from    {Payment    and   vexation, 

which  tolerating  principles,  public  virtue^ 

and  true  policy  should  have  given  im-^ 

asked^  may  result  from  le6s  noble  motives 

— and  the  very  clergy,  and  the  enthusiasts 

for  the  Established  Chufch  becomq  the 

earnest  advocates  for  an  exemption^  they 

have  been  earnest  to  resist. 

Mr.  WiLKs  then  dwelt  much  at  lafge, 

and  with  singular  felicity  and  force  on  some 
■    comments   which   had   appeared  in  the 

Edinburgh  BevieWf  relating  to    Tolls  and 

Assesimenti  as    affecting  Dissenters,   tlie 

following  remarks    are    admirable^— the 


thronffed  it  oa  those   occanQD»— should 
examine    iho  Meeting-house    accouuti, 
discuss  the  expenditure,  guage  the  merit 
of  a  Minbter,  and  determine  what  remu- 
nerati^p  In  collections  and  pew  rent^,  the 
love  of  his  grateful  people  should  sub- 
^ribe  ?    Patiently  and  without  complain- 
ing, these  things  were  not  to  be  borne.  The 
honoui'  of  their  Ministers  was  involved : 
and  they  were  their  ornament  and  boast. 
Though  their   comforts  were  often  top 
much  neglected^— they  were  known— «d- 
mired-^TCloved.    In  the  records  of  his- 
tory, their  learning,  fervour,  and  sacri- 
fices were  insciibed.     Neither  in  num- 
bers,  nor    in    worth  did  they  decline. 
Mitres,  robes,  titles,  they  needed  i)ot. 
Their  hibours  brought  them  reverence— 
they  were  adorned  with  grace.    He.  Ipoked 
firound,  and  as  he  beheld  a  mi|ltit«de 
venerable  for  years  and  wisdom,  great  is 
knowledge,  by  humiUty  cxalte4>  beftming 
with  holy  light,  patient,  self-denyi^,  in 
beneficence  unwearied,  the  "  very-^i^  of 
earth," — he  saw  the  only  true  successors 
of  prophets  and  apostles.    He  saw  men 
^hohad  apostolic  raith,  disinterestedness, 
and  love ;  and  for  whom  was  laid  up  in 
heaven  an  apostolic  crown  !     *'  Rudencisi'* 
towards  such  men  was  no  light  offence ; 
their  exposure  to  rudmess  was  no  light 
calamity ;  and  zeal  ought  not  to  abate — 
till  by  exemption  of  their  Meeting-houses 
from  rates,  at  least  one  occasion  for  such 
rudeness  should  for  ever  end. 

Mr.  WiLKS  then  referred  to  cases  partltf 
« PECUNIARY.  They  included  expensive 
ofiElces  improperly  obtruded  on  Dissen- 
ters, and  monies  improperly  withheld. 
At  Bakkstaplr  a  minister  was  ptoposed 
as  constable,  although  certainly  exempt. 
The  corporation  of  YoRk  had  also  occa- 


jleviewer,  referring  to  the  apessment  of     siOned  unexpected  trouble  and  expence. 


Mee^ng'houses  ai^  parochial  rates,  had 
said,  '*  Whether  money  be  made  or  not 
hy  it  must  be  left  to  the  examination  of 
those  Magistrates,  ti^ho  decide  small  civil 
questions ;  they  may  be  indulgent  or  rude 
in  this  examination.  This  must  depend 
qn  accident,  but  the  law  surely  is  not 
unfmr."    To  this  Mr.  W.  admirably  re- 


They  had  assailed  one  of  the  benefits  in- 
cident to  Dissenters  from  their  partial 
proscription— one  of  the  lesser  rights  x^- 
sulting.  from  a  greater  in"opg.  Corpora- 
tions had  oOcasionally  wished  to  practise 
strange  oppression.  By  the  Test  and 
Corporation  Altts,  Dissenters  were  ex- 
cluded from  corporate  offices  of  emolu- 


plies,  '' Without  restating,  that  founders  ^mentand  honour,  because  they  did  not 
of  places  for  public  worship  found  the  conform-^— and  these  corporations  sought 
best  charities — that  charities  are  exempt     to  impose  on  them  fines  for  the  non-ac- 


from  assessment — that  ev^ry  patriotic  and 
(Christian  principle  should  induce  the 
fi'eedom  of  such  buildings  from  such 
claims  : — he  affirmed,  that  Dissenters 
mainly  objected  to  them,  on  account  of 
the  degradation  and  dishonour  connected 
with  the  proceedings  and  tribunal  that 
must  grant  redress.  Could  they  plea- 
santly endure  that  at  the  sessions  in  a 
corporate  town,  some  worshipful  tallow- 
chandlers  and  buttermcn,  pledged  by  the 
ifolv  Sacrament  to  fealty  to  the  Esta- 
blisned  Church, — or  at  the  Quarter  Ses- 
i&ons,  a  bench  of  Clergy  Justices,  who 


ceptance  of  offices,  which,  without  con- 
formity, they  could  not  legally  accept. 
This  plundering  persecution  was  formerly 
attempted  by  the  corporation  of  London. 
It  was  firmly  and  successfully  resisted. 
For  the  information  of  that  part  of  this 
audience,  whose  cheeks  glowed  with  the 
tints  of  health — and  whose  bosoms  glow- 
ed with  the. love  of  freedom — hp  would 
mention  the  decisions  which  ought  eva* 
to  have  exempted  Dissenters  fi^om  a  re- 
newal of  those  attempts.  In  the  case  of 
The  King  mid  Crcstknor  the  Court  of  King's 
Bench  \yould  not  grant  an  lAfonnation 
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agsihst  Mr.  Grdsreuor  for  refiising  to  act  bril^f  auUiority,  *'  as  oaacle  angels  weep." 
as  Sheriff  t)f  Loiidon  and  Middlesex  when  The  fiend  of  ^rsecution  driven  from  her 
chosen  t6  the  office.    Bnt  die  great  case  palaces  and  wide  domains,  would  yet  play 
of  Evans  agaiiut  the  Chtmberltin  S^  London^  her  elfin  and  cruel  sports  on  the  best  among 
wte  the  pole-star  by  which   Dissenters  the  poor.    Public  charities  were  withheld 
might  seciirely  steer.    The  ,  Corporation  -^private  benevolence  was  perverted — 
of  London  made  a  bye-lati^,  imposing  k  the  pure  streams  of  mercy  were  made  fe- 
fine  of  ^600.  on  every  person  who  being  culeiit  and  bitter— and  the  parochial  ftinds^ 
elected  should  refuse  the  office  of  Sheriff,  raised  by  the  contribution  of  every  sect. 
Mr.  E^ns  Was  a  Dissenter — ^was  chosen  were  changed  to  instruments  of  terror  or 
and  refused.    An  action  was  brought  folr  revenge!    At  Barnstaple  a  poor  tailor 
the  fine,  and  was  detcrmtned  on  appeal  employed  by  the  parish,  was,  only  for  hiii 
by  the  House  of  Lords.    The  Judges  ac-  mcttiodism,  deprived  of  that  employment, 
qdlmf  innnortal  honour.    The  speeches^  At  Ci^art,  in  Kent,  where  the  nepheit 
espedatly  of  Judge    Foster  and   Lord  of  the  Archbishop  of^Cantcrbury  was  the* 
Mansfield,  should  be  inscrilied  on  the  rector,  poor  persons  were  mulcted  in  their 
memory   of  everv   statesman  —  on  the  allowances  firom  the  parish,  because  they 
heart  of  every  British  youth, — "  Con-  sent  tlieir  children  to  other  than  the  Na- 
sciencc,"  said  Lord  Mansfield,  ''is  not  tional  Schools  i  and  when  a  widow,  chary 
controulablc  by  humali  laws,  nor  amena-  of  her  independence,  and  in  principle  a 
Ue  to  htiman  mbuna:Is.    Pertecutio'n,  oi*  Dissenter,  would  send  her  infant  daugh- 
attempts  to  force  conscience,  will  neveir  ter  to  a  dame  school,  and  pay  her  weekl^ 
prodnce  convic^on,  and  are  only  calcu^  threepence  for  her  learning — the  sum  6t 
lated  to  ihakc  hypocrite^  or  martyrs."-—  threepence  was^  deducted  fi'om  her  parl^ 
"  Tfiah  piersecution,  there  is  nothing  cer-  pay,^  because  forsooth,  if  for  the  educa- 
tahdy  more  un^asonable,  more  inconsis-  tion  of  her  child  she  could  make  such 
tent  with  the  rights  of  human  nature,  payment,  that  sum  could  not  be  needful 
more  contrary  to  the  spirit  and  precepts  to  Supply  her  wants  !  In  another  place,  d 
of  the  Christian  religion,  more  iniqiii-  clerical  magistrate  refused  to  order  relief 
tons,  more  impolitic,  more  unj^t.    Thi6  to  a  sickly  suffering  female,  because  A 
attefmpt  is  as  bad  persecution  as  that  of  dissenting    meeting-house   was   the  flia4 
Procrustes,  and  is  contraryto  the  law  of  place  where  the  visitings  of  her  disease 
the  land."      The   non-liability  c4  Mr.  had  been  most  alarming,  though  she  had 
I^vans  was  decided  by  this  higliest  tribu-  tottered  there  slow,  and  trembling,  to 
nal,  and  the  judgment  in  his  favour  was  gain  the  pnly  cgmfort  which  poverty  i^n^ 
unsutdmousTy  affirmed.    Yet  the  Corpo-  disease  allowed  her  to  enjoy.    AlAihame^ 
ration  of  York  wotfld  revive  the  attempt  too,  amid  the  sylvan  plains  of  Warwick- 
which  a  great  Lawyer  and  a  great  States-  shire,  he  had  known  another  inst^ee  of 
man  haid  thus  denounced.    They  too  had  this  worst  abuse  of  power. — Pfbvidencii 
thei^  bye-law,  and  they  wotdd  have  ano-  introduced   him    to  a  well  instructed, 
ther  Procrustean  bed.    But  though  the  though  unassuming  man.   He  was  a  Bap- 
spirit  of  freedom  slumbers  iit  does  not  tist,  but  had  walked  far  to  hear  a  sermoii 
expurc.     Mi*.  Oswald  Allen,  ad  emi-  A^om  the  Kev.  R.Hill,  and  every  SabbatK 
nent  Sut^eon,  and  well-principled  Dis-  also  walked   ten  miles  to  Warwick  to 
sfeflter,  was  chosen  Sheriff  for  that  an-  worship  ^God.    Poor  in  fortune,  he  Waa 
clent  city.    He  would  not  hold  an  office  rich  in  goodness.     He  was  inspired  by 
6h  suffiirance,  and  as  a  criminal  under  an  the  same  Heaven-descended  love  that  in- 
Indethnity  Act,  for  which,  as  a  Dissenter,  duced  the  wealthy  to    congresfate  fat 
he  was  disqualified.     He  dared  not  qua-  magnificent  designs,   eo-cxtensivc  with 
llfy ;  nor  did  he  dare  consent  to  pay  an  the  globe.     He  ei^pressed  his  sotrow  that 
illegal  fine.    He  al>pHed  for  advice.    Hie  in  his  village  the  children  Were  untaught, 
recomniendation  of  th'c  Committee  suited  and  godliness  unknown.    His  all  wai  lit- 
his  principles  and  purpose.     He  refused  tie,  but  he  would  apply  much  of  that  all 
the  oMce ;  an  applka^oii  <nis  made  to  to  promote  some  nllage  preaching  and  a 
the  Court  of  King's  Bench,  and'^the  vali-  school.     His  cottage  should  be  open, 
dity  of  his  refiisal  was  proclaimed.    Sue-  and  his  old  wife  and  maiden  daughters 
cess  and  honour  were  again  the  reXirard  of  would,  to  such  useful  labours,  gladly  de- 
firmi&ess — and  another  buttress  was  added  dicate  their  time.    Some  pecuniary  as« 
to  tBfe  little  citadel  of  dissenting  rights '.  sistance  would  be  required  for  books, 

lliis  ciasi  of  complaints  also  included  a  and  some  refreshment  to  ^ny  minister 

series  of  evils  which  would  create  an  un-  who  would  gratuitously  come  and  teaeh 

chri^jaii  indignation  in  hid  mind,  if  un-  them.    That    assistance    was'  supplied. 

£H^A  by  pity  or    contempt.      What  Last  sumn\er  he  visited"  the  picturesque 

otfiw  feelings    could    tliey    excite   who  wdl-wooded  dell.    As  down  the  winding 

Srink  trembling  before  the  proud,  and  foot-^ath  he  descended,  he  saw  cottages 

"^ke  war  on  the  defenceless  ?   Yet,  in  bespread,  and  the  cburch  was  not  near. 

?'*larid,  daily  Were  such,  fantastic  tricks  All  the  villagers  well  knew,  and  spoke 

P'^^j  by  tJxose'  wha  were  dressed  itt  with  sthiling  kindly  faces  of  their  neigh- 
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bour  Kkight,  and  sereral  offered  to  lead        Clermnan, — It  is  a  conrenticle— or 
the  way  to  his  abode.    That  abode  was     what  shall  I  call  it — ^it  is  a  meeting. 


humble.  But  stooping  he  entered  it 
with  a  venerating  and  exhilarated  heart. 
It  was  over  such  hovels  that  angels 
hovered,  for  they  were  the  abodes  oi 
active  virtue,  and  pure  benevolence. 
On  the  cultivation  of  a  garden,  not. 
two  acres  in  extent,  the  family  relied 
mainly  for  support.  Meat  and  beer  were 
rarely  placed  upon  their  oaken  table. 
The  stone  floor  full  of  fractures  had 
known  the  revolutions  of  a  century  of 
seasons,  but  was  not  uncleanly.  His 
visit  made  a  little  holiday.  The  old  and 
young  came  bending  or  snyiliug  to  his 
levee,  and  he  received  a  report  that  to 
hui  heart  gave  more  unmlngled  joy»  than 
any  monarch  could  have  known,  when 
the  panting  courier  brought  the  neivs  of 
a  great  but  dear-bought  victory.  Forty 
children  were  collected  in  a  school.  A  mi- 
nister walked  every  Sabbath  afternoon 
several  miles  to  preach  to  am  attentive 
crowd:  and  Burder's  ViUaet  Sermoiu, 
read  by  the  poor  man,  afforded  the  re- 
maining instruction  they  required.  Abun- 


Mi-f  K. — Xes,  Sir,  that  b  what  we  call 
it,  a  meeting. 

-  Clereynum, — ^Thece  is  no  need  of  any 
such  thing  here  ;  if  it  was  in  a  town,  you 
might  set  up  a  meeting,  there  is  no  room 
in  such  a  place. 

Mrs.  K. — In  a  country  place  there  if 
more  room  than  in  towns,  for  in  towns 
there  arc  in  general  two  or  three  denomi- 
nations, r.nd  in  this  place  the  people  need 
instruction. 

Cltigyman^ — ^Then  this  is  the  places^ 
this  is  the  church,  within  these  waUs, 
where  they  should  come. 

Mis.  K. — But  you  was  reading  a  little 
while  ago  in  your  pntycr  book,  that 
**  where  two  or  three  meet  together  in 
my  name,  there  am  I  in  the  midst  of 
them,"  and  there  will  be  the  church  of 
God, 

And  what  was  the  result  ^  Unable  by 
argument  to  overcome  the  good  old  wo- 
man, the  clergyman  allowed  her  to  retirt 
without  reliefs  All  was  mrithhcld  but  in- 
vective and  reproach  !   Deeply  must  h« 


dant  demonstration  was  supplied,  that     pity  those  who  would  not  rather  be  thq 


vast  benefits  had  been  the  result;  and 
heaven  had  already  received  some  de- 
parted spirits  that  had  first  worshipped 
beneath  that  cotter's  roof. — ^That  secluded 
spot  and  good  society  unwillingly  he  left. 
yVs  tbey  returned  his  boy  was  his  compa- 
nion ;  and  as  they  traversed  the  flowery 
'  meadows,  that  boy  bi^rst  forth,  "  Father, 
I  never  before  knew  tlie  worth  of  mo- 
ney :"  and  his  conclusions  were  correct. 
The  worth  of  money  |s  not  to  paint  our 
ceilings,  to  gild  oiir  cornices,  to  spread 
our  banquet  boards,  to  enwrap  our  bo- 
dies with  costly  gay  attire,  but  by  its  ex- 
penditure to  lay  up  in  heaven  a  trea&qre. 


rejected  than  the  rejecter,  and  that  good 
unpittanced  wife,  U\an  a  learned  clerk, 
or  pope,  or  mufti,  who  for  zeal  in  good- 
ness could  so  spurn  her  claim. 

But  they  need  not  go  to  Warwickshire 
for  examples  of  these  deeds.  At  Hamf* 
TON,  where  the  Thames  "first  gro^rs 
rural,"  and  from  its  calm  surfiice  reflects 
the  palaces  of  kings,  and  the  domes  where 
Burke,  and  Sheridan,  and  Johnson,  with 
the  hospitable  Garrick,  held  glad  con- 
verse, he  had  found  the  same  vezatioiici 
demon  amidst  parks  and  bowers.  Tlien: 
he  met  a  labourer,  whose  form  was  bowed 
beneath  heavy  burdens,  and  whose  hands 


and  to  partake  the  matchless  luxury  of    were  become  homy  with  his  tml.    At  the 


doing  good.  And  yet  these  very  people 
were,  for  the.  very  acts  which  had  won 
from  that  delighted  audience  sympathy 
and  just  approval^  the  objects  of  persecu- 
tion and  of  scorn,  in  tiiat  parish  some 
ancient  benefactor  had  left  an  annual 
sum  for  distribution  to  the  deserving 
poor.  The  good  womaA  applied  for  two 
shillings,  and  not"  sp  much  for  a  bounty 
as  a  right.  By  the  clergyman  it  was  re- 
fused, ^e  hj»d  a  letter  containing  their 
dialogue,  which  he  would  read,  The 
interlocutors  were  %he  dejr^qum  an^ 
good  Mrs.  Knight : 

Scene  : — The  Vestry  of  the  Church. 

Mr§.  Knight. — Will  you  plpa^  to  give 
me  something  for  myself? 

Ckrgynuui. — No ! 

Mrh  iiT^— Then  the  Lord  will  provide — ? 

Clergyi^an. — Vou  are  the  first  to  make 
#  division,  and  set  up  a  conventicle. 

Mrs,  A'. — No,  Sir,  I  deny  the  charge  ; 
we  do  nothing  secretly,  or  contrary  to 
ih»  laws  of  ppd>  or  q{  Qur  country. 


age  of  sixty  this  poor  man  had  learnt  to 
read  his  Bible,  to  cheer  the  evenings  of 
each  (lay,  and  tlie  approaching  night  of 
life.    Accidentally,  he  learnt  that  the 
wife  had  asked  the  parochial  mini^tter  to 
include  her  name  in  the  list  of  women 
on  whom  the  Duke  of  Clarence^  whose 
palacp  was  in'  that  vicinity*,    bestowed 
some  yearly  ahns.    For  two  successive 
years  she  had  applied — twice  she  was  re- 
fused,   3h^  was  poor,  was  old,  was  ho- 
nest, ha/^  been  the  mother  of  fourteen 
children,  all  brought  up  without  paro- 
chial aid,  oply  by  rare  economy  and  inde- 
fatigable labour?.    Why  was  she  refused  ? 
She  was  guilty  of  the  crime  of  preferring 
the  Baptist  meeting  to  the  parish  church 
v—and  her  methodisqi  was  all  her  guilt ! 
Could  he  be  deceiyed.  r'    He  held  a 
printed  book,  that  precluded  apologetic 
hopes.    It  was  a  printed  pamphlet  rrom 
the  parisTi  of  Broadwater,  publi^Lfd  i' 
Apnl  last.  In  that  parish  wa^  Worthi N« 
where  Piiisc&ten  as  well  as  Church^^ 
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went  to  gasse  upon  the  ocean,  and,  to  ob-  plote,  as  in  the  cathedral,  with  fretted 

tain  relief  from  a  plethora  of  wealth.     In  roof  and  lofty  spires.    Dangers  ought 

that  pamphlet,  the  Committee  and  parish  not  to  be  added  to  the  fatigues  of  thes^ 

officers,,  annoimce  that  *<  no  relief  wiU  be  Home  Missionaries,  and  they  should  haw 

given  to  })ersons  whose  children  do  not  from  wealthier  unmolested  congregations 

reg-ularly  attend  the  National  Schools,"  the  protection  they  require.     He  (Ud  not, 

and  thus  they  class  all  the  conscientious  however,  wish  to  aggravate  these  matters. 

and  dissenting  poor  with  the  extravagant  They  resulted,  often  from  inebriety  or 

and  profligate,  with  the  drunkard  and  the  ignorance,  rather  than  a  malicious  spirit, 

poacher,  from  whom  also  and  more  righ>  and  predetermined  hostile  minds ; — ^partly 

tooiisly,  they  threaten  to  withhold  relief,  encouraged  too  by  a  church  estabJish- 

In  this  case  he  would  trust  that  exposure  mcnt,  and  by  the  obloquy  which  affected 

would  produce  redress,  and  that  his  in-  all  Dissenters,'  from  the  continuance  of 

fluential  Sussex  friends  would  procure  penal  statutes,^  and  their  exclusion  from 
the  correction  of  an  ordinance  disgraceful .   the  bench  of  magistracy  and  other  public 

to  liberal   minds,    and  their  pleasure-  situations  which  their  fortunes  and  knqw- 

giving  coast.  ledge  fit  them  to  adorn. Of  these 

These  efforts  of  intolerance  could  not,  affrays  many  were  repressed  by  /private 
however,  boast  the  charm  of  noveltv.  effort  and  local  associations.      But   at 
The  reign  of  Charles  the  Second,  amid  Uhcufont,  in  Wilts,  a  man  was  dis* 
the  horrors  of  the  Conventicle  Act,  and  the  orderly — sang  aloud — would  fights— was 
guilt  and  glory  of  Bartholomew's  Day,  was  prosecuted,  convicted,  and  forgiven  :  and 
also  distinguished  by  unworthy  foes  to  THE  ComiMITTEE  contributed  5  guineas 
pious  povercy.    Then  even  the  Middle-  to  the  charge.    Chipperfield,  in  Hert- 
sex  justices  at  their  October  Sessions,  in  fordshire,  was  the  scene  of  another  riot. 
1681,  declared — **  That  all  monies  given  Stones  were  thrown  at  the  windows,  and 
by  church\irardens  and  overseers,  to  poor  the  doors,  and  the  people  insulted  and 
people  who  frequented  conventicles,  and  disturbed.    The  case  had  been  recom- 
did  not  come  to  the  parish  church,  and  mended  to  the  attention  of  the  Corn- 
receive  the  sacrament,  should  be  dis^-  mittee  by  Dr.  Collyer,  who  though 
lowed  in  their  accounts,  because  such  mild  as  embodied  meekness  was  firm  /or 
persons  who  never  came  to  the  parish  right.    The  magistrates  had  been  tardy 
church  ought  not  to  be  reckoned  of  the  to  interfere,  but  perseverance  overcame 
^Mirish."    Their  reason  .certainly  would  that  tardiness,  and  the  offenders  awaited 
oow  occasion  to  Dissenters  little  grief,  trial  for  their  offence.    At  Woodford 
If  they  would  but  allow  them  fdl  <<not  to  Bridge,  where  The  London  Itinerant  So^ 
])e  reckoned  of  the  parish,"  they  might  ciety  have  long  endeavoured  to  improve 
he  glad  indeed.     <<  Leave  us  alone,"  one  of  the  many  desert  spots  that  environ 
they  would  say,   "  call  not  for  tythes  Liondon,  Tl^ii/iam  Ty<liuii}i  was  apprehended 
and  church  rates,  for  your  Easter  offer-  for  misconduct.    He  was  committed  to 
iiigs  and  Assessments  to  the  poor,  and  'Chelmsford  gaol,  and  expressing  contri- 
we  will  not  regret  an  exclusion  from  the  tion,  and  paying  a  trifle  to  the  poor,  was 
parish,   and  never  should   a  dissenting  finally  releas9d.     But  expences  to  the 
pauper  ask  bounty  from  your  hands."  Committee  resulted  from  the  prosecutors 
For  this  unchristian  order  these  justices  having  entered   into    recognizances   to 
fverc  however  tbauked  by  their  Christian  prosecute,  which  preclude  a  prompt  for- 
King,    and     the   Gazette    records    his  giveness  Qf  defendants,  and  which  prose- 
thanks.     How  differently  do   posterity  cutors  should  avoid.    At  Bow  Common, 
decide  !     The    Act   which    a    monarch  and  at  Peterchurch,  in  Herefordshire, 
thought  ;50  lu8trou3>  we  think  would  dim  where  a  female  was  shot  through  the 
all  glory,  and  give  only  such- immortality  hand,  and  Cricklade,  where  the  Hom^ 
as  he  wlio  burnt  the  temple  of  Ephesus  AliiSMmiry^'actefv  prosecute  their  excellent 
obtained.  Charity  too,  sighs  at  the  disap-  much-needed  labours,  and  in^ther  places 
pointment  of  her  hopes,  that  such  un-  such  proceedings  varying  in  their  outrage 
kindly  spirits  would  be  entombed  with  and  atrocity  occurred.  At  Ickford,  near 
that  Stuart  Tixe  and  with  those  cruel  sta-  Thame,  not  only  the  rooms  opened  for 
lutes — and  that  withfi  most  tolerant  mo-  worship,  by  a  Christian  Fhilantliropist, 
narch,  wc  should  have  seen  a  tolerant  were  rendered  offensive  by  putrid  matter, 
priesthood,  and  a  happier  land  !  the  lights  extinguished  by  birds,  and  tlie 
To  Riots  and  illegal  interruptions  of  social  meetings  interrupted  by  disgustful 
Tablic    Worship  he  would  next   allude,  noise:   but  that  case  was. rendered  rc- 
Thcse  needed  punishment  for  their  re-  markable  by  the  shameful  obstructions 
pression.     In  cities  ^nd  the  chapels  of  opposed  to  redress  by  clerical  justices,  to 
wealthy   congregations    they   were    not  whom  he  must  so  often  and  unwillingly 
known.     They  resulted  usually  from  the  allude.     His  tale  was  long  and  mournful, 
active  exertions  of  the  good  in  distant  and  in   his  case   the  pledge  of  Magna 
neglected  hamlets  : — but  there  law  ought  Charta,  "  that  wc  shall  deny  nor  defer  to 
t4>  be  as  triumphaat>  and  security  as  com-  no  man  either  justice  or  rights"  wai^ 


V 


5^6  fhiigtims  ]^ietRgence:^^3ksfddittneoUg.  \^Jviitj 

nmglsteriafly  contemned.    At  Saffron  tlzcd  by  evfery  body."    **  Prtde  goetli 

"V^LDEN  too,  vigils,  not  8Upersti1ioi)B  Or  before  destrnction  —  tbc  haughty  spirit 

ttnsdemlty  held  on  the  last  Aight  of  the  effects  a  fell."    This  lady  leatnt  that  the 

departed  year  by  some  good  and  wealthy  law  Was  the  master  of  her  master,  and 

females  of^  the  Wesleyan   denomination  hadtoreadand^digest  with  what  appetite 

were  distntbed  by  rude  wassailerd.  Their  she  might,  an  acknowledgment  that  the 

rank  and  legal  knowledge  should  hare  serrice  ought  not  to  hare  been  neglected, 

taught  them  oth^r  conduct,  and  prevented  and  a  promise  that  it  should  hereafter  be 

a  disturbance  of  the  grateful  praises  and  performed. 

iferrent  praycirs  of  the  thankful  and  d6-        In  BampihirCy  and  at  Westbourne, 

Tout  at  that  midMght  hour.    Btxt  the  that  success  agidnst  the  refusal  of  thfe 

hour  of  reckoning  came.    In  broad  noon-  Rer.  G.  Tatterthall  cotdd  not  be  obtedned. 

da^^  the  offenders  hftd  to  appologize  for  l*he  parents  of  the  departed  infant  were 

their  intrusions,  and  in  distinctest  lad^  conscientious    Baptists,     therefore    the 

guage  to  express  regret. ^Through  a  clergyman  might  lawfWly  withhold  the 

statement  oi  nmny  clerical  aggres*  rites    of  sepulture.     **  Teneatis    risum 

SioKs  (th   lihertd    conduct  and  dissenting  amici !" — No!    moanings    succeed     to 

rights  he-  Would  next  proceed.  He  assured  latrghter ; — the  merriment  is  the  gleam- 

the  mfeeting  of  his  regret  and  reluctance  ing  of  winter  sunshine ; — the  smile  is  a:t 

to  .ccnstire  the  members,  and  especially  the  baby-folly ; — the  groan  at  the  pride 

the  ministers  of  any  sect.    Against  Epis-  and    hard-heartcdricss    of   men!.    The 

copalians  hchad  no  antipathy.    If,  as  in  Committee  could  give  no  reKer.    TTic 

Scotland  or  America,  they  crdsted  pro-  poor    parents    had    better   comforters, 

tected,  but  not  endowed,  and  relying  otk  Their  budding  plant,  though  unwatered 

zeal,  piety,  and  Christian  ohurity  for  in-  upon  earth,    and    though  trampled   on 

fluence,  he  would  be  first  tb  cheer  their  when  withered — Wad  transplanted  to  an 

progress  and  bless  their  dcfeds ;  and  if  heavenly  para£se  and    would    fade  no 

any  Dissenting  sect  "^ss  seated  in  the  more  I    The  situation  of  Baptists,  how- 

chair  of  state,  and  grasped  the  rod  of  ever,  demanded  prompt  attention,  and  no 

pov^er,   or   scornful  and  presumptuous  peculiar  indignity,  which  co-Dis3enter» 


trod  alone  Some  lofty  pinnstcle,  he  would 
he  first  to  p(Hnt  the  ftngcr  of  contempt, 
or  huri  againist  them  the  thunders  of 
tibttty  and  truth.  His  memory  cherished 
the  recollection  of  the  virtues  of  somfe 
f^h^rs  of  the   English  Church;    then- 


did  not  suffer,  ought  they  to  undergo. 

The  remaining  cases  were  at  CccK- 
riELD,  Sussex,  and  at  Colerne,  in  the 
county  of  Wilts.  The  first  evinced  the 
infectious  infiuence  of  power :  as,  there 
It  youthful  clergyman  of  liberal  education 


i&pots  Of  impcrfiection  he  songht  not  to  -  and  gentlemanly  manners,  had    allowed 

descry,  amid  the  glories  of  their  useful  himself,  at  the  instigation  of  a  rector's 

lives,  and  the  splendour  of  their  martyr's  widow  and  interested  parish  clerk,    to 

death.  ont-herod  Herod  in  the  assertioix  of  a 

However,  as  he  must  be  the  chronicler,  right  to  ifefuse  adnrittance  of  a  corpse  to 

let  not  the  friends  of  Establishments  t!hc  chtirch,  and  to  curtail  the  service 


blande  him  because  he  had  sudi  deeds  to 
chronicle.  But  he  found  in  Oxfordshire, 
a  clergyman,  brbther  to  a  Noble  E«rt, 
self-degraded,  serving  a  notice  fi'om  a 
laridlady  to  a  cottager,  to  quit  her  home, 
betsfuse  she  would  not  close  the  doord 
ag'ainst  the  Disseiitinrg  minister,  whose 
visits  he  forbade.  Refitsals  to  burV 
also  had  beeti  renewed.  In  t^o  cases  the 
Committee  had  interfered  successfully: 
in  one  case  they  cottld  not  interfere  ;  aAd 


which  the  rubric  had  enjoined.  Hie  lat- 
ter was  marked  by  circumstances  of  such 
great  aggression,  (and  which  were  well 
detailed^  that  prosecutton  must  result,  if 
concession  did  not  intervene.  The  firm- 
ness of  Mr.  Beeve  at  CuckfleW,  who  car- 
ried his  child  to  Kyegtfte  for  interment,' 
rather  than  sanction  a  public  wrong,  de- 
served pubKc  honour.  In  Wiltshire,  the 
son  of  Mr.  /at/,  and  an  excellent  friend  at 
Bath,  bad  di5played  calmness,  decision. 


in  the  remaining  two,  the  results  of  their  and  disdain  of  trouble,  worthy  of  their 

interference  were   yet  unknowti.      At  father Mnd  instructor,  and  of  the  noblest 

Hartland,  in  North  I>evon,  the  Rev.  cause  !   whilst  every  good    churchman, 

Mr.  Chanter  had  refused  to  bury   the  abd  the  obstrrant  villagers,  blushed  or 

infant  of  a  labourer.     He  had  acknow-  Joyed  at  these  measures  and  diefeats,  and 

ledged  to  the  Wesleyan  preacher  and  the  many  withdrew,  fearful,  from  a  chtirch, 

father,  his  error  and  compunction.    At  which  those  lUcasuies  were  adopted  to 


Abergavilly,  in  Wales,  also'  the  Re^. 
Mr.  Morgan,  had  made  a  similar  refusal. 
There,  his  lady  had  been  uri^visely  pro- 
minent, tier  fair  sex  should  apply  their 
potent  smiles  to  allay  the  fire  of  disCord, 


uphold. 

But  a  REruSAl   6f  MARRIAGlS    fltf  Well 

ad  of  interment  had  occurred.  Llakdy- 
GWNiNG,  in  Carnarvonshire,  witnessed 
the  half  comic,   and  half  tragic   deed. 


not  to  fan  the  spark  into  a  flftme.    But,     The  Rev.  John  Hvghei  was  the  Clergy- ' 
she  could  not  endure  that  «*  Mr.  Morgan     man,  and  Tlmmas  Evans  and  Catharine 
should  be  a  servant  to  bury  children  bap-    Jones,  the  bridegroom    and  th^  bride. 


The  bridegfroom ,  was  a  Baptist,  and  was     of  Norwich  Cathedral  1  an  I|icvmb«nt  of 
deemed  by  the  Minister  90  thoroughly    several  livings !  and  also  an  acting  Msglsr 


unchriati^>  that  marriage  with  him  no 
female  could  properly  contract.  He, 
therefore,  indsted  that,  before  the  Sacra- 
ment of  Marriage  was  bestowed,  the  Sa- 
crament of  Baptism  should  be  applied. 
The  bloshing  maiden  looked  the  entreaties 
she  might  not  utter.  The  disappointed 
bfpidegroom  was  more  loudly  urgent. 
The  friends,  the  parents,  and  fair  dam- 
iiels,  all  full  of  hope  and  innocent  festivity, 
were  astounded  and  appalled.  It  was  as 
a  blighting  wind  deadening  the  blossom- 


trate  I !  and  only  because  he  went  to  a 
neighbouring  parish  church,  and  dared  ^i 
distribute  Church  Missionax^  Tracts. 

The  prosecution  at  Mcmchejsttr  of  }/ix. 
Waller,  for  obstructing  the  highway 
when  he  preached  pn  the  st^ps  of  an  houfie 
at  Ashton-upon-Lim?.  For  that  o^f  p({#y 
although  p^cellent  in  character,  possiiiss^ 
of  fostime,  aud  suifering  from  iU*healthj 
by  a  bench  of  Justices  with  a  CJeiigyman 
as  Chairman,  he  was  committed  f^r  tho 
long  period  of  thru  iiumiht  to  the  cotfimtfi 


log  of  bliss. — Who  would  have  been  that     gfufl ! !     While   too,  that  sentence  waa 


blighteir,  that  had  a  manly  or  a  Chris- 
tian h^^  ?  The  Curate  was  inflexible. 
Rhadamanthus  had  not  more  iron  nen'es. 
Smi)es,  blushes,  tears>  remonstrances,  all 
were  vaiii.  He  must  have  lived  a  bache- 
lor :  an  old  bachelor  he  deserved  to  die  ! 
Glad  ai^  grateful  should  Britons  be,  that 
inth  such  spirits,  such  men  have  feeble 
power;  and  ever  watchful  should  they 
be,  that  po  further  power  be  given  to 
those  who  have  such  spirits,  and  such 
heads  ansl  hearts.  As  to  the  Clergyman 
he  was  not  punished;  for  he  so  sub- 
mitted that  punishment  had  been  misap- 
plied. A^d  it  seems  ever  that  those  who 
unopposed  stalk  loftily  amo|ig  their  fel- 
low-meu»  as  if  they  were  worms  gliding 
in  the  dust — ^when  opposed,  aix;  ever  first 
to  prostrate  themselves  lowest  in  the  dust, 
and  Qver  themselves  to  allow  the  meanest 
worms  to  glide. 

To  Miscellaneous  Matters  which 
were  many  and  important,  he  then  ad- 
vanced^ To  these  we  may  only  allude. 
The  lolloirang  were  most  prominent. 
Comf^l^nts  as  to  restvictums  on  soldiers 
respecting  religious  worship,  which  he  be- 
lieved the  Royal  .Commander  in  Chief 
would  readily  redress.  Prohibitions  of 
visita  to  prisons  by  Dissenting  ministers. 
The  BiU  defending  in  Parliament,  known 
as  **  Thb  Ma|iriag£  Service  Act," 
and  intended  to  relieve  Unitarians  from 
embaxrassments,  which  all  should  depre- 
cate and  avert;  and  which  was  recom- 
mended to  approval  and  support.  Pro' 
ceediugs  at  Great  Chart,  in  Kent,  where 
an  agept  of  the  Clergyman  and  Alaffi- 
strate,  roqiiired  WiUiatn  Breachley  and  his 
wife,  worthy  Weideyan  Methodists,  to 
aiga  a  pledge  not  to  visit  the  sick,  and  to 
hold  no  religious  converse  with  the  poor 
on  pivm>  of  being  turned  out  of  a  house 
and  forge,  where  the  honest  blacksmith 
had  long  lived,  andhis  livelihood  obtained. 
But  to  that  tiureatening  niin  ^like  old 
belierers)  they  submitted,  relying  only 
through  the  remnant  of  ikeye  lives,  on 
the  good  Providence  of  God.  The  vexa- 
tions that  in  Svffolk  had  visited  a  worthy 
shopkeeper  at  Stonham  As  pal,  and 
thought  to  be  dx^X&^  by  a  ^reben^ary 


made  to  seem  vindictive,  by  the  com* 
mittal  on  the  si^me  day,  to  th^  saine  pri- 
son, but  only  for  one  mmtkf  q(  a  woman 
gililty  of  publicly  selling  songs  too  inde- 
cent to  be  evcin  publicly  submitted  to  ^ 
Court ! ! 

Some  proceedings  At  Wisbeacm  on  tha 
election  of  a  great  Burgess ;  when  it  ap- 
peared that  all  votes  given  at  a  corporate 
e)ectiofi,  for  a  Dissenter  are  thrown  a^ay, 
and  that  the  next  candidate  with  a  smaller 
number  of  votes  is  duly  elected,  if  before 
the  election  the  disqualificatipn  of  the 
Dissenter  from  the  non-taking  of  the 
Sacraipeht,  be  publicly  announced*  The 
notice  of  this  proceeding  was  succeeded 
by  a  long  and  able  explanation  of  the 
origin,  degradation,  and  impolicy  of  the 
Corporation  Act,  of  the  fpUy  and  pro- 
fanity of  the  Sacramental  Test,  and 
of  the  insufficiency  and  dishonour  of  tlie 
Acts  of  Indemnitv  anmially  passed ; — and 
by  an  urgent  and  eloquent  entreaty,^that 
Irotestant  Dissenters  would  resume'nni- 
versally  their  attention  to  these  obnoxious 
Acts,  and  would  prepare  for  a  ^se,  deli- 
berate, but  prompt  and  simiUtaneous  ap- 
plicatipa  to  Parliament,  for  tlieir  repeal. 

After  interesting  allusions  to  these' 
topics,  and^xplanations  of  the  measured 
taken  by  the  Committee  aa  to .  all  sub- 
jects, and  which  the  assembly  seemed 
to  ai)prove,  Mr.  Wil^s^  hastened  to  con- 
clude.' ,  . 

.  For  th^  protection  and  honour  of  Dis- 
senters, several  matters  required  to  be 
attained.  He  presented  tite^i  that  they 
might  never  be  forgotten.  They  Sho«^ 
be  inscribed  in  characters  of  fire.  They 
should  be  known,  desired,  sought*— 
SQUgl^.t  i^ith  union  and  perseverance  until 
attained ;  if  so  sought,  that  attainment 
was  secure.  They  were,  1.  A  legislative 
explanation,  of  the  Toleration  Acts, 
Whereby  the  penalties  for  disturlung  their 
religions  assemblies,  coi^ld  be  enforced 
Without  delay,  or  eipence,  by  the  Courts 
before  whom  convictions  were  obtained. 
2.  The  placing  of  Baptists  in  the  same 
si^ation  as  to  the  right  of,  burial,  with 
all  other  Dissenters.  ^.  The  exemption 
o(  their  places  of  worship  from  parochial 


SM^  Religious  ThldHgehce  :-^Miseenan€6nit. 

aasessment  4.  The  publicity  and  security 
of  all  their  registrations  of  baptisms  and 
interments,  and  5th.  That,  repeal  of  the 
Test  and  Corporation  Acts,  which  thoug^h 
last  announced)  was  most  to  be  desired. 


piety  th^re  grows,  like-the  giant  trees  iii 
her   own    forests,   unsheltered  and  un- 
shadowed,  mighty  and   erect,   towards 
hea\Tn. 
France  too  presents  a  checrmg  pros- 


Year  after  year,  he  purposed  to  present     pcct.    Contrast  an  uicident  which  lately 


llieie  objects  to  their  view :  and  if  the 
memory  of  their  greatly-good  forefathers 
was  truly  cherished,  abd  the  love  of  pos- 
terity was  really  felt — ^they  would  not  be 
looked  upon  as  unattainable,  or  worth- 
less— they  would  be  rightly  estimated 
and  finally  obtained.  Nor  would  the 
safety  of  the  Established  Church  be  com- 


occurred  with  the  lengthy  tales  of  wretch- 
ed bigotry  he  had  been  commanded  to 
narrate.  At  Vtion,  a  small  town  near 
the  Loire,  that  stream  sacred  to  chivalry 
and  song,  dwell  M.  Mercicr,  a  Protestant. 
Converted  by  the  perusal  of  the  Scrip- 
tures), he  fembraced  that  faith  which  he 
and  his  family  throughout  the  district 


promised  by  their  success.  Its  situation  alone  professed.  The  good  man  died, 
might  he  less  elevated,  but  would  be  His  children  wished  a  Protestant  Mi- 
more  secure;  the  rude  frowning  emi-  nistcr  from  another  hamlet,  the  Pastor 
nence  Irould  be  exchanged  for  a  lowlief  D*Aiilnay,  to  attend  at  his  interment, 
but  safer  scite.  Toleration  would  be  Monisieur  U  Cur6,  the  Catholic  and 
made  more  tolerable ;  and  as  the  fetters  parish  Minister,  remonstrated  and  threat- 
remaining  on  Dissenters  would  be  lighter  ened,  His  threats  were  disregarded* 
And  less  galling,  they  might  be  more  The  Minister  attended  on  the  Mayor  to 
quiescently  and  permaneatly  worn.  demand  assistance  from  the  Civil  power. 
To  assist  them  in  their  ctforts  progres-  The  Magistrate,  who  vtva  no  Clergyman, 
flivcly  and  speedily  to  procure  this  relief,  exhorted  him  to  Ghristian  charitjr,  andtd 
«li  the  members  of  the  Society  through-  pre-eminence  in  goodne^,  not  in  force, 
out  the  country  should  co-operate,  and  '  ~"  '*■'' 
the  Committee  would  cheerfully  obey  any 
wishes  they  generally  express.     In  their 


Attempt  he  expected  aid  from  the  royal, 
noble,  and  distinguished  personages,  who, 
at  their  Annual  Meetings,  had  granted 
their  attention  and  advice. 

With  such  aid,  their  own  awakened 
energies,    and    for    such   objects,   why 


His  exhortations  were  so  spumed,  that 
the -Mayor  resolved,  in  a  more  distinct 
and  authoritative  manner,  to  interfere 
and  prevent  unseemly  discords  at  the 
season  of  affliction,  and  in  the  spot  where 
all  contentions  should  for  ever  cease.  As 
the  best  security,  himself  and  all  his 
Council  attended  devoutly  at  the  funeral. 
In  France  too  the  Protestants  were  cvin- 


should  they  doubt  of  their  success.    The     ciug  a  noble  charity,  which  added  new' 


storm-beaten,  loud-roaring  ocean  was 
made  by  man  a  path-way — the  stars  were 
num)9crcd — the  lofty  trackless  Alps  pre- 
^  sent  no  obstruction  to  human  intercourse 
— ^Vapour  moved  the  ponderous  engine. 


dignity  to  their  profession,  and  did  new 
hoioiir  to  their  faith,'— and  gave  assu- 
rance that  the  sun,  which  was  slowly 
rising,  would  dispel  all  yet  impending 
clouds,  and,  shining  brighter  and  brighter. 


as  a  feather  was  wafted  by  the  breeze  : —  would  never  set  again ! 
and  what  should  prevent  the  final  triumph         In  Spain  religious  freedom  advanced 

of  right  principles,  when  the  intellectual  with  rapid  but  well-considered  steps.   By 

energies  of  hundreds  of  thousands  of  men,  one  law  the  abolition  of  477  colleges  and 

impelled  by  right  sentiments,  and  blest  cpnvcnts  were  decreed.    Now  they  pro- 

by  divine  approval,  were  devoted  to  their  pose    to   discharge    73,495    Clergymen, 

cause  }     Religious  tyranny  indeed    yet  thouglit  useless  after  retaining  a  mnlli- 

lingered  upon  earth,  but  her  wings  were '  tude  sufficient  for  all  parochial  labours, 

weakened,   and  her  strength  must  fiul.  andthe  ritual  services  of  their  many  cathe- 

Her  struggles  might  be  as  the  last  writh-  "*  drals  and  more  splendid  churches.    Th^s 


ings   of  the   wounded  serpent,   fearful, 
though  feebler — as  the  struggles  precur- 
sory-of  death. 
Throughout  the  world  the  omens  are 


too  they  calculate— -each  of  these  clerg}'- 
men  requires  for  maintenance,  8  reaux, 
or  2  francs,  or  20  pence  per  day  •  and 
their  dismissal  will  produce  an   anniuti 


propitious ;  all  may  encourage — ^all  must     saving  of  two  million*  pounds  I     There 

forbid  despfur.  deprived  of   this  pretorian  band,    this 

In  America  religion  has  her  throne,     horde  of  Janissaries,   these   troops   of 


For  its  population,  and  short  existence, 
^there  is  np  region  where  her  dominion  is 
more  spiritual  or  benign.  There  religons 
freedom  shares  her  empire.  By  her  brief 
history  ten  thousand  cob-web  arguments 
have  been  for  ever  swept  away.  Hypo- 
thesis must  yield  to  demonstration.  No 
union  between  Church  and  State  exists, 
or  can  be  needful :    and  the  plant  of 


Swiss — the  thrones  of  Bigotry  and  Per- 
secution will  be  less  firm  ;  and  more  se- 
cure will  be  their  final  overthrow. 

Proceed  to  Portugal  and  proceed 
with  joy.  The  jmlact  of  the  Inquisition 
yet  remains,  for  inquisitions  had  their 
palaces ;  but  it  is  unbarred,  dismantled. 
The  people  shudder,  but  rejoice,  as  they 
behold  the  instruments  of  torture  broken, 


the  cells  where  huB^n  rictixns  wept  tbdr  the  will  need  no  pTttfil  Utatuttt  or  re- 
blood  ;  and  where^  inscribed  upon  the  strlctive  codes :  —  all  the  nations  shali 
walls,  appear  the  English  names  of  rejoice  at  her  dominion  and  shall  bless 
Britons,  who  had  been  there  immnred,  her  sway ! 

tortured,   and  expired.     Long  may  the  We  hare  thus  given,  with  some  neces- 
edifice  remain,  the  l^est  monument  of  ex-  sary   but    reluctant    curtailment,     Mr. 
piring  bigotry  —  a  cautionary  pile  —  a  TVilks's  effective  appeal.    The  passages, 
temple  to  pure  sentiments,  to  freedom,  which  we  hare  omitted,  though  interest- 
and  to  lore.        '  ing  as  well  adjusted  parts  of  an  admirable 
On  Italy  he  could  not  think  without  a  whole,  arc  such  as  hare  no  direct  con^ 
sigh.     He  did  lately  dream,   that  the  '  nection  with  the  historical  portidn  of  the 
hour  of  deliverance  had  arrircd.    Yet  address.  Those,  however,  who  are  anxious 
eren  his  sighs  for  Italy  were  drawn  less  to  read  the  entire  abstract,  are  referred  to 
deeply  than^  in  former  times.     In  Rome  the  Philanthropic  Gazette  for  May  24. 
a  Protestant  congregation  now  worships  (Supplement.)     A  considerable  mass  of 
unmolested ;  and  in  the  rory  Conclare,  important  matter  still  lies  before  us,  in 
liberal  sentiments  are  uttered,  which  tit  the  speeches  of  the  many  able,  men  who 
no  distant  period*  would  hare  led  the  succeeded  him,  which  we  cannot  eren 
utterer  to  imprisonment  or  death.  touch.      Dr.   Bogue,   the  Rer.  Messrs. 
And  then  to  Greece,  who  can  turn  Lowell,  of  Bristol,  M.Wilks,  of  London, 
without  an  hoping  though   an    anxious  T..East,  of  Birmingham,  and  Dr.  Styles^ 
heart  ?    Christian  in  faith,  arowing  prin-  of  Brighton,  expressed  their  sentinients  ^ 
riples  tolerant  and  wise — the  cause  of  and  the  noble  Chairman,  under  the  pres- 
Oreece  cannot  but  be  dear  to  each  free->  sure  of  indisposition,  closed  the  business 
bom  and  Christian   heart.    With  ciril  of  the  day,  with  an  address  marked -by  ir 
despotism,   the  religion  of  Mahommed  noble  spirit  of  liberal  sentiment, 
has  erer  been  connected.    Bnt  the  Cres- 
cent wanes-  "the  sons  of  Islam  tremble.  Irish  Evangelical  Societi/. — ^This  Society 
He  would  preach  no  new  crusade ;  nor  held  their  Annual  Meeting  on  Tuesday 
did  he  wish  to  see  the  white  cross  of  good  '  evening,  May  7,  at  the  City  of  London 
will  and  peace  again  incarnadined.     But  Tavern,  Bishopsgate  Street, 
he  hoped,  as  he  beliered,  that  soon  the  Mr.   Walker,   the    Treasurer,    baring 
most  fertile  countries  in  the  world  would  taken  the  Chair,  the  Rer.  Mr*  Durant  of 
/  be  redeemed  from  barrenness  and  woe,  Poole,  in  Dorsetshire,  implored  the  Di- 
and  bloom  rich  in  the  best  harrests  of  rine  blessing,  and  the  Rer.  Thoma$  Gil' 
Christian  knowledge  and  unirersal  good,  hart,  one   of  the   Secretaries,   read  the 
He  beliered  that  the  feet  of  Grecian  free-  Report,  which  commenced  with  a  riew 
men  would  alone  tread  the  margin  of  the  of  the  unhappy  state  of  Ireland  in  respect 
Ilissus,   and  the  prows  .of  emandpated  of  religion,  gorernment,  and  social  \ifi, 
Greeks  again  kiss  the  wares  of  the  £gean  It  then  considered  tlie  means  proposed 
Sea.  by  this  Society  for  ameliorating  its  con- 
Thus,  slowly  perhaps,  but  surely,  by  dition  by  means  of  the   Gospel.    The 
national  improrement,  by  education,  by  fifteen  stations  of  the.  Society  are  next 
the  Scriptures,  by  the  teachers  now  be-  enumerated,  and  extracts  are  given  from 
stowed,  distributed,  and  sent  throughout  the    correspondence    of    the    Sodety's 
the  world — the  empire  of  true  religion,  agents  at  most  of  them,  stating  their  re- 
of  the  pure   Christian  faith,  would  be  ception,  labours,  and  success.    Two  na- 
established  on  the  earth.     But  religious  tives  have  been  encouraged  to  preach  the 
freedom  will  be  her  precursor  or   her  Gospel  in  their  own  language. — Sunday 
friend.     By  such  religion  he  meant  not  a  and  week-day  schools,  Bible  and  IVaet 
limping,  dwarfish,  pale,   haggarid,  sec-  Associations,  Dorcas  and  benevoleat  so^ 
tarian  spirit — ^fieeble  if  not  unfriendly —  cieties  of  various  descriptions,  have  beelk 
attached  only  to  a  party,  unsuited  to  a  established  in  every  practicable  situittion. 
world.    Nor  did  he  mean  a  friend,  as-  At  the  Society's  Academy  in  Dublin^ 
Burning  sometimes,  en  angel  form,  but  four  students  have  finished  their  course, 
with  no  angel  heart ;  wrapt  in  a  showy  and  hare  engaged  in  the  woik  of  Evnn- 
mantie,  covering  a  dark  bosom  full  of  gelists,  and  their  places  supplied  by  four 
worldliness  and  pride;  sometimes  bare-  others,  filling  up  the  number  of  eight 
footed: and  bare  headed;  sometimed  witii  students  in  the  academy, 
thrones  as  her  footstool  and 'tiaras  on  her  The  Report  then  concludes  witii  ,aA 

brow seeking  in  tiie  name  of  religion  animated  address  to  Christian  and  phi«- 

only  dominion  upon  earth,  and  resting  lantbrople  feeling  in  the  following  terms  • 

erer  on   the  arm  of  power.    No !  but  •*  Ireland,  pined  by  want,  bewildered 

true  religion,  that  pure  Christian  faith,  by  superstition,  lacerated  )Mdth  her  woundf^ 

which  «  is  not  of   this  world*' — ^froip  kneels  before   you    and  inaplores  your 

heaven  descended,  and  to  heaven  con-  assistance.     She  urges  her  plea  by  all 

ducting*  Where  she  passes,  peace,  purity,  the  motives  of  compassion,  by  all  the 

and  love  will  8pxing-»^Biest  and  blessing  claims  of  justice,  by  all  the^ondesmMnH 

Con©-  Mag.  No.  .04-.  2  U 


•f  rejji^onahjit^,  tod  bgr  all  tint  wyrtiom  room,  Tumi  as  Tii4>iifM>ii,  Sig^miiM, 

of  religvoQ.  And  sholl  Ahe  plead  la  vain  ?  and  in  the  third,  at  the  other  TATera,  the 

No,  she  shall  not.    Your  principles,  your  Rev.  Dr.  €oLLYi»i.  Among  the  fipealm, 

sympathies,  your  privileges,  ^our.AbUga-  were  the  Rev.  Da,  CoUyer,  Smith,  and 

tions,  ^  iorJNd.    Her  miseries,  her  suf-  Styles ;  and  Messrs.  G.  Clayton,  CopVab, 

fsrings,  her  ^claims,  and  her  tears,  .ace  Dwrison,    Dewhirst,    Qillwrt,  >  Harper, 

registered  i«  heaven ;  and,  in  connection  Henry,  Hooper,  C.  Hyatt,  Irons,  Jones, 

with  your  increased  contributions  and  Laomr,    LeifchUd,    Feth^ok,    RaysoD, 

extended  exertions,  the  Angel  of  Mercy  Shepherd,  Slate,  Slatterie,  Thomas^  and 

.shall   visit    her  benighted  shores,    and  Mesin.  R.  H.  Marten,  J.  WUk8,jun.  and 

^xown  her  hitherto  distracted  and  perish-  Thomas  Walker,  Esq.    A  liberal  coUec- 

xog  commnnity  with  the  Gospel  of  love,  tion  wa#  afterwards  made  at  Ae  doors, 
peace,  and  salvation."  On  Tuesday  .evening.  May  ]L4,  l^e  Rev. 

Mr.  Walker,  the  Treasurer,  then  en-  S.  Lowell,  of  Bristol,  preached  the  first 

lered  into  a  statement  of  the  Society's  annual  sermon,  at  the  Albion  Chapel, 

finances,  from  which  it  appeared  that  Moorfidds,  from  Hosea  iv.  6,  assisted  in 

4h/^  was  only  a  balance  of  ^'13.  5s.  lOd.  the  service  l^  the  Rev.  Messrs.  Hunt,  of 

A  sun^  insufficient  to  liquidate  the  ex-  Newington;    Ford,  of   Liong  Melfoid; 

pences  ahready  incurred*  The  net  receipts  Dewhirst,  of  Bury ;  Dacres,  of  Brixton ; 

of  the  Society  were  considerably  increased  and  Drake,  of  Cambnilge.    And  on  Wed- 

duiing  the  past  year,  but  its  expenditure  nesday,   May  15,  the  Rev.  Dr.  CoUyer 

had  Increased  in  nearly  the  same  propor-  .preached  at  New  Court,  on  Prov.  xxix.  19, 

tion.  The  Rev.  Messrs.  Harper,  Ford  of  Ly- 

These  statements  were  followed  up  by  jnii^fton ;  Slatterie,  Wood,  and  Dr.  Wmter 

.animated  speeches  from  Dr.  Bogue,  lh!e  ei^gaged  in  the  devotional -pasts  of  thestf- 

Rev.  John  Leifchild^    the   Rev.   Mark  vice. 

Wilks,  the  Rev.  Matthew  Wilks,  the  Rev.  We  regret  to  learn,  that  the  Society 
Jtfr.  Robarts,  the  Rev.  Mr.  Petherick,  of  cannot  answer  the  claims  upon  its  aid 
DubUn,  the  Rev.  John  Coombs,  the  Rev.  £rom  numerous  destitute  counties,  being 
Mr.  Renwick,  of  Edinburgh,  and  Mr.  ^500.  in  debt  to  the  Treasurer.  Its  ex- 
Richardson,  one  of  the  Secretaries.  penditure  last  year  was  «£3500. 

Borne  Mistumary  Society, — The   Third         ReUgiout  Tract  Society. — ^Friday  mom- 

Annual  Meeting  of  this  Society  was  Iweld  ing,  May  11th,  at  six  o'clock,  a  nume- 

4m  Monday,  May  13th,  1822,  at  tbe  City  rous  and  respectable  con^any  assembled 

of  London  Tavern,  Bishopsgate  Stneet.  to  observe  the  23d  Anniversary  of  this 

$^h  was  the  attendance,  that  although  useful  Society,  Jos,  Reyner,  Esq.  tfacTrea- 

Ihe  Committee  had  provided  an  extra  room  aurer,  in  the  Chair. 
ior  tbe  overflowii^  of  the  audience,  this        The  Report  stated,  that  since  the  last 

WVB  not  enoqght  and,  therefore,  a  thM  Annual  Meeting,  there  had  been  issned 

foom  was  obtained  at  the  Tavern  oppasile.  Tracts  in  the  various  series  to  the  num- 

tet  not  liU  aoBae  time  had  elapaed,  it  ha^-  ber  of  5,222,470,  being  an  increase,  during 

mn  been  occupied  by  another  meeting  ^  in  the  last  year,  of  388,700 ;  and  that  unce 

ffonseqneace,  many  hundreds  of  peraons  tiie  fi>rmation  of  the  Society  in  1799,  the 

k^d  returned  disappcunted  to  their  homes,  number  issued  amounted  to  45  mOlioos, 

Some  of  the  spwkers  who  were  engi^pod  besides  others  priiitedabniad. 
ioF  the  upper  room,  were  unable  to  obtain        The  speakers  on  tiiis  occasion  v^ere  the 

4»  entsance ;  .but  the  different  companies  Rev.  Messrs.  Jn.  Chiyton,  jun.  T.  Robests, 

'Vfiefi9<iified  with  an  agreeable  diveiwly  S.  Hillyaid,  of  Bedfoni;  Manhall,  of 

UtitBAwty  in  the  speeches  of  a  number  of  Glasgow ;  Monod,  jun.  of  Paris ;  Msrk 

«iiiiUtai9>  amounting  to  upwards  of  tUrCjr,  Wilks,   George  Clayton,    P.   Tscacow, 

an  ^sisU  M  those  of  several  laymen.    The  -and  Thod^.    From  ihe  very  interestiag 

irwsvtfA^ted,  tbAtlherears22  Mission-  proceed]i^onthiaoccasion,weae]cctthe 

jurijs*  iwi4>loyed  byth^  Society,  who  Isr  f<dlo wing  statements  ef6u;ts. 
howr  In  159  viAla0e«»  amoqg  a  popnlatioii        The  Rev.  Jn.  CU^ton,  jun.  meniiofled, 

;Kf  jBP.OO^  P9mm§,  from  whom  th^  ha^  «hat  some  ycais  ago,  cm  a  winter  night, 

15^0  hesnnn»,  who,  hut  £ar  this  Jlnstiti^  when  the  snow  was  fidlhig  heavily,  apoor 

Hm,  would  probaWy  w^fsr  hear  the  Ooa-  vonmn  with  five  ehil^enseaehednvSUage 

^.     l^deen  oi  the  Missionaries  htt?e  ltt£sseK,jtt8tasafarmer'bladwMckdog 

47  Sunday  schools,  in  which  177  ftMcbev  a  bam;  she  roauested  him  to  aA  his 

M«  «mplognBd»  and  several  tbovsands  of  master's  permissum,  that  tiiey  ought  psas 

d^dvw  are   taught.     They  have  also  the  night  inthe  bam.    Thehid  dklso, 

4iNn«us  admit  schools,  and  have  distrihuted  and  the  master,  who  was  a  hnmaoe  man, 

Hiboiit  200,000  traelv.    Mr.  Buxton  aent  ordered  him  to  take  a  hundfe  of  straw, 

js  h^ndaome  apology,  for  ahoenfe  on  du^  and  make  them  a  coaifortabk  bed ;  tbe 

In  the  UQwe  9f  Commons,  and  R.  H.  poor  woman  fd^  gratefU,.  and,  wishii^ 

jMU^TEN,  £sq.  supplied  his  place,  he|^,  to  show  her  1h»nVi^^^]^  asked  the  hd 

irm  the  te»^of lOs  note,  thathe  might  if  he  liked  to  hear  a  soag.    HofiiMg  it 

«IM«#)]]9ngtbc«reiiing.    In  teMooad  mig^  pwn  one  of  a  li^sntioua  "    -^ 


ttdigiouM  InttlRgMce  :-»^Miicd!laraoui.  SSI 

hMiing  fhetc  wordty)  amsted'^  atteo- 
fion,  and,  by  the  blessing  of  God,  what 
he  had  heard  produced  an  entire  change 
of  coiidnct  akid  feeling ;  he  wa»  le#  to 
the  Sffrioiir,  and  to  that  peace  wM^ 


tion,  he  replied,  yea;  upon  which,  ahi 
and  her  children  sun^  one  of  Dr.  Watti*s 
Hymns.  The  lad  felt  interested.  She 
asked  him,  if  he  had  ever  prayed  to  God', 
and  thanfted  him  (ot  the  mercies  he  en- 


joyed, and  sud,  that  she  was  going  t6  passeth  all  undefttaik&ig ;  be  Is  adw  a 
pray  with  her  children,  and  he  miffht  stay  inspected  and  vt$Mt  member  of  ft  ChM- 
if  he  pleased ;  the  lad  remuned  while  she     flatt'  soelety." 

offered  up  a  gratefbl  prayer  for  the  mercies         CpirttaeirfoZ  ^aciehr.— Tuesday,  Mav  15^ 

the  Anniversay  Meeting  of  the  Friends 


the  enjoyed,  and  intireated  the  divine 
blessing  for  him.  He  then  retired,  but 
could  not  sleep ;  what  he  had  heard' re- 
mained on  his  mind;  after  passing  a 
thoughtfiU'  night,  he  resolved  on  going 
again  to  the  ham  to  converse  farther  with 
the  woman ;  $hk  vras  gone ;  he  found  her 
notf  but  from  that  day  lie  became  ad 
altered  character;  this  was  the  means^ 
and  the  above  account  was  only  brought 
to  light  oii  his  applying  for  admission  to 
a  church  of  which  he  is  now  a  member. 

The  Rev.  Mark  WUkt  entered  into  de* 
taUs  rcawecCtag  the  formaCionaad  psogrssa 
of  the  Tract  Society  at  Paris,  and  the  sup- 
port it  had  received  from  individuals  of 
rank  and  respectability,  of  all  denomina- 
lions,  and  related  many  circumstances 
and  facU  connected  with  it.  '<  The  first 
contributor  to  oor  Society  (said  Mc,  W.) 
vas  a  poor  man  in  an  hospital,,  who  gave 
U8  three  francs,  a|id  our  first  distributor 
was  a  <  garcon  patissier'  (a  joumeyman 
pastry  cook),  he  was  about  to  set  out  on 
a  journey  to  Switzerland  on  foot,  and  re- 
quested to  have  a  supply  of  Traets  to  dis** 
tribute  on  the  road." 

The  Rev.  George  Cliofton  narrated  the 
following  striking  ckcumstance.  <<  A 
youag  man»  gay,  thoughtless,  and  dissi* 
pated,  with  a  companion  like  himself, 
was  passing  along  the  street,  intending  to 
go  to  one  pf  the  theatres ;  a  little  boy 
ran  by  his  side,  and  attempted  to  put  a 
letter  into  his  hand .  he  repulsed  the  boy, 
but  he  persevered,  and  when  his  com- 
panion attempted  to  take  it,  the  boy  re- 
fbed  him,  saying  to  the  other, '  It  is  for 
you.  Sir.*  He  opened  the  paper  and  read 
its  contents .  tney  were  simply  these 
words,  *  Sir,  remember  the  Day  of  Judg- 
ment is  at  hand.'  It  pleased  God  that 
these  words  shosM  meet  his  attention ; 
he  was  struck  with  them .  he  felt  disin* 
clmed  to  proceed  to  the  theatre,  and  said 
be  should  return  home.    His  companion 


and  supporters  of  this  Institution,  was 
held  at  the  Freemasons'  Tavern,  Great 
Queen-street,  Lincoln's  Ind-fields,  when 
a  numerous  and  respectable  company  a^ 
tended.  Sir  T.  Baruup,  Bart.  M.  P.  took 
the  Chair,  supportedby  several  Engliak 
and  foreign  gentlemen  of  distinetion,  and 
there  was  a  numerous  attendance  of  ladies. 
The  object  of  the  Society  is  the  distribi^ 
tion  oi  BU)les,  l^catiaments,  and  religioiis 
publications  over  the  ConUnent  of  Eupope 
It  appeared  finom  the  Report,  that  durmg 
the  last  three  months,  307  New  Testa- 
ments, 25  Bibles,  355  Gospels  and  Epis- 
tles, and  above  3000  Tracts  had*  been  cirr 
culated  upon  the  Continent;  that  the 
various  agents  employed  by  the  Societ;y 
had  been  received  on  their  visits  to  the 
Continent  with  kindness,  iMid  that  the 
Society  was  rising  in  estimation  daily. 
There  had  been  instances  where  30  sous 
had  been  paid  for  the  New  Testament  oh 
the  Contiment.  Several  anifnated  speeches 
were  delivered  bv  the  gentlemen  prc^n^ 
and  a  fixsh  subscription  was  entered 
into. 

IdtrchaU  SeamenU  Bibk  SodOy^^Tht 
Fourth  Annual  Meeting  of  this  Institution 
was  held  on  Monday,  May  13,  at  the  City 
of  London  Tavern,  and  was  numerously 
attended.  Shortly  after  12  o'do^ 
Lord  Exmouth  took  the  Chair,  supported 
by  the  Earl  of  Rocksavage,  Sir  C.  Haw^ 
kins,  Bart.  M.  P.,  Mr.  Wilberforce,  M.P. 
t|ie  Hon.  Mr.  Viliiers,  Mr.  Graat>  &d. 
The  Report  was  read,  detailing  a  Buoaber 
of  instances  of  the  cordiality  with  which 
Bibles  had  been  received  on  board  ships 
in  the  river  Thames,  and  of  the  readiness 
of  seamen  to  purchase  them,  where  not 
distributed  gratuitously.  The  totfd  salo, 
during  the  last  year,  in  London^  amounted 
to  255  Bibles,  and  89  Testaments ;  30  of 
the  former  and  24  of  the  latter,  bad  been 


rallied  him;  but  he  took  leave  of  him,     scnttothcDuchessof  Beaufort,  Patroness 


and  bent  his  course  homewards.  On  his 
way  he  observed  a  chapel  open,  and  though 
be  was  not  accustomed  to  attend  such 
places,  he  felt  inclined  to  go  in,  and  did 

■0. 

**  A  venerable  and  respected  minister, 
well  known  to  most  of  you,  was  about  to 
preach,  and  just  then  reading  his  text ; 
he  had  chosen  these  words,  *  This  is  tlie 
finger  of  God.'  (Ex.  viu.  19.)  These 
wdrds,  the  extraordinary  coubiuation  of 
circumstanced,  (receivinl"  the  letter  and 


of  the  Ladies'  Association,  by  her  Lady- 
ship's desire,  in  aid  of  the  Naval  and 
Military  Bible  Society.  The  total  distri- 
bution of  the  Society,  since  February, 
Idia,  was  6206  Bibles,  and  8778  Testa- 
ments ;  so  large  a  diffusion  of  the  Sacred 
Scriptures,  to  a  class  of  men  so  long  kfT'- 
gotten  or  neglected,  has  been  productive 
of  the  most  beneficial  ^results.  The  Earl 
of  Rocksavage,  Mr.  Wilberforce,  And 
several  other  Gentlemen  addres^d  sthfc 
meeting,  and  the  usual  votes  of  thanks 
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being  passed  to  the  Chairman,  Secretary, 
&c.  a  liberal  subscription  was  made  at 
^e  doors. 


tJuHL, 


Btitish  and  foreign  Bibl$  5aci^y.-~On 
Wednesday,  May  1,  the  Annual  Meeting 
of  this  glorious  Institution,  was  held  at 
the.  Freemasons'  Tarern.  On  three  sides 
of  the  Great  Room  benches  had  been 
erected  for  the  accommodation  of  the 
company,  who  began  to  assemble  at  an 
early  hour ;  and  long  before  eleven  o'clock 
every  place,  including  the  high  galleries 
at  each  end,  was  filled  by  persons  of  the 
first  respectability,  among  whom  were 
H.  R.  H.  the  Duke  of  Gloucester ;  the 
Bishops  of  Salisbury^  St.  David's,  and 
Norwich ;  the  Earls  of  Harrowby,  Gos- 
ford,  and  Rocksavage ;  Lords  Calthorpe, 
Gambler,  Suffield,  and  Sandon ;  the  Rt. 
Hon.  the  Chancellor  of  the  £lxchequer, 
Rt.  Hon.  C.  Grant,  SirT.  D.  Acland,  Sir 
R.  HJnglis,  Sir  C.  S.  Hunter,  Sir  Mont. 
Chomley,  Barts;  S.  Wortley,  W.  Whit- 
more,  and  Wm.  "VVHlberforce,  Ksqrs.  M.P. 
*  Shortly  after  eleven  o'clock  the  Chidr 
'Ivas  taken  -by  Lord  Teignmouth,  who, 
after  explaining  the  object  of  the  Meeting, 
moved,  that  the  Report  be  read.  The 
Report  was  read  accordingly. 

Into  the  details  of  the  speeches  we  have 
not  the  means  of  entering ;  since  the  only 
Report  that  we  have  seen,  is  in  all  re- 
spects meagre  and  unsatisfactory.  Hap- 
pily, we  feel  this  inability  the  less,  since 
the  substance  of  the  Report,  and  the  gene- 
ral outline  of  the  proceedings  at  the  Meet- 
ing, will  be  officially  and  extensively  cir- 
culated. 

Church  Missionary  5ocictt/.— On  TYies- 
day,  April  30,  the  General  Annual 
Meeting  of  this  Society  wajs  held  at  the 
great  hall  of  Freemasons*  Tavern,  when 
the  company,  who  began  to  assemble  be- 
tween 8  and  9  o'clock  in  the  morning, 
was  most  respectable  and  numerous,  pro- 
bably not  less  than  3000,  a  considerable 
part  of  whom  were  ladies  ;  and  many 
even  of  these,  we  regret  to  say,  could 
not  be  accommodated  with  seats. 

Lord  Gambler  was  In  the  chair,  and 
several  highly  respectable  Noblemen, 
Clergymen,  and  Members  of  Parliament 
took  part  in  the  proceedings ;  we  insert 
the  following  extracts  from  the  Report. 

The  statement  as  to  the  fiinds-  of  the 
Society  was  extremely  gratifying,  and  it 
appeared  that  the  receipts  of  the  cur- 
rent year  amounted  to  ^32,976.,  and 
exceeded  those  of  the  preceding  by 
^2000. 

A  Missionary  House  at  Calcutta,  simi- 
lar to  that  at  Madras,  had  been  esta- 
blished, under  the  auspices  of  the -Right 
Rev.  Bishop,  and  education  was  advan- 
cing with  steady  steps  throughout  the 
East.  The  accounts  from  Ceylon,  the 
"West  Indies,  the  British  Settlemeots  in 


North  America,  &c.  &c.  were  highly  sa- 
tisfactory. 

In  Sierra  Leoue  the  gospel  was 
working  almost  incredible  changes,  and 
many  of  the  poor  slaves  may,  without 
a  figure  of  speech,  be  said  to  have  be- 
come new  creatures.  Schools  (nume- 
rously" attended,)  Prayer-meetings,  and 
even  a  Bible  Society,  had  been  esta- 
blished in  that  improving  island,  which 
not  many  years  ago  was  totally  buried 
in  mental  darkness. 

The  accounts  from  the  Protestant 
churches  of  continental  Europe,  present- 
ed a  beautiful  picture  of  Missionary 
zeal  and  energy;  indeed,  from  the  Py- 
renees to  the  mountains  of  Norway,  from 
the  German  Ocean,  to  the  shores  of  the 
Euxine,  the  same  ardour  and  activity  in 
this  best  of  causes  were  eminently  con- 
spicuous. 

Prayer  Booh  and  Homily  Society. — ^Thc 
lOtb  General  Meeting  of  this  Society, 
was  held  on  Thursday,  May  2,  at  Sta- 
tioners* Hall,  Lord  Calthorpe  in  the  chair. 
After  an  opening  address  from  his  Lord- 
ship, the  Report  was  read,  by  which  it 
appeared  that  the  Society  had  issued  con- 
siderably more  Prayer  Books  and  Homi- 
lies during  the  last  year,  than  in  the 
preceding,  (the  increase  in  the  issue  of 
the  latter  amounting  to  30,000,)  and 
that  its  cause  was  more  warmly  espoused, 
and  its  utility  more  generally  acknow- 
ledged than  neretofore.  The  Book  of 
Homilies  previously  to  the  formation  of 
this  Society,  was  considered  by  far  too 
many  as  almost  antiquated  and  obso- 
lete ;  but,  through  their  exertions,  these 
valuable  compositions  had  become  known 
to  many  thousands. 

Besides  those  already  circulated,  mea- 
sures had  been  taken  to  translate  more 
of  the  Homilies  into  the  French  and 
Italian  languages,  and  nothing  wom'  want- 
ing but  enlarged  fandsfor  the  dtsseminatiJig 
of  these  instructive  compositions,  ova'  the 
greater  part  of  the  Continent,  where  they 
are  thankfully  received,  and  in  some 
cases  highly  appreciated. 

The  Morning  and  Evening  Prayers, 
the  Psalter,  and  the  First  Homily  had 
been  translated  into  Chinese,  and  had 
been  distributed  in  various  places,  not 
actually  in  China,  but  where  those  who 
understand  the  Chinese  language  reside. 
In  China  itself,  the  Court  decides  how 
and  what  the  people  shall  worship ;  hut 
in  the  Chinese  Colonies,  no  such  oppo<- 
sition  is  encountered.  A  Chinese  servant 
resident  in  this  country  was  presented 
with  a  Prayer  Book,  which  had  been 
translated  into  the  Chinese  language  by 
Dr.  Morrison,  whose  name  was  perfectly 
familiar  to  him ;  for  upon  hearing  it, 
and  seeing  the  Book,  he  exclaimed, 
'*  Goo^  man^l  ^ood  Book  I"-— This  poor 
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heathen  had  {previous  to  hig  receiving  the  port,  which  began  with  itmting^  that  if 

Prayer  Book,  been  in  the  habit  of  bum*  their  attention  were  confined  to  the  peou- 

ing  a  piece  of  paper  at  an  act  of  wonkip,  niarv  concerns  of  the  Society,  their  task 

On  the  shores  of  the  Mediterranean ,  would  be  extremely  painful;  as  the  ex- 

the  calls  for  religious  information  were  pences  of  the  Society  far  exceeded  its  in« 

loud  and  numerous.    In  Italy,  many  pre-  come,  and  amounted  to  more  than  double 

judices  against  our  English  Creed  had  the  sum  of  its  annual  subscriptions ;  the 

been  removed  through  the  reading  of  -the  Committee,  however,  turn  with   much 

Prayer  Book  alone.    The  version  of  the  pleasure  to  the  progress  of  the  Society  in 

Liturgy  into  pure  Biblical  Hebrew  was  the  work  ^education, 

now  recommended,  for  the  use  of  the  The  Central  School  in  the  Borough  Road» 

Jews.    Homilies  in  the  Manx  language  contains  500  boys  and  300  girls;  and  21  ^9^ 

had  already  been  scattered  among  the  children   have   been    educated   at    this 

people  of  the  Isle  of  Man.  School  from  its  commencement.   During 

•  in.     T     J      iTi      •       e    ' .         *  the  latt  year  thirty  masters  were  pre- 

.i,^?f.  ^^  Hibtnit^  Society  met  on  ^  ^  propagate  the  intern,  and  eight 

the  4th   of  May,  at  Freemasons;  Hall,  g^omiries'who  stuSit^the  pUn,  in  or- 

the  Duke  of  Gloucuto'  m  the  Chair.  ^     ^  introduce  it  into  their  Schools 

The  Report    which  was  read  by  the  among  the  heathen.    The  youths  brought 

Rev.  Mr.  Ritchmgs,^e  Secretly,  stated,  f^m  Madagascar,  i^ho   had  been  ten 

that  the  number  of  the  Society's  Schools  ^^^  ^^  instruction,  had  made  a 

L^'^^j;^^.^.J?f^S*  ^^"i  ^'"r  P«>gre88  beyond  what  could  have  been 
from  634  to  575  and  the  number  of  ^  |cted;  fkir  specimens  of  their  writing 
ttholars  was  53,233  s  35  of  the  schools  ^  landed  rouid  the  room,  and  excited 
were  under  the  superintendence  of  Ca-  ^^^^  admiration, 
tholic  Pnests,  from  which  it  would  be  ^he  Depository  for  Spelling  and  Scrip- 
seen  how  entirely  the  Society  was  di-  tare  Less^  was  now  Jdverted  to ;  and 
vested  of  Sectarianism.  The  Society  th^  Meeting  were  informed  that,  by  a  se- 
had  received  1000  Bibles  and  10,000  ^^  anbiription,  they  were  now  pre- 
Testaments  from  the  Bntish  and  Foreign  ^  ^  ^^^^  j^alUn,  Spanish,  Rus- 
Bible  Society,  and  had  distnbuted  up-  £»„,  and  Portuguese.  AuxiUary  Socie- 
wards  of  80,000  Bibles  and  Testamente.  ^^^'^  spread!^  through  different  parts 
The  progress  of  the  Sodety  had  been  slow  ^^  ^j^^  ki^domTand  are  widely  extend- 
but  sure,  and  extends  now  to  f  coun-  .  ^^^  ^^  ^^d  Bristol,  Plymouth, 
ties  out  of  32,  and  they  looked  with  ^^  Tavistock,  have  aided  the  funds  of 
confidence  to  complete  success,  as  the  ^^^  Society.  In  Ireland  also,  for  which 
cause  was  not  that  of  a  party,  but  truly  ^.^untry  the  system  is  allowed  to  be  par- 
Catholic  ticularly  adapted,  "  The  Society  for  the 
British  )md  Foreign  School  Society, -^The  Education  of  the  Poor,"  (established 
17th  Anniversary  of  this  most  interesting  thetre  in  1814,)  has  now  513  schools, 
and  important  Society  was  held  May  16,  and  about  40,000  scholars.  The  cireula- 
at  Freemasons'  Hall ;  H.  R.  H.  the  tion  of  Ti^cts  in  that  country  is  also  an 
Duke  of  Sussex  in  the  chair.  At  half-  object  of  vast  importance,  and  the  friends 
past  twelve,  H.  R.  Highness  opened  the  of  religion  and  morals  in  Ireland,  haw 
business  by  a  few  words  of  congratulation  pushed  this  matter  irith  so  much  energy, 
on  the  aspect  of  the  present  Meeting,  that  they  have  already  excluded  from  the 
which  was  numerous  beyond  any  former  book-market  much  of  the  trash  formerly 
Anniversary ;  and  a  great  part  of  the  circulated  in  that  country, 
company  consisted  of  ladies,  including  The  Report  now  turns  to  the  foreign 
those  of  the  Ladies'  Committee.  We  connections  and  concerns  of  the  Society, 
noticed  among  the  company  the  presence  The  Society  for  Elementary  Instruction 
of  theDnkedeBrogUo,  Professors  Cairns  at  Parts  (formed  in  1815),  in  the  course 
andHanna,  of  Belfast;  Professor  Blum-  of  last  year,  opened  157  new  schools, 
hardt,  of  Basle ;  Lord  Suffield,  Mr.  Har-  making  about  1400,  equally  open  to 
vington,  and  others,  besides  1^  gentle-  Catholics  and  Protestants;  adult  schools 
men  whose  names  appear  in  the  proceed-  have  been  formed,  and  in  several  depart- 
ings.  T.  S.Rice, Esq.  M. P.,;  Rev.  Geo.  meats,  Suuday  schools  are  also  intro- 
Burder;  W.  Allen,  Esq.;  W.  Wilber-  duced,  and  6000  Testaments  have  been 
force,  Esq.  M.P..;  Rev.  Rowland  Hill  j  placed  at  the  disposal  of  the  Directors  by 
Baron  de   Stael ;    Rev.  Mark  Wilks  ;  the  Bible  Society  at  Paris. 

Evans,  Esq.  M.  P. ;  Rev.  T.  A.  Cox ;  In  Spain,  schools  formed  on  the  Britisk 

J.  Randolph,  Esq.  (the  eloquent  Member  System  are  continued,  under  the  sanction 

of  the  American  Legislature)  ;  Mr.  Van  of  the  Cdrtes.    Col.  Kearney  -continues 

Oven  ;     Lord   Ebrington  ;     Rev.    Dr.  his  exertions  with  great  zeal,  and  hhs 

Schwabe .  Rev.  Dr.  Waugh ;   and  Rev.  opened  many  new  schools.    A  Normal 

Nich«  Bull,  addressed  the  Meeting  in  school  has  also  been  formed  in  Valencia, 

succession,  after  the  Rev,   G.   Clayton  In  the  Netherltmd*,  the  Minister  of 

(one  of  the  Committee)  had  read  the  Re-  Public  Instruction,  M.  de  f  alch,  reports* 


Hiat  by  the  qcW  fyitem,  in  ccmjimctidn  the  dbore  Sodetf,  illieii  the  Hdl  wM 

with  schools  on  the  Dutch  gyBtem,  edn*  filled  with  an  ele^At  and  te8peetia>le 

cation  is  greatly  extmded.    In  Bmsaels  audience,   among  whom  were  a  gteal 

the  School  Society  is- making  progvest,  number  of  Ladlee^.    Thei  Right  Hon.  the 

3)oth  in  the  education  of  boys  and  girls.  Loid  Mayor  having'  taken  the  Chair, 

In  I3hent>  Mons,  Toumsy,  and  Liege,  briefly  opened  the  busitatess  of  the  Meet^ 

thecte  are  schools,  and  in  me  province  of  ing  by  a  shott,  but  appropriate  addresK. 

Hkhiault  education  is  now  provided  Cor  The  Rev.  Basil  Woodd  then  introduced' 

60^000  scholan.  t9  his  Lottl^ip  and  the  companf ,  tbi& 

In  Sweden^  M.  Gerelliur  hw,  by  the  Jewish  children,  i*ho  Milg^  l^e  beatttiibl' 

King's' «rdelr,    introduced  the   BritiA  anthem,  "Hosanlia  to  the  soft  6fDiiHd»'' 

f^fBtem  into  military  schools.  urith  gmt  s<(riemnSty  attdieffecU 

In   Musaia,  tke    cause   continues    to  The  Lofd  Mayof  tbfeA  resigned  the 

spread  under  the  same  high  and  illus-  Chair  to  Sir  Thomas  B^ng,  toe  ¥ttA^ 

trious  patronage.    It  is  carried  into  Po-  dent  to  the  Society,  who  called  upon  the 

laild;  and  at  Homel,  on  the  Russian  itev.  Mr.  Hawtrey  (one  of  the  Secretaries) 

frontier,  a  school  is  established  on  an  to  read  the  Report, 

estate  of  Count  Romanzoff's,  and  under'  The  Report  was  now  read,  and  in  the 

his  imraediate  pattonage,  conducted  by  first  place  acknowledged  the  kindness  of 

Mr.  Hesrd,  a  young  man  trained  at  the  several  clergymen  who  accompanied  the 

Borough  Road  ScheoL    Schools  atoo  are  Secretaries  in  tours,  to  different  piurts  of 

formed-  at  Petersbnrgh,  Kioff,  Mogiloff^  the  country ;  and  thanked  the  Ladies^ 

in-  Siberia,  and  various  other  places.  particularly  those  of  Balii  andf  Bristol, 

In  liafy,  political  events  have  been'  for  those  elegant  works,    the  sale  of 

most  unpropitious  to  the  cause  of  educ8«  which  had  contributed  greatly  to  assist 

tion;  but  there  are  twenty-six  schools  the  funds  of  the  Society.     Four  new 

on  this  plan  in  Tuscany,  and  a  Society  is  Auxiliary  Institutions  in  England  and 

formed  to  extend  the  plan.    In  various  two  in  brelaud,  had  been  formed,  and 

parts  of  Germany,  popular  instructiott  more  were  expected  as  the  result  of  the 

hav become  an  object  of  public  attention,  journeys  above  idluded  to. — ^The  scliools 

and  the  King  of  Denmark  has  begun  to  at  present  contain  thirty-eight  boys  and 

introduce  the  new  system  into  l^e  schools  for^-four  girls  : .  the  number  admitted 

of  that  kingdom.  during  last  year  is  seven  boys  and  three 

Time  has  not  sUowed  to  report  any  girls,  .and  tne  fnumber  apprenticed  four 

pN>gre8B  in  the  plan  of  hftroducing,/lm)i/!9  bbyi^  and  five  girls :  five  V)ys  have  been 

sdhoote  in  IncKa ;  Miss  Cooke,  however,  removed  by  their  friends,  of  whom  one 

arrived  there  in  Nbvembei^,  was  cordially  has  been  re-admitted.   A  converted  Jew, 

received,   and  entered  immediately  on'  father  of  some  of  the  above  children, 

her  beloved  wprk.    Of  the  other  sex,  was  baptised  at  the  ^scopal  Chsitel  in 

there  are  above  20,006  natives  under  in-  December  last^-^TWo  new  tracts-  have 

stmetioii,  and   10,000  in  Ceylon.    ]S>r.  rbeen  added  to  the  list  of  the  Societjr;  tiie 

Milneis  very  active  in  promoting  schools-  ^sle  of  the  Jewish  EimoAtoe  has' con- 

dt^  M«Tacca,  and  all  the  Missionaries  of  siderably  inereased--aira  the  Committee 

the  London  Society  study  to  promote  ttft  pre^lQ^ng  editions  of  tlie  Prophets  in 

the  British  Svst6m.    It  has  found  its  Biblical  and  in  German  Hebrew. 

vntf  ifito  North  and  South  America^  tiie  The  opening  6f  a  Seminary  fbr  Idis- 

Ivlands  of  the  South  Scm,  and  the  West  sionaries  to  the  Jews-  wM  liien^oned  in 

Indies.     A    gentleman    at  Bari^Muloes,  the  last  Report:  eight  have  been  received, 

lately  ibade  a  voyage  to  England  at  his  of  whom  two  are  now  employed  upon  ti)e 

own  expeude,  in  order  fully  to  under-  Cdntinetit>  andtwo^moreare  to  proceeiif 

stand  the  systeni^,  and  has  retomed  to»  AK^r  shdrfiy. 

pouioie  it  with  his  Utmost  seal.  In  HollMd-^  object  of  the  Soeic^  h 

l&'Afiricafllso  the  system  widely  spreads,  steadily  pursued'  by  Mr.  "i^elwall,  who  is 

Dt.  Thorn,  who  was  lately  in  EngliuiMl^  tjtie  Society's  agi^nt  iStere ;  ^d  at  Am- 

bas'  retkimed  t&  the  Cape  to  renew  bis'  sCeTdam  «  school  has  beenl  formed  fb¥  the 

exoitions  in  its  favour.    Schools  have  poorer  Jewish'  cMldren.    Mr.  Mc.  CKul, 

beei^  formed  in-  Senegal  uilder  the  ptn  his  compamon,  prbeeeded  td  Warsaw, 

tt»onage  of  the  Society  at  Paris,  and  at  where  he  has  been  since  joined  by  Mr, 

S^tm  Leoiie  under  that  of  the  National  Becker,  another  Christian   Missionary. 

Society  in  England.    Thus  )ii£b  the  sys-  Many  of  &e  Jew^  (which  are  there  verjr 

tem'  aiteady  made  the  tour  of  the  g^obe,  namerous,)  entered  idla  i,  conversation 

tiKKigh'  eertunly  there  is  still  much  room  With  them^,  thai^fldly  received  the  tnkcts, 

fififritt(»8preiid,  both  at  home  and  abroad,  ilnd  ^oiiie  New  Testamentis,  in  Hebrew. 

At  Frankforti  l!he  Society's  Missionaiy, 

Lotidon  Society  for  Protnethig  Chriaianitp  Mr.  Mai^,  continues' steadiitst  and  ac- 
ffM*it^elreJ«v«.-i-^On  Friday,  May  3,  was  tite,  nor  are  Iris  labours  witfiout  en- 
held,    at  the  Egyptian  Rail,   Mansibn  douraging  abc(^(«;  #ome  whok^  fsmilier 
Htfusey  the  Pourtdentb  Antttveritify  of  hafrii^bcett  b«pti««d; 


In  Denmark,  at  Hamburg,  at  Gibral-     yolenoe  of  the  public,  to  aaaiat  tiiem  in 


tar,  Malta,  and  even   on  the  coatt  ^  '  iMr  important  undertaking. 

Barbary,  the  labours  of  the  Society  have  If  to  all  theae  conapicuous  associationa, 

not  been  without  the  beat  eflfecta*    As  a  ^mM  idm  fluftcnaive  minor  inadiinery, 

A|KM:unen  we  ^ve  tlie  following  extract  quite  beyond  our  range  to  trace  through 

from  a  letter  of  Mr.  Mc.  Caul  in  his  pw-  its  countless  varieties  of  operation,  ve 

^es»  through  <Sen»any.  thall  have  abundant  reason  for  the  deep- 

jyie  describes  one  of  these  scenes  .at  est  gratitude  and  admiration— gratitude 

Poaen,  in  Prussian  Poland,  where,  having  for  that  unspeakable  goodness  which  in- 

^ven  tracts  to   some  Jews  that  were  spires  men  with  energy  to  accomplish 

jjMdnjfby,  he  ws,"  The  news  spread  these  great  designs,  and  admiraUS\of 

amongst  them  like  fire ;  m  less  than  ten  the  wisdom  and  the  power  which  is  .nm- 

ounoCes  after  -we  began,  pur  room  was  nifested  in  the  mighty  movement  whip h 

completely  filled  ;  Uie  hall  the  aame,  and  geems  to  pervade  the  intellectual    »nd 

agreat.crowd  before  the  house  clamorously  moral  world. 

^isiOng  Cor  tracts.    The  crowd  then  be-  Com6ri<^e  Tract  5oci«ty.— On  Tburaday, 

came   so  grea*  that  m  aelf-defence  we  the  26th  of  M«r,  the  Auxiliary  Religious 

were  obliged  to  stop.     On  Monday  it  Tract  Society  for  the  town  and  county  of 

wionld  have  been  the  s^me  had  not  the  Cambridge,  heldits  First  Annual  Meeting, 

government  kindl;r  sent  us  a  gendarmje,  on  which  occasion,  the  use  of  the  Shire 

.throngh^  whose  aid  we  were  enabled  to  Hall  was  granted,  apid  a  numerous  ^d 

Jkaep  curder,  letting  onjjr  a  fe«r  come  into  m^hly  rcspectabje  attendance  evinced  the 

our  room  at  once. '    The  Missionary  ejc-  increasing  interest  excited  on  b^hfilf  of 

yre88esinhisstateni^nt,hi8Joyatjandin|:,  this  excellent  InstitntioA.    The  Chairwas 

that,  instead  of  *eing  obliged  to  obtain  trfcen  by  Francis  Yjm,  Esq.  of  Kneqr- 

military  aid  to  save  them  from  the  fury  ^orth  Mouse.    The  report  was  read  by 

of  an  enw«ed  and  bigotted  multitude,  the  Rev. «.  Thodey,  the  Secretary.    The 

they  were  glad  to  obtain  it,  that  thf y  meetmg  was  addressed  by  the  Rev.  Legh 

joojghJtnoit  be  trodden  down  by  the  .crowd  lUcfamond,  the  Rev.   S.  HUlyarct  ^d 

rushingonthemfor  the  tidings  of  sajlva-  many  other   esteemed   ministera,   Mk 

tion*  Churohmen   and    Dissenters.     We  are 

JVowi/  and  Afi/itory  Biblt  &cfe*y.— ^e  kappy  to  learn,  that  above  a  hundred 

Animal  Moeiing  of  this  most  iotoreeting  ^^^  twenty  pounds  have  been  raised  dur- 

Socacly  was  hdd  on  Tuesday,  May  7,  in  '^^  t^>  the  first  ^ear  of  the  estaMisfa- 

the  lOng'*  Concert  lUom,  which  was  »«»*  <rf  *»  Amdhary ;  the  sum  of  fifty 

4:oBipAetd[y  filled  by  a  most  respectable  pounds  has  been  remitted  to  the  Parent 

assemblage    of  Ladies  and  GentleraeQ.  Society;  and  a  depository  has  been  formed 

ilAOBg  ilue  former  vscre  nMny  females  of  ^or  the  suj^ly  of  the  town  and  neighbour- 

At  12  o'dock  the  Rt.  Hon.  Load  Gam-  'Eomtrtm  Anniversary,  1S22.— Tuesday, 

bier  wna  xrotad  to  the  iGhair,  wifaon  the  June  25,  at  nx  in  the  evemng,  the  An- 

cxteanve  platfiMrm^was  iminediatdy.occH"  nmait  Meeting  ef  the  Homerton  Academy 

fMod  by  a  a«mber.of  Hobieven^  Military  Society,  will  be  held  at  the  King'-s  fiead 

and  Naval  Offices*,  duhexff^mtsn,  ttc.  Tavern,  in  the  Poultry. 

Til*  Report  nna  ttow  «ead.  k  oom-  'Wednesday,  June  26,  at kal^-paBteigbt, 
menced  by  detailuig  the  jeKCBtioiM  and  .  ttheim&niaters  ■educated  at  ftomegton  Aca- 
progvess.of  ^efiodietyin-^  Army  and  idemy,  or  connected  with  it,  wiil  bteiik' 
Navy,  where  muchgoQd  had beeneflfeoted.  hat  togiether  at  the  King's  Head,  in  'the 
it  next  noticed  the  support  tiiey  bad  re-  Poidlry.  At  eleven,  a  sfirmon  will  tbe 
cflined  froflo  vanoof  Aiixiiiaries,  partieu-  preached  he&»e  tbe  miaistors  and  other 
lariy  that  at  Portamotttfa:  and  that  tfasy  fieltndsof  the  institution  at  •the  Meeting- 
.  faadheeB  furtiier  aided  by  a  liberal  dona-  bouse,  in  New  Broad  Straet,  by  the  Aw^. 
tion  of  «f  300.  from  Edinburgh  The  J.  B.  Innes,  of  Camberwell.— At  six  in 
receipts  and  expenditure  of  the  last  year  the  evening,  two  of  the  senior  students- 
#BiM|i#>A  ^  ah««t  4^i!M#.^  ^buttbao^  «iattAli»Br^iaaaipBies«i«pasafieaBlg*et» 
was  a  debt  owing  of  «f  1332.  This  ba-  in  theology,  at  the  Meeting-house,  in 
lance  against  the  Sopety  prevented  ^  New  Bipad  S^i^eet. 
Committee  from  their  usual  gratuitous  Notice, — A  general  meeting  is  to  be 
di«tnhatioi^>of  |he  Seripjtuies ;  £631  hflOden,  on  the  in<miing  of  June  1801,  sit 
copies,  however,  had  been  circH^ated^  the  Town  HaU,  Reading,  for  the  purpose 
and  the  results  were  very  great.  In  Hhe  of  forming  an  Awiliary  ^^omlf  to  the 
TV«a$  Indies  a  Bible  ha4  been  put  up  for  hovt^n  Misaimwy^  Society  iwe  Berka 
sale,  and  a  serjeant  in  one  of  the  i)egiments  and  its  vicinity.  Qn  the  eveaii^  ef  tike 
^ad  bid  ^1.  for  it.;  bvJta  superior  officer  same  day,  the  Rev.  John  JLeifclttld  has 
increased  the  bid(U<)g,  j^nd  purchased  (he  wg^g^  to  prafteh^  at  the  «bapel  'vfh 
book.  The  offii^ers  of  the  cegipient  afteri-  .CaaUe  Stf&sti  and  o/k  the  pveeeaing  even- 
wards  f  rocwred  aaotker  copy  and  pin.  Utg,  the  B^v;.  Dr.  Haiffies  has.  engaged  to 
seoted  it  to  him.  The  Report  concluded  pi»ach,at  thismvtil^  lb  Bv09d  .Bm«t^  lA 
by  a  call  from  the  Committee  on  the  bene-    the  same  town. 
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WORKS  PREPARING  FOR  THC  l*RB88. 

In  tbe  Prefs. — ^Tbe  interesliog  Memoirs 
of  tho  Rev.  Thos.  Brand,  one  of  ibe  vi- 
leuced  Minislers  in  tbe  reign  of  Cbarlos  II. 
originally  written  by  Di'.  Anneslej,  vitb  a 
Foneral  Sermon.  New  edition,  dedicated 
to  Lord  Daere.  Revised  and  oorrected  by 
the  Rev.  Win.  Cbaplin. 

We  are  bappy  to  announce,  tbal  a 
Friendly  Society  df  Diaffenling  Ministers  in 
one  of  tbe  eastern  counties,  is  pteparing 
for  tbe  Press,  a  small  Series  of  cheap  Tracts 
ladapted  for  circulation  amongst  tbe  mem- 
bers of  Congregational  Cborcbes,  wbicb 
will  enable  tbeir  Pastors  and  Deacons  to 
distribute  scriptural  information  on  tbe- 
Duties  and  Discipline  of  Gospel  Churches, 
at  a  very  snudl  expence, 

Bibliotheca  Biblia.  A.  Select  Descrip- 
tiTe  Catalogue  of  tbe  most  important  Britiab 
and  Foreign  Works,  in  tbe  department  of 
Biblical  Criticism  and  Interpretation,  witb 
brief  notices  of  tbeir  antbors,  and  remarks 
on  tbeir  tbeologieal  and  critical  merits. 
By  William  Orme,  Aotbor  of  Memoirs  of 
the  Life*  &o«  of  Dr.  Jobo  Owen. 

W.  Wordswoj-tb,  Esq.  will  soon  publisb, 
in  a  small  8vo.  vol.  A  Description  of  tbe 
Scenery  of  tbe  Lakes^  io  the  North  of 
England. 

Tbe  Life  and  Times  of  Daniel  Defop, 
with  an  aooonnt  of  bis  Writings,  and  A»ee- 
dotea  of  several  of  bis  Contemporaries. 

A  History  of  tbe  British  Bmpire,  from 
tbe  Accession  of  Cbarles  I.  to  the  Restora- 
tidn.     In  foor  vols.'8vo. 

Euthanasia ;  or  tbe  State  of  Man  afler 
Death.  By  tbe  Rev.  Lnko  Booker,  LL.D. 
Vicar  of  Dudley. 

Hortus  Anglioos ;  or,  the  Modem  Eng- 
liah  Garden :  containing  an  easy  desOription 
of  all  the  Plants  wbieh  are  ooltivated  in  the 
olimate  of  South  Britaio,  either  for  use  or 
«rnanent,  and  of  a  selection  from  tbe  et- 
tabluhed  favooritas  of  the  Stove  and  Green- 
boose,  &c.  &o.  In  f  vols.  ISmo. 

The  Corfew,  or  the  Grave  of  the  Last 
Saxon.  A  Poem.  By  Rev.  W.  L.  Bowles, 
8vo. 


W0RK8   RECENTLY  PUBLfSH£t7. 
Brown*s  Life  of  Hervey,  Third  fiilition, 
witb  important  additions. 

Lately  published  at  Paisley,  an  elegant 
edition  of  what  is  called  the  Synod's  or 
First  Catechism;  the  production  of  tbe 
Re\'.  Ebenezer  and  Ralph  Erskine,  and 
other.  Members  of  tbe  Associate  Synod  io 
Scotland. 

Just  received  from  America,  TrareU 
into  tbe  Arkansa  Territory,  with  oocs- 
sionaT  Observations  on  tbe  Manners  of  (he 
Aborigines.  Illuatrated  by  a  Map  andoth^r 
Engravings.     By  Thoroas  Nuttall,  F.  L.  S. 

Protestantism ;  or,  an  Address,  parti' 
cularly  to  tbe  Labouring  Classes,  in  Do- 
fence  of  tbe  Protestant  Principle,  occa* 
sioned  by  the  late  controversial  attacks  of 
the  Rev.  J.  Curr.  By  W.  Roby.  8ro. 
price  3s. 

Lectures  on  the  Christian  Sabbath.  By 
the  Rev.  W,  Thorn,  of  Penrith.  4tb  Edition, 
price  7s. 

The  Duty  and  Importanee  of  Free  Cora- 
manfon  among  real  Christians  of  every 
denoroioation,  especially  at  the  present 
period  :  with  some  Notices  of  tbe  Writings 
of  Messrs.  Booth,  Fuller,  Hall,  &c  on 
the  subject. 

Travels  in  Georgia,  Persia,  Armenia,  Ao* 
oieot  Babylopia,  &c.  &c  -  During  tbe 
years  1817,1818,  1819  aod  1820.  By  Sir 
Robert  Ker  Porter,  vol.  S,  4to.  j£4. 14s.  fid. 
ixMrds. 

The  Aooient  Priaciples  of  tbe  True  and 
Sacred  Philosophy,  as  lately  explained  by 
John  Haicbioson,  Eaq.  originally  written 
in  Latin.  Translated  with  additional  Notes, 
and  a  Preliminarv  Dissertation  on  the  Ciis- 
raeter  aod  Writings  of  Mosea.  By  Alex. 
Maxwell,  8vo.  98;  boards. 

Essays  on  the  Reoollectioiia  wbieh  sro 
io  sobftiit  botwoen  earthly  Friends,  re- 
nnited  In  the  world  to  come,  dtc  By 
Tbos.  Giabome^  A.  M.  ISmo.  price  6s. 

The  Life  of  the  Rev.  Tbos.  Scott,  Rector 
of  Aaton  Sandford,  iooloding  a  Narrative 
drawn  up  by  himself,  and  oopioos  Extracts 
of  bia  Letters..  By  John  Soott,  A.  M.  8vo. 
prioe  14s. 


ANSWERS  TO  CORRESPONDENTS,  &c. 

GomiuNiCATioya   have  been   received  this  month  from  Rev.  Massrai'^.  Turner— 

J.  Blaokborne — J.  Wbitridge — M.  Anderson — ^T.  Hathaway. 
Also  from  A.  Allen — R.  Simpson — J.  Ryley — Spero. 

We  are  obliged  to  B.  W.  L.  for  his  paper,  hot  we  eannot  enter  on  the  eomplicatsd 
qaoation  to  wbieh  it  refers*  '^ 

A,  B.  on  tbe^  Baptismal  controversy,  wiH  excuse  us  for  declining  a  subject  difficult, 
perhaps  impossible,  to  manage  without  offence  to  one  side  or  tbe  other. 

CoRRccTiON. — Oar  readers  are  requested  to  alter  the  word  'tnilitary*  in  page  f87, 
col.  %,  to  *  naval* — the  first  term  was  used  without  advertenoo  to  the  received  distinctioo 
betwoto  tho  Naval  a«d  Miiilary  lervieof. 
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The  pleasing  prospects  of  domestic  one  he  loved;  but  this  was  only 

comfort  by  which  Mr.  S.  waS  sur-  the  beginning  of  sorrows  to  him, 

rounded    upon  his  settlement  at  for  before  the  tomb  of  his  belovdd 

Castle    Hedingham,     were    soon  father  in  the  ministry  was  weHl 

clouded  by  a  very  serious  illness,  closed,  a  malignant  fever  entered 

whicih  long    confined  him  to  his  his  own  house,  and  within  four 

chamber,  and,  indeed,  threatened  short  days,  his  only  daughter,  and 

his  life.  her  much  loved  mother,  were  nuni- 

Whilst  he  was  thus  situated,  let*  bered  with  the  dead, 
ters  were  received  firom  his  relations        Such  an  awful  visitation  was  it- 

at  Berwick,  informing  him  that  the  self  sufficient  to  occasion  illness^ 

congregation  at  the  High  Meeting  but  that  destructive  malady  wh;ch 

in  that  town  wished  him  to  become  had  thus  taken  away  the  delight  of 

their  pastor,  and  were  willing  to  his  eyes  at  a  stroke,  attacked  his  own 

make  increased  exertions  for  his  person,  and  the  united  effects  ti 

comfort.     These   communications  disease  and  sorrow  so  preyed  upon 

were  quickly  followed  by  a  regular  his  delicate  frame,  that  his  recovery 

invitation,  but  such  was  the  veiy  to  health  was  again  uncertain,  and 

precarious  state  of  his  health  that  it  evidently  appeared  that  it  was  of 

ihe  idea  was  necessarily  abandoned,  the  Lord's  mercies,  that  he  was  not 

and  when  at  length  he  did  recover,  consumed.      The  state  of  extreme 

he  felt  himself  in  such  circum-  debility  to  which  he  was  reduced 

stances  of  comfort,  that  even  a  resi-  prevented,  it  is  presumed,  his  re- 

dence  in  his  native  town  was  no  cording  ^hose  feelings   which  he 

temptation  to  him.  experienced  under  this  mournful 

The  increasing  infirmities  of  his  providence ;  but  an  inscription  on  a 

vaierated  colleague  Mr.  Ford,  now  tablet  to  their  memory  evinces  thfe 

b^an  to  excite  some  painful  appre-  strength  of  his  affection, 
hensions  that  the  time  of  his  de-        Sustained  by  that  Arm  which 

parture  was  at  hand,  and  this  was  had  smitten  him,  he  gradually  refi. 

confirmed  by  his  request  to  be  re-  covered    from    his    debility    and 

moved  to  Islington,  that  he  might  grief;  and  time,  which  floflens  btir 

die  in  the  bosom  of  his  family,  sorrows  and  gradually  heals  odi? 

This  event  took  place  there  on  the  wounds,  restored  him  to  something 

24th  of  April,  1778,  when  he  fi-  of  his  wonted   cheerfulness,  and 

inshed  an  honourable  and  useful  after  enduring  the  solitude  of  a 

<M)ur8e  in  peace.    Now  for  the  first  widowed  state  for  more  than  t^o 

time  did  Mr.  Stevenson  feel  all  the  years,    he    was   united    to    Mxaii 

•weight  of  the  pastoral  reliation,  and  Sharpe,   of  Romsey,  Hants,  whd 

for  the  first  time  was  he  called  to  was  the  endeared  companion  of  his 

gaze  on  the  -pallid  countenance  of  remaining  days,  and  yet  lives,  with 

CoNo.  MAa.  No.  55.  9.  X 
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her  only  lurviving  daughter^  to 
caoum  weir  irreparaUe  Iobs. 

In  17S6,  Mr.  Stevenson  was  re- 
quested by  a  respectable  book- 
seller in  London,  to  prepare  for 
the  press,  a  new  and  much  en- 
larged edition  of  Guthri^s  Geogra^ 
'  phical  Grammar,  which  waJs  about 
to  be  published  in  quarto,  and 
which  task  he  undertook,  and  per- 
formed so  much  to  the  satisfaction 
of  the  publishers  and  the  public, 
that  the  book  passed  through  seve- 
ral editions  under  his  vigilant  su- 
perintendance* 

The  5th  day  of  November,  1 788, 
completed  the  first  centenary  of 
the  glorious  Revolution,  and  this 
most  interesting  epoch  was  not 
.  permitted  to  pass  away  unnoticed. 
Public  meetings  were'  held,  and 
festive  entertainments  were  given 
in  many  of  the  great  towns  of  the 
.  empire,  to  commemorate  this  most 
important  period  of  our  national 
history.  While  some  of  the  lovers 
of  our  constitution  thus  displayed 
their  feelings,  others,  in  better  taste 
and  with  greater  consistency,  re- 
tired to  the  house  of  prayer,  and 
spent  the  memorable  day  in  ascrib- 
ing the  praise  to  thsit  God,  who,  by 
one  stroke  of  his  hand,  delivered 
our  land  &om  popery  and  arbitary 
,  power. 

Mr.  Stevenson  was  not  insensible 
to  the  hallowed  ardour  of  patriotic 
gratitudeand  exultation,  and,  there- 
fore, he  assembled  his  people,  and 
addressed  to  them  a  very  instruc- 
tive sermon,  which  he  afterwards 
published,  entitled.  The  Prittciples 
«f  ihe  Revoluiion  asserted  and  vin» 
dkatedf  and  Us  Advantages  stated. 

This  sermon  he  inscribed  to  his 
people,  and  from  the  dedication, 
we  extract  the  following  beautiful 
passage,  which  is  peculiarly  charac^ 
teristic  of  his  affectionate  and  pious 
inind* 

*'  You  have  certainly  the  first 
daim,  my  beloved  friends^  to  this 
^iisoourse,  which  was  composed 
solely  with  a  view  to  your  improve- 
ment.   Sq  memorable  an  em  as  the 


Bobert  Stevenson,  HJoLY* 

hundredth  anniversary  of  the  glo- 
rious Revolution,  I  could  not  let 
slip  without  leading  your  minds 
to  a  view  of  the  great  advantages 
we  all  enjoy  from  it;  and  en^- 
vouring  more  firmly  to  impress 
upon  you,  those  manly  principles 
which  animated  our  ancestors,  and 
will,  I  hope,  descend  from  father 
to  son,  to  the  latest  generation. 
Far  other  subjects  than  the  pre- 
sent have  been  the  delightful  and 
constant  themes  of  my  ministry 
among  you — ^the  blessings,  the 
privileges,  the  liberties,  and  the 
laws  oi  another  kuigdom ! — a  king- 
dom^ which  rises  in  dignity  and 
grandeur  infinitely  above  the  mq^t 
perfect  state  of  any  earthly  one. 
And  it  is  no  common  joy  which 
fills  my  mind,  when  I  reflect,  that 
the  great  Monarch  of  this  kingdom 
has  been  pleased  so  to  honour  his 
own  sacred  institutions  among  us^ 
that  the  number  of  his  loyal  sub- 
jects has  been  increased,  and  the 
souls  of  his  faithful  friends  edified 
and  comforted.  Fourteen  years 
spent  in  your  service,  have  been 
by  far  the  most  pleasant  part  of 
my  life ;  and  every  increasing  year 
has>  brought  with  it  some  new 
proofs  of  your  affectionate  attach- 
ment, and  some  fresh  displays  of 
God's  glorious  grace.  From  these 
considerations,  you  cannot  but  be 
much  endeared  to  me;  and  whilst 
I  cheerfully  give  this  public  testi- 
mony of  the  sincerity  of  my  affec- 
tion fioc  you,  I  look  forward  with 
triumph  to  that  glorious  day^  when, 
I  trust,  I  shall  rejoice  with  many 
of  you  in  the  kingdom  of  our  Fa- 
ther :  for  what  is  my  hope,  or  joy, 
or  crown  of  rejoicing?  Are  not 
even  ye  in  the  presence  of  our 
Lord  Jesus  Christ  at  his  coming  ?" 
In  the  beginning  of  1789,  Geoige 
Weldi,  Esq.  Banker  of  London, 
observed  with  much  concern,  that 
the  public  seminaries  among  Pro- 
testant Dissenters  were  not  suffi- 
cient to  answer  the  calls  of  all  the 
vacant  churches,  and,  therefore,  de« 
termined  with  distinguished  libe- 
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rality  to  estahlith  three  private  ac»-  fort  and  useftdness.     Long,  my 

demies,  by  which  a  limited  nnmber  dear  Sir,  may  the  sniQes  of  an  in-* 

of  students  might  be  introduced  to  dulgent   Providence   attend  you, 

a  course  of  preparatory  studies  for  and  your  usefulness  keep  pace  with 

the  Christian  ministry.     In  Febru-  your  advancing  years. 
aty  of  that  year,  the  Rev.  Messrs.       When  I  reflect  upon  your  aflfeo« 

Barber  and  Davies,    of  London,  tionate  and  well  directed  discourses 

were  employed  by  him,  to  request  to  a  numerous  and  attentive  audi- 

Mr.  Stevenson   to  undertake  the  ence,  and  keep  in  mind  their  serious 

tuition  of  three  young  men,  whom  countenances  and  the  relish  with 

he  should  be  at  liberty  to  select,  which  they  receive  your  instruc- 

but  his  modest  dread  of  under-  tions,  dwelling  with  fond  delight 

taking  a  task  so  arduous,  together  upon  the  words  that  drop  from 

with  some  domestic  circumstances,  your  lips,  I  am  filled  with  renew*ed 

induced  him  to  decline   it,    and  pleasure,  and  see  cause  for  abun- 

though  Mr.  Welch*  was  much  dis-  dant  thanksgiving  to  God  on  your 

appointed  by  his  refusal,  yet  he  behalf,  who  hath  been  pleasol  to 

was  so  convinced  of  Mr.  Steven-  make  you  the  honoured   instru- 

son's  ability  for  the  work,  that  he  ment  of  his  providence  and  grace^. 

renewed  his  application  the  follow-  in  spreading  the  triumphs  o£  the 

ing  year,  but  without  success.  Gospel,  and  training  up  souls  for 

During   the   summer  of  1789,  heaven.     May  their  number  be 

the  Rev,  J .  Thompson,  of  Clapham,  continually  increasing,  is  the  prayer 

visited  some  friends  in  the  neigh*  of   your  affectionate  friend    and 

bourhood    of    Castle-Hedingham,  brother, 

and  attended  on  Mr.  Stevenson's  '^  J.  Thompson." 

ministry  during  his  residence  Oiere.        j^^  Stevenson's  growing  reputa- 

On  his  return,  he  addressed  the  tion  as  a  preacher,  naturally  caused 

foUowmg  letter  to  his  fnend,  which  inquiries  to  be  made  respecting  his 

9o  pleasingly  describes  the  affec-  inclinations  to  remove  to  the  metro- 

toonate  labours  of  the  pastor,  and  p^^g  .  ^ut  his  laconic  reply  was^ 

the  flounshmg  state  of  the  congre-  «  /  j^^^  ^„„^^  ^^  o^,,^  people." 

gation,  that  wemsertitasavalu-  3^^  ^   a  revered   friend  in  the 

Me  testimony  to  the  worth  of  our  ministry,  who  applied  to  him  re- 

departed  fnend.  specting  an  important  charge*  then 

*'Dear  Sir,— Though   I  have  vacant,  he  more  fully  explained  his 

been  obhged  to   drop  ahnost  all  feelings  in  a  letter  from  which  the 

corvf^pondence  with  my  brethren,  foUo^ng  is  extracted. 
and  writing  becomes  difficult  and  cc  jf^gfigt  gg  1 793. 

Iipifol  to  me,  yet,  I  cannot  resist        «  ^fter  a  settlement  of  almost 

inyry  strong  and  powerful  mclma-  jgyears  with  my  people;  after hav- 

iSoll,  to  acknowledge  the  very  great  |      fanned  friendships  with  many 

pleasure  your  company  and  conver-  ^f  ^y^^^^  ^nd  knowing  of  some  de^ 
aation  hath  lately  afforded  me,  and  g  ^f  usefulness  with  which  I 

how  much  I  rejoice  in  the  agree-  y^^^  y^^  honoured  by  the  great 

•blesituation  Providence  has  placed  Lo^^  ^f   the  vineyard    amongst 

you  in,  both  with  respect  to  com-  ^gm,    I  cannot  bring  my   mind 

« T*  1.    ij  V         -j^  *   *u    u  to  leave  the  larire  and  attentive 
*  It  should  b6  recorded  to  the  honour  .  ®     j.      i.         t  1 

of  this  gentleman,  that  he  Ubcrally  as-  congregation  amongst  whom  1  la- 

sated  the  excellent  Cornelius  Winter  in  bour." 

tlie  useful  work  of  tuition,  and' that  the      .  fhe  formation  of  tne  London 

a^demy  at  Gospjwt,  which  has  so  long  ^iggionary  Society  is  an  important 

been  ahlesnng  to  the  churches,  originated  *_ ^ ^ *^ 

in  his  application  to  its  venerable  tutor,  - 

Dr.  Bogue,  to  recove  three  or  four  pupils       *  The  congregation  assembUng  at  tha 

fwkkr  m  instruction.  Pavement,  Moorfields. 
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epoch  in  the  religious  history  of  our  a  distinct  Society^  for  the  Promo 

country^  for  whilst  it  strikingly  ex^  tion  of  the  Knowledge  of  the  Go»- 

hibited  the  deplorable  condition  of  pel  in  the  Coiinty  of  Essex,  was 

the  heathen  abroad,   it  called  to  still  felt,  and  the  subject  of  this 

mind  the  condition  of  thousands,  memoir,  with  a  few  other  ministers, 

who  were  in  a  state  of  heathenism  zealously  promoted  the  measure, 

at  home,  and    consequently  pro-  till  at  length  a  meeting  was  held 

duced  a  powerful  re-action  in  fa-  at  Dunmow,  on  the  5th  of  Jane, 

vour  of  religious  exertions  in  the  1798,  when  a  number  of  pastors 

benighted  villages  and  hamlets  of  and  other  persons,  deputed  from 

our  native  land.  congregational    churches    in   the 

.    This  was  the  effect  it  produced  county,  drew    up   the  plan,  and 

in  Essex,  and  the  associated  Dis«  laid  the  foundation  of  the  essex 

tenting  ministers  of  that  county  congrkoational  union. 

resolved  to  take  some  steps  for  the  Mr.  S.  was  called  upon  to  preach 

revival  of  religion,  and  the  ferther  its  first  annual  sermon,  which  he 

spread  of  the  Gospel  amongst  those  afterwards  published  under    the 

who  had  not  a  convenient  oppor-  title  of,  ^'  Village  Preaching  Con^ 

tunity  of  hearing  it.  sidered   and    Enforced,*'    and    in 

They  resolved,  first,  to  address  ^hich  he  recommended  those  ex- 

a  circular  letter  to  their  respective  ertions  with  much   effect,  having 

churches  and  congregations,  ear-  himself,  at  the  request  of  the  Com- 

nestly  recommending  a  serious  at-  mittee,   visited  and  preached   in 

iention  to   religion,  wisely  judging  some  of  the  dark   parts  of  the 

that  the  success  of  any  future  at-  county. 

teiilpt  to  diffuse  the  Gospel  in  the  As  some  of  the  congregations  in 

dark  parts  of  their  district,  and  to  Essex  had  not  countenanced  and 

form   new    churches,    must  very  supported  this  infant  society  in  a 

much  depend  on  the  state  of  reli-  manner  equal  to  its  claims,  Mr. 

gion  in  those  churches  which  were  Stevenson  was  employed  to  draw 

already  established.  up  a  circular  letter  on  the  subject, 

Mr.  Stevenson  was,  therefore,  which  we  transcribe,  h<^ing  that 

requested   to  draw  up  a  circular  its  solemn  appeals  may  still  be 

letter  on  the  above  subject,  which,  ;aseful  in  arousing  the  latent  ener- 

having  been  read  and  adopted  at  gies  of  slumbering  churches, 

the  autumnal  meeting  of  the  asso-  "  To  the  Independent  Ministers, 

elation  in   1796«   was  signed    by  Churches,   and   Congregaticms, 

the    Rev.  Wm.   Cooper,  late    of  in  the  county  of  Essex,  and  its 

Chelmsford,  as  the  Chairman,  and  vicinity. 

a  large  edition  was  printed  at  its  **  Brethren^  dearly  beioy6d««»A 

expence.     The  circulation  of  this  very  generous  ccMM^em  has  been 

address  was  calculated  to  be  very  excited  in  the  breasts  of  Christians 

useful,  its  style  is  neat  and  forci-  of  different  denominatioas,  to  ex* 

ble,anditsappeals  to  the  conscience  tend  the  boundaries  of  the  king-* 

and  the   heart  are  very  impres-  dom  of  our  blessed  Lord.     We  see 

sive.     Convinced  of  its  beneficial  reason  to  lament,  that  in  paat  years 

tendency,  the   Committee  of  the  we  have  been  too  inactive  in  this 

Eeligious     Tract     Society,    have  important  cause.      Enjojdng  the 

adopted  it  with  only  a  few  verbal  great    blessings    of    the    Gospel 

mterations,    as    No.  89    in    their  ourselves,   and  living,  we  hope, 

valuable  series,  under  the  title  of  upon  its  truths,   we  have  either 

'*  The  Christian  Ministers' Appeal ;  beheld    with    cold    apathy    the 

or,  the  Importance  of  Personal  and  spiritual   wants   and  miseries  of 

family  Religion."  others,  or  at  best,  have  regarded 

The  importance  of  establishiiig  them  with  ineffectual  pity.  Boused 
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fi-om  this  state  of  indifference,  we  by  your  approbation.     Signed,  on 

feel  an  anxious  solicitude  to  pro-  behalf  the  committee, 

mote  the  present  welfare  and  eter--       ^'  Robt.  Stevenson,  Chairman/' 

nal  felicity  of  those  precious  souls,      •  The  committee  of  the  Congrega- 

which  are  all  around  us  perishing  tional  Union,  having  proved  Mr. 

fbr  lack  of  knowledge.     We  de-  Stevenson's  ability  and  willingness 

plore  the  awful  state  of  ignorance,  to  employ  his  pen  in  their  service, 

thoughtlessness,    and    vice,  •  into  requested  that  he  would  draw  up 

which  they  have  fallen ;  we  feel  a  short  and  evangelical  address  to 

for  those  miseries  which  they  are  the    ignorant    and    unawakened, 

now  suffering,  and  for  that  future  which  produced  a  tract,  entitled 

anguish  to  which  they  are  exposed,  A  Warning  Voice  to  Sinners,  and  the 

as  the  just  consequence  of  sin ;  and  Salvation  of  the  Gospel  proclaimed, 

having  formed  ourselves  into  a  so-  This  truly  valuable  address^  was 

dety,  with  a  view  to  communicate  also    received    upon    the    list   of 

to  them  the  glorious  Gospel  of  the  the   Religious   Tract  Society,    as 

blessed  God,  we  call  upon  you.  No.  45,  The  Warning  Foece,  about 

brethren,  ^  to  assist  us    by  your  10,000of  which  are  annually  pub<« 

countenance,  by  your  support,  by  lished  in  our  own  country,  besides 

your  counsel,  and  l^y  your  prayers,  the  wide  extended  circulation  it 

We  call  upon  you,  by  the  consi-  has  throughout  the  Continent,  it 

deration  of  the  many  thousands  having  been  translated,  under  the 

who  have  already  perished  beyond  direction  of  the  committee,  into ' 

the  reach  of  hope,  and  in  the  names  most  of  the  European  languages. 

of  those  vast  multitudes  who  are  Scarcely  a  report  of  that  society  is 

daily  dying  around  us.  We  would  published,  without  recording  some 

urge  you  by  the  solemn  thought,  striking  instances  of  its  usefulness  ; 

that  in  a  very  little  time  our  sea-  so  that  the  remark  which  a  vene- 

sons  of  usefulness  will  be  for  ever  rable  Minister  made  fifteen  years 

over;   and  that  he  that  soweth  ago,  may  be  now  well  recorded, 

sparingly  shall  reap  also  sparingly;  *^  that  if  Mr.  Stevenson  had  lived 

but  that  he  that  soweth  bountifully  to  no  other  purpose  than  to  write 

shall  then  reap  also  bountifully,  the  Warning  Voice,  he  would  have 

We  most  earnestly  intreat  you,  by  lived  to  answer  a  valuable  end."^ 

all  that  you  have  ever  known  your-        The  death  of  the   Kev.  Aaron 

selves  cf  the  love  of  Christ,  ^tlM  Wickens,  ofDunmow,  the  secre- 

compassion  of  his  heart,  and  of  the  tary  of  llie  Essex  Associated  Mi« 

fireeness  of  his  grace,  to  endeavour  nisters,  gave  them  an  opportunity, 

to  impart  this  interesting  know-  in  17999  o^  testifying  their  affec« 

ledge  to  others.     We  would  fur-  tionate  respect,  by  appointing  Mr.S. 

t^r  press  this  point  upon  you  to  the  vacant  office ;  and  tEe  punc« 

from  the  honour,  the  unfading  ho-  tuality,    diligence,  and  courtesy^ 

nour,  which  will  be  attached  to  with  whidi  he  fulfilled  its  duties 

that  man  who  wometh  souls.    Fi-^  till  the  last  year  of  his  life,  proved 

nally,  permit  us,  dear  brethren,  to  that  they  were  not  mistaken  in 

beseech  you  by  the  time  akeady  their  choice. 

lost,  by  the.  shortness  and  uncer-        In  1803,  it  was  his  happiness  to 

tainty  of  that  yet  to  come,  by  the  receive  his  eldest  daughter  as  a- 

awfulness  of  death  and  the  solemn  member  into  the  Church  at  Castle 

nities  of  juc^^ent,  that  none  of  Hedingham,  when  she  was  in  her 

you  will  (fisceurage  ns  by  a  cold  19th  year;  and  her  amiable,  active, 

silence ;  bat  that  yqu  will  more  and  holy  temper,  made  her  an  ex- 

and  more  strengthen  our  hands  by  ample  to  many  that  were  beyond 

your  aid^  and  aniDuite  our  hefvts  her  years,  and  was  a  source  o^pe» 
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ooHar  MtisfSictionto  hermucli-loved 
parents ;  but-  she  was  soon  to  be 
removed  to  a  more  perfect  state  of 
society :  a  pulmonary  complaint  at- 
tacked her  in  1 8  06.  ''  But  (to  use 
her  father's  words)  the  flattering 
nature  of  the  malady,  a  slight 
cojLigh,  a  little  hoarseness,  and  these 
very  symptoms  occasionally  giving 
way  to  medicine,  deceived  bqth  the 
parents  and  herself  as  to  the  real 
danger  of  her  case ;  but  in  the  sum- 
mer of  IS07,  these  symptoms,  re- 
newed by  some  little  cold  she  had 
caught,  began  to  assume  a  very 
formidable  aspect.  All  the  aid  of 
medicine  was  resorted  to,  which 
either  the  London  or  country  prac- 
tice could  supply,  change  of  air, 
.and  joumies  to  distant  friends  were 
tried,  but  all  in  vain  ;  this  flower, 
this  lovely  flower,  which  gave  such 
pure  delight  to  every  beholder, 
gradually  faded— -for  the  worm  was 
at  its  root !" 

She  died,  in  the  arms  of  her  fa^ 
ther,  Sept.  6,  1808,  sustained  by 
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thejbopes  of  a  glorious  immortality, 
and  leaving  behind  her  those  un- 
questionable proofs  of  her  happy 
state,  which  cheered  her  sorrowing 
family  under  this  a£9ictive  visita- 
tion. Mr.  S«  collected  from  her 
papers  many  interesting  extracts, 
and  compiled  a  memoir,^  wbich^ia 
at  once  a  monument  of  her  piety, 
and  his  parental  affection. 

In  1816  Mr.  Stevenson  was  re- 
quested, by  the  Associated  Minis* 
ters  assembled  at  Witham,  to  write 
an  address  to  their  churches  on  the 
subject  of  Schism,  with  a  view  to  ' 
expose  the  sm  and  danger  of  divi- 
sions in  Christian  societies.  This 
task  he  performed  with  his  accus- 
tomed ability,  and  a  large  impres- 
sion of  it  was  printed  and  sold, 
and  it  is  in  contemplation  to  reprint 
it. 

(To  he  concluded  motir  next.) 

*  First  published  in  the  Evangelical 
Magazine  for  July,  1810,  then  as  a  dis- 
tinct tract,  and  also  in  S.  Burder*s  Me- 
moirs of  Eminently  Pious  Women,  vol. 3. 
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No.  XXXIV. 

MAN'S  TRANSIT  THROUGH  TIME 
INTO  ETERNITY. 

**  When  a  few  years  are  come,  then  I 
shall  go  the  way  whence  I  shall  not  re- 
turn."—Job  xvi.  22. 

Nothing  is  so  flattering,-  yet  no- 
thing so  deceitful,  as  human  life ! 
for  though  all  through  it  is  big 
with  promise  and  fair  in  prospect, 
yet  in  the  issue  it  proves  empty, 
and  inadequate  to  our  expectations. 
After  a  man  has  reached  the  ordi- 
nary limit  of  human  existence,  it  is 
but  too  generally  the  fact,  that  he 
appears  to  have  lived  in  vain.  The 
god  of  this  world,  whom  men  serve 
through  life,  forsakes  them  in 
death,  or  attends  them  only  in  the 
diaracter  of  a  tormentor,  to  mock 
their  wickedness,  and  triumph  over 
their  credulity^    But  the  wisdom 


which  Cometh  from  above  will 
teach  us  so  to  number  our  days,  as 
to  expect  nothing  of  substantial 
good  from  the  flattering  prospects 
of  the  world ;  and  yet  so  to  number 
them,  as  to  make  them  introduc- 
tory to  scenes  of  perfect,  unalloyed, 
and  eternal  blessedness.-  The  sen- 
timent of  the  text  is  founded  on  a 
fixed,  universal,  and  unalterable 
decree.  Men  may  think  it  strange 
or  they  may  think  it  hard,  they 
may  deem  it  cruel  or  they  may 
deem  it  unwise,  but  it  remains  an 
unquestionable  truth,  the  fatal  day 
is  hastening  on,  and  each  one  must 
feel  it  to  be  a  fact  which  requires 
to  be  laid  home  with  infinite 
seriousness  upon  his  soul,  ^''  when 
a  few  years  (at  the  utmost)  are 
come,  Uien  he  shall  go  the  way 
whence  he  shall  not  retom*" 


182^0                    ShoH  Discouw.'^Na.  XXXIV.  $4$ 

I.  First  then  let  us  impress  our  of  life>  even  in  its  best  state— when 
minds  with  the  6rm/^,  the  ropfitft/y,  you  have  said  your  utmost  of  its 
and  the  unceriaitUif  of  our  years,  length,  it  consists  only  of  a  few 
When  we  speak  of  human  life,  let  years ;  and  how  hasty  is  the  pas- 
us  cautiously  watch   against  the  sage  of  these!     How  hurried  our 
foUyofdeemingit alongandplea-  succession  from  stage  to  stage! 
sant  journey ;  against  the  delusion.  Who  has  not  been  surprised  at  the 
which  would  make  its  progress  ap-  speed  of  time  in  review  ?  And  who 
pear  slow,  and  its  end  distant,  has  not  again  and  again  remarked 
What  is  your  life  but  a  vapour —  of  periods  including  more  than  a 
the  flight  of  an  arrow  through  the  few  years,  "  why  it  seems  but  yes- 
air— the  rapidity  of  the  weaver's  terday!"    When  we  have  passed 
shuttle— the  flower  of  the  field,  one  stage,  and  look  back  upon  ae« 
which  to-day  is,  and  to-tnorrow  veral  years,  tbey  appear  but  as  se 
is  cast  into  the  furnace.     Well  are  many  days.     In  looking  forward, 
we  denominated  creatures  of  a  day,  indeed,  time  appears  long,  because 
of  a  summer's  day:   not  always  our  imaginations   people  it  with 
long,  often  deceiving  our  hopes  be»^  events,  and  colour  it  with  every 
fore  noon,  and  sometimes  even  in  change  and  variety  of  pleasure, 
its  morning  obscured  and  abbre-  But  when  we  have  gone  through 
.  viated  by  clouds  and  tempests.  Life,  its  several  stages,  we  are  still  prone 
hunoan  life,  signifies  the  brief  mea-  to  be  dissatisfied,  still  fond  of  anti- 
sure  of  that  duration  in  which  body  cipating  a  longer,  and  still  a  longer 
and  soul  remain  in  a  state  of  union  space ;  while  the  past  is  like  a 
and  co-operation.    This  mysterious  dream  when  one  awaketh,,  only  a 
union,  which  constitutes  us  con-  ^very  small  portion  of  the  confused 
scious    and    accountable    agents,  scene  remains.     We  are  travellers, 
takes  place  at  our  birth ;  and  though  who  are  hastening  on  our  journey, 
its  continuance  doubtless  depends  or  as  pilgrims  moving  towards  a 
on  the  will  of  God,  yet  it  is  every  distant  place :  at  setting  out,  our 
moment  liable  to  dissolution,  and  imagination  lengthens  the  course 
is  exposed  to  an  infinite  multitude  by  its  busy,  its  vague,  and  its  end- 
of  evils*  and  accidents,  any  of  which  less  anticipations ;  and  at  the  close, 
may  reach  the  hidden  and  myste-  shortens  it  by  that  oblivion  of  the 
rious  principle  of  life,  and,  in  an  past,  with  which  it  introduces  the 
instant,  cut  asunder  its  firmest  links,  present,  and  promises  the  future. 
Even  time  itself,  which  seems  at  2.  Again,  let  us  remember  in 
first  but  to  cement  and  strengthen  connexion  with  the  words  of  this 
the  union  of  body  and  soul,  and  text,  the  brevity  of  human  life  in 
which,  as  day  succeeds  to  day,  ap-  the  99Ao/e— for  not  only  does  one 
peara  to  invigorate  and    mature  period  rapidly  succeed  another,  so 
them,  is  the  most  certain  destroyer:  as  to  ms^Le  each  appear  hurried 
while  it  leads  us  on  from  the  weak-  and  unsatisfactory,  but  the  whole 
nesa  of  childhood  to  the  gaiety  of  sum  is  brief.     Job  says,  a  Jew 
youth,  and  then  to  the  vigour  of  years;    Moses  says,  &Jew  days; 
manhood,  it  is  but  hastening  our  David  says.  Mine  age  is  as  nothing. 
steps  to  the  verge  of  life,   and  Let  it  be  stretched  to  its  utmost; 
weakening  the  bond  that  it  first  let  it  be  supposed  that  I  shall  re- 
contributed to  strengthen.    While  tain   my  vigour    to   seventy   or 
it  developes  our  power,  it  does  but  eighty,  yet  they  are  only  a  few 
exhaust  it ;  and  while  it  measures  years  from  the  age  of  twenty,  or 
out  to  us  the  cup  of  life,  it  drops  thirty,  or  forty,  when  we  first  be- 
into  it  the  poison  of  death,  gin  to  know  what   years  mean. 

1«  The  first  words  of  this  text  Onward  firom  the  experience  and 

seem  to  remind  us  of  the  rapidi^  wisdom  of  manhood,  all  the  rest 
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are  seem  counted;  the  sands  are  shall    have  a^w;   the  man  of 

dropping    while    we    speak-^^the  twenty  or  thirty  is  almost  €<»llfidetit 

stream  is  flowing  while  we  watch  that  he  shall  hare  manj^  /  but  yet 

it ;  yea  while  we  float  down  it,  for  not  one  of  all  the  myriads  of  hu« 

'^  we  are  carried  away  as'  with  a  man  beings  that  pursue  the  flitting 

flood."      Our    hasty    years    steal  shadows  of  earthly  good^  has  aiiy 

silently  and    surely  on,    and  we  security  for  another  year,  or  even 

think  little  of  an  hour,  or  a  day,  another  hour ;  all,  all  is  uncertain. 

or  a  week,  and  have  probably  spent  The  summons  may  come  upon  us 

many — ^perhaps  months  and  years,  suddenly,  and  in  the  midst  of  our 

in  mere  amusement,  or  trifling,  or  strength,  or  the  midst  of  our  folly, 

positive  sin,  while  we  were  all  the  II.  We  advance  to  remark  upon 

time  borne  rapidly  forward,  and  the  text,  that  the  termination  of 


are  come  to  the  present  moment, 
as  to  a  point  from  which  the  fu- 
ture is  all  hidden,  and  to  us  has  no 
existence ;  and  all  the  past  appears 
brief  as  a  tale  that  is  told.     The 


these  few  years  of  human  life, 
whether  it  be  distant  or  near,  will 
inevitably  bring  us  into  a  state  of 
conscious  being,  from  whence  there 
is  no  return.     These  words  of  the 


inspired  writer  here  speaks  of  a  text  demonstrate,  that  Job  was  a 
few  years  not  as  certain,  but  a«  at  believer  in  a  future  state :  ^'  I 
best  the  brief  passage  of  his  soul    shall  go  the  way  I  shall  not  re- 


to  a  state  from  whence  it  cannot 
return.  Ah !  where  shall  the 
writer  and  the  reader  be  in  a  Jew 
years  7  Let  none  reckon'oven  on 
a  few  years.  To- some  there  re- 
nifun  only  a  few  days -^  a  few 
hours— a  few  moments. 

But  S.  The  phraseology  of  the 
text  reminds  us  that  human  life  is 
all  uncertaixl.  The  expression  is 
indefinite;  it  does  not  say  when 
ten,  twenty,  thirty,  forty  years  are 
come;  the  whole  was  deemed 
questionable; — he  might  live  a 
few"  years,  but  at  best  it  could  be 
only  afeWy  and  therefore  it  became 
him  to  feel  the  whole  matter  as 
uncertain,  but  as  leading  to  a 
state  from  which  he  should  cer- 
tainly never  return;— and  who 
knoweth  what  shall  be  on  the 
morrow?  We  may  feel  strong, 
and  imagine  our  life  sure  for  many 
years,  but  it  is  only  a  vapour  < 
which  appeareth  for  a  little  season, 
and  then  passeth  away ;  we  come 
forth  like  a  flower,  and  are  cut 
down,  or  appear  like  a  shadow, 
the  shadow  of  a  cloud  moving 
along  the  ground,  it  is  gone  while 
you  gaze.  The  man  of  forty  or 
Hfty  may  -feel  almost  sure  that  he 


turn."     *'  I  shall  not  cease  to  be, 
when  a  few  years  are  expired,  but 
I  shall  pass  into  a  fixed  eternal 
state :  I,  retaining  my  identity,  my 
consciousness,  shall  go,  disappear 
indeed  from  time,  but  still  I  shall 
he,  though  I  shall-not  return  here." 
It  is  a  matter  of  great  moment  to 
^TL  deep  in  our  minds  the  belief  of 
a  future  and  eternal  state ;  and  not 
to  allow  its  distance  from  sense,  or 
its  diflerence  from  this  obscure  state 
of  being,  its  height  above  us,  «r 
its  depth  below  us,  or  its  undefined 
verge,  which,  though  near,  is  in- 
visible, and  cannot  be  .recrossed,  to 
induce  us  to  doubt  its  real  ity,  orneg- 
lect  its  pre-eminent  claims.   There 
is  indeed  in  us,  because  we  are 
slaves  to  sense,  a  constant  tendency 
to  fbrget,  or  to  dispute,  the  exist- 
ence of  that  state;  but  when  we 
revert  to  Scripture,  to  reason,  or  io 
the  nature  and  constitution  of  man, 
these  all  declare,  that  when  a  few 
years  are  come,  we  shall   go  Ae 
way  whence  we  shall  not  return  : 
Death  may  separate  tfae  soul  and 
the  body,  but  all  that  essentially 
goes  to  constitute  ^at  all  import- 
ant   identity — that    imperishable 
personality, '  represented^  by  tbis 


shall  have  a  few ;    the    man  of    one  significant  word,  shall  go  into 
seventy  or  eighty  hopes  -iJiat  he  ^  new  and  interminaWe  stitte.  The 

2 
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koutfe  may  lose  its  inhaEbiCaiJt ;  the  for  G<k1  has  made  £h^  sotil  to  liv^ 

travdler  must  pkss  an  hi«  journey  t  ^'^  ever,  aM  I  feel  thai  in  assign^] 

tbe  sun   may   leave  one    faemis*  ing  his  will  and  counsel  for  its 

phere^  but  tfa^  withdrawment  of  itnmortality^   I  am  asSigninj^  the 

its  light  and  heat^  is  hot  the  anni-  strongest  proof  that  any  -pro^^iu 


hilation  of  its  orb.  The  sdiil  is 
the  sun  which  shines'  upoh  the 
body  and  uses  it  as  its  owii  in- 
atrunfent,  and  though  it  mi!i^t  pasi§ 


tion  can  possess,  and  the  most 
satisfactory  that  the  human  min(f 
crfn  receive. 

III.  Upoti  the  words    of   this 


from  th)e  hen^isphere  on  which  it    text  kt  it  be  remarked^   that  ther 


now  sihin^  at  deAth,  ft  is  xleither 
to  lose  its  lustre  nor  ;tA  being. 
Tbe  word  of  God  affords  us  ample 
satisfaction  upon  this  point:  it 
teaches  us  that  all  «ouls  return  to 
God  fol^  judginent,  but  thkt  all 
souls  of  believers  in  Jeisus  ascend 
to  immediate  glory  in  the  presence 
of  their  God  and  Saviour.  I  shall 
go  the  way,  says  Job;  whence  I 
«hall  ilot  return.  Thfe  wicked 
may  be  as  sure  of  the  fact  as  the 
righteous,  for  while  Lazarus  wds 
carried  at  death  to  Abrahab's 
bosom^  the  rich  rAati,  at  whose 
door  he. had  fkmished,  died  also, 
and  in  hell  he  lifted  up  his  eyes; 
being  in  torments.  It  is  a  dis- 
belief or  a  disr^ard  of  this  in- 
visible^  future  and  eternal  i^drld. 


character  of  that  fixed  aiKl  eternal 
state  into  which  we  pass  at  death, 
will  be  determined  by  the  maimer' 
in  which  these  few  years  of  human 
life  have  been  spent.  There  is  an 
intimate  connection  between  that 
state  of  heart  towards  God,  in 
which  we  spend  tUe  sum  of  life,; 
and  with  which  we  quit  the  present 
earthly  scenes,  and  the  condition  of 
our  immortal  spiriti  after  death-- 
Our  eternity  will  derive  its  cha- 
racter from  time— -for  God  has 
connected  by  his  purpose,  and  by 
his  revealed  woi*d,  a  st;^  of  etemat 
happiness  with  a  cordial  and  prac« 
tical  reception  of  the  gospel,  and  a 
condition  of  indescribable  and  end- 
less stifferings,  with  the  rejection 
of  the    only,    way    of   salvation. 


that  lies  at  the  foundation  of  all    which  sovereign  love  has  provided, 
the  sensuality,  carelessness  and  sin    While,  therefore,  our  few  years  of 


of  maokinji.  They  dreafti  th^t  all 
things  are  to  continue  as  they  are; 
and  that  they  shall  never  be 
aWaked  to'  eternity  a!i^d  to^  God : 
or  they  conceive  that  the  obscurity 
in  which  they  suppose  these  awful 
subjecu  are  enveloped,  justifi'is 
their  hesitation;    or  they  have  a 


earthly  sojourn  remaiti  unexpired; 
it  becomes  a  matter  of  infinite  in<^ 
terest  to  know  wKat  is  our  present 
state  before  God.  Alt  other  con- 
sideration as  to  our  state  in  this 
life— K)ur  poverty  or  riches — our 
meanness  6r  greatness^ — our  wis-V 
ddm  or  ignorance,  ate  compara- 


secret  b6pe  that  death  will  land  tiveSy  insignificant ;  they  are  the 
them  on  the  shores  of  some  new  trifles  that  will  leave  no  trace  upon 
world  of  sensual  delights ;  or  they  our  heart,  and  no  influence  upon 
may  be  glad  eveh,  through  thid  our  state  a£  that  period  when  fve 
powfer  of  sin,  the  prevalence  of  go  the  way  whence  we  shall  not 
unbelief,  and  tbe  desire  of  im-  return.  Equally  unimportatit  is  it 
purity,  to  cling  to  that  last  and  to  us  now  whether  oiiryfcars  have' 
most  d^aded  hdpe  of  fatten  hu-  been  feW  or  many— or  whether 
numi^ — the  hope  of  annihilation,  any  remain  behihd«^all,  all  de- 
But  let  every  one  be  allured  npoti^  p^nds  in  that  future  world  upon 
testimony  which  he  is  challenged'  our  charactet*  in  tins.  Hdw  are 
to  conta^oVert,  that  ^every  human  we  spe^iSing  the  dAys  we  now  en- 
soul shall  cotktiniie  in  the  fail  joy  ?  for  if  we  ha^e  lived  but  ia  few 
exercise  of  its  faculties  for  ever/  years,  and  hkve  beeh  led  iii  them  to' 
Cono/Mao.  No/55.  2Y     '     ♦ 
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is  practising  for  its  own  despicably  nish^d  thp  boudoir  and  the  ii^orlf- 

ends/        "  table  with  hig  laspivibus  anacreon- 

I  can  now  look  back  through  tics;  we  have  seep,  with  deep di^ 
considerably  more    than  half  the  may,  tliis  njan's  bopk  of  scarcdy 
allotted  term  of  human  'existence,  veiled    obscenities   lying    on  th^ 
and  though   I   have 'been  much  desk  of  a  wife  and  mother.    lifaga- 
conversant  with  tfte  world  in  vari-  zines  of  no  equivocal  purport,  with 
Ous  aspects  of   society,  I  cannot  engravings  expressive  qi  the  base 
recollect    any   perio<l    when    the  entertainment  provided  in  the  typo- 
Ibathsome  business  of  corrupting  graphical  portion,  Ije  op^ply  in  the 
the  youthful  miri<J^  ^nd  of  gratify-  windows  of   unprincipled  trades^ 
ing  the  malevolence,  the  impiety,  men,  who  would  infect  the  world 
and  the  sensuality  of  matiirer  years,  with  rumpus  deprayi^y,  for  dirty 
was    So    impudehtly  obtruded  in  gain.     French  works,  too,  of  nau- 
the  face  of  day,  as  at  the  present  seous  character  are  translated,  and 
momient.    The  press  and  the  graver  publicly  sold;  and  this  very  morn- 
Seem  the  favourite  weapons  o^  the  ing  (May  18,)  I  saw  with  astonish- 
enemies  of.  God  and  man,  and  from  rtient  and  dismay,   lying   on  "  th^ 
the  abominations  of  Lord  Byrpn  to  show  board  of  a  respectable  book- 
the  importations  of  foreign   riui-  seller,  a  translation  of  the  most  in- 
sances,  all  the  stimulants  to  vice  are  famous  work  of  the  infaniovis.Tol- 
paraded  before   the   public    eye."  taire.             ' 
From  some  of  the  more  gross  ex-  I  state  these  facts  as  a  sjnall  part 
hibitions  of  this  kind,  we  have  been  only  of  the' deplorable  case,  which 
delivered  by  the  interference  of  the  I  have  undertaken  to  make  out. 
police,  but  'much  still  remains  to  For  obvious  reasons,  I  have  con- 
be  swept  away,  and  mucLvigilance  fined  myself  to  the  illustration  of 
is  required  to  gukrd  against  the  that  part  of  it,  which  must  be  fami- 
intrusionofunholy  suggestions,  and  liar  to  every  one  who  walks  the 
the  heeidless  indulgence  of  unholy  streets   of  London ;   I  would  be 
pursuits.  cautious  not  to  supply  dangerous 

It  may  be  expedient  at  some  fu->  information  to  irritated  curiosity, 

tare  time  to  point  out  the  sources:  while_  h:  9sgig!tsie-  to  ifaiy-tigbt:  testfe^ 

and  the  windings  of  that  tainted  mony  in  support  of  my  complaints 

stream,  which  runs  through  nearly  and  warnings.  ' 

the  whole  field  of  human  literature,  What  then  is  to  be  done  in  this 

but  a  more  limited  view  of  the  lamentable  case?.    Men  of  decency 

calamity  is  better  suited  to  present  and  piety  have  sat  too  long  with 

cJdnvenience.     First  then  there  is  folded  hands,   and  averted  ^  eyes, 

Loird  Byron  sending  into  our  moral  while  the  plague  has  beeft  diffusing 

iltmosphere,  the  poisonous  ^xhala-  around  its  mischievous  influence, 

tions  of  his  splendid,  but  corrupted  and  it  becomes  them  to  put  in 

genius.     To  say  nothing  of  other  activity  those  laws  which  protect 

delinquencies,  his  Juan^ — F  want  the  morals  of  the  nation.     Between 

language  to  express  my  disgusi  at  persecution  for  opinion,  and  inter- 

the  hypocrisy  of  the  real  publrSheir  ference  in  defence  of  public  deco- 

— ^fouhd  Si  printer,  at  least,  willing  rum  and  the  purity  of  the  rising 

to  set  hi^  n^me  as  a  colophon  to  generation,  .there '  is  no  point  of 

that  classic  of  the  stews.  '   Since  resemblance;  and  while  I.depre- 

thett  it  has  been  printed  in  a  cheap  cate  the  former,  I  warmly  urge  the 

form;  &nd  editions  have  been  mul-i  latter.     No  man  can  use  his  eye- 

tiplied   at  a  price^  which    bring9  ^ight  in  the  streets  of  London  for 

this   wretched  provocative  within  a  'if ingle  Half-hour,    wjtljout  en- 

the  purchase  of  the  apprentice  and  cbuntcrjng  idbjects  which  call  for 

the  96hool«boy.  '   M^i^e  has  fur-^  legal  restraint,  and  penal  visita- 


tion ;  the  T^e^pcjn*  of  gdf-4^fep9je{  mi^   pf  Utfi'^Wf^  apd  iciewc> 

ar9  "^yik^xn  pur  |;^ch  ;  ^n4  >vp  aca  wou)d  rdi^x  the  ^r^^i  of  prior*         ' 

wanting  to  our$plve3,  ouk  tan^iliesi  ciplcj  and  mar  the  >^ofk  of  educ9« 

and  our  a^^opiations^  if  ^ye  liesiitate  tioip,  by  impairing  moral  aad  teU«%  \ 

to  use  tb^m*  gipu9  sensibility. 

To  this  dii;ect  coercion,  I  would  ^.^^^^v^^     \ 

,dcl  a  nr.o.e  aptive  aysten?  of  wral         ^^  covenant  of  works. 

Gounter^c^Qp*     It  J^  ufth^pily  the  •     < 

case^  th%t  §  cert^^  (Inscription  of   When  the  Creator  of  all  thing|9 
efforts  against  th^ge  offences  serve    hafl  fitted  tliis  liiqrld  tp  be  the  re* 
Qnly  as  Uie  meai?s  of  giving  them    sfdence  of  human  beings,  he  miid^ 
attractive  publicity,  i^nd  it  hence    a  man,  and  called  him  Adam,  pro*. 
becomes  expedient  to  ^voi4  all  such    ba,bly  ai^  being  formed  of  red  earthy 
controversy  ^s  teads  either  to  spe-    fiut  Adain  tho^gh  made  partly  of 
cify  the  peculiar  contenta  Qf  kqo^^n    earthly  materiji^la  lyas  not  composed* 
works,  or  to  announce  the  ^istence    entirely  of  a^ch.     When  God  said« 
of  sucl^  as  fjre  lesi^  extensively  cir-    "  Let  there  be  Ught,  there  y^^, 
culated.     But  if  the  en^ niiea  of  the    light."     When,  he  said,  "  L^t  there^ 
|reneral    h^I^pin^^S    are    i^^rfSiying    be  9,  firiqpament  in  the  ngiidst  of  th^ 
against  us.  tHe  perverteq  ppwers  of,  wa^rs,  and  let  it  divide  the  wi^t^iff 
a  mighty  and  salutary  engine,  let,  from,  the  waters" — ''and  it  was  sq,.'* 
us  bring  into  vigorous  a^^  beneficial    the  fiat  <3f  the  Creator  produced  afi, 
exercise  the  same  energies  to  r^pel    things  animate  and  inanimate  at 
their  injurious,  exertions.     On  our    his  pleasure:  but  when  mim  w^.  *"* 

side,  we  have  talent,  rjight  feeling,    to  b^  cre^^ed,  "  God  sf^d,  leV^ua; 
the  laws  of  man,  and  the  word  of    i^^ke  max^  in  our  image  4ft^r  onr 
God;  agakist  these,  our  antagonist^    liken^j^s." — ''And  the  Lord  God. 
have  no  holding  ground.;  and  it    formed  mai^i  of  th^  duatr  of  the. 
the  press  be  brought  in  £^d,  by  a,   ground,  and  breathed  into  his  w^-^ 
diligent  disperjsion  of  better  apd,   IriU^tke /ireath.qf  l^fe,  andman  b^^. 
more  a.ttractive  food^  for  the  h(^^,   came  a,  living  wi^/.' W  And  the 
and  heart,  we  shall  occupy  a  po-    Lord  God  planted  a  garden  easjt* 
sition  too  favourable  for  defence,    ward  in  £den,  aiid  there  he  put 
and  too  advantageou;?.  for  assault,    the  mw  whv>m  he   had  formed, 
not  to  give  us  victory.     Add  to'  Tlie  Almighty  Maker  placed.  Jhim. 
this,  what  indeed  is  necessarily  in-,  as  lord  oyer  the    new    creatiopj, 
eluded  in  thi^,  the  bles^in^  of  God    'f  and.  brxuight  t][ien>  unto  Adam. 
01X right  motives  and  a. righteous    tp  see,  what.  h£i  would  call  them, 
ca,use,  and  there  is  np.  po$sibi^ty^   and  whatsoever  A^am  call^  every, 
of  failure.  living  jcreature,  thatiwas  th^  nai^e.. 

And  let  us  not  forget  to  furnish    thereof."     The  condition  of  human, 
our  youth. our  dependants,  with  the,   nature  waa.  then  one  of  hppoiiirj 
armour  of  gopd  principles,  enforc-,  beauty,  anA  happini^.     Man  iipi, 
ed  by  steady  exhortation  and  con-    his  primitive   state    w^   clothed^ 
sisten  t    example.       If   corrupted,   with  a  degree  of  glory,  and  crowned 
morals  enter  our  families,  there  is    with  honour  now-  alnoost  incoa- . 
a  canker  at  the  very  roots  of  so-    ceivable.     He  was.  wise,  holy,  and 
ciety.  Watch, mj  Christian  friends,    happy,  blessed, in  commupion  with) 
watch  with  dra^piji  vigila.iTice,  the.  His    Creator,,  and.  enriched,  with, 
domestic,  circle :    sec^  that,  no  dis-.  eyery  benefit  which  tended  to  eii». 
guised '^  poison    gain    £^dmittance^  ^9p^^  his,  nature.     Ho^r  little  Qgn, 
there:  exercise  a  clos^  inspection   w.e.concejiye  of  his.pl^^ures,  wbeii; 
oyer,  the  tende^cpe^  of  iinaginatioa  he.  dressed  th^gar^en,^  and  medi- . 
and  feeling,  and  resolutely  exclude    t^ted  on.ihe  {K)W|er  th^t  made  hiqi^  ^ 
the  seduc^on  which,   under  the^  and  more. esp^iajiy^  'vvjttea  in,  the ^ 
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cxhA  of  the  evening  some  sensible  from  whence  he  was  taken.    So 
t^ken€  of  Jehovah's  presence  were  he  drove   out  the  man^    and  be 
given,. and  our  venerable  progeni-  placed  at  the  east  of  the  garden  of 
tOr^  then  in  all  the  vigour  and  glory  Eden,  Cherubims  and  a  iiaming 
of  manhood,  having  performed  the^  sword  which  turned  every  way  to 
rural  duties  of  his  situation,  pro-  keep  the  way  of  the  tree  of  life." 
baldy  engaged  in  y^  more   de-  As  the  views  already  adverted  to 
lightful  acts  of  worship,  and  offered  are  at  variance  with  the  literal  and 
to  the  Deity  the  sacrifice  of  praise  obvious  meaning  of  the  sacred  text, 
iTpon  the   altar  of  a   pure  heart,  in  the  original  as  well  as  in  our 
A   healthy  body,  a  vigorous  and  version,  we ,  shall  be  on  the  safer 
well  instructed  mind,  a  devotional  side,    if    we    adhere    closely    to 
sjnrit,  circumstances  of  ease  and  the  commonly  received   opinions, 
enjoyment,  connected  with  perpe-  Many  divines  have  supposed,  that 
tual  expressions  of  divine  benefi-  the  fruit  of  the  tree  of  knowledge 
cence,  all  tended  to  shew,  that  God  contained   a  slow  poison,    which 
had  made  man  but  ^*  a  little  lower  vitiated  the  fluids  of  the  human 
than  the  angels,  and  crowned  him  body,  and  in  time,  tended  to  the 
with  glory  and  honour."     In  these  extinction  of  life  in  the  persons  of 
drcumstances,  that  covenant  was  the  first  transgressors,  and  that  by 
made  with  Adam  of  which  we  are  corrupting  the  whole  animal  eco- 
now  about  to  treat.     In  ordinary  nomy  of  the  human  frame  it  has 
covenants,  the  compact  is  perfectly  been  perpetuated  through  all  gene- 
mutual  ;  but  when  the  covenant  is  rations.     It  has  also  been  conjec- 
between  God  and  the  creature,  it  tiired,  that  our  first  parents  in  their 
comports  most  with  the  dignity  of  state  of  innocency  were    clothed 
the  former,  and  the  safety  of  the  with  a  visible  glory,  and  that  the 
Iktter  party,  that  it  should  assume  departure  of  this  glory,  as  soon  as 
a*  character  of   authority.      This  they  transgressed,  constituted  that 
covenant,  therefore,  was  established  nakedness  of  which  they  became 
under  the  form-  of  a  positive  pro-'  s6  distressingly  sensible.     But  it  is 
hibition,  an  implied  promise,  and  plain,  at  least,   that   the  original 
an  expressed  denunciation.  state  of  man  was  one  of  great  glory 
What  we  are  to  understand  by  and  honouf,  and  that  the  economy 
the  tret  of  life,   cannot  with  cer-  under  which  God  placed  him,  was 
tainty  be  determined.     Some  have  mild  and  equitable. 
s\ipposed,  that  it  was  no  more  than        "  God  hath  made  man  upright, 
a  pledge  of  life  to  Adam,  on  condi-  but  they  have  sought  out  many  in- 
tibn  of  obedience.      One  learned  ventions,"  and  so  man  being  in 
Writer  has  endeavoured  to  prove,  honour  continued  not.     Here  we 
that  it  signifies  all  the  trees  in  the  •  can  speak  with  certainty :  but,  alas, 
garden  ;  and  another,  that  the  tree  it  is  the  awful  certainty  of  a  state 
o£  life,  and  the  tree  of  knowledge  of  general  ruin  in  which  human 
were  the  same.     But  without  spe-  nature  groans  out  her  four .  score 
cifying  any    other    objections  to  years.     Eve,  our  mother,  took  of 
these  notions,  it  may  be  sufficient  the  forbidden  fruit,  and  gave  unto 
to  cite  the  words  of  the  holy  re-  her  husband,  and  he  did  eat.     By 
cord  ;  "  And  the  Lord  God  said,  this  act  sin  entered  into  the  world, 
behold  the  man  is  become  as  one  of  and  its  ravages  have  been  dreadfiil 
us,   to  know  good  and  evil,   and  from  that  day  to  the  present, 
now,   lest  he  put  forth  his  hslhd,  «*Earthtreinbledfrom  her  entrails,  as  again 
ai^d  take  also  of  the  tree  of  life,  hi  pangs,  and  nature  gave  a  second  groan, 
atid  eat  and  live  for  ever ;  therefore, '  ^ky  lower'd,  and  mutt'ring  thunder  some 

the  Lord  sent  him  forth  from  the  ^^  ff^n^nutin^  «f  »Vi«  mnrf-i  «« 

<F*<i-<4^'  «*  »*»««  ♦^  ♦;«  ♦».«  «^^«r*ri  ^^P*  **  completing  of  the  mortal  sm 

garaen'  or  ficten  to  tiU  tne  ground.  Original.*' 
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On  the  day  of  tramgression^  sen*-  cmoking :  and  when  the  pet^le 
tence  was  pronounced  upon  the  saw  it  uiey  removed  and  stood  afar 
criminals.  In  all  its  parts  it  was  off.  And  they  said  unto  Mo6es» 
tmible^  but  our  concern  is  with  speak  thou  with  us^  and  we  will 
the  curse  expressed  to  Adam^  unto  hear :  b^t  let  not  God  speak  witi^ 
whom  God  said#  "  Because  thou  us  lest  we  die."  But  whence  did 
hast  hearkened  unto  the  voice  of  their  terror  arise  ?  Was  it  not  from 
thy  wife,  and  hast  eaten  of  the  tree  a  guilty  cause  similar  to  that  for 
of  which  I  commanded  thee>  say«  which  our  first  parents  fled  to  hide 
ing^  thou  shalt  not  eat  o£  it :  cursed  themselves  among  the  trees  in  the 
is  the  ground  for  thy  sake  ;  in  garden.  They  felt  themselves  to 
sorrow  shalt  thou  eat  of  it  all  the  be  transgressors  and  dreading  the 
days  of  thy  life.-  Thorns  also  and  wrath  of  that  Omnipotent  and  jh^I 
thistles  shall  it  bring:  and  thou  Being,  whose  covenant  they  had 
shalt  eat  of  the  herb  of  the  field,  broken,  diey  entreated  that  (jod 
In  the  ^weat  of  thy  face  shalt  thou  would  not  any  mwe  speak  unto 
eat  bread  till  thou  return  onto  the  them  without  the  intervention  of  a 
ground:  for  out  of  it  thou  wast  Mediator;  and  this  event  in  Jew-* 
taken :  for  dust  thou  art,  and  unto  ish  history  most  beautifully  illua^ 
dust  shall  thou  return."  Infidels  trates  the  importance  of  the  media* 
have  objected  to  the  tree  of  know-  torial  scheme  in  the  moral  govern- 
ledge,  as  the  seal  of  the  covenant  ment  of  the  world, 
of  works,  that  it  was  unworthy  of  From  this  brief  historic  review 
God  to  punish  BO  small  a  transgres*  of  the  design  of  the  covenant  of 
sion,  as  plucking  and  eating  a  for-  wdrks,  we  may  advance,  secondly, 
bidden  fruit,  with  a  penalty  so  to  notice  the  parties  concerned, 
dreadful  as  that  of  death.  But  it  On  the  one  side,  we  behold 
18  worthy  of  remark  in  this  view  of  the  self-existent  Jehovah,  Creator 
the  case,  that  Adam  was  under  no  of  all  things,  and  their  rightful 
temptation  to  commit  those  crimes,  governor.  He,  therefore,  justly 
which  now  constitute  the  trans-  assumes  the  j*ank  and  authority 
gressions  of  his  descendants  against  of  a  lawgiver,  and  it  was  his 
the  moral  law.  Some  other  test  of  prerogative  to  prescribe  the  terms 
obedience,  therefore,  was  suitable  of  the  covenant.  His  unerring 
as  thesealofthecov^uintof works;  wisdom  qualified  him  to  ar- 
and  it  is  utterly  vain  to  urge  the  range  its  conditions  ;  his  ain 
smallness of  Ihe  test  again%t  the  jus-  mighty,  power  rendered  him  able 
tice  of  God ;  since  it  was  more  to  enforce  and  fulfil  tliera ;  his 
easily  kept,  and,  therefore,  in  pro«  omniscience  precludes  tlie  po6^ 
portion  to  the  smallness  of  the  test,  sibility  of  evasion  ;  his  good- 
must  we  estimate  the  lenity  of  the  ness  assures  us,  that  the  cove- 
legislator,  and  the  greatness  of  the  nant  in  its  original  constitution 
ofilence.  was    calculated    for     ^e    benefit 

It  is  further  observable,  that  tlie  of  his  creatures ;  while  his  truth 

covenant  was'  republished  at  Sinai  and  justice  secures  the  fulfilment 

with  peculiar    solemnity,  and  in  c^  all  its  conditions  according  to 

that  circumstance,  as  well  as  from  the  principles  of  strict  equity.   The 

many  portions  of  New  Testament  parties  on  theother  side  were  Adam 

Scripture,  we  have  decisive  proof,  and  his  desceiidants.     Our  vene- 

that  it  is  in  full  force  against  all  rable  first  father  was  a  holy  man ; 

the  descendants  of  Adam,  except  and  was  by  his  Creator  pronounced 

those  who  are  relieved  by  the  cove-  *'  very  good."     In  this  holy  state, 

nant  of  grace.     We  read,  that  ^'  all  he  stood  as  the  federal  head  of  all 

the  people  saw  the  thunderings,  his  descendants.     It  seems  proba* 

and  the  lightnings,  and  the  noise  ble,  that  had  he  maintained  a  sin- 

of  the  trumpet,  and  the  mountain  less  perfection,   all  his  posterity 


him^  hAv^  beiett  ^oMnhed   ih  a  eaUoHi     Biit  labile  ifie  iibrtA<^ 

^huikr  ^^JtidJb,  but,  if  tide,  that  M  Atkni  hik  ^  c6v^at)t  he^d  df  thd  * 

lea6t,  0ii^  t(r^u]d  MVe  d^^^hded  M  WMe  huttiitn'  Hk;6,  And>  Ith^^oya^^ 

file  \mt  itt  iirhidi  it  orlAii^ated.     It  l^y  hii  €Misig^^^oto<,  AH  limdlirtg 

k,  hdwevcfr,  iinque^ioi^dble,  thit  fUm  ]rfpoft  thirii,  Wife  must  not  Ibi 

the  poiBtenty  ot  Ada!m  MreiHs  so  ii^-  utitxj^dfiH)  of  the  fact>  th^  a]l  xnah- 

plicated  in  hid  dcts  as  a  fedieral  Ii>ead,  kiM-^a^  born'  ntidl^  bbligatiotis  ti 

thart  in  conseqoenee  of  hrt  ti>an$-  fulfil  the  i^eqti4i*eitt«ttt*otche  cdvfri 

gresBion,   the    whole   riftce   -^^6  nant,  altho^^h  they  Mffour  thider 

brought '  into   a   state  of  general  a  m&ti&  imcapa'dty  fbr  obedifertcfc 

win.    "  By  on^  man  sin  entered  It  would  be  niost  dbsiird  to  mp^ 

into  the  worM,  and  d^th  by  sin ;  pose,  tliat  Adam's  tran^^ssinn  oh 

imd  €K>  death  pdfsisled  npon  all  iVmn,  the  01^^  paVty  6f  any  <>f  onr  p6r-' 

for  thftt  all  have  dinned'."     Hence  sbnal  i^ins  on  the  nthi^,  cafi  ahnU} 

ttgasn,  it  is  written,  "  In  Adam  all  the  ottigatiwi  0^  ^  cre^nr^  t6 

die."    It  i»  only  on  the  principle  obey  the  divine  law,  dr  dxonerrfte 

ofthisdirecti^erativei'elaitionship,  linen  ffom  thfe  dtitled  of  th^  oove^ 

that  we  can  account  for  the  impu-  nent  under  w^ich  tb^  are  pdaieed 

tation  of  Adam's  sin,  and  this  is  by  the  Creafldf  .     Thia  would  be  tb 

yet  more  evident  from  tlie  fact  at<-  siippoe^,  thttt  mfen  by  tHtfir  sins 

tested  by  inspiration,  that  none  of  had  refideWd  themselves  indepen- 

fhe  sins  of  Adanfs  s^bsequtnt  l^e  dent  of  Gsdd,  and  had  verified  the 

were  imputed  i6  his  posterity,  the  pi*omis(g  of  tM  devil,  "  ye  shall  W 

impntation  of  sin  being  meTeh^ftom  ay  gods."     JVlan,  therefore,  neces- 

ihejirst  transgression.     That  firtt  sarily  i^^mained  under  obligation 

sin  destroyed  his  federal  relation-  to  yifeld  perfect  obedience  to  God 

•hip,  and  while  it  brought  ruirt  while  h*  i^ndefied'  himself  incapa- 

upon  all  his  descendants,  it  reduced  bk  of  it^  and  lieing  thus  incapad- 

him  from  the  rank  c^  head  of  the  tated,  he  was  doomed  to  suffer  the 

covenant  to  the  situation  of  a  pri-  whole  penalty  of  the  violated  cove- 

vpXe  person  under  that  covenant,  ifant. 

That  this  was  the  case,  is  evident        We^lvance  to  anotliefr  leading 

fhwi  the  language  of  St.  Paul  in  branch  of  the  subject,  thirdly.  In 

the  Epistle  to  the  Romans,  v.  1 5tfi  the  requirei»enUi  of  the  covenant 

and  16th  verses.     *'  But  not  as  the  ofworksj  It  must  not  b*rsapposed, 

offence,  so  also  ia  the  free  gifri  that  because  eating  of  the  fWbid- 

For  if  through  the  offence  of  one  den  fruit  was  the  act  that  bi^ought 

many  be  di^,  mtich    mott   the  ruin  upon  man,  therefor)!  no  other 

grace  of  God,  and  the    gift    by  obligation  wiis  indnded  in- man's 

grace,  which  ifr  by  one  man,  Jesus  pitndtive  dotiditlori;    We  find,  on 

Christ,  hath  abonnded  unto  many.  the(  4xmtt^ty^    thfttf  accordhig  aa 

And  not   as  it  was  by  one   that  breaches  of  the  principles  contained 

sinned,  so  is  the  gift:  forthe  judg*-  in  the  law  of  the>  ten- ooihnands 

ment  was  by  one  to  condemnation^  occurred,  they  were*  stron|^y^  cen- 

but  the  free  gift  is  oi  many  oflfences  sured,  and  severely  panishi^.  Fra^ 

unto  just]fica0on."    In  this  passage  tridde  Waa  as  crimina^wfaen  Cain 

e9ttl*BCted  from  the  common  English  slewhis  b«)t*rcr,  as  it  is-  at  thiff 

Bible,  the*  sentiment  is  not  ve*y  day;  yet  St^Paul  saysi'"Sinisiiot 

perspicuously  expressed)  but  in  the  itnputied,  where  thfere  is  no  law." 

Latin    Vulgate,    in  Beza's    Latin  "Wiisi   therefore,  wili  lead  us  at 

Testament,  and  in  some  of  the  old  cmce  to  th^  cnndnsionv  >  thnt  this 

English  versions^  the  sense' of  the  pnfldfd^s 'of  the  moral  laiiiF  were 

otriginal  is  very  correctly  retahied*  well  uklerstbod  by  Adamyakfaough 

The  sentence  on  oecasion  of  one  at'  tJiat^  timer:  nor.  forkqtOly  pny< 

offence  f$asi/o  cotidemnation,  h^tih6  niulged  j  ind^ed>'  initrs  ^tasQs'o^  i^ 
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nocenoy  they  must  huve  been  in-  mtist  be  fenced  with  its  penalties, 
oorporated  into  his  moral  consdtu-  and  every  covenant  with  Its  own 
tu)n^  as  tlie  moral  law  is  but  the  sanctions.  God's  covenant^  there- 
transcript  of  the  Divine  will,  and  fore,  has  its  penal  clauses,  and 
God  made  man  in  his  own  image,  they  are  such  as  correspond  with 
But  as  man  was  under  no  tempta-  the  dignity  of  the  party  prescribe 
tion  to  transgress  those  first  prin«  ing,  and  perfectly  suit  the  nature 
ciples  of  his  nature,  a  test  of  obe-  of  the  engagement.  Divine  fevour, 
dience  was  ordained  under  the'  connected  with  the  observance  of 
form  of  a  positive  institute.  The  the 'covenant,  and  Divine  displea- 
tree  of  knowledge  of  good  and  evil,  sure,  consequent  upon  the  breach 
prohibited  to  Adam^  was  that  test;  of  it,  are  the  two  great  sanctions '; 
and  the  tree  of  life,  with  its  at-  and  they  comprehend,  on  the  one 
tendaut  benefits,  the  appointed  re-  part,  all  that  is  blissful,  and,  to  a 
ward  of  obedience :  these, 'there-  creature,  desirable;  and  on  the 
fore,  are  the  seals  of  the  covenant  other,  all  that  is  calamitous  and 
of  works.  If  we  turn  to  passages  awful.  Our  motive  to  obedience 
of  Scripture  which  speak  of  this  is  the  favour  of  God,  and  with  % 
covenant,  we  shall  find  that  they  the  promise  of  life  and  happiness, 
all  pre-suppose  universal  obedience  ^^oses  describeth  the  righteous- 
to  be  an  indispensable  pre-requisite  ness  which  is  of  the  law,  **  that 
to  the  Divine  favour ;  and  that  the  man  which  doeth  those  things 
such  obedience  can  avail  only  as  it  shall  live  by  them."  Had  man  re- 
is  perpetuated  througli  the  whole  tained  his  primitive  innocency, 
term  of  a  man's  continuance  in  a  death  would  have  been  unknown; 
probationary  state.  *'  As  many  as  and  probability  favours  the  conjec- 
are  of  the  works  of  the  law  are  ture,  that  after  dwelling  a  long 
under  the  curse :  for  it  is  written,  time,  perhaps  a  millennium^  upon 
Cursed  is  every  one  thai  continueth  earth,  his  nature  would  have  unk- 
not in. all  things  written  in  the  dergone  some  change  to  its  ad- 
book  of  the  law  to  do  them."  vantage;  and  that  each  of  the 
"  Whosoever  shall  keep  the  whole  human  race,  in  regular  succession, 
law,  and  yet  offend  in  one  point,  would  hive  been  translated,  like 
he  is  guilty  of  all."  David  there-  Enoch  and  Elijah,  to  the  heavenly 
fore,  with  great  propriety,  might  state.  But  it  would  be  idle  to  eiih- 
say,  '^  Thy  commandment  is  ex-  ter  on  fruitless  speculations  con^ 
ceeding  broad."  Unsullied  purity  ceming  probabilities  in  the  cir«* 
of  heart  is  required ;  and  the  pre-  cumstances  of  a  sinless  human  race, 
cepts  of  the  law  of  God,  how  well  Unhappily,  we  are  constrained  to 
soever  observed  in  the  external  de-  know  the  operation  of  a  sanction 
portment,  if  not  influential  upon  to  the  Divine  law  of  a  deeply  awful 
the  heart,  are  considered  entirely  kind.  It  was  said  in  the  first  in- 
broken.  To  shew  the  utmost  terdiction,"Of  the  tree  of  the  know- 
strictness  of  the  covenant,  and  the  ledge  of  good  and  evil,  thou  shalt 
indispensableness  of  love  to  God,  not  eat  of  it:  for  in  the  day  that 
as  the  govendftg  principle  of  every  thou  eatest  thereof,  thou  shalt 
action  of  man,  and  of  every  move-  surely  die."  As  sinners,  therefore^ 
ment  of  his  mhtd,  it  is  written,  we  are  naturally  in  a  state  of  death. 
"  Thou  shalt  love  the  Lord  thy  This  sentiment  has  many  oppo- 
God  with  all  thine  heart,  and  with  nents  :  it  levels  a  blow  at  the  first 
^l  thy  soul,  and  with  all  thy  principles  of  self«adulation,  by  dis-* 
might."  claiming  all  inherent  excellence  in 

Our  attention  must  be  directed,  the  creature,  by  imputing  to  the 

Fourthly,  to  the  sanctions  of  the  sinner  whatever  is  degrading,  antl 

covenant.  o€  works.     Every  law  by  ascribing  to  God  alone^  all  tbf 
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praise  of  our  recovery  from  the  heard    it,     pronounced    sentence 
ruins  of  the  fall.     But  >¥hether  against  them,  "  Dust  thou  art,  ami 
men  believe  the  testimony  of  Scrip-  «nto  dust  thou  shalt  return."    In 
ture  or  reject  it,  facts  remain  the  consequence  of  that  sentence  they 
aarae;  and  every  attempt  to  con-  were  legally  dead,  and  daily  ex- 
trovert the  proposition,  that  man  posed  to  the  execution  of  the  corse 
by  nature  is  dead  ivi  trespasses  and  in  its  fullest  extent.     It  is  a  uni- 
sins,  affords  a  fresh  proof  that  sin  versally  admitted  principle  under 
possesses  an  universal  influence  on  human  laws,  that  from  the  moment 
the  heart  of  the  opposing  party.  the  judgment  of  death   is   pro- 
The  interdiction  laid  upon  Adam  nounced  against  a  criminal,  he  is 
not  to  eat  tlie  forbidden  fruit,  was  legally  dead.     It  must,  therefore, 
positive  and  unequivocal :  "  In  the  be  admitted  in  this  case,  that  the 
day  that  thou  eatest  thereof,  thou  denunciation    was    fulfilled.    \Vc 
shalt  surely  die."     To  this  some  see,  in  the  history  of  the  whole 
have  objected,  that  tlie  punishment  human '  species,  that  the  sentence 
anfnexed  in  the  Divine  statute  to  of  death   is  pei'petually  in  force 
disobedience,  was  not  inflicted  ac^  against  them,  but  that  God  has  re- 
cording to  the  tenor  of  the  denun-  served  the  time  when  the  fact  shall 
ciation,  since  natural  death  did  not  take  place  to  his  own  sovereign 
ensue  to  our  first  parents  immedi-  appointment.     Legal  death  theic- 
ately  upon  the  commission  of  the  fore  entailed  mortality  on  the  body, 
atrocious  deed:     But  surely  there  and  eventually  on  body  and  soul 
would  remain  small  cause  for  in-  that  dreadful  punishment  which 
fidels  to  object  against  the  Divine  the  Scripture  describes  as  eternal 
veracity  on  the  one  part,  or  the  death,  v  Such,  then,  were  the  aw- 
authenticity  of  the  narrative  on  tlie  ful  sanctions  by  which  the  cove- 
other,  .  if  Adam   had    known   no  nant  of  works  was  originally  en- 
.other  kind  of  death  than  that  of  forced,  and  tlicy  remain  in  full 
moral  privation  and  spiritual  in-  operation    against    every    unpr- 
sensibility.     By  losing  these,   he  doned  sinner, 
lost  the  means  of  being  happy ;  and  ( ra  6c  eonx  hrned,) 
that  loss  was  death  to  alL  the  feli-  ♦^^^^^^-^^-^v. 
cities  of  life  in  the  very  day  of  his  ON  JUVENILE  DELINQUENCY, 
.transgression.     Yet  these  were  not  (To  the  Editors. j 
the,  only  consequences  of  his  sin :  Gentlemen, — As  juvenile  deliO" 
-a  sentence  of  legal  death  was  pro-  quency  has,  of  late  years,  increased 
nounced  upon  him  and  all  his  de-  to  an  alarming  magnitude,  not- 
ficendants.      To  this  sentence  of  withstanding  all  the  efforts  of  the 
legal  death,  I  consider  the  words  of  wise,  tlie  great,  and  the  good ;  al- 
the  curse  in  tlieir  primary  sense  to  though  our  government  has  ma- 
apply.      A  law  was  promulged ;  nifested  a  general  readiness  to  lis- 
the  penalty  annexed  to  the  breach  ten  -to  the  well-meant  suggestions 
of  that  law  was  death.     ^'  In  the'  of  all  denominations  of  Christians 
day  that  thou  eatest  thereof,  thou  to  cheek  vice  in  its  infancy  and 
shalt  surely   die."      The   Mosaic  growth ;  and  although  numberless 
jaecount  of  the  fall  of  man  goes  on  institutions  have  been  formed,  haw 
to  relate,  that  "  in  the  evening  of  ing  for  their  objects  personal  pro- 
the  day,"  of  that  same  day  in  which  tection  and  tl>e  security  of  public 
the  act  was  perpetrated,  God  de*  property,   yet   iniquity   abounds : 
acended  into  the  garden,  summon-  public  executions    continue,   our 
ed  the  delinquents  to  his  tribunal,  prisons  are  filled,  our  property  i*^ 
exacted  fnom  them  a  confession  €£  insecure,  aiid  our  lives  are  conti- 
theircnnift,  demande<l  their  plea  nuaUy    in    danger.^    Wp    cannot 
in  bar  of  jijdjgm^nt,  arid  having  w^alk  the  streets,  of  Lordbn  with 
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our  wives  and  daughters,  but  we 
are  put  to  the  bhish  by  what  is 
exhibited  to  nur  eyes  and  ears. 
Parents  are  always  in  a  state  of 
.  alarm  if  their  children  leave  their 
homes  or  go  out  of  their  sight ; 
our  sons  are  liable  to  be  entrapped, 
and  our  daughters  insulted.  Many 
a  grey  head  has  been  brought  with 
sorrow  to  the  grave,  or  a  pre- 
mature death  has  been  caused,  by 
the  evils  which  stalk  abroad  at 
noon-day,  and  salute  us  at  the  cor- 
ner of  every  street.  Is  it  not 
astonishing,  Gentlemen,  that  these 
evils  have  not  been  traced  to  some 
of  th^ir  Sources  ?  for,  alas !  they 
are  many.  One  of  the  most  fruit- 
ful and  intoxicating  of  these  sources 
springs  from  the  fairs  held  in  our 
neighbourhood ;  I  therefore  entreat 
you  to  make  my  views  public 
through  your  valuable  miscellany ; 
and  should  it  be  the  means  of  rous- 
ing the  inhabitants  of  this  great 
City  to  combine  their  efforts,  and 
lay  the  axe  to  the  root  of  this  over- 
grown tree,  whose  fruit  conveys 
contagion  and  death  to  the  vitals 
of  the  public,  I  shall  feel  sincerely 
thankful. 

To  describe  the  baneful  conse- 
cpienccs  of  thesefairs,  would  perhaps 
be  to  attempt  impossibilities  ;  but 
I  will  give  some  of  the  outlines  of 
this  masterpiece  of  the  devil  to  de- 
lude the  unwary  visitants  of  these 
haunts  of  vice.  Instead  of  these 
fairs  being  the  receptacles  of  lawful 
merchandize  the  product  of  the 
industrious  artizan,  Uie  mart  of  tlie 
humble  peasant  and  the  careful, 
house- wife,  it  is  an  acknowledged 
fact,  that  no  honest  persons  can  ap- 
proach them,  but  at  the  risk  of  vio- 
lent outrage'  on  property  o;*  life  ; 
and  while  they  are  continued  in 
their  present  pestilential  state,  little 
hope  of  a  decrease  in  depravity 
can  be  expected :  they  may  be 
fairly  said  to  be  the  sources  of  em- 
ployment for  the  hangman ;.  the 
iruitful  spring  from  whence  our 
jails  derive  a  constant  supply  ;  and 
the  irretrievable  ruin  of  thousands* 
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If  this  be  admitted,  then  allow  me 
earnestly  to  recommend  all  deno- 
minations to  take  the  baneful  ten-' 
dency  of  these  fairs  into  their  most 
serious  consideration ;  and  if  each 
denomination,  or  indeed,  each  se- 
parate congregation,  together  with 
every  society,  having  in  view  the 
suppression  of  vice,  would  prepare 
separate  petitions  to  parliament  to 
do  away,  by  a  legislative  act,  the 
holding  of  fairs  within  the  city  of 
London,  and  within  ten  miles  of 
its  environs ;  and  if  this  cannot  be 
done  on  account  of  the  strength 
of  their  charters,  then  let  us  press 
for  a  strong  enactment  to  prohibit 
the  exhibition  of  plays,  interlude?, 
wild  beasts,  and  extraordinary  cha- 
racters of  whatever  description,, 
forbidding  every  species  of  gam- 
bling, with  all  other  diversions  of 
^n  immoral  tendency,  confining 
the  fairs  to  the  sale  of  merchan- 
dize, and  other  commodities  for  thq 
benefit  of  the  public ;  interdrctiug- 
music  and  dancing  at  the  juiblic 
houses  in  the  immediate  vichiity  of 
the  fairs,  on  pain  of  losing  their 
licences.  And  if  it  can  be  said  that 
there  are  laws  in  being  sufficient  to 
suppress  all  that  is  complained  of\| 
tiien,  it  is  humbly  presumed^  that 
some  steps  are  necessary  to  be 
taken  to  put  them  in  force;  per- 
haps a  memorial  to  the  magistrates 
will  effect  all  that  can.  be  desired; 
but  it  is  high  time  that  somethibg 
be  done  to  counteract  the  excesses 
top  fatally  practised  at  thesp  fairs, 
I  am.confidfent  that  government 
will,  listen  to  an  application  of  this 
kind,  if  respectfully  made;  or  if 
any  better  mode  can  be  adopted  to 
obtain  the  desired  end, .  I  shall  re- 
joice in  being  the  humble  means^ 
with  you,  of  bringing  it  before  the 
public;  and  if  our  efforts  should 
be  crowned ,  with  success,^  I  shall, 
with  ^very  serious  family,  wiUi 
every  pious  parent,  aiad  every  mo- 
ral individual,  rejoice  that  another 
step  is  taken  to  bring  about  .t,he 
fiillihnent  of  that  blessed  promise^ 

to  which  all  good  men  have  beea 
o  7  o 
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looking  for  centuries,  "  when  the  this  is  the  lore  of  God,  even  to 
knowledge  of  the  Lord  shall  cover  keep  his  eomndandmentSy  constant 
the  earth,  as  the  waters  cover  the  and  earnest  aspirations  aiVer  his 
bosom  of  the  great  deep."  image  and  will,  are  the  most  cer- 

March  18,  1822.         S.  Hill,      tain  proofs  of  the  existence  and 

activity  of  that  principle;  much 


ORIGINAL    LETTER     OF    THE  more  80. than  the  most  rapturous 
LATE   MR.  ROBINS,   OF  DA-  flights  of  devotion   at  particular 
VENTRV.        ^  seasons.     These,  though  delight- 
Darentry,  Feb.  23, 1782.  ful,  may  be  the  effects  o£  warm 
Dear  Madam, — Your  last  letter  imagination  excited  by  any  means, 
contains  so  many  points  of  difli-  But  as  far  as  I  am  conscious  that 
culty  and  importance  for  my  dis-  to  glorify  and  enjoy  God  are  my 
cussion,  and  I  have  had  «o  many  diief  aim :   that  to  know,   to.  do, 
engagements  ever  since  I  received  and  to  bear  his  whole  will  are  my 
it,  that  f  have  never  had  sufficient  chief  endeavours ;  and  that  I  take 
leisure  to  return  you  an  answer :  delight  in  every  thing  that  resem- 
nor  indeed  have  1  now,  but  I  can«  bles  him,  and  has  a  tendency  to 
not  for  shame  delay  any  longer,  bring  me  nearer  to  him,  I  may  be 
and  I  have  little  prospect  of  being  sure  that  his  love  niles   in  my 
more  at  liberty.     You  will,  there-  heart.     As  to  your  second  query, 
fore,  accept  of  a  very  hasty  reply  you  well  know  that  the  presence 
to  questions  which  it  would  re-  of  God  is  equally  in  all  places, 
quire  a  volume  to  treat  fully.     As  and  with  all  creatures.     His  sen- 
to  what  your  kind  partiality  leads  sible  presence  is  where  he  is  most 
you  to  say  about  myself,  and  my  perceived,    viz.  where  the  most 
late  dismission,  I  have  only  to  re-  just  ideas  of  his  attributes,  and 
ply,  that  I  do  not  see  the  impor-  operations,  and  will  are  most  pre- 
tance  of  my  continuance  in  my  valent     His  special  presence  and 
late  offices,   in  the  same  light  in  the  light  of  his  countenance  are 
which  some  of  my  friends  have  enjoyed  where    those    ideas    are 
done ;  nor  do  I  feel  my  dismission  most  operative  to  sanctify  and  de- 
as  any  trial  of  faith  and  patience,  light  the  heart:  where  he  is  pre* 
except  on  my  own  account,  and  sent  to  connmunicate  most  know- 
that  of  my  dependants.    The  com-  ledge,  and  purity,  and  light,  and 
mon  interest  I  cannot  but  consider  strength,  and  peace ;  and  where 
as  benefited  rather  than  injured,  he  is  perceived  most  clearly  as  uv- 
I  pray  God  the  event  may  justify  finitely  excellent  in  himself,   and 
my  opinion.  as   most    intimately  and   doubly 
You  certainly  have  infinite  rea«  ours  through  Christ,  and  in  the 
son  to  be  thankful  that  the  habi-  bonds  of  the  Gospel  covenant, 
tual  frame  of  your  mind  is  what        Your  third  query  contains  what 
you   describe.      Repentance  from  has  employed  and  perplexed  many 
dead  works  the  Apostle  JHStly  men-  in  all  ages,  but  I  apprehend  ad- 
tions  as  one  of  the  rudiments  of  mits  of  a  short  and  easy  answer, 
religion :   therefore,  though  never  It  is  as  demonstrable  as  the  exist* 
needless  in  the  present  imperfect  ence  of  God,  and  the  truth  of  the 
state,  it  is  not  so  much  the  pecu-  Gospel,  that  God  is  love,  in  other 
liar  business  of  the  advanced  and  wc»*ds,  that  he  made  and  governs 
vigilant  Christian,  as  love,  praise,  all    things  with  a  view  to  the 
and   earnest  desires    and  endea-  highest  good  of  all  his  creatures 
vours  after  christian  perfection.  and  of  every  individual,  so  £ar  as 
As  to  your  first  query,  I  cannot  consistent  with  the  general  happi- 
better  answer  you  than  by  referring  ness.      This   I   lay  down  as   an 
you  to  your  temper  and  practice,  axiom,  an  allowed  and  almost  self- 
as  described  by  yourself;   for  if  evident  principle,  both  of  natural 
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and  reTealed  fefigioii,    Hence  it    thms  on  Female  Manners/'*  I  am 
follows  with  indubitable  certainty^    induced  te  offer  a  few  remarks  on 
tbat  the  object  and  end  of  all  that    bis  commnnication. 
God  does,  both  in  providence  and        His  suggestions  have  led  me  to 
grace,  is  the  greatest,  that  is,  the    review  the  domestic  haMUT  and 
most  diffusive  and  durable  good*    manners  of  a  variety  of  families. 
With  equal  .certainty  it  follows,    with  whom  I  have  been  acquainted 
that  I  reaUy  concur  with  the  de-    in  diff*erent  cities  and    towns  of 
signs  of  Divine  Providence,  when    England ;   and   I  own  with  grief 
I   determine   upon,    and    pursue    that  undue  fbrwardness,  has,  in 
with  all  my  might  what  will  be    some  instances,  characterized  the 
productive  of  the  greatest  good    manners  of  the  younger    female 
here  and  hereafter  to  myjaelf  and    branches.     On   enquiry   into  the 
others.      Of    the    final    issue,  of   cause  of  this  evfl,  I  have  gene^&y 
things^  I  am,  indeed,  a  very  in*    found,  that  balls,  plays,  and  public 
competent  judge ;  and  the  proba^    amusements  are  found  to  be  at  the 
ble  consequences  of  very  different    root.    Not  that  I  am  unfi'iendly  to 
determinations^   often  appear  al*    the  decorative  parts  of  education 
most  equally  beneficial.    Here  lies    in 'females  placed  above  Che  neces^ 
the   difficulty.      I   therefore  add,    sity  of  maintaining  then^selves  by 
that  in  all  doubtful  cases,  our  first .  their  own  industry:   n^hose  time, 
duty  is,  to  consider,  as  maturely  and    if  properly  disposed  of,  may  adtoit 
impartially  as  we  can,  what  course    of  both  lueful  and  ornamental  ao. 
w  i  11  be  most  benefidal  on  the  whole,    quirements. 
and  to  endeavour  to  obtain  all  the        In    the    members    of   domes- 
information  we  can   from  books    tic,     weU*  regulated    fkmilies,     I 
or  friends.     Our  next  is,  to  spread    have  not  seen   time  •  and   talents 
the  case  before  God,  and  to  beg    devoted  alone  to  the  business  of 
his  direction  with  sincerity  and    public  institutions;   on  the  con- 
fervour.     We  are  then  to  observe    trary,  proportioned  to  the  zeal  and 
which  of  the  two  causes  under    activity  displayed  in  these   have 
consideration  ,is  most  open,  and    been  the  attention  and  faithfulness 
then   to  decide  with  confidence,    in  the  discharge  of  relative  and 
and   with  a  direct  regard  to  the    domestic  duties,  and   vice  versa, 
honour  and  will  of  God,  for  that    Witnessing  these  effects,   I  could 
which,  on  the  whole,  appears  to   not  but  hail  as  friends,  all  diari- 
be   the  best.     This  is,  in  every   table  and  religious  societies,  which 
case,  intentionally  to  follow  provi-    direct  their  attention  to  the  igno- 
dence.;  and  is,  theref(»re,  idwaya   ranee  and  destitution  of  the  poor: 
-  right  in  a  religious  point  of  view,    ccmvinced  that  a  strict  attention  to 
And,  therefore,  however  we  may   these  naturally  leads  the  mind  to 
find  ourselves  mistaken  in  our  opi«    the  necessity  of  devoting  a  large 
iiioBS  or  expectations^  we  ought  to    portion  c^  time  to  the  attainment 
rest  satisfied  with  it  in  a  prudential    of   domestic   knowledge.  ,  Tn   all 
view,    as  duty  and  interest  can    visiting  societies  wi^  whidi  I  have 
never  finally  be  separated.  been  connected,  I  have  happily  ob- 

To  better  instruction  and  direc-  served  a  scrupulous  .  attention  to 
tion  than  mine,  I  heartily  recom-  the  selecting  of  prudent  matrons 
mend  you.  I  am,  dear  madam,  as  visitors,  for  doubtful  neigh- 
your  affectionate  friend  and  ser-  bourhoods  or  families.  I  hope 
vant,  T.  RoBilw.    that  the  society  for  which  young 

***'•*'****'***  ladies  "  publicly  solicit  votes  with 

ON  FEMALE  MANNERS.  cards  in  their  hands,"  is  but  little 

(To  the  Editors,)  known.     I  cannot  find  one  person 

SBEiNe  that  no  reply  has  been   who  has  the  slightest  knowledge 
madb  to  Philodemus's  <<  Observa-  of  it.     It  cannot  but  appear  im- 
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portant^  that  all  should  endeavour  say,  they  believed^ in  polytheisitl. 

to  move  in  that  sphere,    which  From  the  import  ot  the  word  ^i J> 

Providence  has  assigned  them.        .  I  should  infer,  the  Psalmi^  had  in 

June  ^.                                 G;  his  eye  a  reBellious  chai*acter,  one 

C^We  have  been  under  the  neces*>  who  had  left  off  to  be  good — who, 

sity  of  leaving  out  some  parts  of  though  he  did  not  in  words  deny 

the  above^   which   we  could  have  the  being  of  a  God,  yet  did  it  in 

wished  to  retain^    had  our  limits  heart.     He  was,  what  we  should 

permitted .3  style  in  modern  speech,  a  practical 


^/♦v%v%*<*%^%* 


Atheist.  That  theory  which  assigns 
MORSELS  OF  CRITICISM.  no  place  for  a  Deity  in  the  vast 
REPLV  TO  T.  K.  vmi verse,  is  of  a  comparatively  re- 
(To  tJie  Editorg,)  cent  date.  But,  if  this  reasoning 
SfiEiW}  an  article  in^the  Evangeli-  be-  correct,  the  version  of  Sir. 
cal  Magazine  for  December  1821,  Howe  is  to  be  approved,  since  we 
entitled,  the  "  Study  of  Hebrew"  cannot suppofee David  to  be  speak- 
I  hastened  with  plciisiiig  anticipa-  ing  of  a  character  of  which  he  had 
tion  to  peruse  it,  as  it  is  a  common  no  knowledge;  £!.  The  translation 
practice  with  me  to  avail  myself,  objected  to  is,  I  think,  in  harmony 
so  far  as  I  am  able,  of  every  ob-  with  the  Targ'iim,  as  quoted  by 
servation  on  that  delightful  Ian-  Bythner,  «yn«a  «n^«  itt^ir^  n'^. 
guage.  That  the  practice  which  "  Non  est  potesias  Dei  in  terra," 
T.  K*  aims  to  correct,  is  to  be  de-  This  interpretation  seems  to  sng- 
plored,  cannot  admit  of  a  question ;  gest,  that  the  fool  imagined  in  con- 
and  it  would  be  well,  if  every  sequence  of  the  power  of  God  not 
Tyro  in  the  sacred  tongues,  studied  being,  exerted  in  the  earth,  the 
iis  introductory  remarks.  But  in  commission  of  crime  was  left  free 
the  critique  which  he  haa  made  on  and-  easy.  The-  author  of  the 
the  rendering  of  14th  Pdalm,  1  ver.  Living  Temple  would- by  a  natural 
by  Mn  Howe,  he  is,  I  presume  to  inference  conclude,  that  he  had  a 
think,  unsuccessful.  1»  It  is  more  just  view  of  the  text.  5,  Mr. 
than  probable, .  that  a  speculative  Howe's  rendering  is  rather  to  be 
Atheist  was  unknown  to  David,  adc^ed  than  the  one  "  received. 
To  an  attentive  reader,  it  will,  I  because,  it  accords  better  with 
think,  appear,  that  the  words  as  the  current  language  of  Scripture, 
they  stand  in  our  venerable  trans-  Taking  the  passage  in  the  sense 
lation,  conveyed  this  notion  to  the  in.  which  it  is  generally  under- 
mind  of  the  immortal  puritanjf  or.  stood, ;  it  may  be  considered  an 
at  least,  that  h^  thought  they  were  isi^ated  one,  whereas  th^  amend- 
generally  viewed  in  such  a  light,  mentv  proposed,  •  is  by  no  means 
Now,  we  know,  that  it  wafi  the  singular.  It  foVcibly  reminds  us 
boast  of  the  Jewish  nation,  that  of  die  words  of  £liphaz,  speaking 
they  had  Jehovah  for  their  God,  of  the  wicked  man,  "  Who  stretch- 
and,  unless  I  be  greatly  mistaken,  etlrout  bis  hands  agamst  God,  and 
we  are  no  where  informed  that  strengthaieth  himself  against  the 
when  they  ceaaed  to  acknowledge  Almighty,"  Job  xv.  25  ;  as  also  of 
him  they  verged  into  a  denial  of  those  of  Asaph,  in  allusion  to  the 
the  existence  of  a  Sapreme  Being ;  same  character.  • '"  He  setteth  his ' 
the  common  charge  brought  against  mouth  against  the  heavens,  and  his 
them  is  idolatry,  they  forsook  him,  tongue  walketh  through  the  earth." 
and  worshipped  false  gods,  or  if  Rssdm  Ixxiii.  9.  There  are,  it  is 
they  did  not  symbolize  with  the  obvious  to  all;  many  expressions  of 
heathen  in  this  particular^;  they  a  similar  nature.  4.  Nor  do  the 
often  lived  as  if  the  belief  of  the  words  when  placed  in  the  optative 
Deity  had  no  place  in  their  minds*  form,  seem  to  be  invalidated  by 
Of  Uie  heajthen^  it,  is  sufficient  ta  T.  K.'s  reasonings.   Allowing  that. 
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"  if  the  idea  intewled  to  be  con-  torf  in  his  Hebrew  Grammar.   But 
veyed  had  been,  '  IheyHi  is  no  God,'  as  Mr.  Howe  merely  states^  *'  that 
it  could  not  have  been  better  ex-  the  words  may  go  rather  in  the 
pressed  in  Hebrew  than  it  is ;"  we  optative  form,  than  in  the  indica- 
ought  not,  I  presume,  to  demon-  tive,"  he  cannot  surely  be  said  to 
strate  from  hence,  that  our  trans-  be  at  issue  with  T.  K.     He  dis- 
lators  are  correct.     No  word  is  to  turbs  no  idiom.     Hence,  the  5th 
be  met  with  in  the  Greek  language,  observation,  that  an  ellipsis  of  the 
which  so  suitably  expresses  the  idea  verb  to  be,  is  understood   before 
of  Atheist,   as   aSeog,  yet,   if  we  pK,  must  be  deemed  irrelevant; 
thought,  that  in  the  itse  of  this  for  the  simple  reason,    that '  the 
term  in  his  Epistle  to  the  Ephe-  optative    or  imperative   form,    is 
sians,   Paul  meant  to  convey  the  equally  a  part  of  the  verb  to  Be 
popular  notion  of  it,   should  we  with  the  third  person  singular  of 
not  be  mistaken  ?     The  Apostle  the  present  indicative.      It  is  not 
had  no    thought  of   styling   the  intended  by   these   reflections  to 
Ephesians  Atheists,  for   they  be-  call  in  question  T.  K.'s  knowledge 
lieved   in   gods  many,  and  lords  of  Hebrew,     I  mean  only  to  inti- 
many.     The  paraphrase  which  Mr.  mate,  that  he  is  unhappy  in  the 
Hall  ^ves  of  the  word  referred  to,  specimen  which  he  has  given  of 
in  his  sermon  *^  On  Modern  Ihfi-  false  rendering.     And  would  it  not 
delity,"  is  truly  excellent.    **  With-  have  been  better  for   him,   while 
out     God    in    the    world,"    i.  e.  shewing  the  importance  of  attend- 
"  without  any  just  and  solid  ac-  ing  to  established  principles  of  in- 
quaintancc  with  his  character,  des-  terpretation,  to  introduce  a  transla- 
titute    of   the  knowledge   of  his  tion  in  which  there  is  an  obvious 
will,  the  institutes  of  his  worship,  violation   of  idiom.      I    expected 
and  the  hopes  of  his  favour."    This  from    T.  K/s  prefatory  remarks, 
correspondent  remarks,  that  if  any  to  find  some  rash  presumer  severely 
part  of  the  verb  7^*rt,  he  was,  were  castigated ;    but   can    this  writer 
inserted,  as,  for  instance,  the  future  seriously  think,  the  man  whom  he 
»n%  then  it  would  not   mean  as  •  styles,'*^  the  great,"  to  have  been 
now.  There  is  no  God,  but  Let  guilty  of  rash  presumption?     It  is 
there  be  no  God.     This  observa-  to  be  regretted,  that  he  should  ap- 
tion  I  do  not  mean  to  controvert,  jjear  to  disturb  the  celebrity  of  a 
But  how  T.  K.  could   draw  the  man»like  Howe,  in  whose  "  ample 
following  inference  is  truly  aston-  orb  of  soul,"  were  such  regions  of 
ishing.     He  adds,  "  so   that  the  Hebrew  knowledge,  as  many  pro- 
omission   complained   of   actually  fessed   scholars   in    the   language 
establishes  -the  very  sense  wiiich  have  not  explored. 
Mr.  Howe  opposes.     The  phrase.         Sheer ?i€ss.  T.  K. 
let  there  be  no  God,  strongly  im-                        *^v^*'^%*v^* 
plies,  that  his  existence  is  believed,                 ON  LUKE  ii.  51,  52. 
but  that  this  is  repugnant  to  the  Several    of   our   best    informed 
desire  of  the  sinner,"     I  ask  then,  scholars  do  not  hesitate  to  assert 
is  not  this  tantamount  to  saying,  with  the  greatest  confidence,  that 
"  O  that  there  were  no  God  ?"    It  Christ,  during  his  youth,  exercised 
is  not  too  much  to  believe,  that  if  the  art  of  a  carpi^nter,  which  he 
the    imperative    form    had    been  had  learnt  of  his  parentSy  and  that 
adopted,  the  great  man's  eriticism  he  assisted  Joseph  in  the  diflTerent 
^would  have  been  spared.  parts  of    his   business.      Indeed, 
The  propriety  of  T.K.'s  remarks,  there  are  some  who  consider  this 
that  the  verb  is  never  inserted  along  circumstance  as  a  very  honourable 
'with  f>«,  and  that-  if  it  had  been  feature  in  our  Saviour's  character, 
introduced,  V<h  ov^A  would  have  and  who  consequently   have   not 
been  used,  is  confirmed  by  Box-  been  very  sparing  of  their  censure 
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on  those  iKfho  do  not  believe  the  learned  or  illustrious  mm,  that  may 
fact,  or  at  least  have  ventured  to  chance  to  be  bom  of  parents  wbo 
express  some  doubts  on  the  sub-  follow  any  particular  trade  or  art, 
ject  For  my  own  part,  without  by  giving  him  the  name  of  such 
pretending  to  dictate  to  others,  I  trade  of  art  as  a  surname,  although 
must,  con^ss  that  the  matter  does  he  may  never  have  followed  it 
not  appear  to  me  to  have  been  himself.  Thus,  if  a  man  of  learn- 
so  clearly  ascertained,  as  to  be  ing  happen  to  be  descended  from 
placed  beyond  all  doubt  Those  a  Dyer,  or  a  Taylor,  they  call  him 
who  take  the  affirmative  side  of  the  Dyers  'son,  or  the  Taylor's 
the  question,  rely  principally  on  son,  or  frequently  omitdng  the 
two  arguments:  the  first  drawn  word  son,  simply  the  Dyer—or 
from  the  words  of  the  Jews,  Mark  the  Taylor.  This  fact  is  so  well 
vi.  3.  ''Is  not  this  the  carpenter,  known  to  those  who  are  conversant 
the  son  of  Mary  ?"  The  other  from  in  oriental  affairs,  that  I  deem  it 
a  passage  in  Justin  Martyr,  in  unnecessary  to  cite  any  particular 
which  our  Saviour  is  said  to  authority  for  it.  I  sliall  neither 
have  worked  as  a  carpenter,  and  enter  into  an  inquiry,  whether  the 
made  ploughs  and  yokes.  I  pass  reading  of  the  passage  of  St  Mark 
over  the  more  recent  authorities  above  alluded  to,  as  it  stands  in 
that  ai*e  brought  forward  in  sup-  our  copies,  be  correct  or  not.  The 
port  of  the  fact  as  of  little  moment,  matter  unquestionably  admits  of 
since  they  are  all  either  found  in  some  doubt ;  for  it  is  clear  from 
the  above  passage  of  Justin,  or  Mill,  that  there  are  many  ancient 
drawn  from  vulgar  report,  or  the  manuscripts,  which  instead  o£  uk" 
apocryphal  gospels.  Confining  my-  Twrj  have  6  th  TSKroyoc ;  a  reading, 
self,  therefore,  to  the  two  principal  which  I  certainly  will  not  take 
Authorities  alK>ve  noticed,  I  must  upon  me,  like  him,  absolutely  to 
say,  that  I  do  not  perceive  how  reject,  since,  as  I  before  observed, 
any  argument  of  much  weight  is  it  may  be  suppcHrted  on  the  autho- 
to  be  drawn  from  either  of  them,  rity  of  St.  Matthew  himself.  (Ac- 
For,  as  to  the  remark  of  the  Jews,  cording  to  Griesbach,  this  reading 
I  consider  it  to  refer  merely  to  the  is  supported  by  three  MSS.,  and 
occupation  of  his  parent ;  and  that  by  the  Arabic,  Ethiopic,  Arme- 
TtKTiity  ought  to  be  understood,  nian,  and  Sclavonian  versions,  awl 
in  this  place,  as  meaning  nothing  some  MSS.  of  the  vulgate.)  ft 
more  than  o  rti  rfKrovog  viog,  the  should  seem  also  that  Origen  un- 

.  son  of  the  carpenter.  In  support  derstood  the  words  of  St  Mark  in 
of  this  explanation  of  the  term,  I  this  sense,  since  he  expressly  de- 
may  refer  to  the  authority  of  St.  nies  that  Christ  is  called  reicTova, 
Matthew  himself^  chap.  xiii.  55 ;  or  a  carpenter,  in  any  part  of  the 
and  almost  every  language  sup«  New  Testament  The  learned 
plies  .us  with  instances  which  well  know,  that  Justin  Martyr  is 
prove  that  it  was  a  common  prae-  not  to  be  considered  in  every  re- 
tice  to  distinguish  a  child  from  spect.as  ssi  oracle^  but  that  much 
others  of  the  same  name,  by  giving  of  what  he  relates  is  wholly  un- 
him  a  suniame  derived  from  the  deserving  of  credit.  Possibly, 
trade  or  occupation  of  his  parents,  what  he  says  in  regard  to  the  point 
The  English  language  furnishes  before  us,  might  be  taken  from  one 
us  with  examples  of  this  in  the  or  other  of  the  apocryphal  gospels 
surnames  of  Baker,  Taylor,  Car-  of  the  infancy  of  Christ,  which  were 
penter,Smith,&c.  and  what  is  still  in  circulation  amongst  the  Chris- 
moce  to  the  point,  it  is  at  this  day  tians  in  his  time. — Fidal's^  Trans^ 
the  custom  in  some  of  tlie  oriental  IcUiori  of  Mosham  de  Uebtts  Christi- 
nations,  and    particularly    among  anortmi  afik  CoMtantinwn.    Vol.  1. 

•the    Arabs,    to     distingui!*Ii    any  iii.  122. 
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Solabar.  Virgil. 


And  must  I  bid  thee  do w  farewell,  Old  Cotlege ! 
^        '    So  loog  renowned  for  Doctors,  and  their  knowledge  ? 
My  Alma  Mater,  must  thy  walls  come  down,     . 
Where  Academics  long  have  worn  the  gown  ? 
Some  leam'd  and  good — and  some  but  /ather  dull— 
WTiere  Latin,  Greek,  ami  Hebrew,  leam'd  by  rule. 
Have  puzzled  many  a  head  for  many  a  day,  ^ 

Till  passing  trials  all  their  toils  repay ! 
Ah,  me !  what  Themes  4uid  Sermons  have  been  madcy 
Though  some  were  awkward  at  the  learned  trade ;  * 
Race  after  race  of  Students  long  since  gone, 
And  now  Old  College  must  no  more  be  known : 
Her  legendary  tales  of  **  olden  time," 
Must  all  be  lost,  except  they  live  in  rhyme. 
What  walls  may  rise  old  Homer's  Ttwn  to  grace, 
(Let  Grecian  cities  own  the  illustrious  place) , 
f*  Dissenting  Athens" -once  ydeped  in  fame,  •    * 

But  well  deserving  a  mure  honoured  name : 
What  Doctors,  and  what  Students  may  succeed— ^ 
Its  future  annids  wko  presumes  to  read  ? 

New  Mlege*  once  its  errors  aimed  to  spread ; 

How  high  and  near  it  held  its  haikgBty  liead ! 

But  Truth  is  mighty,  and  must  still  prevail 

Though  threntening  error  her  strong  shield  assail ! 

And  must  Noo  C^lU^e  raise  its  walls  again  ? 

Forbid  New  Doctrines  there  should  ever  reign ! 

The  old  are  best,  as  long  the  churches  know,— - 

And  may  the  ancient  waters  ever  flow;  ' 

Old  dyUige  Truths  within  new  walls  be  known,  * 

The  Prophets*  Sons  those  Truths  for  ever  own  ;    "  •  '  '     • 

To  bless  the  churches,  and  the  world  around,       . 

Far  as  the  reign  of  ignorance  is  found  ;  .   .. 

Till  Time  shaU  end,  and  Colleges  no  more 

Be  needed  on  yon  blissful  heavenly  shore, 

Where  knowledge  shall  be  perfect-^1  shall  knofw      ' 

What  songs  and  honours  they  the  Sanour  owe. 

Quondam  Homrrtoniensis. 
I6lh  Mayi  IS22.  ' 

*  l^e  Unitarian  College  at  Hackney. 

PRAYER  FOR  THE  SPREAD  OF  1  hear  thcionely  widow's  wail ! 
THE  GOSPEL.  I  see  the  mpuntingflame  ! 

A  Hymn.     By  the  Rev  J.  Lawsan,  Mission'.  But  while  the  dreadful  fire  they  haU, 
ar'y  at  Calcutta,  and  Author  of  "  Onent         ^^  *'»ou,  remember  them  ! 

Hqrpingi*  and  "  TTomoti  i>  India.^  q^  ^  ^j^y  servants  far  and  near. 
While  in  the  howlipg  shades  of  death  Thy  dying  love  proclaim, 

Tlie  heathen  scorn  thy  name,  Lest  they  should  yield  to  cold  desp^r. 
And  rage  ^th  bold  blasplieming  breath —         D^ar  Lord,  remember  them  I 

Dear  Lord,  remember  them  '. 

_,   ,;     ,  ■         ,v    ,    ^  And  oh !  when  heathens  bend  the  knee 

Darkly  they  roam,  eiMlaved  by  lust,  ,  j,^  ^^^1  ^^    ^ 

Devoid  of  few  or  shame;  StretcUng  their  wiDing  hands  to  tliec. 

Before  their  gods  they  crouch  m  dust,  ^^  ^^  rememS^r  them  ( 

But,  oh !  remember  tbcjm !  •        ' 

The  gushing  blood  from,  Cdl vary  /  But  chiefly  when  before  the  throne. 

For  ever  flows  the  same ;  O,  interceding  Lamb, 

It  wash'd  my  soul— then  still  Til  cry.  Wrestling,  thou  plcadest  for  thine  own* 

Dear  Lotd,  remember  them  I  O  then,  remember  them  \ 

Cong.  Mao.  No.  55.  3  A 


'4i6z 


Rerietv  of  Boohs  >^Trial ;  a  Poetical  Address  to  CJcly, 


REVIEW  OF  BOOKS. 


Trial;  a  Poetical  Address  to  the 
Right  Hon.  Lord  Byron,  written 
on  the   CojitinerU:    with  Notes, 
containing  Strictures  on  the. Spirit 
of  Infidelity  maintained  in   his 
Works*    An  Examination  into  his 
Assertion,  that  *'  if  Cain  is  Blas^ 
phemous.  Paradise  Lost  is  Bias* 
phemoiis.'*      And    several  other 
Poems.  —  Hatchard   aiid    Son. 
Price  7s. 
The  Wrath  of  Cain :  A  Boyle  Lee* 
ture,  delivered  at  the  Church  of 
St.  Martins  in  the  Fields,  Fe- 
bruary  6,   1822.    By  the  Rev, 
W.  Harness,  A.  M.  Sfc.  Sfc.    Ri- 
vingtons. 
It  would  afford  us  great  pleasureto 
be  able  to  pronounce  the  ability  and 
execution  of  the  first  of  these  works, 
commensurate  with  the  good  inten- 
tion and    good  principles  of  its 
author.   That  Lord  Byron  deserves 
reproof,  and  that  his  principles,  or 
rather  his  want  of  principle,  merit 
exposure,  there  can  be  no  doubt ; 
but  it  is  not  every  man  who  pos- 
sesses a  purer  conscience,  and  holds 
a  sounder  faith,  that  should  take 
upon  him  the  task  of  publicly  re- 
proving this  syren  apostle  of  infi- 
delity.    Moreover  the  probability 
of  success  in  any  such  attempt, 
either  as  it  regards  Lord  B.  or  any 
of  his  fascinated  readers,  is  less- 
ened by  the  attempt  being  made 
in   verse,   as  the  chances  of  any 
common-place  rhyme  gaining  at- 
tention, are  infinitely  sma)l ;   and 
from  the  disgust  which  cold  and 
stiffened  lines  cannot  fail  to  excite, 
when  contrasted  with  the  mascu- 
line and  vivid  characters  of  Lord 
B.'s  poetry,  it  is  well  if  the  cause 
of  truth  be  not  materially  injured, 
by  its  association  with  imbecility 
and    plebeian   mediocrity.      This 
poetical  address  appears  to  us  per- 
fectly tame  and  uninteresting ;  and 
the  very  truths  it  cohtains  lose 
much  of  their  beauty  and  force 


front  the  absence  of  all  genius  and 
grace  in  the  rhythmical  garb  they 
wear.  The  address  consists  of 
seventy *nine  stanzas  of  nine  lines 
each,  characterized  indeed  through- 
out by  truth  and  piety,  but  by  lit- 
tle vigour  of  thought  or  depth  of 
feeling.  We  have  not  found  a  single 
strain  likely  to  add  new  lustre  to 
truth  or  new  channs  to  piety  in  the 
view  of  that  large  class  of  persons 
who  tolerate  Lord  Byron's  infide- 
lity for  the  sake  of  his  genius,  and 
smile  at  his  blasphemies  while 
they  listen  to  his  harp. 

The  Prose  Tribute  to  the  Me- 
mory of  the   Princess   Charlotte, 
inserted  between  the  Address  and 
some  minor  poems,  is  as  much 
out  of  place  as  it  is  out  of  time. 
In   short,  if  our  opinion  might 
prevail  with  the  worthy  author, 
and  we-  dm  at  least  aver  that  it 
is  unprejudiced;  we  should  pro- 
nounce both  his  poetry  and  his 
prose  bad,  though  from  different 
causes  and  in  different  degrees — 
the  former  from  deficieiicies  which 
we  are  aware  he  cannot  supply, 
the  latter  from  redundances  which 
by  care  and  cultivation   he  may 
repress.     If  he  will  forego  jpoetry 
for  ever,  there  is  some  chance  of 
his  succeeding  better  in  prose- 
but  from  his  present  publication 
we  might  well  suggest  to  his  con- 
sideration the  inquiry— "Which  pre- 
dominate—the prose  qualities  of 
his  poetry,  or  the  poetic  tendencies 
of  his  prose  ? 

The  criticism  on  Cain,  and  the 
reply  to  Lord  B.'s  assertion  rela- 
tive to  the  Paradise  Lost^  are  re- 
spectably done,  both  in  pmnt  of 
composition  and  argument,  though 
the  contrast  bettt^een  the  manifest 
intentions  of  Milton  and  Lord  B. 
might  have  been  set  in  a  still 
stronger  and  more  impressive  light 
-  The  title  of  the  second  woi'k,  whidi 
we  have  announced  at  the  bead  of 


l9ifL2              Lord  Bjfrm^^Hames^s  Wrathcfdm*  |6f 

this  article^  led  m  to^a^ectasiGre  is  indeed  a  more  gw&l  comSMsaey 

«peeift;  and  dmct  reply  to  the  iiv*  between  the  characters  and  ikut 

dnuations  of  Lord  Byron,  i^ainst  sentiments  of  Lord  B/s  work,  than 

the  credibility  of  the  Mosptic  re«  may  have  struck   his  Lordship's 

cord.     We  are  not,  however,  about  mind.    He  evidently.ye//,  that  the 

to  censure  the  author  for  the  com«  sentiments  he  has  chosen  to  pro^ 

prehension  of  his  plan,  and  the  p^ate  against  the  Scriptures,  would 

extension  of  his   argument  to  a  become  no  lips  so  well  as  those  to 

raljier  wider  range    than  might  which  he  has  assigned  them :  and, 

bave  been  required,  in  replying  to  in  putting  them  into  such  mouths. 

Lord  B.'s  Cain.     He  has  produced  he  has  uttered  the  bitterest  sarcasm 

a  work  of  a  widely  different,  and  upon  those  sentiments,  and  (nre- 

far  more  satisfactory  character  than  pared  the  severest  reproof  for  him- 

the  one  we  have  just  noticed.    The  self.     The  only  evil  we  wish  his 

plan  upcMi  which  the   sermon  is  Lordship  is,  that  he  may  yet  live 

constructed  will  be  best  learnt  from  to  see  and  to  feel,  that  opinions 

the  author's  own  words :  such  as  it  might  well  become  the 

_     ,     .  . ,            ,  first  deceiver,  and  the  first  mur- 

coiwideration  of  those  events  which  arc  other,  do   but  aggravate,  by  their 

recorded  in  the  secood  and  third chaptett  indulgence   and   propagation,   the 

of  the  Bible.    As  his  accusations  have  guilt    of   a    being,    who,    though 

rSono%t"redn-l°LrS  ?"-'■»  ^»  under  a  dispensa- 

to-day  adopt  it  as  the  snbject  of  our  re-  "On  ot  mercy, 

flections.     If  it  contains  any  circuo)-  We  meet  with  a  remark  at  page 

sUnccs  that  can  fairly  be  considered  as  10,  which,  with  the  note  connected 

impeaching  the  mercy  of  the  Almighty,  ^j^,^  j^.          ^^^  ^^  ^^  ^^^^  ^       ^ 

there  would  result  from  them  a  strong  y                 •?! 

presumption,  that  the  facts  related  Were  ^^^  ^^  possible. 

nntme ;  and  on  the  other  hand,  if  the  <<  At  one  time  it  was  asse^-ted,  that  as 

faots  are  true,  there  is  a  strong  presump-  light  is    an  effect  of  the  sun,  it  could 

tion,  that  they  will  be  found  consistent  not  possibly  exist,  as  Moses  has  repxe- 

with  the  mercy jof  the  Almighty.    1  shall  sented,  without  the  operation  of  the  sun. 

first  offer  to  you  some  observations  on  This  was  a  very  favourite  tfieme  of  infidel 

the  truth  of  the  faots  themselves  .  and  reproach ;  and  it  was  one  to  which  the 

I  shall,  secondily,  proceed  to  show,  that  believor  had  nothing  to  reply.    He  re- 

those  facts  bear  witness  to  the  benevo-  peated,  indeed,  that  the  Deity  was  fidl* 

lence  of  God." — pp.  7, 8.  powerful ;  that  he  had  a  perfect  coni- 

mand  of  his  materials ;  and  that  he  could 

The  author  considers  Cain  and  mould  the  elements  to  his  will :  but  thia 

Lucifer  simply  as  dramatic  charac*  was  not  luimitted  as  a  sufficient  answer 

ters,  and  proceeds  to  expose  the  ^  tiie  vain-glorious  taunte  of  f  e  un. 

<><»«/;»,.»««  «k^»  .^^  .^.^^^^  ,,ff^.  godly.    That  triumph  IS  now  Annihilated, 

sentiments  they  are  made  to  utter,  ^^  ibject^on  is  for  ever  silenced,  U  hiMi 

as  well  as  many  other  objections  been  demonstrated  bythe  results  of  jn«r« 

which  modern  infidels  have  made  recent  i^quiry,  thatthecariUer  in  wrong, 

to  the  fa(As  of  the  Scripture  recoattd.  ^^  ^^^^  ^«  ^^[X  ^?5^'  o^  inspkation  is 

T^  *u^   ^»«»«»i    •^^iLc     «,-»   «-«  correct;  that  the  b^htjnust  have  been 

To  the  general   replies,   we  can  antecedentto  the  sun;*  thut  they  are  m 

award  our    decided   approbation.  ^ ...^..-^.^-.^ 

The  defence  of  the  Mosaic  records,  •  « <  Moses  seems  to  have  known  what 

and  of  the  moral  character  of  God,  philosophy  did  not  till  very  lately  dis- 

as  far  as  that  appears  implicated  co^^r,  that  the  sun  is  not  the  original 

:«  Ai.         1     u*-A          ^              ^      •-.  source  of  light,  and,  therefore,  ne  calls 

in  the  early  hastory  of  our  race,  is  neither  the  sun  nor  moon  a  g4«t  %&t  ; 

conducted   with    great   skill,    and  but  represents  them  both  as  lumUiatiet, 

may  be  pronounced  a  sufficient  and  or  light-bearers*   Had  the  objector  looked 

satisfectory  refutation,  not  only  of  in*o  his  Hebrew,  Greek,  or  Latin  Bible, 

♦lio    :^   '     „    ^uz^^4.;^^«    «r  i^\^^A  be  would  have  found,  that   the  word, 

the    impious    ol^ections   of  Lord  ^^^ich  our  translators  have  properly  ren- 

Jiyron  s  Cam,  but  of  the  objections  ^gred  "  light"  in  the  3d  verse,  is  different 

oi'  infidelity  in  general ;  and  there  from  that  which  they  have  improperly 
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S6^    Review  of  Books  i-^FincVi  Elements  of  Sdf  Improvement.  CJotY, 

their  esicntiar  nature,  independent  the  general    subject   IS     self-improve- 

one  of  the  other,  and  that  the  very  term»  ment,     and    the    distinct    topics, 
in  which  their  creation  is  descriljed  by        y^^^  ^^^  ^^^.     -^^  number,  are  . 

the  sacred  author,  urc  in  unison  with  the       ,,     «  ^,  .  .  i        . » „  j  ;^ 

researches  of  the  learned,  and  conveyed  all  of  the  most  interesting  and  im- 

with  the  most  philosophical  accuracy  of  portant  character.     The  four  first 

expression.'-  chapters,  which  treat  more  imme- 

There  are  several  parts  of  Mr.  diately  of  setf-knowlcdge,  are  re- 
Harness's  theology  to  which   we  plete  with  the  soundest  instruction, 
cannot  subscribe;  but  this  is  not  and  are  weir  adapted  to  form  the 
the  place  to  enter  a  formal  protest  minds  of  the  young  to  this  most 
against  what  we  conceive  to  be  important  branch  of  study.^    They 
errors     in     theological     doctrine,  are  upon  the  following  subjects  :— 
The  work  may  with  great  advan-  The  Importance  of  Self-knowledge 
tage  be  read  as  a  refutation  of  the  --the  Use  of  Hisiortf,  Ejeperience, 
blasphemous  objectibns  contained  and    Observation — the    Self-know* 
in  Lord  Byron's  Cain,  and  other  ledge  Derived  from  ike  Scriptures^ 
infidel   publications;    but  by   no  on  the  ImpedimetUs  and  Motives  te 
means  as  a  guide  to  the  doctrines  Self-knowledge. 
of  revelation.  It  is  not  easy  to  present  any 
*^v%v**.wi.  analysis  of  a  work,  consisting  of 
Elements  of  Self-Improvement,  com-  chapters,  resembling  distinct  and 

prising  a  Familiar  View  of  the  elegant  little  essays,  composed  with 

Intelllclual  Powers  and  Moral    the  greatest  freedom^^  and  embrac. 

,     Cliaracteristicsqf  Human  Nature,  ing  a  very  considerable  range  both 

principality   adapted  for   Young  of  ^^^^^  *»d  mfipjy  «cal  discus. 

Persons  Lerin^  into  Active  Lifl    sion;-butdistnbutedintonoreg«- 

'   ByT.Finch.  Himilton.  Price5s.  1«5  ^f  les,  and  connected  by  none 
^    ^       ,  ,...1        1               -4.  of  the  artificial  links  of  a  theory 

This  neat  little  volume  merits  our  ^^  ^  ^  ^^  ^^^  ^^^  j^^^^j 

warmest    recommendation.      The  ^^  this  observation  to  insinuate; 

rendered  light  in  the  14th.    In  tlie  3d  that  the  work  is  void  of  order,— 

verse,  the  original  word  is  ni«,  the  Greek  for  it  is  distinguished  by  that  best 

^wc,  and  the  Vulgate  Latin  Lux ;  in  the  kind  of  order,  the  bearing  of  every 

14th  verse,  the  corresponding  words  are  chapter  and  every  sentence  upon 

m«0  ^woTi/pec,  and  luminaria.    Each  the  main  Subject^— but  merely,  that 

of  the  former  words  means  the  matter  to  j^  is  neither  a  theory  of  morals  nor 

which  in  English  we  give  the  name  of  I     v   ^:.^        u  .jL.«-«:..<.  «  i.i/»iVl 

Ught ;  each  of  the  latte?,  the  instruments  metaphysics ;— it  contams  a  lucid 

by  which  light  is  transmitted.  That  light  and  impressive  display  ot  those  im» 

enters  into  all  bodies,  and  combines  witii  portant  practical  tru^s,  relating  to 

most  of  them,  has,  by  various  lateexpe-  ^he  ffreat  subject  erf  self-improve. 

^SSli^^o;::^':SlSt'^rr^^^  „ent.which«^tobederivedfrom 

map  of  the  solar  system,  even  when  that  a  knowledge  of  the  moral  and  in- 

map  was  without  form  and  void,  and  tellectual  constituticHi.     The  culti- 

darkness  was  upon  the  face  of  the  deep,  vation  of  the  heart  is  a  matter  of 

L*^i^r.i^t^T'^4'  ."Jx  ^  wgh«t  ^Tjf  *-«^  •'» 

narrative,  because  it  represents  the  light  bearing  upon  individual  happiness, 
as  being  divided  from  the  darkness  of  the  and  upon  public  peace  and  pros- 
system,  before  the  sun,  long  considered  perity,  is  rarely  adverted  to  even 
as  tiie  ori^al  source  of  light,  was  formed ;  ,  christian  parents  and  instructors, 
but  late  discoveries  ought  now  to  lead  y ,  \^  n  •  ^  •  ^i. 
tb^  to  treat  Moses  xidth  respect,  were  A  large  portionof  society  enjoy  the 

ii.only  for  his  having  been  better  ac-  opportunity  of  but  little  mental 

quainted  with  the  nature  of  lisrht,  and  the  culture,  and  are  pitiaUy  iiidisposed 

i^onstituticmofthe  sun  than  either  them-  ^  ^^^  abounding  means  of  moral 
selves  or  their  masters.*    — Buhop  Gleie*$  i      t   .         .     ®  ^        i.-i 

AddUiant  to  Stackhouse^s  History  of  the  Bible.  ^^^  religious  improvement ;  while 

"rVol.  If  pp.  20^22.  those  who  Qugfat  frpm  their  station 
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and  rank  in  life,  and  die  influence 
they  exercise  oyer  the  habits  and 
pursuits  of  others,  to  be  well  aware 
of  the  relative  value  of  both  these 
kinds  of  improvement,  are  too 
often  found  guilty  of  a  total  over- 
sight of  that  with  which  the  hap- 
piness and  salvation  of  every  hu- 
man being  stand  intimately  con- 
nected. There  is  a  disposition  in 
human  nature  to  extend  its  obser- 
vation perpetually  and  indefinitely 
towards  OM^ivarJobjects;  but  rarely, 
and  by  an  effort  constrained,  and 
painful,  does  it  introvert  its  inspec- 
tion, and  seek  the  object  of  its 
knowledge  and  culture  within  it- 
self. It  is  one  of  the  primary  ob- 
jects of  religious  tuition  to  coun- 
teract this  tendency/  in  so  far  at 


a  stricter  regard  to  principle — an 
especial  inculcation  of  the  duties, 
so  solemnly  enforced  by  the  Sa- 
viour, of  self-denial-*  self-examina^ 
tion,  and  self-control.  This  volume 
is  well  arlapted  to  lead  the  minds 
of  educated  youth  to  just  view» 
upon  these  important  points.  We 
conceive,  that  it  will  be  found  an 
admirable  accompaniment  to  Dr.. 
Watts's  invaluable  treatise  on  the 
"  Improvement  of  the  Mind,"  and 
may  form  a  very  appropriate  intro- 
duction for  young  persons,  whose 
studies  are  directed  either  to  taoraT, 
metaphysical,  or  religious  subjects; 
or  for  those  who  have  not  leisure 
for  extensive  reading  in  either  of 
these  departments/  it  will  be  found 
a  valuable  and  instructive  compen- 


least,  as  to  make  the  cultivation  oi    dium.  As  a  specimen  of  JVfr.Finch's- 
the  heart  an  object  of  permanent    manner,  we  subjoin  a  brief  citation 


importance.  But  the  habits  of  the 
present  age  have  powerfully  tended 
to  keep  this  duty  out  of  sight,  and 
to  induce  a  self-complacency  in 
superficial  knowledge—- and  a  men- 
tal satis&ction  in  falling  in  with 
the  current  of  public  feeling,  which 


from  the  chapter  "  On  the  Import'' 
ance  qfSelf-Ktumledge." 

"  There  ii  no  kind  of  knoirledgfc  in 
the  acquisition  of  whicli,  mankind  are 
chargeable  with  greater  deficiency  or  re- 
luctance. External  objects  and  orrlinary 
sciences  occupy  their  attention,  till  they 
suppose  thcmseWes  furnished  with  proper 


leaves  the  motives  and  springs  of    accomplishments,  and  (jiialified  to  pass 
acticm  in  the  individual,  unpurified    *'"       ^*"    "'"    """**"  -*-usi-»- 

and  even  ynexamined.  Superfi- 
ciality may  indeed  be  named  as 
the  diaracteristic  defect  o£  the  age 
'■ — at  least,  of  every  thing  that  be- 
comes distinguislied  by  public  fa- 
vour. It  is  the  defect  of  the  reli- 
gions as  weil  as  of  Uie  worldly  part 


through  life  with  respectabifity  and 
wisdom.  But  in  the  mean  time,  the 
world  within  has  not  been  studied ;  but 
opinions  have  been  imbibed,  propensities 
excited,  connexions  formed,  and  changes 
anticipated,  of  which  the  mind  baa  only 
a  faint  conception,  or  a  partial  estimate. 
Mankind,  for  the  most  part,  seem  to  treat 
themselves,  as  a  moon-light  traveller 
treats  bis  shadow.    He  now  and  then 


of  the  community.     Itis  the  defect  turns  his  head,  and  smiles  at  the  strange 

of  modem  liteiatiire,— religious  as  fVV^^T^  oihU  ril<mt  compwion,  glid- 

I      u  1         i^u  -.^     ^      •^.._  inir  his  lengthened  form  over  hill  and 

well  as  secular.    Christian  soaety,  ^^e,  trees  andrivcrs,in  sportive  mimicry. 

more    especially   in   large  towns.  But  he  neitherstays  to  consider  the  cause 

where  t^  matter  of  mental  dissipa-  of  the  phenomena,  nor  gives  himself  the 

tion  is  liiiewilly  supplied,  is  assura-  ^w>«^le  ^  ^^"^  ^^»  proportions,  or 


tng  an  imposing  character  indeed, 
of  magnitude  and  even  of  pomp ; 
hvLt  it  is  at  the  expence  of  solidity 
and  sterling  worth.  The  super- 
Mruction  is  not  sustained  by  a 
basis  of  adequate  depth  and  firm- 
ness— and   the  distension  in  too 


the  resemblance  it  may  bear  to  the  origi- 
nal. His  thoughts  are  occupied  with 
subjects  of  greater  interest,  and  he  presses 
forward  unmindful  of  hi»  iuingc,  to  enjoy 
the  hospitiOitiies  pf  friendship,  or  pre* 
pare  for  the  journies  anil  avocations  of 
a  future /lay." 

**  But  self-know)edgp  is  necessary  to 
excellence  of  character,  and  the  discharge 


many  instances  possesses  much  of  of  duty,    ft  is  the  light  of  the  mental 

the    charArter    of  the    lir-bubble  and  moral  system ^by  which  ite  obscurity 

vae    cnaracter    ol  ine   air-DUOOie.  ^^  removed,  and  a  true  estimate 

we  earnestly   recommend,   espe-  formed  of  its  different  properties.    \^Tiat 


cially 


m 


properties. 
well-educated   families,     then  can  arise  from  its  absence,  but  the 


1 
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4ece{>tioDrperplexlty,  find  ruin,  of  mental  their  mutations,   until  the  great 

ixiferiority,  and  moral  debaaement !  Igno-  event  which  transferred  the  offers 

wnce  of  human  "^^^''^.^^"j!;^^.  (^^  <tf  ttdvation,  «^ec5fccd  nationally  by 

fluently  produced,  and  will  still  produce,  ^,       ,  '  t,^  .j,«ui«  -«; 

a  train  of  fatal  consequences.    A  man  4he  JewB,  to  moie  teadiable  spi- 

vlko  knows  not  bUnaelf,  looks  on  others  rits.      And  throughout  this  im- 

through  a  false  medium.    His  concep-  mense  field  of  historical  investigiu 

tions  of  men  and  things  are  confused,  ^^^^^^^  nothing  is  more  remarkable 

and  his  estimate  of  life  delusive  and  per-  .,    ^    .,  ^.         ,  j.   .^^ 

nicious.    Through  ignorance  aiyl  e™r,  than  the   enUre  absence   of  the 

kis  affections  receive  a  wrong  Mas ;  hi»  usual   causes    and    characters   of 

motives  and  dispoutions  arc  corrupted ;  error*     We  find  no  spirit  of  sys* 

vice  and  folly  are  cherished  under  the  ^  ^    affectation    of   trfiiloso- 

aemblance  of  wisdom  and  virtue ;   his  _i  • '•   _     „^   .j.*«.,«;^«  ^r  ;»«i;«7; 

kaUts  aw  formed  by  a  combination  of  phizmg,   no   obtrusion  of  uidivi- 

ketcsogeneous  principles;  the  lineaments  dual  opinion,  no  fine-spun  enqui- 

of  his  character  are  indefinite,  or  repul-  nes,     but     a  dear    and    simple 

aive  5  and  his  integrity  and  hanpiness  are  gtatement    of    facts    and    results, 

exposed  to  an  easy  overthrow. '  ^j^^  g.y^  y^^^^  exhibits  a  lofty  . 

d     T  ±A       M  *^^***»         e^i     ^^  and  superhuman  abstraction  from 

A    Letter    to    the    Rev.    Solomon  ^,  s    ,.  j       ^-  i:*- «  ^c 

Hirschel,  D.D.  Chief  Rabbi  of  S«  r^-^^^lnf'^.r^^rvif 

^,    ry  J  -n  1'  1.  r        '  the  human  mmd  :  the  casual  vir- 

the  German  and  Foltsh  Jews  tn  .  n^v^^x    j  ««^  i?«;-i«  ««««-«f4wi 

r     J       J*        jl     T>       f>  tues  of  the  bad  are  iairly  presented, 
Lmidmi,  from   the  Rev.  George         ,    ,     failures  of  tli^ood  and 

HamiUon,  M.A.  Rector  of  Kil^  »nd  the  **^"'^«^^*  ^  «^ 

,  »       o  CO        •  arreat  are  never  concealed  nor  pal- 

/smogA.      8V0.    pp    38.   pnce  ^^     Hence  it  is  that  the  &iip. 

The  case  of  the  Jews  is  in  all  re-  other  books  exhibit  in  every  page, 
spects  singular.  Their  history,  the  vanity,  ^e  ignorance,  and  the 
their  character,  their  actual  situa-  mental  and  moral  infirmities  (^ 
tion,  are  fraught  with  peculiarities  the  writers,  these  exhibit,  in  their 
of  the  most  strange  and  impres-  uncontaminated  simplicity,  their 
sive  kind,  and  the  same  dissimi-  unimpeachable  accuracy,  and  their 
Jarity  from  common  circumstances  perfect  accordance  with  attested 
distinguishes  the  composition  and  and  existing  circumstances,  the 
the  preservation  of  their  annals.  ineffaceable  signature  of  the  finger 
Their  History  is  remarkable  for  of  God.  Neither  is  it  to  be  for- 
its  extent,  its  simplicity,  and  its  gotten,  in  this  reference  to  the 
•complete  freedom  from  the  usual  peculiar  qualities  of  these  jcompo* 
sources  and  characteristics  of  erro-  sitions,  that  their  authors  were 
neous  statement.  It  comprises,  in  Asiatics,  accustomed  to  gorgeous 
fact,  the  story  of  the  world:  it  phrases,  magnificent  description, 
goes  back  to  the  first  origin  of  and  the  richest  exuberance  of 
things,  and  it  presents  its  latest  poetical  imagery;  yet  the  instant 
casualties  at  our  very  doors.  Amid  that  die  great  series  of  events  is 
all  the  various  attempts  at  cosmo*  in  question,  all  this  pomp  and 
gouizing  which  give  so  ludicrous  aplendour  disappears,  and  not  an 
an  air  to  the  chronicles  of  other  extraneous  ornament  is  aufifered  to 
ancient  nations,  tlie  account  given  interfere  with  the  unbroken  plain- 
by  Moses  stands  alone,  describing  ness  of  the  narrative.  When  the 
with  unparallelled  majesty  and  Prophets  announce  the  mandates, 
energy  of  language  the  whole  of  the  warnings  and  the  menaces  of 
creation,  from  its  first  elements  to  God,  language  labours  beneath 
the  final  marshalling  of  its  various  the  grandeur  of  their  conceptions, 
parts,  by  the  single-^/  of  A1-  but  when  they  become  the  narra- 
mighty  Power — light  be,  and  light  tors  of  history,  they  at  once  adopt 
Tvas!  The  Jewish  records  follow  the  simplicity  of  an  infant's  tale, 
the   people  of   God  through  all  We  know  of  nothing  in  the  whole 
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system  of  scriptural  evidence  more  but  we  cordially  approve    their 
remarkable  than  this^  that  the  ha-  efforts^  and  agree  with  them  that 
bits  and  tastes  of  a  most  stubborn  tihere  are  sign9>  in  the  apparent 
and  tenacious  people  should  give  course  of  prophecy  Mid  ih  the 
way   precisely  in    that    instance  political  aspect  of  the  World,  of  an 
where  pride  and  nationality  were  approaching  change  in  the  for<« 
most  concerned  to  retain  them.  tunes  of  Israel.     In  the  mean  titne 
-  Thieir  character  is  not  less  extras  it  is  expedient  to  urge  the  appeal 
ordinary  than  their  history.    With-  to  argument  and  evidence  in  every 
out  referring  to  minor  peculiarities^  convenient    way,    and    we    hav^ 
we  shall  advert  to  one  remarkable  pleasure    in    recommending    Mr« 
distinction  which  has  in  all  ages'  H*s  contribution  to  this  important 
attached  to  this  singular  race —  work.      Without    diverging  intd 
the  perfect  insulation  of  the  Jews  general  inquiry,  he  has  taken  up 
amid  surrounding  nations.    Slaves,  the  special  instance  of  the  great 
invaders,  conquerors,  captives,  ex-  christian  doctrine  of  the  riesurrec- 
iles,  scattered  abrbad  through  every  tion  of  Jesus  from  the  dead,  and 
climate  of  the  globe,  this  charac-  has  satisfactorily  shown,  on  prin- 
ter has   always  dung  to  them;  eiples  common  to  both    parties, 
and  they  are  still,    though    the  that  it  is  just  as  credible  a  fact  as 
sceptre  has  departed  from  Judah,  the  Exodus  of  the  Israelites  from 
and  even  the  traces  of  the  great  Egypt ;  he  then  adverts  to  the 
£unilies  of  Israel  have  been  obli-  absurd  -  and    malignant    account 
terated,   a  separate  people.  ,  J^os  given  of  the  Resurrection  in  the 
is  it  only  in  European  realms  that  celebrated  Jewish    tract  entitled 
they  are  thuB  secluded  from  the  Toldoth  Jesu,  and  proves  that  it  iil 
kindreds  of  the  nations  by  their  equally  erroneous  with  the  story 
Asiatic  features  and  customs,  but  of  the  Exodus  as  given  by  Tacitus, 
in  the  countries,. of  the  East  the  This  simple  statement  is  quite 
line  which  divides  Jew  from  Gen-  sufficient  to  show  that  Mr.  tta- 
tile  is   as   strongly  marked    and  milton  has  chosen  an  important 
maintained  as  in  northern  or   in  question,  and  placed  it  in  a  very 
western  regions.     If  it  ware  or-f  ingenious  point  of  view.      The 
derly  to  convert  a  review  into  an  Exodus  of  the  Israelites,  and  the 
original   disquisition,    we   should  Resurrection  of  our  Divine  Master, 
feel  much  pleasure  in  pursuing  are  the  two  primary  facts  of  Reve«i 
this  subject,  but  we  mast  leave  it  lation^  and  the  master-keys  to  the 
for  the  pri^sent  with  the  observa-  whole  system  of  Jewish  and  Chris- 
tion  that  it  does  not  seem  to  us  to  tian  history,  and  when  it  is  shown 
have  been  sufficiently  investigated,  that  they  rest  upon  evidence  of 
The  consideration  of  the  actual  the   same  quality  and  force,  the 
condition  of  the  Jews,  is   closely  cavilling  Rabbinist  is  left  without 
connected  with  the  former,   and  reply.      The   subordinate  discus- 
we  shall  refer  to  it  no  further  than  sion  is  equally  ad  rem.  Tacitus  has 
it  is  connected  with  the  pamphlet  given  an  injurious  and  erroneous 
which  has  led  us  somewhat  astray  stateme|nt  of  the  history   of  the 
into    the  previous  train  of  com-  Jews ;  the  latter  receive  a  mehda- 
ment.     We  rejoice,  with  Mr.  Ha-  cious  narrative  of   the    life  and 
milton    and  other  good  men,   in  death  of  Jesus  Christ;  Mr.  HamiU 
the  spirit  of  goodwill  towards  this  ton  proves  that  they  ate  alike  un- 
miserable  race,  which  seems  in  a  worthy  of  belief,  and  elicits  fron^ 
peculiar  manner  to  prevail  at  the  their  forced  concessions  a  reluctant 
present  time;  wemaypossibly.be  testimony  in  behalf  of  the  fkcts 
less  sanguine  in  our  expectation^  they  were  intended  to  discredit 
than   some  excellent  individuaH  We  shall  extract  the  strange  and 
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ridicule,,  swry  told  h.  the  Jewish  ^-JjK,^ift.JXd'w5t.l!.t( 

tract,  that  our  readers  may.  have  a  »^^   ^^^  ^^  told,  because  of  Jesus, 

finished  illustration  of  the  gross  ^ose  body  could  not  be  found  in  the 

credulity,  of  those  who   reject  as  grare.    Juda  then  told  where  be  had  bu- 

incredible  the  divine  character  of  ried  it.    Tanchuma  returned  to  themse 

*V  ^^        ,  men}  they  came  to  the  place,  tied  the 

the  (jospel.  Ijo^jy  ^  ^l^e  t^il  of  a  horse  by  the  h«ur  of 

«  There  is  a  Hebrew  tract,  entitied  th^  head,  and  in  drawing  it  out,  the  hair 

W*  nnvn  «  The  Generation  of  JesuB,'  ^^^^  ^g^    Hence  the  monks  arc  pharcn 

which  18  in  high  esteem  and  general  cir-  round  their  heads.    Notwithstanding  the 

culation  among  the  Jews :  nay,  if  I  am  ^^y  ^^g  produced,  the  party  which  ad- 

rightjy  informed,  it  is  put  into  the  hands  ^gypj  ^^^  tjjg  ca„ge  of  Jesus  prevailed  so 

of  young  persons  of  your  nation  as  a  true  niuch,  that  within  thirty  yeare  the  Jews 

history  of  certain  events  which,  you  say,  ^g^jg  prevented  from  coming  to  the  feasts. 

«re  falsely  related  in  the  Gospels ;  I  shall  ^hen  an  old  man,  one  of  their  wise  men 

select  this  work  from  among  many  others  ^^o  was. inspired,  and  whose  name  was 

of  the  same  character,  for  the  purpose  of  gimon  Kepha,  undertook  the  cause  of 

showing  that  we  Christians  are  as  fully  j^e  Jews,  and  said  he  would  exterminate 

justified  in  rejecting  its  account  of  the  ^^  Christians.     He  went  into  the  holy 

Resurrection,  as  you  and  we  are  in  re-  place,  and  learning  the  name  of  God,  he 

fusing  to  admit  Tacitus  as  an  evidence  ^p^^  ^  th^  metropolis  of  the  Nazarcnes, 

to  shake  the  credit  of  Moses.  ^  and  proclaimed  with  a  loud  voice,  Let 

<«  This  tract,  von  know,  Sir,  ascribes  ^^jy  ^ne  that  believes  in  Jesus  come  to 

e  miracles  of  iesus  to  a  magical  use  of  ^g^  for  I  am  sent  by  him.     He  wrought 

Mie  incommunicable  name  of  God,  called  mimclcs  similar  to  those  which  Jesus 

Sh«n-*ampfcoro»h,which  was  engraven  on  a  had  wrought,  and  gave  the  Christians  a 

stone  found  by  David  in  digging  the  foun-  yarfety  of  precepts,  not  to  hurt  a  Jew— 

datlon  of  the  temple,  andwhichwasplaced  j^  y^ggp  i,olv  the  day  on  which  Jesus 

mtheholyofholiesasthesupportoftheark.  suffered— instead  of  the  feast  of  Pcntc- 

Alter  the  wise  men  had  succeeded  against  ^^^^  ^^ey  were  to  feast  on  the  fortieth 


the 

the 


tion  to  the  Evangelists.  ^       ^  Simon  Kepha  continued  to  live  among 

«  <  The  wise  men  buried  him  where  he  ^^m  q^  ^eir  earnest  request ;  they  built 

was  stoned  that  same  evening ;  and  in  ]^^|  a  tower,  and  he  dwelt  in  it  till  the 

the  middle  of  the  night  his  disdples  jay  of  his  death,  which  was  six  years  af- 

came  and  sat  upon  his  grave  weeping  terwanls.    The  tower  is  in  Rome,  and 

and  lamenting.    ^Vhen  Juda,   (who  be-  ^^  g^one  on  which  he  sat,   is  called 

tiayed  him)  saw  tiicse  thingjs,  he  took  peter.* 

away  the  body  and  buried  it  in  a  garden  c<  Such  is  the  account  given  in  the 
under  a  rill  of  water,  and  the  next  day  he  Toldoth  of  the  proceedings  after  the  death 
told  them  to  examine  and  see  the  body  ^  Jesus ;  and  aOow  me.  Sir,  to  point 
of  Jesus  which  was  buried.  AVhen  they  ^^^  f;^  remarkable  adnussions  it  makes 
examined  and  could  not  find  him  in  the  j^  favour  of  our  account.  1st.  It  allows 
grave,  they  then  swd  he  was  in  heaven.  -^  ^  jja^^  i,^^  known  publicly,  that  the 
Hdena  the  Queen,  who  had  heard  of  y^^^  ,„^as  not  to  be  found  in  the  se- 
what  hail  taken  place,  sent  for  the  wise  p^jchre.  2d.  It  admits  that  at  that  yer^ 
men,  and  asked  what  they  had  done  with  n^^  j^  ^j^as  said,  he  bad  ascended  into 
Jesus.  They  replied,  that  they  had  bu-  heaven,  agreeable  to  his  own  Drediction. 
ried  Mm  ;  she  ordered  them  to  bring  her  3^  ^  adopts  the  specific  period  of  three 
the  body;  they  went  to  the  sepulchre,  ^y^  ^^^  n  states  that  the  Christians 
and  not  finding  it,  diey  returned,  and  increased  prodigiously  within  the  space 
told  her  that  it  was  taken  away;  she  of  tbiityvears,  notwithstonding  the  pnb- 
replied,  *  He  SMd  he  was  the  Son  of  God,  ^  production  of  the  dead  body ;  a  thing 
and  that  he  should  ascend  to  his  Father  ^  utteriy  incredible  as  to  furnish  strong 
in  hearen.*  She  Oen  told  them  either  presumption  that  it  never  was  produced  ; 
to  produce  the  body,  or  Ac  all  of  them  and  we  have,  in  the  5th  place,  an  admis- 
^aM  be  destroyed.  They  requested  ^j^  Hiat  mimrks  were  wrought  by  Si- 
three  days  for  cTamination.  They  pro-  mgn  Kepha  in  his  master's  name."-- 
claimed  a  fast;  and  when  the  time  was  pp,  29-^32. 
Cleared,  and  tike  body  was  not  found, 

many  lied  from  Jcnaalrm.     An   oM  The  composition   of  the  pam- 

ina»,  whose  name  ^lUb^Tudiiim^  ^^  j,^g   ^^    substantial  excel- 

at  this,  he  a^cd  why  he  was  correctness. 
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An  History  of  Muhammedanism : 
comprising  the  Life  and  Charac- 
ter of  the  Arabian  Prophet,  and 
succinct  Accounts  of  the  Empires 
founded  by  the  Muhammedan 
Arms :  an  Enquiry  into  the  The- 
ciogyy  Morality,  Laws,  Litera- 
ture,  and  Usages,  of  the  MuseU 
mans,  and  a  View  of  the  Present 
State  and  Extent  of  the  Muham- 
medan Religion.  By  Charks 
Mills*  2nd.  Edition,  Svo.pp.  484. 
Price  12s, — London. 

NoTHiNo  can  more  triumphantly 
exhibit  the  beauty  of  Christianity 
than  its  comparison  with  the  ex- 
travagance and  bigotry  of  Islam. 
Peace  on  earthy  goodwill  towards 
and  among  mankind^  are  the  hea- 
ven-inscribed characters  of  the 
pure  faith  of  Christ,  while  sensua- 
lity, frensy^  and  the  sword,  are  the 
inspiration  of  ^  the  Moslem.  The 
thousand-and-one  times  quoted 
passage  from  Dr.  Sherlo^',  as 
justly  as  eloquently  sets  forth  the 
contrast  between  the  divine  ma- 
jesty of  the  true  religion,  and  the 
dark  depravity  of  the  bloody  im- 
posture of  Muhammed.  It  is,  we 
believe,  considered  as  a  proof  of 
liberal-mindedness  to  pay  a  sort  of 
homage  to  the  son  of  Abdallah,  to 
CKtenuate  his  evil  qualities,  and  to 
hold  him  up,  in  some  degree,  to 
general  admiration,  as  a  highly 
gifted  person,  endowed  with  fine 
qualities,  and  entitled  to  rank  with 
the  great  men  who  have  secured 
to  themselves,  in  the  history  of  the 
world,  "  a  glory  and  a  naine." 
We  have  not  quite  courtesy  enough 
for  this;  we  have  an  ungovern- 
able propensity  to  call  things  by 
their  right  titles,  and  we  must  af- 
firm that  there  appears  nothing 
whatever  on  the  face  of  this  im- 
postor^d  stor^^,  to  justify  the  lan- 
guage of  his  panegyrists.  His 
talents,  in  all  respects,  seem  to  us 
^  have  been  excessively  overrated ; 
his  personal  courage  was  extremely 
doubtful;  his  policy  manifested 
no  signs  of  large  and  enlightened 
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views,  but  effected  its  ends  by  a 
variable  mixture  of  craft,  audacity, 
and  perseverance ;  and  without 
entangling  ourselves  in  a  useless 
quest  after  the  real  author  of  the 
Koran,  we  shall  satisfy  ourselves 
with  expressing  our  thorough  con- 
viction  that  Mohammed  had  no 
more  to  do  with  it  in  the  way 
either  of  writing  or  of  dictation^ 
than  He  of  the  triple  crown  and 
the  seven  hills. 

The  system  of  this  daring  im- 
postor was  a  mere  deterioration  of 
Judaism;  the  unity  of  God,  cir- 
cumcision, with  an  addition  of 
ablutions  and  a  few  trifling  obser- 
vances iVere  its  leadirtg  features: 
but,  if  he  overthrew  the  various 
idolatries  of  the  jrealms  which  he 
proselyted  or  subdued,  and  so  far 
conferred  a  benefit  upon  mankind, 
let  it  not  be  forgotten  that  he  in- 
troduced a  degrading  and  demo- 
ralizing scheme  in  which  lust  »was 
invested  with  divine  sanctions, 
fierce  intolerance  made  a  religious 
duty,  and  the  wasting  fanaticism 
of  his  sectaries  confirmed  and  en- 
hanced by  the  impulse  of  a  dark 
and  desperate  fatalism. 

These  passing  remarks  have 
been  in  part  elicited  by  the  pre- 
sent work,  in  which  Mr.  Mills 
displays,  we  cannot  help  thinking, 
a  little  too  much  admiration  of  his 
hero. 

**  If  there  be  a  master-passion  in  every 
man,  that  passion  in  Muhammed  ivas 
religions  enthusiasm.  It  appeared  tn  all 
his  actions ;  it  displayed  itself  in  every 
stage,  of  his  existence  ;  and  it  is  to  this 
disorder  of  the  imagination,  that  the  birth 
of  Muhammedanism,  like  that  of  many 
other  systems  of  error,  may  be  attributed. 
In  his  youthful  days,  he  was  decent  in 
his  morals,  pious,  contemplative,  and  re- 
tired in  disposition.  From  the  age  of 
twenty-five  to  forty,  he  industriously 
pursued  his  occupation  of  a  merchant, 
and  nursed  his  genins  in  solitude.  He 
then  started  into  public  life  a  wild  and 
clamourous  fanatic.  One  particular  train 
of  ideas  had  fixed  his  attention;  silent 
speculation  had  ended  in  dreams  of  rap- 
ture ;  reason  was  lost  in  the  wanderings 
of  imagination,  and  the  suggestions  of 
fancj^werc  mistaken  for  the  inspiratiozja 
of  heaven.    The  first  and  sublime  princi- 
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nlaofliw  reli^oa,  the  umty  of  the  god-  faith   made   its  yr^y  but  slowly, 
leiidi  ifas  preached  by  him  with  all  the  jjyj.  ^heu  he  became  able  to  wieril 
i««:ob«ence,imdwHhaU  .  ^^  ^j^     weapons  of  his 
of  authority  from  the  Almighty,  wUicb                  ^    ^i/  *    r 
di#tingiu^h   ffnatic*  of  every  rel«ion.  bloody    warfare,    it   forced   itself 
^But  intercourse  with   the   world,  the  upon     the   .atirrounding;    natlpns, 
itleat  influence  of  time,   and   the  oc-  spread  far  into  the  south  and  west, 
castonal  suggestions  of  reason,  mode-  .^^  covered  the  fairest  provinces 
Mted  his  enthusiasm.    In  his  trauaactioas       .  __                vi    -^      ^    •  vu 
with  his  opppwu,  h«  now  thought  of  Qf  Europe  with  its  ^mies.     Kha- 
fonfequcticet ;    and    to    accon^plisE   thye  led  ancl  Amrou,  with  other  gene- 
schemes  which  b«gan  to  ^  open  on  him,  rals  of  distinguished  bravery  and 
andinhis  ^deayours  at^ "^^^J^^^  skill,  secured  the  first  successes  of 

Mn^y''acn^odatcd%i^^^^  I^'^™'  ^Z^  ^  ^<^"?  siiccession  of 

tbeptsvonsandprejodicesofhtscoctftry-  gallant  officers  mamtained  the  as- 

2Z2en.   With  increasing  success,  his  hopes  cendency  of  the  Mussulman  power, 

^pandcd     The  throne  of  his  country  The  Khalifate  of  Bagdad  was  Wog 

iMaame  the  object  of  his  desire,  and  am-  ,                       p  «^«,^  „^a    •vr»««,«r 

Utious  Tiews  of  conquest  and  of  plunder  the  cemrc  of  pomp  and  power 

added  fresh  ardour  to  his  energies.  Fana^  and  the  name  of  Haroun  al  i^scnia 

Ucbm,  then,  was  the  original  a^d  real  is  associated  in  our  minds  with  all 

character  of  Muhanjmed.    He  had  ambi-  ^^  j^  romantic  ia  narrative  and 

•fion.  It  Sfl  true;  for  ambition  is  easily  .      x^^-    •   .•  „       'r««f„»« 

huili  upon  fanaliism.  These  two  power-  gorgeous  in  descnpUon.     Taitary 

fill  passions  require  nearly  the  same  teip-  and  Persia  reqeivect  the  iaW  ot 
per  of  soul.  But,  however  violent  aiuM-  the  Koraii,  and  JVIahmoodi  the 
•tion  might  have  appeared  iaMuhammed,     Icono^lftst,  extended  it3  inllu^^^e 

:L;3*brl^la:^:rid"t."^uT.  Kvond  the  lnd«s.     Con^uadne 

aUolateinitsdcvoiopmeut."-^)p.36— 38.  Palaeologu^  died  in  tb^  breach  qI 

his  capitjdf  and  the  fair  provinces 

Npvr  we  claim   penpission   to  of  the  Bysfmtine  empire  |i)^caroe 

dissent  from  all  this  as  perfectly  the  prey  of  fanatical .  barbarians. 

ipratuitoqs ;  let  due  allowance  be  A  powerful  and  magnificent  race 

made  for  Uie  modes  of  expression  of  Mosleigi  sovereigns  ruled  over 

and  action  peculiar  to  the   East^  Spain,    and   distinguished  th^ia- 

"  and  there  will  appear  no  fbunda-  s^lvei^  a^  t^e  jnupificept  patrons  of 

tion  whatever  for  the  supposition  literature;   nor  did  the  Pyrenees 

.that  Mohammec^,  at  any  one  pe-  form  a  secure  b^rriegr  to  tbe  tierrir 

iribd  of  his  career^  was  infii^enced  tpty  of  France^  they  Mere  passed 

'by  apv  other  impulse  than  that  of  by  AMerame ;  and  the.  superiority 

ambition.     He   had   none   of  the  d  discipline  over  fi^natici^m  was 

bold  and  generous  self-abai^^pn-*  &irly  tried,  perhaps  for  th^  irst 

merit  which  denotes  high  enthu-  time  jn  the  history  of  Uie  Muasul- 

idasm;   he   betrayed  at  once  his  mans,   in  the  conflict  of  Tours, 

cowardice*  and  his  destitution  of  when  Charles  Martel  and  Eiides 

heavenly  or  earthly  aid,   by  tak-  of  Aquit^ine,  ''  fought  and  gained 

:ing.  flight;  and  when,  he  wanted  the  battle  of  the  civili^bed^orld." 

power  to  work,  and  dexterity  to  Mr.,  Mills's  ''  DiaaertatiitHi  on 

.  feign,  miracles,  he  imd  recourse  to  the  Causes  of  the  Succeas  of  the 

falsehoods  so  thick  and  palpable  Mohammedan    Arms    and    Beli- 

.  as  to  excite  our  wonder  at  the  gion,"  ia  by  no  meana  reinsrkikble 

consummate  impudence  of  the  in-  .for  depth  or  discriminatioQ,  bat 

ventor.  —  the   vulgar    ravings   of  we  sh^l  not  engage  in  the  for- 

Hans  Engelbrecht  or  Richard.  Bro-  xnidable  task  of  pointing  out  what 

thers  were  not  more  disgustingly  seem  to  us  its  defioien^esi    The 

.  absurd  than  Mohammed's  flight  to  immediate  cause  of  the  tnumi^ 

heaven.  of  the  Moslem  armies  waa  uaques- 

So  long  as  the  means  of  the  im-  tionably  the  daring  energy  oi  en- 

poat9<^    ^ci^    circums^bed,    his  thusiasm  and  fatalism  om  one  .side. 
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and  Um  n^tuuition  of  mititary  dis- 
cipline on  the  other.    Mr.  M.,  if 
we  recollect  rightly,  (for  we  have 
in  vain  attempted  to  ffnd  the  pas* 
la^  on  a  second  reference  to  the 
volume)  somewhere  intimates  that 
the   Macedonian  phalanx    would 
have  given  way  before  the  impe- 
tiioas  and  desultory  charge  of  the 
Saracens.     Possibly  it  might,  for 
the  phalanx  alone  and  unsupported 
was  a  helpless  mass ;  it  never  de- 
ployed, and  without  light  troops 
and  horse  could  at  no  time  engage 
in  extensive  and  combined,  ma- 
noeuvres.    But  if  this  phrase  im-^ 
ply  that  the  dense  cdlumn,  with 
the  Argyraspides  and  the  Thessa- 
Han  caVali^y  and  with  Alexander 
or  Parmenio  fbr  a  leader,  would 
not  have  dissipated  the  Arabian 
hordes ;  or  if  it  be  designed  to  in- 
timate that    the    Roman   legion, 
with  its  triarii  and  prtmipiU  and 
rts  perfbc^  combination  of  different 
arms  and  orders,  would  ^have  re- 
ceded before  the  impetuous  charge 
of  Khalied  and  his  Savages,  we 
must  express  our  conviction  that 
the  .opinion  is  utterly  erroneous. 

We  insert  the  following  history 
and  description  of  the  Koran,  the 
extract  is  rather  too  long  fbr  our 
usual  fimits  of  citation,  but  the  in- 
terest of  the  subject  induces  us  to 
overlook  this  ihccmvenience. 

'<  .Without  ducasslng  the  merits  of  the 
(liifereiit  notious  of  the  Muselmans  with 
t68f)ect  to  the  origi'n  of  their  slun^d  vo- 
hiAie^-^he  opimon  of  the  orthodox  Soa- 
Bites,  that  the  Komnwas  undre^ited,  and 
stored  ia  one  of  the  seven  heavens  from 
all  eternity :  that  copies  of  it  on  paper, 
bound  in  silk  and  adorned  with' g^ems, 
Were  brought  from  Ks  ctelestial  abode  td 
earth  by  ine  an^sl  Gabriel,  and  delivered 
to  Aluhammed  in  the  taonth  of  Ramadan; 
or  the  more  mild  and  moderate  idea  of 
the  Mattafeallfc^,  that  this  ^ord  of  6od 
had  no  claim  to*  eternity ;  it  is  sufieient 
for  ns  to  observe,  that  the  vohime  geme-* 
ratty  knQwn  by  the  title  of  the  Koran 
(or  the  book  fit  to  he  read,  as  the  word 
signifies)'  contains  the  substaifce  of  Mu- 
hammod'S  pretended  revelattotls  from 
heavdii.  yfhtmyer  enthusiasm  sog- 
gotedf  or  pqssion  and  p6Ucy  required  it, 
a  f^rtion  of  the  divine  commands  was 
proclaimed  by  the  preacher  to  Kis  aUdt- 
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toiy  of  fiaoBtics,  aid  r«^tered  by  (he^i 
ia  their  memories,  or  inscribed  on  tkt 
more  durable  materials  of  the  leaves  of 
the  palm-tree,  and  the  skini  of  animals. 
A  f  opy  of  these  fragments  wits  entmated 
to  the  ehafge  of  one  of  his  most  litvonied 
wives;  ai|d  although  Abu  Beker,  the 
first  Caliph,  mdtfai^tzed  them  into  a 
volume,  yet  hi  the  conrso  of  a  very  flnr 
y^ars,  so  mioif  errors  had  ervp$  Into  the 
sacred  tett,  that  Othman,  the  thiM 
Cidiph,  called  in  the  difl^rent  raaou* 
scripts,  and  aasnTed  the  laithful  he  would 
ivcti^  them  from  the  original.  Bat  so 
manlmld  were  Ae  various  readings  of 
Aese  copies,  that,  as  the  least  diffictilt. 
talk,  this  successor  of  the  Prophet  de« 
stroycd  the  volumes  themselves,  and  pub*, 
lishcd  a  new  Koran,  which  is  the  saktte 
that  we  now  read. 

«<  To  the  Sanscrit  lai^r^iage  alone  the 
Arabic  is  hiferiorin  copiousness.  But 
as  the  people  of  the  desert  aire  divided 
into  various  tribes,  estranged  from  eaDh 
other,  so  H  naturally  happened,  that  each 
tribe  should  have  forms  of  speech  peen- 
liar  to  itself.  Indeed,  in  no  famgnage  are 
there  so  many  dialects  as  in  the  Arabic  t 
so  great  ia  their  difiisrence,  that  we  can 
iri&  difficulty  trace  them  to  a  common 
souree.  In  the  idiom  u^d  at  Mecca  dM 
Koran  was  written :  that  idiom  is,  there- 
for^, from  seatimeats  of  reverends  to 
riellgiod,  more  highly  esteemed  by  the. 
Arabs  than  the  lansroage  of  any  other 
part  of  their  countxy.  in  the  present 
times,  hoirever,  our  most  inquiring  trtl- 
vellers  can  find  little  or  no  itisemblance 
between  the  words  used  in  the  comtnoa 
intereoarse  of  life  in  Ardbia,  «^d  th^ 
♦ords  at  the  Koran.-  Tlirie,  aad  eom- 
mui^catlon  with  stranifers,  have  been 
Ibllowed  by  their  uStial  conaieiqueiicea^ 
Tae  Arabic  of  the  Koraji  ii  taught  at 
Mecca  like  a  dead  langm^.  Tlie  dia- 
lects in  tlwiiometmn  provinces  of  Arabia 
are  aa  vartotry  u  those  6f  Italy ;  wfaBr  i* 
S^a^  Bgyp^y  and  other  Musdnnur 
eoftntries,  the  reseasblsnee  which  the' 
Spanish^  Portuguese,  and  Provencal  Ww- 
Images  bear  to  the  Latin,  wili  sug^eslr 
an  Idea  of  the'  aAi|ity  between  the  real 
Arable  and  hs  modern  vittiatiohs.  Soaao 
people  spei^  the  pure  language  of  lah* 
nkael,  ;while  others  matter  it  barhartndy^ 
The  s^Ie  and  composition  of  the  Kpraii 
are  (sSleeraed  by  tlie  doctors  of  tite'Mos^m 
t6  be  inlmiitable,  and  more  tiirarttlond 
than  the  act  of  raising  the  di6ad^!  antltiie 
l>roudly  acknowledged  i»itteracT^of  Mn- 
hammed  was  prodmmed  bjrhis  foHo^ers^ 
as  the  gMnd.  ar^ttentrln  fftvocff  of  iu 
dmae  orinn.  In  th)e'spMt  of  eathu- 
siasm  or  ^ity,  the  Pipphet  rissts  tha 
truth  of  his  mission' on  t^e  anerit  df  his 
book,  ai^aciotisly  chaliengsis  bot^  men 
and  ta\^'U>  iftiitate  tlie  bimutieS  of  a 
^ng-le  passage,  and  fregti^ia^s  to  hsscrt 
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Ood  alone  could  dictate  this  incompara-  of  them  belonged  to  princes,   and  an 

ble    performance.     The    harmonv  and  therefore  ■  of  exquisite  beantjr.    Some  of 

copiousness  of  style  will  not  reach  in  a  those  which  formerly  were  in  the  pos- 

yersion  the   European  infidel :    he  will  session  of  Uppob  Sultan,  are  of  peculiar 

peruse  with  impatience  tiie  endless  inco-  elegance." — pp.  276 — ^284*   * 

i^pT.nd'dtf.^tirN'S^S^  ^  „  Whfle  we  cordi^y  give  to  Mr. 

morality  are  interspersed  among  trivial  Mills  the  praise^  due  to  his  dili- 

matters :  and  exhortations  to  charity  are  gence  and  geiferal  accuracy,  we 

sullied   by  commands    of  war   against  ^^^  ^j^  ^g^^  ^^  are  compelled  to 

infidels.     As  the  different  parts  of  the  "^               mc^a    «^«1««««  ^f 

Koran  were  written  for  ocLionalpur-  P^ss   an   unquahfied    sentence  of 

poses,  mistakes  and  contradictions  were  condemnation  on  his   style  ;    its 

repeatedly  made.    When  circumstances  inversions,    its   affectations— in  a 

varied,  new  revelations  were  necessary;  ^^^d,  iU  Gi6^0«l«IW— are  altoge- 

and,  therefore,  the  convenient  doctrine  .       intolprahlp 

of  permission  to  abrogate,  as  weU  as  to  ^"^^  intoieraoie. 

create,  was  invented.  %'wv%^*^%-» 

.     The  Koran  is  divided  into  one  hundred  ff^^  Younsr  Communicants  Remem- 

!!?i''"?T— ^^"°"""*;J*'^'''  hrancer\'  a  Treatise  intended  at 

word  which  signifies  a  connected  portion,  '          .   y^,     «-            ^i 

and  these  suras  again  into  verses.    The  once  to  Remind  the  Young   Lorn- 

suras  are  of  very  unequal  length,  titled,  .   municant  of  the  Practical  ObUga* 

but   not    numbered ;    some   containing  lions  of  Religion  ;  and  to  Direct 

tiii^e  hundred   and  others  only  three  or  ^  Encourage   him   amidst  the 

four  verses.    The  Musclmans  have  paid  T^     •            j    ta'-o?     ia^          ^   jl 

as  much  superstitious  attention  to  the  Bulies   and  Difficulties    of    the 

Koran,  as  the  Jews  did  to  the  Bible.  Christian  Life.     By  JV»  Hamu* 

In  imitation  of  the  labours  of  the  Masori,  ^^^  MiniiterqfStrathblane.  1 2»io. 

S^rre^^ir^^^rr'^'S  PP-  ^90.  Pnce  S,.  ed.  Ola^w. 

sacred  volume  j  and  for  the  purpose  of  1 822. 

•upplyinff  the  want  of  vowels  in  the  No  period  can  be  of  greater  im- 
Anibic  character,  have  introduced  vowel  portance  in  the  religipus  life  than 
S'^S^ot^.l^o^e^tLr'^  Satin^vhichweenferuponour 
Muhammedans  never  read  or  touch  the  grand  course  ot  duty ;  and  no 
object  of  their  veneration,  without  the  event  can  more  powerfully  awaken 
legal  ablutions  having  been  performed.  fj^Q  sympathies  of  a  Christian  mi- 
The  Othman  Emperors,  in  imitation  of  nister  than  the  admission  of  a  young 
the  ancient  Caliphs,  ffenerally  consider  it  '  ^  ^  ^i_  '  •  n  i»  i.  ^u 
a  religious  duty  to  adorn  thei  exemplars  convert  to  the.  privileges  of  church 
of  the  Koran  with  gold  and  precious  communion.  He  contemplates  With 
stones.  It  is  the  comfort  of  tiie  Musel-  pure  delight  the  Strong  emotion 
mwisanudst  the  busy  duties  of  the  camp,  ^  ^^  youthful  mind  at  its  first 
and  It  forms  the  great  solace  of  their  •.  .1  j''  ^  •  ^v  ui-  ^«« 
domestic  toils.  Vases  ftom  it  on  their  decided  step  m  the  public  pro- 
banners  incite  their  niartiaft  spirit;  and  fession  of  its  devotedness  to  God> 
its  principal  sentences,  written  on  the  and  he  feels  the  most  intense 
walls  of  their  mosquefi^  remind  thenj  of  anxiety,  that  tJie  zeal,  the  simpli- 
their  social  duties.  Th^  most  ancient  •  .^_  .v  ,  ....  ^u^^  ^^uzu:Lji 
manuscripts  which  aie  known,  are  on  City,  the  humihty,  then  exhibited, 
parchment,  in  the  Cufic  character  df  the  may  experience  no  abatement  or 
Arabic  language.  The  modem  maim-  alloy,  when  exposed  to  the  trials 
scripts  are  in  the  Niakhi  mode  of  writing,  ^^  seductions  of  the  world.  His 
on  paper  curiously  prepared  from  silk,  ^  .  1^4^^,.'  u:„  ^»^,»m^\ 
and  polished  to  the  highest  degree  of  earnest  expostulations,  his  pastoral 
beanty.  The  copy  which  is  most  ad-  Counsels,  his  fervent  supphcations 
mired  for  the  character  of  its  writing  at  a  throne  of  grace,  are  directed 
and  cmbellishmente,  formerly  belonged  ^  ^^  warning,  the  encourage- 
tp  the  Turtush  Sultan  Solyman  the  *.  j  *t.^  ;!„:««•„♦;««  «p  ?Ko 
Great,  and  is  preserved  in  the  Mus^m  ^^^^  ^nd  the  mvigoration  of  the 
Kircherianum,  at  Rome.  In  every pubUc  catechumen;  he  is  jealous  over 
library  in  Europe  are  to  be  found  tran-  them  with  a  godly  jealousy^  nor 
scripts  of  the  Koran  :^  as  the  MuseUnans  ^^^  he  withdraw  from  these  ob- 

^Z  V'^oi't^of^^.  jecu  of  his  hopes  ^d  fe^  the 

scripts  kave  b^n  takw  in  batUe.    Many  undeviating  vigilance  of  his  eye 
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and  hearty,  until  the  engagements 
of  life  may  have  placed  them  be- 
yond his  sphere  of  inspection.  We 
can  imagine  a  pastor  of  this  cast^ 
addressing  one  of  his  young  flock, 
about  to  mingle  with  the  associa- 
tions and  interests  of  mankind, 
in  the  following  terras,  and  lan- 
guage more  appropriate  and  judi- 
cious he  could  not  use. 
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are  not  only  justified  but  obliged  to  per-- 
severe  in  your  benevolent  efforts  to  con- 
ciliate their  attention  and  regard,  and 
lender  their  affection  for  you  subservient 
to  their  spiritual  and  eternal  advantage. 

"  But  whenever  this  prospect  closes, 

your  duty    is  to  withdraw  from  their 

presence.    No  rational  end  can  then  be 

proposed  for  frequenting  their  company. 

.Though  your  conversation  cannot  profit 

them,  their  secular  spirit  and  worldly 

diflcourse  may  soon,  though  insensibly, 

inflict  a  deep  and  lasting  injury  up6n  the 

spirituality  of  your  mind,  and  the  purity 

and  fervour  of  your  devotion.    Without 

increasing  the  heat  of  a  December>night, 

a  ball,  red  hot  from  the  furnace,  wiU 

^  _  _.     foon  contract  the  temper  of  the  surround- 

of  the  grace  of  Cbrist,  or  lias  shicerely     ^  ^™"*y  atmosphere.     Without  miti- 

]^elded  himself  to  God,  wiU  just  as  na-     fl^^^ff  ^«  sufferings  of  the  victims  of 

».,^ii.«  .»^  :-„^«.^e_i ii*  i! —  ..^^      coupon  in  an  hospital,    before  they 

are  aware,  the  most  sound  and  robust 
will   soon  lose  their  own  health  amidst 


**  Shun  vain  company. 

**  By  vain  company,  I  do  not  mean 

merely  the  society  of  the  openly  vicious, 

and  the  avowedly  profane  and  profligate. 

Everyman  who  knows  anyihingat  all 


turaUy  and  instinctively  recoil'  from  the 
presence  of  such  men,  as  he  would  from 
the  sight  of  a  rabid  animal,  or  from  the 
approach  of  a  serpent.  A  man  o{  loyalty 
would  just  as  soon  court  the  fellowship 
of  traitors ;  a  man  of  genuine  unbending 
integrity,  would  just  as  soon  take  to  his 
confidence  and  kindness  the  convicted 
cheat  or  the  known  seducer,  as  a  man  of 
firni  and  faithful  attachment  to  the  King 
of  heaven,  would  maintain  chosen  inter- 
course with  the  impious  and  abandoned, 
the  revilers  of  his  Saviour,  and  ihe  ene- 
mies of  his  God. 

**  The  designation,  vain  company,  has  a 
far  more  extensive  application.  It  com- 
prehends the  society  of  all  who  are  un- 
profitable, as  well  as  pernicious.  And 
many  companions  are  inexpressibly  dan- 
gerous, who  have  nothing  in  their  ap- 
pearance to  create  alarm  or  excite  suspi- 
cion. This  is  pre-eminently  the  case 
with  those,  who,  along  with  a  plausible 
and  prepossessing  exterior,  retain  a  rooted 
attachment  to  the  world ;  and  while  they 
attend  the  ordinances  of  religion,  and  ape 
the  language  and  manners  of  the  faithful, 
-are  strangers  to  the  commanding  and 
soul-subduing  influence  of  vital  godliness. 

'*  The  duties  of  life  and  the  intercourse 
of  society,  may  frequently  bring  you  into 
contact  with  persons  of  this  description : 
and  when  you  meet  with  them,  Chris- 
tianity not  only  permits,  but  requires 
you  to  treat  them  with  courtesy  and  with 
kindness.  But  it  is  unchristian  and 
dangerous  to  select  them  for  your  asso- 
ciates ;  to  throw  yourselves  unnecessarily 
in  thdr  way ;  or  to  spend  more  time  in 
their  presence  than  what  the  calls  of 
business,  the  claims  of  friendship,  or  the 
conscientious  hope  of  promoting  .their 
eternal  .  welllfare  imperiously  demand. 
Whilst  the  faintest  hope  remains,  that 


the  infected  exhalations  which  the  tainted 
are  respiring.  And  without  being  able  to 
.infuse  into  the  worldly  and  the  carnal, 
the  slightest  portion  of  the  piety,  the 
warmth  and  the  zeal  which  »you  feel ;  by 
needlessly  mingling  in  their  society,  you 
yourselves  may  soon  decline  in  the  life 
and  power  of  religion,  and  imbibe  their 
indolent,  secular,  and  carnal  spirit. 

"  If,  therefore,  you  would  wish  not 
only  to  retain  the  freshness  and  purity  of 
your  devout  impressions,  but  also  to  add 
to  their  strength  and  intensity;  you 
must  withdraw  from  the  society  of  the 
lukewarm  and  temporising.  Make  no 
friendship  with  worldly  men,  and  with 
the  formal  and  cold-hearted  you  shall  not 
go ;  lest  you  learn  their  ways,  and  get  a 

. snare  to  your  soul.  Let  your  companions 
be  of  them  that  fear  God;  and  your 
converse  with  the    saints,  the  excellent 

-  and  the  honourable  of  the  earth.  While 
the  intercourse  of  the  worldly  tends  to 

.  repress  and  deaden  your  devotion ;  the 
presence  of  the  spiritual  and  heavenly- 
minded  will  quicken  your  religious  pro- 
gress, elevate  your  views,  and  give  greater 
purity  to  your  holy  feelings,  and  greater 
stability  and  vigour  to  your  pious  and 
benevolent  exertions.  *  Ointment  and 
perfume  rejoice  the  heart ;  so  doth  the 
sweetness  of  a  man's  friend  by  hearty 
counsel.*"— pp.  139— 142. 

-  We  have,  indeed,  been  altoge^ 
ther  uncommonly  interested  by 
this  excellent  book;  the  more 
so,  perhaps,  because  we  took  it 
up  with  but  slender  hope  of 
finding  much  in  addition  to  what 


conve^^S  ^uTacHh^/ W,^a^  ^^  ^  ^ready  admirably  said  on 
rouse  them  to  a  just  and  an  earnest  con-  ,*"®  weighty  subjects  to  which  it 
cera  for  their  everhisting  felicity,  you    refers.    Our  attention  was  instantly 
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arrested   by  the  aifctstionate  and  can  «fc«7  najomipwiy  hk  fepitit^  •  in  tte 

energetic  «^plicity  of  «H.prelinu-  ^^f^^S^i^^^'S^ :^ 

nary  address,  and  Uie  feeling  thiw  i^n^^  mtmoune  which,    in  his  silent 

excited  was  fnlly  sustained  6y  the  solitary  hours,  he  enjoys  witiibis  Savionf 

sahseqnent  sections.  •»*  W*  God  ?    They  may  attend  hhn  to 

Mr.    Hamilton    disclaims    any  ?*  ^  f  1^T7\'^  "^l^ll^S!!! 

,.        .V  "^  his  seat  a|  the  holy  table  :  but  can  they 

auai  at  supersedmg  the  many  use-  ^^^^  '^^^^^  ^jg  ^evont  and  ravished  fed- 

fal  "  treatises  which^  nnder  dif-  ings,  when  he  there  hears  his  6od  and 

fcrent  forms  and  titles^  have  been  Sarionr  jirochimiiig :  *PteaoeIlcavewiU» 

published  respecting  the    Lord's  you,  iny  peace  I  give  imto  you:  fewrnM, 

Q«.«>^»  ."  Uy^Mt^Vt^  kU  <rf«»^  ««  for  I  am  with  thee  :  be  not  dismayed,  for 

Shipper ;    but  taking  m»8tand  on  ,  ^„  ^^^  q^  y    Can  they  see  the  high 

the  argument  suggested  by  the  oi^  elevatioa  of  lus  beart»  or  the  sacred 

dinance  itsalf^  and  the  obligations  traosfort  of  his  aonl,  whan  tl»e  et«fnwl 

which  it  implies,  he  has  furnished  ^^  ^^  of  tho  things  of  Christ,  and 

«  U*,»A  ««*1  ;»f  A»<Mrf^;»«  «%^*«l»n  ^  AewE  them  to  his  underatandtug,  and 

a  large  and  interestmg  portaon  of  ^^^  ^^^  ^^  ^  coDsdence  ?  when  this 

the    great    religious    community,  ]>l^flied  teacher  leads  him  into  more  close 

with  a  valuable  directory,  on  Which  and  enlansed  views  of  the  love  and  glory 

we  fervently  pray  that  the  divine  ^  **  Father,  and  of  the  fulness  of  troth, 

t%l,i>*i»:««<.  M.^^  VLo*      u«  u^^».  !*«.  *nd  the  riches  of  0Sce,  which  for  ctst 

biwsmg  may  rest.     He  begins  by  ^^e  in  the  perJS^rf  the  ^on  ?    Caa 

enrcHrang  the  duty  iA  personal  dedi-  they  descry  his  sobUme  and  ineffable  trun- 
cation, and,  incidentally,  that  of  en-  sport,  when  faith,  in  lively  and  vigoious 
tering  into  a  specific  covenant  with  «»««»«»  "i^es  him  above  the  things  of 

Gdd,     On  this  last  point,  we  shall  !f  J^  f?i^  ^'fSf.*  l^Tlii«w« 

.,,     ^,         1*^'^  _^      -.  that  which  is  withm  the  veil,  brings  him 

probably  take  a  future  opportunity  near  to  the  general  assembly  and  church 

•of  expressing  our  sentiments  some-  of  the  first-bom,  and  imparts  a  foreuste 

what  at  large ;  generally  agreeing  «nd  *n  earnest  of  his  future  and  never- 

in  this  matter  with   Mr.  H.,  we  ««lii« bliss? "-pp.  191, 192.     . 

should  be  disposed  in  some  degree        The  last  chapter  is   Iiortatory, 

to  qualify  the  language  in  which  and  it  is  with  regret  that  we  are 

he  recommends  this  solemn,  and  ooropelied  to  riesist  our  inclination 

even  awful  act     He  then  proceeds  to  find  room  for  its  spirited  close. 
to  give  directions  for  the  perform^ 
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anoe  of  duty— to  enumerate  the  -,.    n^^^r^^,  Tf^„^„ii^  «w; 

difficulties  attending  the  Christian  ^^  Protestant  Reformaium  undu 

life-to  point   out   the  means  of  f'"''  J  f"^  fhva^cd  ai 

resistingtemptation,andof  cherish.  ^j^^^'f  J^^T^'  J'*S 

ing  the  life  and  power  of  relfgioh  &  ^P*^  ,  offf  ^"^^   ^"^^  " 

-^«nd  to  describe  in  animated  Ian-  Blackburn,  1 822. 

guage,  of  which  the  folluwhig  is  Protestantism.      In    three    Paris. 

a  specimen,  the  privileges  of  the  ^  Addresses  to  ike  Labomsg 

Christian  life.  Classes  in  Defence  of  the  Pro- 

« rm.                  1  *i.    V  -J  — J  testant  Principle.     "  that    the 

**  The  secure   and  the  hardened  may  o     .  .               ^   *     . 

see  the  Christian's  trials :  but  can  they  Scriptures,  vox  •PRApiTioN,  are 

witness    his    assistance    and    supports?  the   Rule   of  Faith,"    -  By    W, 

They  may  see  his  dif&culties  and  strug-  Roby.     Third  Edition.  *«—  LoH- 

gles :    but  can  they  discern  his  mind*s  ji  _    -,  aaq 

calm   sunshine  and  his  heart- felt  joy  ?  '            * 

They  may  see  the  breadth  and  length  of  This    is    better    a|id   better^we 

his  duties,  and  mark  his  toil  and  lid>our  would  give  no  pause,  no  respite,  to 

to  ftdfil  them  ;  but  can  they  look  wirfiia,  ^^  arch-heresy  that  Would  sap  the 

and  perceive  the  miffht  with  which  he  is  ^        •  ^.         /T /^l  •*.•*-.     i      •« 

stien^honed  in  the  inner  man,  and  dis-  foundation  of  Chiastiamty  l^n- 

covertliosecommnnicationsof  light,  and  validating    its    mspired     records, 

hope,  and  peace,  which,  from  the  inex-  We  can  conceive  eSf  no  attack  rni 

kaustible  /ountain  of  fprace,  me  dailv  ^^^  faith  more  injuriQUS  than  that 

flowing,  m  liberal  effusion,  to    enrica  u-  u  '        i       •*.  •     **.    n  ^     Ji^ 

•od  nbfA  his  »oul  ?     They  may  see  *!>«*  ••""J^"  '»  »»  »»»  ^^  F*"" 

•the  oppresaor  hoW  his  bo(Jy  bound ;  bnt  oplei^  xtia  anoer  prctance  of  «e- 
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caring  its  purity,  corrupts  its  ge-    to  meet^  on  this  ground^  the  ffen- 


nnineness  and  its  simplicity   by 
humaa  mixtures  and  political  in- 
ventioas.     If  there  were  no  other 
ilistiiiccion  between  Protestants  and 
Papists  than  this,  that  the  former 
would  kave  the  Scriptures  to  stand 
aloae  by  their  native  vigour,  while 
the  laUer  would  compel  them  to 
lean  on  the  crutches  of  tradition, 
their  amity  would  be  ximpossible. 
Verhum  Dei  manet  in  eternum^^ 
the  glosses  of  human  subtlety  can- 
not  make  it  more  intelligible,  nor 
the  protection  of  human  power 
9dd  to  its  duration.     It  is  foul 
treachery  to  the  cause  of  Revels 
tion,  to  call  in  these  auiMliaries ; 
its  glorious  independence  of  man's 
"  brief  authority"  is  the  distinction 
and  maintenance  of  the  christian 
church;  and  we  dislike  as  much 
to  see  that  assumed  domination 
attached  to  symbols  and  traditions,- 
as  we  do  to  track  its  bloody  foot- 
steps  in  the  full  career  of  persecu- 
tion.    In  fact  they  are  the  same 
usurpation  in  difierent  stages :  the 
dogmatic  appeal  to-  tradition  is  an 
early  and  milder  period  of  the 
grand  campaign  against  religious 
liberty   and  truth.      With    these 
feelings,  then,  we  would  court  the 
most  ample  and  public  investiga- 
tion o€  every  point  connected  with 
the  j^rand  controversy,  we  would 
have  our  diampions  always  ready, 
with   armour  braced,   and  sword 
unsheathed.     Let  our  antagonists 
never  presun^e  upoi)  our  silence— 
this  to  them  would  be  measureless 
triumph — ^but  let  their  every  cavil 
be  met  and  exposed,   and  let  no 
attempt  of  their 's  to  engage  atten- 
tion be  passed  by  as  insignificant. 
We  recommend  to  general  imita- 
tion the  example  of  the  dissenting 
clergy  of  Lancashire:  dwelling  in 


tlemen,  whose  title-pages  we  have 
quoted  at  the  head  of  this  articUj 
and  whose  able  pamphlets  we  have 
read  with  high  gratification. 

Mr.  Fletcher's  sermon  b  a  judi* 
cious  sequel  to  his  able  "  Lecturea 
on  the  Principles  and  Institutiona 
of  the  Roman  Catholic  Religion." 
He  has  taken  for  his  subject, ''  the 
D  uty  of  sieparation  from  the  Churi^ 
of  Rome,"  and  he  has  at  imcm 
treated  it  in  a  most  interesting 
manner,  and  established  it  by  irre- 
fragable argument  His  arrange- 
ment includes  the  three  following 
heads — 1st.  2^ he  causes  which  ifn-* 
mediately  produced  the  Protestant 
Reformation,  2.  The  great  prifi^ 
dples  which  rpere  developed  and 
established  in  the  course  of  their 
operation,'  3.  The  application  of 
those  principles  to  our  present  duties 
and  interests. 

The  first  of  these  heads  of  in- 
quiry is  managed  in  a  very  in- 
teresting way.  Mr.  F.  sup- 
poses the  case  ci  **  an  individual 
residing  in  one  of  the  Germanic 
states,  a  man  of  honest  intentions 
and  good  sense,"  who  *'  meets 
with  a  copy  of  the  New  Testa- 
ment" We  regret  that  we  cannot 
extract  the  whole  of  the  animated 
and  acute  description  which  fol- 
lows ;  a  good  part  of  it,  however, 
we  must  cite,  though  it  will  pre- 
vent us  from  giving  the  ample 
analvsis  of  the  whole  discourse 
which  we  had  intended.  The  first 
processes  of  his  examination  are 
stated  as  follows : 

<<  On  a  careful  perusal  and  frequent 
study  of  these  sacred  reconls,  he  ascer- 
tains the  true  grounds  of  some  of  the 
principles  he  had  heen  formerly  accua* 
tonied  to  admit,  merely  on  the  authority 
of  the  church ;  or  as  far  as  he  was  per- 
sonally concerned,  on  the  authority  of 


the   very  centre  of  delusion,  in    "»  "^^  '^^'^.  °'^"?":    «f.  ^"^  ^ 

.      *^   .     .      .^,    .,  J,    peculiar  and  diatinguishinff  discoveries 

actual  contact  with  the  sources  q€    characterized  by  an  importance,  which 


error,  their  efforts  have  been  com- 
mensurate with  the  exigency ;  they 
have  stood  in  the  breach,  and  their 
noble  efforts  have  rebuked  and  re- 
pelled the  enemy ._  We  are  happy 
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had  never  been  rendered  prominent  in 
the  instructions  of  his  teachers.  In  every 
thing  connected  with  religion,  he  aacar*- 
tains  that  the  authority  of  Christ  is  ex- 
clusive and  supreme ;  and  that  to  be- 
lieve in  his  doctrines,  obey  his  coa- 
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mandfl,  and  imitate  bis  example,  is  all  and  Htict  were  perfidiously  betrayed  \ 

tbat  is  necessary  in  order  to  be  bis  disci-  and  who  after  a  safe  conduct  and  a  free 

pies,  and  to  be  interested  in  the  spiritual  examination  bad  been  promised,  were 

privileges  and  eternal  felicities  of  hia  murdered,  by  the  decree  of  an  ecclesiaa- 

holy  kingdom.    Thir  honest  inquil^r  is  tical  convention ;  and  he  hears  the  voice 

particularly  impressed  with  the  uniform  of  blood  crying  to  that  God  to  whom 

representations  of  religion  as  something  vengeance  belongeth  \" — ^pp.  7,  8. 
tntrmo/,  spvritualy  aiid  practical,  and  yet 

at  the  same  time,  intelligihle.    He  finds        He  reflects  too  on  the  penecU' 

it  described  as  essentially  a  personal  tion  of  the  Waldenses,  and  while 

wUgion.    Before  this  copy  of  the  New  ^    jg  engaged  in    these  solemn 
Testament  fell  into  his  hands,  the  man  .  Pr^        ^  i . 

had  been  taught  to  consider  an  ettemal  musings,  his  cpnfessor  pays  him  a 

observance  of  numerous  ceremonies  as  visit,  and  Starts  in  holy  horror  at 

the  most  important  part  of  the  business,  the  sight  of  the  prohibited  volume. 

men  he  went  to  what  he  called  the  ^he  priest  forbids  its  perusal ;  the 
church,  he  found  little  or  nothing  said  ,  '^  .     .  '         .    '  .•  ^ 

about  the  interpretation  of  tiie  Scriptures.  S^^^  ^an  remonstrates  ^mst  the 

Its  doctrines  were  divested  of  their  gran-  interdict ;  but  he  is  crushed  under 

deur,  its  duties  shrivelled  down  to  all  the  the  authority  of  papiers  and  coun- 

littienessof  ritual  insignificance,  and  tiie  ^ils,  and  is  greeted  with  some  ex- 
mere  administrations  of  the  priesthood  •      i_*  ?     i*  •    «.:,^ 

represented  as  possessed  of  little  less  than  P^essive  hints  of  excommunication. 

almighty  efficacy  and  wonder-working  Many  would  yield  to  this  spiritual 

power  over  the  presont  state  and  future  commination. 
destinies  of  mankind.     He  reads  in  the 

New  Testament,  that  regeneration  con-  <<  But  the  man  of  whom  I  have  been 
sists  in  being  made  '  a  new  creature  in  telling  you,  was  not  one  that  could  be 
Christ  Jesus'  and  in  faith  working  by  driven  to  this  wretched  alternative!  Wbea 
love  i  but  his  instructors  tell  him  that  tiie  priest  had  retired  from  his  dwelling, 
the  priestly  administration  of  baptism  he  could  not,  he  durst  not,  he  teould  not 
effects  the  change.  His  New  Testament  shut  his  Bible  l  The  process  had  gone  too 
tells  him  that  his  acceptance  with  God  far  to  be  stopped  by  this  unlooked  for 
depends  on  the  merit  of  Christ  alone,  intrusion.  He  is  stimulated  to /ari^ and 
and  that  faith  is  the  medium  of  his  justi-  farther  inqiaries ;  and  he  makes  them  in 
fication;  but  his  priest  assures  him  that  the  spirit  of  meekness,  of  humility,  and 
the  merit  of  good  works  secures  his  justi-  of  prayer !  ,  He  attentively  studies  toe 
fication. — He  reads  in  the  Bible  of  '  one  character  of  that  religious  system  in  the 
God  and  one  Mediator ;'  but  on  entering  belief  of  which  he  )M  been  educated ; 
the  scene  of  his  worship  he  finds  statues  and  the  more  he.  enters  into  the  business 
and  paiuiiiigi  intended  to  represent  de-  of  inquiry  and  comparison — ^the  more  be 
parted  saints  ;  before  them,  he  sees  looks  into  *  the  perfect  law  of  liberty,' 
groupes  of  seemingly  ardent  and  devout  and  contrasts  it  with  the  history  of  the 
worshippers ;  he  hears  prayers  and  sup-  Roman  See,  the  domination  of  the  Roman 
plications  addressed  to  these  representa-  Pontiff,  the  intrigue,  the  chicanery,  the 
tives  of  the  glorified ;  and  on  asking  manoeuvring,  the  corruption  of  the  Ro- 
what  meaneth  this  service,  he  is  told  that  man  Priesthood ;  the  more  he-  looks  at 
these  are  tnediaton  and  interces$or$  with  the  system  of  their  policy,  the  cruelty  of 
Jesus  Christ  himself.  He  goes  home  their  measures,  the  monstrous  nature  of 
and  re-examines  the  New  Testament ;  their  requisitions,  the  persecutions  of  re- 
but not  a  single  reference  to  this  system  pitted  heretics,  and  the  scenes  of  blood 
of  subordinate  and  intermediate  inters  that  are  developed  on  every  review  of  their 
cession  can  he  find  in  the  Scriptures  of  operation ;  the  more  he  compares  and 
truth.  Pursuing  his  inquiries  he  disco-  contrasts  these  filatures  of  darkness  and 
vers  other  points  of  'opposition,  as  he  intolerance,  and  oppression  with  the  cha- 
thinks,  to  the  statements  and  facts  re-  racter  of  Jesus  of  Nazareth,  the  history 
corded  in  the  christian  revelation.  He  of  the  Primitive  Churches,  the  labours  of 
ventures  to  suggest  his  doubts  and  anxie-  the  humble,  holy,  and  self-denying  Apos- 
ties  to  others.  Fortunately,  however,  ties,  and  ali  the  records  of  their  religion 
^at  this  crisis,  he  does  not  live  in  Portugal  in  the  first  age  of  the  Church,  the  more 
or  Spain.  Had  this  been  the  case,  he  he  feels  soiemnltf  convinced,  that  he  can 
would  have  instantly  been  sent  to  rumi-  no  longer  remain  in  the  communion  of 
nate  on  his  temerity  and  resolve  his  in-  the  Church  of  Rome !  He  sees  in  plain 
quiries  within  the  glopmy  vkiUs  of  the  and  legible  characters  inscribed  on  the 
Inquisition  !  But  though  residing  in  one  temple  erected  to  this  *  mystery  of  abo- 
of  the  states  of  Germany,  where  a  little  minations' — ^what  BeUhaztar  with  trem- 
more  of  civil  liberty  is  enjoyed,  he  is  not  bling  beheld  written  by  the  finger  of  the 
exempt  from  danger.  He  recollects  the  AlmightyonthewallofhisPalace, 'MENi, 
Council  of  Constance,  at  which  Jerome  musk,  tekeL,  upharsin.'     He  listcni 
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to  the  command  of  heaves  as  though  Sinai  ?— whjr  Ood  did  not  prder  Bible 

seren  thuoden  uttered   their   roices—  Societies  to  be  established  for  the  circu- 

'  Come  out  of  her  my  peopk,  lest  ye  be-  lation  of  the  Old  Testament  amongf  the 

pailakersof  her  plagues! '"-'-pp.  10»  U.  Jews  ?— whether  tlie  great  bulk  of  the  > 

ThiiH    nrpnarpH     liP    hPAM     nf  '^®^'  possessed  a  copy  of  the  Old  Testft- 

inu8    prepared,    lie   nears    o;  ^^^^  Scriptures  >--whethcr  flic  several  . 

an   Augustmian    jnonk,      who  books  of  the  Old  TdsUment  vnve  col- 

"  preaches,  not  the  crucifix,  but  lected  into  one  r<^ums,  before  the  seeoud-  - 

the  cross;"  he  hanirs   upon   the  century  of  the  Mosaic  economy  ?-«-ii*e. 

lips  of  thU  new  preacher,  and  re-  SSijSr°ua'Srtrmon  SlTJ^o' 

ceives  from  LuTHEH,  the  genume,  printing,  could  read  them?  and,  whe- 

key  to  the  interpretation  of  Scrip*  ther  it  is  rational  to  suppose,  that  God 

ture,  would; establish  a  rule  of  faith  (or  the 

Mr.  Eohfs  i^mphlet  ««t«„.  .  ^^ j:iitiT»a"r^.^=o^? 

Clear  ana   torcible  appeal  to  fact  —By  the  force  of  such  impertinent  ques- 

and  right  reason,  in  favour  of  the  tions  as  these,  he  might  have  imagined, 

sufficiency  of  the  Scriptures   There  ^^  he  had  set  aside  the  Old  Testament, 

is  a  fine  tone  of  calmness  and  good  "  ^^''^'^^  ^^J^^  ^,^^  ^^'  /^"^ 

^^  1     ^  •     . 1 .  11     -.  tken,  hare  united  with  the  seet  of  the 

temper  prevalent  m  this  excellent  -  Pharisees,  in  supporting  the  traditions  . 

tract,  that  is  perfectly  refreshing;  of  the  elders. — ^^I  might,  in  my  turn,  have 

we  seem  taken  out  of  the  bustle  proposed  a  number  of  similar  questions 

and  turmoil  of  controversy,  to  en-*  !F***^8^i^  *J?f.  ^^^"^fy  of  supposing 

.        11  -^       •  '7^  ^     %    •  that  oral  tradition  is  the  rule  of  faith: 

joy  ail  Its  piquancy  without  bemg  but  r  forbear,  because  I  am  not  ambitious 

annoyed  by  its  virulence  and  per«  of  substituting  ridicule  for  argument."— 

sonality.     Without  aiming  at  hu-  PP«1^>  U* 

iAorou8  composition,  Mr.  R/s  mode        if  ^y.  Curr  was  not  aware  of  a 
of  discussion  has  occasionally  a  very  v^ry  uncomfortable  sensation,  when 
nch  effect  from  the  singular  cool-  feg  re^d  this  quiet  retort,  weadmire 
ness  and  precision  with  which  he  his  impassibility,  at  the  expence  of 
smkes  at  the  weak  point  of  his  his  discrimination ;  it  is  worth  a 
aaversary.  hundred  arguments,  and  exposes 
*'  For  the  purpose  of  exposing  the  pre-  an  absurdity  more  effectually  than 
gided  absurdity  of  admitting,  that  the  the  tersest  syllogism.   ThetwofoU 
Scriptures  are  the  only  rule  of  faith,  Mr.  i^    •„„  ^^4./«^«.r«,.,o«.  ^l..^^  ^.,»  -,. 
Curr,  towards  the  close  of  his  *  Utter  to  ^?'^S  extracts  must  close  our  ar- 
Sir  Oswald  Moseley,'  asks,  in  the  tone  of  f  ^cle ;  we  insert  them  as  impressive 
ridicule,  w;hy  the  Founder  of  the  Chris-  illustrations  of  the  anti-scriptural  ' 
tian  religion  did  not  write  the  New  Tes-  spirit  of  DODerv 
tament    himself?— or  why  he  did  not  ^  *^^    ^' 
order  his  Apostles  to  establish  Bible  So-        **  My  opponent  now  proceeds  to  meet 
cieties  for  the  circulation  of  the  Scrip-  the  charges  which  I  had  advanced  asrainst 
tares  .'—whether  the  greats  bulk  of  the  the  Popish  device  of  attaching  tradition 
primitive  Christians  possessed  the  New  to  th^  Scriptures,  as  the  connected  rule 
Testament,  as  the  rule  of  their  faith  ? —  of  faith.    I  had  affirmed,  in  the  first  place, 
whether  its  different  books  were  collected  that  it  degrades  the  Scriptures:  sinking 
into  one  ▼olume,  before  the  close  of  the  them,  in  a  person^s  estimation,  to  -ther 
second  centui^y  of  the  Christian  era?— >•  l^eliOflradttKNi.  Mr.  Curr justUies this, 
whether,  when  collected,  one  person  in  a  p*  S,  on  the  pretence,  that  9ne  is  the 
thousand,  until  the  modern  invention  of  written^  and  the  other  tlie  oral  word  of 
printing,  could  read  them? — and,  whether  God.     He  professes,   that  the  highest 
it  is  rational  to  suppose,  that  Jesus  CtiHst  possible  value  that  can  be  put  upon  the  ' 
wotild  establish  a  rule  of  faith:  fdr  all  Scriptures,  is,  to  yenerate  them  equislly  > 
mankind,  which  he  must  have  foresaen  with  tradition.   But  he  practically  refuses  . 
not  more  thaii  one  in  a  thousand  could  them  this  measure  of  veneration.     He  . 
fellow.' — «lf  he  intended  that  snchqu&ribs  represents  them  as  a  positive  evil, — an 
as  these  should  pass  for  conclusive  argu-  evil  of  the  very  worst  description, — <in 
ments,  he  has  indeed  given  us,  what  he  evil  so  inveterate  that  nothing  but  tradi- 
professes  them  to  be,  naiUum  in  parvo,  tipn  can  operate  as  an  effectual  corrective.  , 
But,  with  just  as    much  propriety,  he  Hear  his  own  words  respecting  the  Scrip- 
might  aak,  why  the  whole  of  the  Old  tures,  p.  38.      <  If  God  really   designed 
Testament  was  not  written  with  the  finger  them  to  be  used  in  the  manner  tiiey  are 
of  God,  as  the  decalogue  was  on  Mount  us«d  by  Protestants,  instead  of  being  a  . 
CoNQ.  Ma-o.  No.  55.                 '        3C 
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blefisiagy  they  axe  the  ffreatest  curse  be 
ever  permitted  to  beftd  nil  church.  The 
circulation  of  the  BiMe,  iHthout  note  or 
comment,  has  been  to  this  kingdom,  and 
to  Europe  at  large,  the  source  of  more 
evils  than  the  poets  of  old  attributed  to 
the  opening  of  Pandora's  Box.'— Jf  any 
person  can  read,  or  hear,  such  a  state- 
ment as  thiS)  without  horror,  he  must 
have  arrived  at  the  very  last  stage  of 
hardened  infidelity  i  dould.  Paine  or 
Carlile  have  expressed  themselvea.with 
gieater  bitterness?"- — ^p.  65^ 

**  Numerous  quotations,  expressing  the 
horrible  prideofsetf-righteoBsnesa,  might- 
be  produced  from  Po{Hsh  publications ; 
and,  among  others,  from  a  discourse  de< 
livered  at  St.  Augustine's  Ch^el,  Man* 
Chester,  at  the  funeral  of  the  Rev.  Row- 
land Broomhead,  by  the  Rev."  Jpseplf 
Curr,  in  which  the  author  exhibits  the 
deceased  in  the  attitude  of  the  Pharisee, 
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pleading  his  own  cause  befone  God,  by  a 
miottte  enumeration  of  his  many  good' 
deeds  $  and,  from  the  whole,  presenting 
the.  foUowini*  most  shocking  appeal  to  his. 
divine  judge  :  '  'rkt$e  are  the  worh»  in 
which  I  have  spent  my  dayt,  and  on  which  I 
now  rest  myalaimt  to  the  hi^erkaftce  af^mir 
kemenfy  langdam  //'-^Charity  hopes  that 
Mr.  Brooznhead  would  present  a  better 
claim  than  this :  a  claim  founded  not  on 
his  OMm  righteousne^,  but  on  the  righte- 
ousness of  Christ.'^— p.  92. 

We  ought  to  have  said,  that 
Mr.  %obiy'js .  pamphlet  was .  written 
und  published  in  controvei^y  with> 
the  Bev,  J.  Curr,  a  Roniish  priest, 
who  had  made  a  direct  attack  on 
the  Bible  Soeiel^y^  alnd  oa  the  priu-<« 
ciples  of  Prote^ttuitkin. 


mem 
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"•  Spare  Minutes ;  or,  resolved  Medi- 
tations and  premediiated  Resotu" 
turns.  Written  by  Arthur  War^ 
wick.  The  sixth  Edition,  Lon- 
don :  printed  by  G.  M.for  Wal' 
ter  Hammond,  and  are  to  he  sdd 
by  Miekael  Sparke,  in  Green 
Arbour,  l6S7.  (London,  re* 
printed  ISQ I '.J 

Wfi  confess  a  partiality  to  ourt  old 
^riler^,  even  of  a  minor  class.  We 
are  quite  aware  that  their  int«:«st 
is  aided  by  many  causes  distjbct 
from  real  merit;  something  is  to  be 
allowed  for  their  antiquity,  some* 
thing  for  their  unusual  subjects, 
and  much  for  their  quaintness  and 
antithesis.  But  when  all  tliese  de« 
ductions  are  made,  enough  will 
remain  to  place  them  high  on  the 
scale  of  desert ;  their  boldness  and 
originality  of  thought,  the  racmess 
of  their  language,  the  j^ayftiiiiess 
of  their  fancy,  the  rectitude  of  their 
feelings,  'and  frequently  the  piety 
which  pervades  their  compositions^ 
combine  to  give  thevn  a  dharacter 
and  effect,  which  the  laboured  com- 
mon-places of  ipodem  popularity 
vainly  aspire  to  reach.  It  is  very 
nm^  the  fashion  fov.  a  Certain 


class  of  writers  to  imitate  these 
worthies  of  '  the  olden  time;' 
just  as  a  few  years  since  we  had 
imitations  of  Spencer  and  Chaucer 
at  every  turn;  biit  as  the  poetry 
depended  on  the  assistance  of  par-« 
tides  and  conjunctions— er^^f,  and' 
^tsoons,  and  algates — ^for  its  re-> 
semblance,  so  do  the  imitators  o£! 
the  present  day  content  dsemselves 
with  catching  arfew  peeuliariti^,' 
and  aping  the  antique  garb,  with 
its  ruff*,  doublet,  and  rapier,  instead 
of  emulating  this  manliness,  the 
nerve,  the  decision,  the  honesty 
which  distinguished  the  ancient 
modes  of  thinking  and  of  expres«i 
sion. 

We  will  hot,  however,  debate 
this  point  just  now;  it  is  enough 
that  we  have  these  partialities,  and 
that  we  are  prepared  to '  defend 
them>-if  exxy  Prawcanmr  be  dis->* 
posed  to  peril  his  reputation  for 
t^ste  and  right  feeling,  by  taking 
up  tlie  quarrel  of  the  modem 
school*  We  never  enter  a  library 
of  the  right  sort,  with  its  venerable 
lining  of'  dark  and  frayed  leather, 
and  half  effaced  gilding,  without 
bowing  xQt  affectionate  respect  be- 
fore  the   rich, '  though    homely>' 
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eMkdts  "^hich ^shrine  tHe  it^tellect  conceits  and  quaint  sentences^  bra- 

and  genius  of  our  forefathers^-  cing  his  understanding  by  prod* 

Efen  in  their  ftalies,  lire  their  wonted  table  exercise,  keeping  hi§  heart 

.fires.  with  all  diligence/»nd  serving  God 

Cartes  we  have  strong  aversion  ^^  ^^^  ^y  *"^  generation.      His 

to  the  rich  and  gprgeous  array,  '^vork  is  small  but  rich,  he  is  a  good 

vhich  in  the  trim  Bihkotheaues  of  packer,  and  presses  much  matter 

cnstorrtary  reading,  greets  the  eye  1"^  a  s™^!  compass,  his  words 

and  repels  the  hand ;  greatly  do  ^^^  ^^^  ^^^  ^eighty,  and  the  epi- 

we  relish  the  grateful   savour  of  grahiatic  edge  of  his  sentences  cuts 

Russa  IcaUier,  but  we  fear  to  ven-  keenly.    But  he  shall  speak  for 

tare  oor  unwashed  fingers,  ^li'd  himself,  and  if  we  may  judge  from 

cttr  Hot  palms,   among  the  bril-  «>ttr  o^  feelings,  our  readers  win 

fiandes  and  fantastic  hues  of  Calf  be. gratified  by  a  liberal  measure  of 

and   Morocco*  ^^  We  -  feave    oft,  ciution. 

moreover,  been  cheated  by  these  '\^rr^v  ^l!^!?^'^^?*^'!^ 

.      *,     ,. '     ,         ^_  V,      .  ,  -^     1  u^      man  s  foole  :  his  heart  is  at  his  moirthi^ 

^ucfjr  hvfenes ;  and,  sicfcened  by     and-  h«5  doth  not  know  what  he  does  pro- 

the  ^esse  :  hut  a  coward  in  his  faith  ia  like  » 

Sbowy  outsidea,  iosides  empty,  foole  in  his  wisdome ;  his  month  .is  in  his 

hav^^e  a  hrif-re«>Iution  never  ^'^^J-  r^^^^^Xo^.'^ 

to  sufi^r  Henng  ahd  Whatman— r  good  I  should  do,  than  not  do  the  good  I 

the  presiding  genii  of  '  double  exr  know.    It  is  better  to  bee  beaten  with  a 

tra'and  *  wirew  wove'— -within  the  few  stripes,  than  with  many." 

«A.w<»  ^fi  ->«-  ^x^a^  .i»«w«4.»«»    'VU^^A  **  Each  true  Christian  is  anght  travel- 

M^e  of  our  («tic  armature.  There  ^^^,  ^^  ^^  ^  ^^^^  Chri^^.his  way, 

IS  Httle  haxatd  of  this  disappoint-  .^.^a  •  Heaven  his  home,    jfia  walke  pain- 

^ent  in  handling,  the  volumes  of  a  fiil,  his  way  perfect,  his  home  pleiMsing. 

bundred  or  two  yeats  affo— the  ^  ^  ^^^  loyter,  least  I  come  short  of 

v^  fot^eries  of  our  anceirtoi-s  had  >?? ^  ''X"^  1^'lT!''*^^''  }^\  \ ''"'"S 

V  vv  .J       ,  «M*v^oi^to  »i«v*  ^^^^  of  home,  but  bee  content  to  traveU    , 

sbmetning  sapid  anciempnaticabout  h^ni,  nnd  be  sure  I  walk  right,  so  shatt 

them. — Now«a-days  every  thing  is  jny  sa£e  \fpay  find  its  end  at  home;  and 

shaven  down  and  smoothed :  lawtiS  ?nj  painfull  walke  make  my  home  wel- 

and    race   iKHirses,    Repton    and    *^®™^:   .  j*    ♦!.    i_j«  .    •" 

V,   *  >,  .  i^    ^      J,  -t'rx         <*  As  IS  a  wound  to  the  body,  soi»«t 

McAdam,  are  m  yogue^^  and  ftiU    ^^^^^  ^o^y  ^  ^g  souls  ?  Oie  body  iirf- 

and  dale,  aiid  deep  rutted  roads,     daagei^  tiU  the  wovnd  bcQ  cmed^  tiie 

with  all  dieir  picturesque  vafieties    isouW  nofc.sowad  .till  the  bodie's  sin  te 

and  aasocimions,  are'banished  fJ^m    ^^^^  i^d  tho  wound  of  mAtbet  caa  beb 

...               .,;,•..    '  «                      1.  curedwithoi|tdres8ing,por  dresied  With* 

tile  sympathies  ot  men ;  nor  have  ^^j.  smarting.    N6w«8  the  smart  oi  the 

books— ^the  native  lirp's  of  departed  .wound  is  ];ecompensed  by  the  cure  of  the 

mind— "-escaped  this  levelling  and  ^y  *•  s<»  i*  th^  punishment  of  the  body 

polishing  systeih.    OiM  and  staini.  sweetened  by  the  heahh  of  the  soule.  Let 

r            J       •  ^.               1    iT  1.    1  my  wound  smart  by  dressuig,  rather  than 

mg  and  ^painting  are  lavished  on  ^.^  body  die :  let  my  body  smart  by  cor. 

the  outside,,  when  dullness,  .flip-  reclionj.ratherthanmy  soule  perish." 

pancy>    and    irreligion   too  often  **  Had  I  not  more  confidence  in  the 

work -withih-45Ut  we  are  getting  truth  of  my  Saviour,  than  in  the  tradi- 

out  of  htlmour  and  h^d  better  turS  S^^r^^/L^^^^^^^^ 

to  Arthur  Warwick.  ,  plcxed purgatory.  WheueinnrethapooBe 

About  tl^is gentleooans  personal  bkssed,  if  pardon  shall  bee  pufchaaed 

historyweknow  nothing;  and  we  >aely  by  expense  ?   Or  how  is  it  hao^  for 

i.^i*^.*L  »i*ii«.  ^k^  «^A»l^i^.  A<*  *«,  A*JL  ^  ri**'^  ™^  to  enter  mto  Heaven,  if  money 
believe  thAt  th^respafches  of  jnorfe  ^^^^^  ^^  p^^^  ^^^^^^  and  future 

expert  and  diligent  book-worms  ginnes  of  himselfe,  liis  deceased  and  sucf- 
'than  oxitselves,  have  failed  to  pro*  ceeding  progeny  ?  If  Heaven  bee  thus 
cure  .any   intdliffence   respecting    -sold,  what  benefit  has  my  pwerty,  by  the 

hltn.  F«m  thfe.  his  sblelegacy  to    SKLt'eLthL^  ^^  ' 
posterity,  we  infer  that  he  was  a   .for  me  to  have  roome  in  Heaven.*' 
man  oftalent  and  piety,  full  of  pithy         "When  I  see  the  heavenly  Sunne 

3  C2 
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buried  under  earth  in  the  evening  of  the 
day,  and  in  the  morning  to  find,  a  resur- 
rection to  hiB  glory,  why  (thinkc  I^  may 
nol  the  tonnes  of  Heaven,  buried  m  the 
earth,  in  the  evening  of  their  dales,  ex- 
pect the  morning  of  their  glorious  resur- 
rection ?  Each  night  is  but  the  past- 
day's  funeral],  and  the  morning  his  re- 
surrection :  why  then  should  our  funerall- 
sleepe  bee  other  than  our  sleepe  at  night  ? 
Why  should  we  not  as  well  awake  to  our 
resurrection,  as  in  the  morning  ?  I  see 
night  is  rather  an  intermission  of  day, 
than  a  deprivation,  and  death  rather  bor- 
rowes  our  life  of  ns  than  robbs  us  of  4t. 
Since  thf^n  tlic  glory  of  the  Sunne  findea 
a  resurrection,  why  should  not  the  sonnes 
of  glory  ?  Since  a  dead  man  may  live 
againe,  I  will  not  so  much  looke  for  an 
end  of  my  life  y  as  waite  for  the  coming  of 
my  change." 

**  There  are  two  things  necessaiy  for  a 
traveller,  to  bring  him  to  the  end  of  his 
journey,  a  knowledge  of  his  way,  a  per* 
BCA'^ernnce  in  his  walke.  If  hee  waike  in  a 
wrong  way,  tho  faster  hee  goes  the  fur- 
ther he  is  from  home :  If  hee  sit  still  in  a 
right  way,  he  may  know  his  home,  but 
ne'er  come  to  it :  discreet  staves  make 
speedy  joumeyes.  I  will  fhrsl  tnen  know 
my  way,  ere  I  begin  my  walke  t  the 
knowledge  of  my  way  is  a  good  part  of 
my  journey.  Hoe  that  fiunta  in  the  exe- 
cution loseth  the  glory  of  the  action.  I 
will  therefore  not  onely  know  my  way, 
but  also  go  on  in  my  way :  I  had  rather 
my  journey  should  want  a  beginning, 
than  come  to  an  untimely  end.  If  Hea- 
ven bee  my  home,  and  Christ  my  way,  I 
will  leame  to  know  my  way,  ere  I  haate 
to  travell  to  my  home.  Hee  tiiat  runs 
hastily  in  a  way  hee  knowes  not,  may 
come  speedily  to  an  home  he  loves  not 
If  Christ  be  my  way,  and  Heitveii  ray 
home,  I  will  rather  Indure  my  pidnfoU 
walke,  than  want  mTperfbet  rest  I  more 
esteeme  ray  home  than  my  journey ;  my 
actions  shall  bee  led  by  knowledge,  my 
knowledge  be  followed  by  my  actions. 
Ignorance  is  a  bad  mother  to  devotion, 
and  idleness  a  bad  steward  to  know- 
ledge." 

**  I  know  but  one  way  to  Heaven,  t 
have  but  one  Mediator  in  Heaven,  even 
but  one  Christ :  and  yet  I  heare  of  more 
waycs,  more  Mediators.  Are  thcfe  then 
more  Christs  ?  if  re  the  Lord'i  waiet  at 
ymr  wain,  that  wee  most  goe  to  the  King 
of  Heaven  as  unto  a  king  on  earth  ?  Q^ 
If  wee  must,  yet  if  my  Kkig  bid  me  come, 
shall  I  send  another  ?  If  Iw  bid  roe  come 
unto  him,  shall  I  goe  unto  another  ?  If 
hee  bid  me  aske  for  peace  onely  in  the 
name  of  the  Prince  of  peace,  why  should 
I  mention  the  Lady  Mary  ?  If  I  shall  be 
heard  onely  in  the  name  of  his  Sonne, 
why  should  I  use  the  name  of  his  ser- 
vants ?    Were  it  a  want  of  manners^  or 


a  want  of  obedience,  to  come  when  1  tn 
bid  ?     Is  another  better,  or  am  I  too  good 
to  goe  in  mine  own  errands  to  Ae  Al- 
mighty ?     Because  the  Sonne  was  worse 
used  than  the  seryants  on  earth,  shall  the 
servants  therefore  bee  sooner  heard  dtan 
the  Sonne  in  Heaven  ?    There  are  still 
unjust  hnsband-men  in  the  Lord's  vine- 
md,  who  not  onely  abuse  the  serrsBts, 
but  kill  againe  the  Sonne,  and  rob  him 
of  his  due  inheritance.    'NVhen  the  Lord 
therefore  of.  the  vineprd  cometh,  wh^t 
will  he  do  to  these  husbandmen  ?    I  doe 
not  envie  your  glory,  yee  Saints  of  God, 
yet  I  will  not  attribute  the  glory  of  m^ 
God  to  his  saints.     How  shall  my  God 
glorifie  me,  if  I  should  g^ve  his  glory  to 
another  ?" 

'*  The  crossa  is  but  a  signe  of  Christ 
crucified,  Christ  crucified  uie  suhstaoce 
of  this  crosse.  The  signe  without  the 
substance  is  as  nothing,  the  substance 
without  the  ngne  is  all  things.  I  hate 
not  the  dgnlfe,  though  I  adoie  but  the 
substance.  I  will  not  blaspheme  the 
croi^s  of  Christ,  I  will  not  worship  but 
Christ  crucified.  I  will  take  up  my  crosse, 
I  win  love  my  crosse,  I  will  bear  my 
crosse,  I  will  embrace  my  cross,  yet  not 
adore  my  cross.  All  knees  shall  bend  in 
reverence  to  his  name,  mine  never  bow 
in  idolatry  to  his  image." 

**  Hee  that  will  not  bee  persuaded  to 
leape  downe  firom  an  high  chamber  at 
once,  Cometh  willingly  downe  by  the 
stayres :  and  yet  the  declining  degrees  of 
his  winding  descent  make  it  not  lesse 
downward  to  him,  but  less  perceived  of 
hfan.  His  leape  might  have  brought  him 
down  sooner,  it  could  not  have  brought 
him  down  lower.  As  I  am  then  feardiii 
to  act  great  nnnes,  so  I  will  bee  carefnil 
to  avoid  small  sinnes.  Hee  that  contemns 
-a  «niall  lault  commits  a  great  bne.  I  see 
many  drops  make  a  shower:  and  what 
difference  is  it,  whether  I  bee  wet  either 
in  the  raine,  or  in  the  river,  if  both  be  to 
the  skinne  ?  There  is  small  benefit  in 
thechoyce,  whether  we  go  downe  to  Hell 
by  degrees  or  at  once," 

•*  The  aame  water  which  being  liquid 
Is  penetrated  with  a^  horsc-haire,  will 
besure  the  horse  himseUe  when  it  is  hard 
frosen.  I  muse  not  then  that  those  pre- 
cepts  and  threats  of  God's  judgments  en- 
ter not  into  the  hardened  hearts  of  some 
old  inen,  frozen  by  the  practice  of  sinoe, 
which  pierce  and  penetrate  deepe  into  the 
tender  hearts  and  melting  consciences  of 
younger  folks  thawed  witii  the  warmth  of 
God's  feare.  Hence  see  I  the  cause  whf 
the  sword  of  the  Word,  so  sharpe  that  it 
serveth  in  some  to  divide  the  joynts  and 
marrow,  in  others  glaunceth  or  rebound- 
eth  without  dint  or  wound,  firom  thdr 
cristall,  frozen,  and  adamautape  hearts. 
I  cannot  promise  my  selfe  to  boe  free 
firom  anne,  I  were  then  no  man .  but  I 
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intended  to  make  it  inconvenient 
he  oould  not  have  set  about  the 
aflktr  more  effectually  than  by  sub- 
stituting for  a  pocket  size  and 
readable  \.yipe,  a  sort  of  nondescript 
small  quarto,  and  a  print  which 
requires  an  ^  armed  eye*  to  read  it 
pleasantly  or  safely. 


will  purpose  in  my  selfe  to  b«e  free  from 
hardneue  of  lieart ;  by  custome  and  con* 
tinuaacc  in  sinne,  I  may  erre  in  my  way, 
I  will  not  persist  and  goe  on  in  my  er- 
ronrs,  till  K  cannot  retnrne  agiune  into 
my  way.  I  mav  stumbl^,  I  may  fall,  but 
I  will  not  lye  stdl  wlien  I  am  fallen." 


The  reprint  of  this  valuable 
little  book  displeases  us  exceed- 
ingly*   If  the  manager  of  it  had 


ANALYTICAL  AND  CRITICAL  NOTICES  OF 

NEW  PUBLICATIONS. 


•^•^%i^^^%^ti%%%^». 


A  Discourse  on  the  Signs  of  the  Times, 
delivef'ed  at  the  Buehinghatnshire 
Associatimi  of  Baptist  Churches, 
held  at  Waddesdon  Hill,  Maij  23, 
1821.  ^e.  <J-c.  By  B.  Godwin,' 
Great  Missendan,  Backs, 

This  discourse  is  founded  on  the 
words  of  the  Savioar,  in  Matt.  xvi. 
3.  **  Cbn  ye  not  discern  the  signs  cf 
the  times."^  A  careful  discrimination 
and  a  pious  iinproveuient  of  the 
moral  and  religious  tfu/<cn<toii#  of  tho 
age  in  which  we  live,  is  nnques- 
tionabl^  the  duty  of  Christians.  By 
many  it  is  a  duty  imperfectly  and 
negligently  performed,  and  by  most 
it  is  wholly  overlooked.  The  great 
revolutions  in  the  moral  state  of 
nations  are  usually  slow;  and 
thoagh  the  political  changes,  which 
may  be  links  in  the  chain  of  provi- 
dence, are  palpable,  and  often  very 
imposing,  yet  the  effects  of  such 
events  in  the  melioration  of  the 
human  state  and  character,  are 
neither  so  rapid  in  their  evolution, 
nor  so  clear  to  observation.  The 
Christian  world  needs  much  illumi- 
nation on  this  subject.  There  is,  we 
conceive,  a  strange  propensity  in 
the  religious  public,  as  inconsistent 
with  Christian  humility  as  it  is  coif- 
trary  to  fact,  to  over-rate  the  piety, 
and  magnify  the  exertions  of  the 
present  day.  But  upon  this  subject 
wc  fear  to  enter  at  present;  and 
gladly  turn  to-  Mr.  Godwin^s  jodi- 
*cious  discourse.  The^preacheryir#< 
considers  the  duty  of  observing  the 
signs  of  the  times.  It  anses  from 
ottr  connection  with  the  great  family  cf 
mankind;— a  becoming  regard  to  the 
tvnrks  of  God ; — the  prophecies  of  Scrips 
ture  suppose  the  duty ; — it  is  necessary 
to  a  proper  preparakon  for  the  events 
which  may  be  coming  upon  tts.    The 


second  bead  of  the  discourse  is  de- 
voted to  a  statement  of  the  signs  of 
the  times  in  which  we  live: — An 
extensive  communication  among  the  ntf- 
tions  cf  the  earth  hitherto  nnpre^ 
cedcnted  ; — a  considerable  extension  tff 
general  knowledge ; — important  changes 
in  old  systems  <f  government,  v>mch 
were  unfavourable  to  the  prbgress  of 
knowledge  and  improvement  ;^an  un- 
*iisual  spirit  of  zeal  to  enlighten  and 
bless  the  human  race;'^an  increased 
degree  of  liberality  mid  Christian  l&6e 
among  prof essing  Christians  of  different 
communions  ; — a  determined  eoitjUct  of 
opposite  principle*.  The  author  then 
makes  some  observations  on  tho 
practical  uses  to  which  the  con- 
sideration of  the  signs  of  the  times 
should  lead.  The  subject  of  this 
sermop  is  susceptible  of  consider- 
able diversity  in  the  mode  of  treat- 
ment. Scarcely  any  two  men  would 
name  the  same  particulars  as  sigds 
of  the  times,  yet  all  good  •  men 
would  probably  agree  in  the  lead- 
ing particulars.  Mr.  G.  has  com- 
prehended in  his  plan  some  of 
the  most  striking — but  he  has  by 
no  means  exhausted. the  subject. 
We  think  the  first  head  of  discourse 
might  have  been  more  slightly 
touched  or  wholly  omitted,  for  the 
sake  of  a  more  enlarged  and  dis- 
criminate discussion  of  the  strictly 
religious  signs  of  our  times.  .  The 
sermon  is,  however,  well  deserving 
of  attention ;  and  though  not  free 
from  occasional  blemishes  and  vul- 
garisms of  style,  is  creditable  to  the 
writer's  knowledge  and  piety.  The 
specimen  of  French  Deistical  Psalm- 
ody, at  p.  35,  would,  we  think, 
have  been  as  well  left  out.  The 
world  requires  no  further  documents 
of  the  maniacal  impiety  of  the  revo- 
lutionary leaders. 
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'J¥9m  ^  Ua4  Rtv,  WiUAa»  than  oars^lves  the  M^etnory  of  Ro- 

K^matm,  A,  M.  to  a  FriMd^  m  thf  mkine,  but  to  do  justice  to  fiis  real 

'pMtt  imjfMmUmU^eis,^€iu$ntig  a  merits,  ftfoatcment  mast  be  made 

f!orr€^IKmdence  of  Twtuty   Years. ^  for  his  defects. 

PubHsAed  from  the  Original  "Manu:- 


«/«%/%*.«««%« 


ferinti^  fg  Thomas  Wuls,    A.  B.  ^the  Duty  taul   Importance  of  Free 

Fijth IXation^    London:  Pi'fnted  Communion  among  real ' Christieiat 

for  grMuitous  distribiition,  1822.  efewlry  Denomination,  esj^cialh/  in 

We  have  not  had  <5tfrio'sity  euou^li  the  pret^Peri4>d:imtheome  mien 

to  enquire  into  the  history  of  this  '    ^^^  ^^^^^'^'^^^'f'* /,"?**' 

efttttvn  -of  MT.4lom»iiie's  ♦  Leltoffs  ^^^^^^  ««f  ^-  ^«^' ««  '^"  ^^Hi^^* 

to  a  Friend;'  but  we  cannot  help  "^^o-  ls.6d.  pp.  ^.—London. 

es^pfk-e^sHig  l^ome  small  surprize  at  We havesometrmesli^afd^^ques- 

the  selection  which  ha's^been^made  lion  of  Wh^t  is  ustially  termed  Free 

of  them«  as  forming'avolume'pecu-  Communion  spoken  of  as  one  of 

liariy  suitable  to  '  gratuitous  -dts-  comparative  insignificance,  and  we 

tiibution/    That  Ihe  reader  will  find  have  much  oftener  heard ^  expres- 

•in  them  many  of  Mr.  R.*s  habitu^  sions  of  regret  that  Mr.  "R.  Hall 

jPiodes  of  expression,  and  nmch  of  should  have  wasted  Bis  time  aud 

that   explicit    and   pervading    re-  talents  6n  so  sterile  and' unprofitable 

ference  to  Christ  as  aU  and  in  all,  a  subject.    For  our  own  parts  we 

'^wblch  at  all  -  times  gave  an  evan-  'difier   altogether  from  these  com- 

.gelical  savour  to  his  discourses  and  plainants;  we  catinot  think  the  dis- 

Xiompositions,  is  undeniably  true;  cassion  either  barren  or  nnimpor- 

'«but  it  is  no  less  clear  that  there  may  tant;  it  seems  to  us,  on  the  con- 

W  found  many  other  works  which  trary,  to  involve  some  of  the  prinm 

'^re,  as   being  the  p|roductions  of  ^tenttna  of  Christianity*  and  to  bear 

equal  pi<s^ty,  and  more  discrimina-  directly  on  the  reality  and  coBsi»- 

.ting   intellects,    better    suited    to  tency  of   the  Christian  character. 

\genenil  dissemination.   We  are  not  With  us  it  is  a  light  matter  whether 

^advocates  for  a  cold  and  unimpas-  men  are  Paedobaj^tists  or  Antipscdo- 

sioned  style  when   the  Redeemer  'baptists,  but  it  is  a  most  weighty 

and'his  mighty  deeds  are  to  be  held  question  how  far  we  are  justified  ia 

up  to  love  and   admiration;    we  dividing  Christy  and  maJiing  unin- 

(tbink  it  very  possible  that,  good  men  telligible  and  mischievous  distioc- 

•have,  in  their  dread  of  ^pocrisy,  tions  between  the  term^i  of  pommu- 

-gooe  too  far  in  the  arctic  way  of  sioq  and  the  terms   of  *  solvation. 

.preaching   and   tvriting ;    but   we  Neither  can  we  lament  that  Mr. 

\wmst  siSl   think   that    the    most  HaJl'chose  to  employ  his  rich  and 

:lliratcbful   decorum  is  but   due  to  powerful  mind  in  this  controversy, 

the  majesty,  of  the  theme,  and  that  Undoubtedly  we  had  rather  that  he 

a  luscious  mode  of  expression  .by  should  send  forth  more  frequently 

no  means  dpes  justice  either  to  the  from  the  press  those  models  of  elo- 

quality  or  the  intensity  of  the -feel-  quence  which  address  th^iqsjblves  to 

iDgs  which  it  inspires.    How  dif-  ..men  of  all  classes  and  all  opinioos ; 

,ferent  from  the  saineness  and  super-  biit  since  this  is  not  his  pleasure, 

.  ficiality  of  Mr.  Romaine's  epistolary  we  rejoice  that  he  has  exercised  bis 

effusions,  are  the  letters  of  the  ex-  high  faculties  on  a  subject  which 

.<^llent  Newton,  with  their  calm  and  appears  to  us  of  the  greatest  jmpor- 

«mclevated,but  shrewd  and  weighty  tance. 

g<^sense,  their  fine  strain  of  piety,  '     The  pamphlet  before  ns\is  the 

Hqd  their  decided  but  liberal  ex-  production  of  a  sensible  man,  who 

position  of  Gospel  truth.    How  dif-  seCnis  to  have  watcbed  the  progress 

fercnt   the   rich  .  and   high  feeling  of  the  controversy  with  mqch  atten- 

whieh  distinguishes  the  letters  of  tion,  aud  now  steps  forward,  when 

the  admirable  Rutherford,  though  the  mightier'champiqns  have  retired, 

even  these  have  some  mixtures  of  to  keep    alive  the  interest   which 

over-'wrought  and  unguarded  Ian-  their  exertione^  had  awakened.    He 

.  guuge.    As  this  is  not  a  firdt  edition  takes  the  liberal  side  of  the  question, 

we  shall  confine  ourselves  to  these  and  expresses  himself  with  clear- 

.  general  indications   of  our    senti-  ness  and  simplicity.    After  discus- 

ments  intlic  present  insttmce.     No  sing  the  Unity  of  the  Church—the 

one  can    more  siacerely  venerate  one  Baptism^  that  of  tho'lioly  Spirit, 
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necessary  to  Communion — the  af-  comes,  not  a  fair  and  legitimate  instru* 

finned  connection  between  Baptism  t^^ent  of,  interptptation,  but  a  method  of 

and   the  Lord's    Supper— mutual  '«»pW»«nf  «roy  the  most  poritiredeclara- 

Toleration  among  Christians-rand  tions,  and  of  tmurii^  the  plainest  texts, 

the  historical  view  of  the  question,  ^?L*^"i.  ■P^  *  "°"  ^^J  ^^- 

he  expose*  the  evils  arising  from  ^^""^J^^  ^)SL  '*^'^''"?  ?^  ordinary 

pnncipleis    1.  An  infrmgemeiit  of  rffniaghi^.ic:4c,Ber^tbt^^^ 

the  auUionty  of  Christ    2.  A  viol*-  many  passages.— Others  are  wpwtented^ 

tion  of  the   *  royal  I  aw*  of  love.  ^[m»dthaiinopp(mtimtoth€.€tidmceifihe 

3.  It  does  violence  to  the  finer  feel-  bett  manutcripti)  as  iuterpoiatUms,  passages 
angs   of  tlie   Christfan    cfiaracter*  which  have  htetk,  SfiddetttnUy,  or  inten- 

4.  It  is  the. parent  of  Scliism.  5.  It  tionally,  introdpced.into  the  sa<;red  text, 
is  the  ground  of  all  religious  peirse-  —At  other  times,  conjecture,,  mere  con- 
cution.  6.  It  divides  Ch^istia^  jecture,  and  that  of  the  wildest  and  most 
fanijiUes,  7.  It  unchurches  all  Chris-  ff^trary  description,   is    called    in  te^ 

tjan  societies,  except  i^  one  com-  ""^^^T  «««V?»58^«»  ^"^  ^  «^»»?, 

tnunJAn      ft    T*  tAv^^cInfc  .A-i'^^a  irv.  ®'  ^^  "^^  construction,  as  may  render 

n?^*a  ;  ",  P"^^*^?^*  *«V*^"*  ^""^  them  less  hostUe  to  their  creed/^    iTins, 

pedtmeots  to  the  universal,  propa-  ^n  some  very  unmanageable  te^ts,  seve^ 

gatwn  of  the  Gospel.                          •  ^,  peHiapg  five  or  si?,  of  these  ^njec- 

Whetber  ttie  anonymous  author  tural  accommodations  will  be  present^,- 

of  this  tract  has  -much  chance  of  a  of  which  yon  may  take  your  choice ;  and 

hearing,  after  such  men  as  Mason,  each' of  which  yon  are  told,  is  "very  in- 

Fuller/    and    Hall,    is     sojx^ewhat  g^nious  and  plausiUe,  and  what  may  be 

doubtful.     We  cannot  say  that. he  j«st."    Or,  if  no  other  way  of  escape  re^ 

Ijas  added  much  to  their  arguments,,  mains,  they  ^11  not  hesitate  even  to  di»* 

but  we  have  pleasure  in  givini?  it  aa  P^^^  ^^  authority,  or  the  intelligence^ 

our  opipion,  tbat  he  has  delivered  ^T       inspiration    of  the  sacred  wrlte^ 

his   sentiments   on    an   important  Sf'SfS^f fi  w^;^^  2;  °°^ 

/inA«tt{^M     ^;lu  ^«iin»»^.o    «r«j«.n  **  diflfculty  by  a  sacrifice,  at  which  any 

^Ia        ^      *^  calmness,  CWldour^  ^ne  but  a  Unitorian,  or  a  prof«wed  infi^ 

and  good  senae.  del,  would  tremble,    IVir  ideas,  indeed,- 

««iv»vM^i^%«i  ^  ^^  tnjptfottoiii  of  the  Scriptures  are 

Umtariaaism  a  Perversion  of  the  Ooe^  kbown  to  be.  extremely  low;.  '  Hence, 

pel  of  Cliritt:  a  Sermon,  delivered  thcy^do  not  scruple  to  charge  the  apos- 

at  the  Independent  Meeting  House,  tofic  writings  with  containing  •<  forced 

Ringwood,  Mareh  31,  1S22.     Bg  "d  fanciful  anslog!es,-ob8cure  and  en- 

A/^^^  R.-.x^»     T  ^^aI^    c,a  tangled  texts, — language  calculated  to 

TMpVollS^iTf  ^f^'  ^'    .V  <^oi5ound  and  perplS  tS^understanding, 

The  acUvity  of   Socmians  in  the  -inaccurate  ardinconclusivereasoningi 

dissemination  of  their  anti-chnstiaa  _and  hnproper  apjplications  of  passa^eS 

pnnciples,  the  m^epidity  with  which  cited  from  the  Old  Testament."    "  I  do 

they  return    to    the    conflict  after  not  see,"  says  Dr.  Priestley,  «« that  w« 

reiterated  defeat,  and  the  peculiar  are  under  any  obligation  to  believe  it, 

eonfidence  with  which  they  assert  (the  opinion  that  the  world  was  formed 

the  hundred  times  repeated  asper-  by  Jesus  Christ)  merely  because  it  was  an 

sion,  call  for  unwearied  efforts  on  <*P'^<>»*  *>«l<i  ^7  «»  apostle."— The  same 

our  side,  in  counteraction  of  their  5"^'  has  elsewhere  dechired^    "  tha^ 

exertions;      Nor  have  evangelical  t»»o"»h  it  should  even  be  ptir,»^^ 

sible  to  the  necessity  for  mcreased  ^ject  those^writings  altogether,  th«^  ad- 
energy  ;  many  invaluable  tracts  mit  the  doctrine."  WhUe  anotiier  now 
have  been  extensively  dispersed,  living,  supposes  it  possible  that  the  Bless- 
and,  as  we  have  reason  to  believe,  ed  Jesus  "  might  imagine"  what  never 
with  signal  success.  In  the  present  existed,  and  might  <<  not  be  able  to  dis- 
cheap and  seasonable  publication,  tinguish  whether  what  he  saw  and  heard 
Mr.  Bishop  has  contributed  a  sen-  was  visionary  or  real!" — I  shall  only  add; 
sible  exposition  of  the  perversions  — against  such  resources' as  ttese,  what 
of  divine  truth  maintained  by  thia  powers  ofhumanlanpage  can  avail?  Or, 
miserable  heresy.  ^^*^*  ^^^  ^^^  ^*  possibly  answer  to  dispute 
"  in  order  to  evade  the  arguqiente  **  ^  Y^^^  ^®°»  "^^^  ^^  capable,  when 
drawn  from  the  plainest  and  most  direct  P'^^™  ^^  argument,  of  resorting  to  such 
statements  of  tiife  Gospel,  they  have  re-  ^^^^^>^  of  defence  ?"— pp.  22-25. 
course  to  ever^  subtilty and  artifice  of  Our  readers  will  agree  with  us' 
criticism.^ — Criticism,  in  the  hands  of  the  that  this  is  a  fair  and  forcible  expo- 
writers  and  preachers  of  this  party,  be-  sure. 
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Wiahiog  to  make. this  department  of  our  work  as  complete  as  possible,  we  ear-. 
seatly  be^  •ur  Correspondents  to  furnish  us  with  all '  documents  and  information 
relating  to  it^  addressed  to  the  Editors^  at.  the  Publisher's. 


CUMBERLAND. 

(Omtmuedfrom  p.  278.) 

CR08BY.-^It  is  generally  believed  that 
a  place  of  worship  for  dissenters  of  the 
AntipaedobapUst  denomination  once  ex- 
isted at  Old  Wall,  in  this  parish,  where 
Mr.  Wilkinson  officiated ;  but  his  de- 
cease seems  to  have  terminated  the  cause. 

Greystoke.^ — ^We  have  received  the 
following  informatioa  respecting  the  an- 
cient dissenting  church  here9  from  the 
present  minister  of  Penruddock,  Mr.  Rat- 
tray. <<  In  the  y«ar  1640,  a  consi- 
derable part  of  this  nation  apprehended, 
not  only  that  their  civU  rights  and  liberties 
were  invaded,  but  that  the  reformation 
itself  was  in  danger  by  lawless  men.  In 
this  juncture  counsels  were  taken  in 
Parliament  to-  oppose  that  evil  design ; 
and  in  the  year  1643,  the  Parliament 
advised  with  an  Assembly  of  Divines  of 
the  Established  Church,  how  to  advance 
the  work  of  reformation  in  England, 
nearer  to  the  scriptural  rule  in  worship 
and  discipline.  The  Pi^ritans  had  all 
along,  desired  and  petitioned  for  this. 
The  counsels  began  to  operate  in  Grey- 
stoke  about  the  year  1649,  when  the 
powers  laid  aside  the  incumbent,  for 
what  reason  I  have  not  learned.  Certain, 
commissioners  appointed  others  in  his 
room.  In  the  year  1650,  Mr.  West 
was  sent  to  Greystoke  Church :  he  was  a 
zealous  preacher,  and  mighW  in  prayer, 
but  sickly,  and  soon  died.  His  doctrine 
being  exemplified  in  his  own  life,  by 
God's  blessing,  very  effectual  on  many, 
in  this  parish,  and  particularly  on 
one  John  Noble,  in  Penruddock,  who  re- 
pei\'ed  lively  convictions  of  divine  truth 
ftnd  the  world  to  come;  and  so  began 
earnestly  to  inquire  about  the  life  and 
power  of  godliness.  Mr.  West  resting 
from  his  labours,  Mr.  Richard  Gilpin, 
of  Scaleby  Castle,  was  introduced  at 
Greystoke — a  gentleman  and  a  minister, 
indeed  one  of  singular  gravity,  learning, 
and  all  valuable  qualifications  for  a  ^ni-. 
nister  of  the  Gospel — a  witness  and  an 
honour  to  the  good  cause  of  a  further 
reformation,  and  of  great  esteem  in  the 
churches.  In  the  year  1658,  the  Asso- 
ciated Ministers  of  this  county  abliged 
him  to  preach  to  them  at  Keswick,  and 
then  to  print  his  weig:hty  sermon  on 


Zech.  vi.  13,  in  which  the  present  gene- 
ration might  yet  learn  things  of  pe^ce, 
and  till  we  do  so,  who  can  ever  expect  to 
see  the  *  temple  rebuilt,'    The  ministers 
then  managed  the  church  affairs  with 
much  harmony,  meekness,  and  brotherly 
love,  and  with  more  success.    All  la- 
mented a  sad  decay  of  vital  religion ;  and 
most  agreed  that  one'  cause  thereof  was— 
*  the  want  of  godly  discipline  in  the 
church.'    Diversity  of  opinions  in  some 
smaller  things,  hindered  them  not  from 
attempting  the  restoration  of  it,  and  in 
the  essentials  thereof,  men  of  piety  and 
peace  did  easily  agree,  as  appears  from 
their  account  printed  in  the  year  1656. 
The  Associated  Ministers  in  Essex,  &c. 
thought  fit  to  copy  some  sentiments  of 
the  united  counties  of  Cumberland  and 
Westmoreland,  which,  I  presume,  (says 
the  historian)  Dr.  Gilpin  practised,  and 
which  are  thus  expressed :  <  Having  tasted 
the  bitterness  of  divisions^  and  knowing 
that  brotherly  union  has  much  of  God  in 
it,  we  resolve  to  walk  together  as  (sx  as 
we  can  at  present,  counting  it  an  unjus  • 
tifiable  pettishness  to  refuse  joining  in 
any  thing ;   because  we  cannot  yet  in  all 
things.'  To  revive  discipline,  they  agreed 
to  try  to  act  in  a  way  of  mutual  assist- 
ance and  for  mutual  satisfaction — that 
they  wotdd  make  their  sermons  plain  and 
piercing,  suiting  the  matter  and  words  to 
their  hearers — that  they  would  bend  their 
main  force  to  convince  sinners  of  their 
carnal  security,  and  press  them  to  accept 
of  Christ  as  he  is  offered  in  the  Gospel— 
that  they  would  promote  seasonable  lec- 
tures wnere  no  preaching  was  settled,— 
set  up  catechising,  and  at  set  times  in- 
struct the  people  in  private^- that  in 
forming  their    particular  societies  and 
dispensing  sacraments,  they  would  ex- 
clude the  scandalous,  and  put  a  difference 
between  the  precious  and  the  vile,  and 
require  of  all  to  submit  to   discipline 
exercised  according  to  the  Scripture  rule  i 
and  according  to  the  ancient  usage  of 
christian  churches,  in  renewing  their  co- 
venant with   God  did  require   of  their 
people  an  assent  to  the  truth  of  the  Gos- 
pel of  Christ,  and  their  consent  to  the 
terms  of  the   covenant   of    grace,   &c. 
Greystoke  parish  was  lai^,  had  a  fair 
glebe  and  liberal  m'enne  :    it  had  and 
has  still  four  cbapols.    Mr.  Gilpin  pro- 


viM  «oi<bv  praadAnf  nioitters  (for  lowing  aotiM  In  H\M/MmAtt  C^tet  «il 
thoe,  and  mlloimd  gcneromly  for  thdr  fROumbents  :-«•*<  ThbUMs  *Todd»  ^iicM 
suppoit,  bittiseif  residing  «t  Greyvtoke,  ti^  Crom««li^  sequent  >^  Jaekwm,  «ii 
mkspt  tiie  liaii  a  Society  of  Conmittm-  4Mmr{Kir.  •— ti689.      l4idi.   i^omlln80ti> 
€aiitt|irBpared  l»y  the  foregoing  offietiOT  4^9.  Dmiii  «iid,Ch.'* 
of  the  ^ord  on  their  minds  *xA  heaarW,        itesKBt,  'N«to  'Motdbofr— is  a  nefttitttle 
and  isnaifested  in  a  >Bew  life ;    and  to  jnatiket  town  in  the  )wrish  of  €iMbeek, 
dMei«re  iribis,  oach  fwrson,  in  order  to  -ithi  Jna^«ot  be  iimrair^  ^  aotice^  as 
idiiiadon,    pasiMd   andcr  •some  ptooet  oontaiiiiRg  «ofme  ^dlesltnrtiQal  infiiriifa- 
ezscBitisfioBa.    For  ^Qat  ibetter  «RleAfig  tionndatbq^toNoncottfomiity.  Hutdliiii- 
ofpailtical(ir«oi;ietieB,  Ae  mimsten  ge-  «o&   (fi.^.S96.)  «afs-->-^  Mr.  fhinstaill 
MRtllf  desired  RRh  ai  the  Apostle  seems  wss  ejected  'by  the   commissioners  df 
to  csil,  lielps,  Ac.  \  Cor.  xii.  28 ;    iti  Cronvirell,  and  died  before  the  restora- 
whichthe  two  assembKes  at  Westminster  tion.    In  1^7,  Ric«)4itD  iiuTTON  tras 
and  the  Savoy  agRe  therein,  and  oaSed  reetor,  who  probabty  was  delved  4n  his 
them  rttUng  elders ;  Hiat  is,  some  of  the  inrn  by  the  'Bartholomew  Act;  for,  in 
nHnt  judicious,    pioas,    pmdent,    and  1663,  Arthur -Savage,  A.M.  was  collated 
exemplary  persons  -noted  in  the  church,  hy  -Bishop  Sterne."    Again,  in' p.  392 — 
and  chosen  bjr  the  brethren  to  help  the  -**  Wood  Hall^  -in  this  jparhdi,  was  famous 
imiusierB  tn  inspecting  the  manners  of  -for  the  residence  of  Oaovge  Fox^  the 
aU,  Ac. — ^Wti^dier  If r.  Giipm  had  ancih  Sunder  of  the  Qnakera,  when  iie  .est»- 
called  'by  tliat  -name,  X  'find  not ;    bat  -liished    his    religion."      in   p.  89S  -^ 
serend  deacons  he  had.     And  in  the  **  Phitip,  Lord  Wbarton,  by  deed  bear- 
year  1656,  Jii^  JS»6ie  was  judged  worthy  iag  date  July  12th,  1692,  appropriated 
to  besr  tlat  diavacter,  according  to  the  -certain  lands  in  the  county  oi  York,  as« 
4iOly  n^  in  that  case,  1  Tim.  iii.  3,  8;  p^etnal  fnadfor  l^e  purchasing  yearly 
ae  remarkable  wss  his  growth  in  reli-  of  1060  BiUes.    -Of  these,  sixteen  were 
^n  and  esteem  in  the  Chmx^h.    This  to  be  gdven,  every  year,  to  this  parish." 
young  man  and  such  others,  set  up  the  And,  p.  9l9i-^**  lliroe  Quaker  meeling- 
exercises  of  religion  in  their  families,  by  houses  are  in  tiie  parish  :  it  does  not 
prayer,  praises,  and  rea&g  ^he  Scrip-  appear,  however,  that  their  number^  in- 
tures,  monilagaad«vettiflg^  and  teaching  isrease."  The  i^thdditftehavea^ourish- 
•tbeir  bo^neeholds.    At  the  King's  return  ing  ^Society  here ;  and  are  numeroady 
la  I6d0,  VLt.M^rtlmd,  the  old  incnra-  attended  at  their  various  ^reaehingplsBeas 
4isat,  «arrivikig,  Mr.  i^lphx  soon  gawe  ill  tfaetteighbourliood, 
W]^  4o  iilsft,  <so  that  we  find  this  #9d]y         St.  ioiw's  Chapel— is  «  ohapelry  In 
man  no  more  4n  his  parish  church,  but  the  piuM  «f  Orosthwaite,  the  inhs^- 
Among  the  -si^ts,  In  and  ^wjftfa  whom  is  lants^oC  which  have  the  alternate  right, 
^«>d*6  delight.'*  tMth  Lord  Lonsdfdc,  of  electing  the  tidi- 
B!r.  -G.  tieetns  to  ^a^  4«midn«d  iult  lUater.    It  is  ^oii§eotitred,  ^ihat  the  Air. 
«  Short  ^Urae  4n  tlds  neiglibourbood  alter  James  Carr  noticed  here  by  the  Noncon. 
he  had  established  the  churf^h  at  Pen-  Mem.,  was  "tto  other  thab  Mr.  James 
t^sddook  ;    W  veroo>F«d  to  'NeOi^astle-  Cave  mentioned  under  Crosthwaite  Of 
ttpo«h»l^e,  and,  «f  iiis  tuocessors  here,  the  same  woric :— ^e  names,  from  their 
a  detldled  «tatemeii^  snay ,  be  expected  similarity,  might  very  edsily  Itave  iMfen 
«ider41iea0eouotof  ^hsitRUDDOcit.  maauadevsioodv    This  4|ighly  picturesque 
iH^iisnri&^AM — 4iad  the  faonom*.  In  and  beautiful  vale  has  l^en  ooosidonally 
^^19,  ^gfiving  biithto  fdiauad  Grifitftttt,  favCMirtfd  With  the  pai^rai  attentions  of 
AnshWahop  of  Caliterbory ;  and  who,  ^  the  disseottag  <mn%Bt»'  at  >Ke8v(>!ok. 
46s  Isftterand  ii4ser  days,  was«zidoi«btadIy        iCBS<KriCK.*^(tnie  (follot^ng  xieforSKces 
alKeiadofcthe  ^itaas.    It  is^oell  known  to  tMs  place  appear  in4he  Register  of 
■tiwt  tliSa  ei««<unst)anoe  i^coaiiofted  his  the«hurchat  €e%^erMO^^)     <*Oiithe 
auBpem^on  fhMu   kis  anohiefJiscopal  d^-  d4th  day  of  the  4t)i  month,  1657,  the 
fioe»  'Aay  4»  utaWaHrrataiCahile  essrkse  of  two  sister  «hurches>  ^.  that  of  Kei^Hdk 
tyrerog«ti<v«  on  the  Mut  of  ^oeu  fiKaa-  and  this  of  Cockeraloath,  «et  4«t  Thoctt- 
ieth.   'lttesaid«fttisnii^ve«JNage,  tet  thwnite  Cfaappel,  where  the  two  paatduTs 
M.  tisM  *<  «if  tdl  thfit  Ikire,  the  ignorantdSt  pre«obed :  Om*  ^MMStoT  tt^Uk  th«  1  Ftt.  ^i. 
pMt  ta  'veMgioo^"  -mk  he  aiocordingly  22^^4be  pastowr  of  their  Siici0ty>  4lir. 
«zenM4^ieif'for4tB  s^tual  imfpfoiis-  tfAiUBS  Cavx,  (or  €<#v,;)  ftoAi  the  Ut 
menft.    fttliaailitteiPlybeenfhvo^l^iwilh  epistle  to  Ihe  Corinttlians>   JiSth  ^. 
•the  Mafl  attentloaa  of  sooie  dissenters  in  -Sdth  %«r8e.    The  meO^  was  oomforta- 
WldtUdlavafl,  ^attd^heprotooaoh^  ^a-  .ble.'*-*-*-^«<  This  day  (6dt.  31SI»  1660) 
4ay  -sidMMls,  and  t^  o^oynient  of  4ttie  BroHter  €^.  Benson,  Teacher,  win,  ^y 
preactuHBgof4he<xOSp(d,  jutV«{MroVedthe  an  order  under  the  hands  of  five<>oiii- 
ittppir  ^.Ate^fusAiees.  tteusipaeis  aittihg  at  ICeswiek,  ejected 
ffkjfMK.-^iifr.  JoHK  JAmcaoN  -was  tt^asl^^oai  has  pubUke  plaoe,  for  de- 
e§e«teS'AMi  hence 4n  4662^  a^o#ding  to  iMng  {^  was  alleged)  ti^  baptisme  of 
9tAmmtt  -#li^h  is  -caftArtnod  by  the  fol-  ^^fecn  ■  a  -known  ^Osekood."--*^**  la 
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this  town  there  ira  small  diMentlng  con-  cient  Register  of  the  Farkhead  meetiog- 
giegation,  but  no  authentic  account  of  house,  among  ''the  nuniber  of  penroos 
its  commencement  can  be  collected.    It  who  laid  the  foundation  of  that  churcl  .'* 
appears  probable  that  its  rise  was  about        Lonotown.— Hie  Presbyterian  chajiei 
the  year  1715,  this  being  the  date  of  the  was  raised  in  17i^&»  ctiefly. through  the 
instrument,  by  which  the  meeting-house  means  of  public  collections  and  subscrip' 
,was  eonyeyed  in  trust  by  the  gift  of  Mrs.  tk>n8.     Mr.  Wright  was  the  earliest  mi- 
Ann  WiUersan,  who  also  bequeathed  £200,  nister ;  and  is  known  to  the  world  by  his 
for  the  support  c^  the  worship.    This  <'  Sermons  on  interesting  and  importtmt 
benevolent  lady  and  her  relatives,  the  Subjects,"  in  18(1)^.    Mr.  Jambs  Chai- 
}ate  Abraham  AUason^  Esq.  and  his  lady,  mers  and  Mr*  Robert  Laurie  followed 
eminent  for  her  piety,  appear  to  have  in  succession  as  the  ministers  of  this 
-been  the    principal  supporter^  of   this  place  :    and  Mr.  A.  Macparlanb  has 
.^lace.      The  minister  about  this  time  now  officiated  for  some  years.    The  ctm- 
.was  the  Rev.  Robert  Stott,  who  ap-  gregation  is  said  to  consist  of  from  150 
pears  to  have  continued  till  about  the  to  200  hearers :  but  it  is  to  be  regretted 
year  1730,  when  he  bequeathed,  by  will,  that  Sunday  school  and  village  instnic- 
^10.  and  the  books  which  composed  his  tion  has  been  much  disregarded, 
divinity  library.    These,  however,  though        Lorton. — In  this  beautiful  vale  ther^ 
a  valuable  appendage,  to  the  congrcga-  has  been  preaching  for  many  years,  by 
tion,  have  through  neglect  been  all  lost  the  Independents,  Antipaedobaptists,  imd 
upwards  of  twenty  years.    Mr.  Stott  ap-  Methodists ;  and  such  has  been  tlie  pie- 
pears  to  have  been  succeeded  by  the  Rev.  valence  of  christian  harmony,  that  the 
James  Biggers;  who  was  followed  by  various  })urtie8  have  often  assembled  for 
the  Rev.  W.  Chalmers  ;  and  the  prcr  worship   with  tlie  utmost  cordiality  in 
sent  pastor  is  the  Rev.  Thomas  Grif-  the  same  house.     It  has  sometimes  been 
TON,  (of  Hoxtou  Academy.)     Through  in  contemplation  to  erect  a  chapel ;  but, 
the  liberal  kindness  of  a  pious  friend,  unfortunately,   circumstances   have  not 
resident  in  London,  whose  ancestors  re-  yet  proved  favourable^  though  the  atten- 
sided  in  this  neighbourhood,  the  meet-  -dance  on  pFCachiag  has  beeu  uniformly 
ing-house  was  rebuilt  in  the  year  1803.  very  encouraging. 
The  congregation  continues  small ;   but        Melmerby. — ^To  the  honours  of  coii^ 
religiott,  it  is  hoped,  is  improving.    A  .scieolious  Nonconformity  in  IG62,  Mr. 
general  Sunday  school  has,  witibin  the  -William  Hofkins,  the  rector  of  tbis 
last  twelve  months  (1819),  been  estab-  parish  stands  entitled;  and  his  luune also 
liahed,  which  is  well  encouraged,  -  and  appears  '*  In  the  number  of  ptexvons  wbo 
promises  to  efiiect  great  good."      The  laid  the  foundation  of  the  church"  at 
following  is  Mr.  Nelson'^  List  of  Minis-  Huddlesceugh    or  Farkhead.      <<  Ihat 
ters  : — **  Stot — Be^j.  Feele— James  church  (says  the  ancient  register)   was 
BioGAR— John  Chalmers,  and  Thos.  fint  gathered  at  AfeUerby  in  the  ycare 
GRirraN."                               ^,  1633,  Sept.  7th;"   but  more  of  this  in 

Ki  RKAKDR^wSi  — ^olo'^he  jamfthial  -  fttite«pfoper  place. 

school-house . of ^Hs^aM^jl^iilJQ  .  •'liMiLLUM-r-iB  justly  entitled  to  notice 

of  tlus,iG|^J^liini^j^^  thr^  here,  though  it  may  not  have  to^boast  of 

4.ye^rA§^?by''Slr. 'Whitridge,  then  of  ,^.an  ejected  minister  in  1662,   or  of  a 

8.<)arlble,  under  prospects  of  consideiable  Nonconformist  congregation  at  this  tmm 

•  eneouragement.  in  the  parish.    In  the  Beauties  of  En^kokd 

Kirklbvinqton,  or  Kirklinton— -is  .  and  W<desy  (xv.  p.  234.)  it  is  said — ^^The 

a  rectory,  and  not  a  vicarage,  as  repre-  Aake»  family  derive  their  descent  from 

seated  by  the  Memorialist  of  the  Non-  Thruston  de  Boico,  who  lived,  in  the 

conlbrmists;  nor  has  that  author  been  reign  of  John,  at  Aikskeugh,  nearMil- 

conrect  in  placing  Mr.  Hooper  as  the  lum,  and  afterwards  at  Graymains,  near 

•  ejected  minister  of  this  parish — ^to  the  Muncaster.  Afint  Askew,  whose  name 
honours  of.  1662,  this  ^lace  does  not  .stands  so  eminent  in  the  pages  of  mar- 
seem  to  stand  entitled.  It  deserves'  no-  tyrology,  was  one  of  his  descendants."--- 
tjce,  however,  as  having  given  birth  to  At  Townend  and  Silecroft,  within  this 
two  very  eminent  ministers  among  the  .  township,  there  has  been  preaching  for 
Qualiers  or  Friends— rjp&n  Be/rand  Tkos,  several  years,  chiefly  by  ministers  con- 
Storp;  the  latter  of- whom  became  ex-  uected  witli  the  chapel  at  Bootle.  A 
ceedingly  distinguished,  both  In  £ngland  ,  good  attendance  has  usually  been  en- 
and  America  i  and  exchanged  worlds  in  sured ;  and  it  is  pleasing  to  observe,  as 
1742  at  Carbsle,  -leaving  behind  hjm  a  .  the  fruit  of  these  exertions,  some  in- 
most honourable  name. — (Hutchinson's  stances  of  the  best  Nonconformity — even 
Hist  of  Cumb.)  to  a  <'  world  lying  in  wickedness." 

Lazonby. — Mr.  Simon  Atkinson  was       Oughton,  or  Oulton,  near  Wigtan.-^ 

the  ejected  vicar  of  this  parisli  in  1662 :  Mr.  Ruston,  of  Bceughton,  has  trans- 

'  but  we  have  no  further  notice  of  him,  mitted  to  us  the  following  accomit  of  the 

.except  that  his  uame  .oceun»  in  the  ac-  .i^urch  in  this  village.  .  <<  In  the  ahaeoce 
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of  all  written  docnments  respecting  this  leges  gifcn  to  and  purehaaed  for  at  by  liia 

place,  Bothing  but  traditionary  reports  precious  Uood. 

can  be  obtain^ :  tbese  may  not  be  per-  And  baving  this  day  supplicated  the 

fcctl^  correct  and  ought  to  be  read  with  Lord  for  n  blessiog  u|K>n  our  poor  end^a- 
caution.    Yet  this  is  the  only  kind  of  vours,  in  order  hereunto  do  now  all  of  us 
evidence  to  be  iiad  respecting  Oulton.  sett  ourselves,  as  in  the  presence  of  €*o<U 
In  this  viUagiB,  a  «Biall  chapel  was  built  and  freely,  and  with  our  consent,  (yet 
in  ihe  early  part  of  last  century  for  the  not  without  fear  and  tremblings)  cntec^ 
convenience  of  a  fev^  Baptists,  residing  into  a  solemnagreeroent,  and  .promise  to 
in  that  part  of  the  county.    These  good  walk  together  as  one  body  in  all  the  holy 
people,  it  is  said»  before  the  building  of  ways,  and  pure  ordinances  of  Christ  our 
the  meeting-house,  attended  at  Brough-  deAr  Husband  and  Head ;  and  to  peKovm 
ton,  about  twenty  miles  distant :   to  re-  all  service  of  brotiierly  love  and  holy 
medy  this  inconvenience,  they  erected  watchfulness  to  each  other,  aa  the  Lord 
the  present  little  chapel,  which  has  since  requireth,  and  also  to  submit  oursclyes 
undergone  vcry.consi<lprablc-  repairs.     It  one  to  another,  according  to  the  order  of 
is  not  certain,  whether  there  was  ever  a  tlie  Gospel,  and  all  this  we  do,  not  pre- 
churcti  formed  here  or  not ;   nor  is  it  suming  upon  our  own  strengtl^,  which  is 
knowik  who  first  preiichcd  to  the  people  nothing  but  weakness.    No«  nor  by  any 
aftier  the  building  of  the  meeting-house :  power  of  grace  received,  (which  without 
but  some  time  after,  the  Rev.  Isaac  continual  supply  from  the  fountain,  is 
Gardiner,  who  afterwards  removed  to  able  to  act  nothing,)   but  meerly  and 
i^amstcrly,  Durham,  and  died  there,  was  wholly  relying   upon  the  gracious  and 
tlieir  minister.    When  he  left,  the  Rev.  fresh   influence  from    our   Xiord    Jcsua  • 
Thomas  Palmer,  minister  at  Brough-  Christ,  who  is  our  life,  our  hope,  our  all 
jton,  supplied  them  occasiooaJly ;.  till  the  in  aU,  who  we  believe  will  wi&  a  .tender 
Rev.  M-iciiAHL  Wharton  came  amongst  eye  look  upon  our  day  of  small-  tbings>< 
them,  and  continued  with  them  till  he  p^fect  our  beginnings,  and  carry  us  aa . 
died,  about  the  year  1790.    Then  Mr.  lambs  in  his    bosom    through  all  our 
HviTON^    from    Brough  ton,    began  to  temptations,  and  difficulties,  and  infir- 
supply  them  once  in  six  weeks,  during  mities,  (according  as  he  hath  undertaken, 
the  summer  season.     In  June  1795,  I  by  commission   from  his  Father,) "and 
began  preaching  jto  them,  and  still  cpn-  .Itfing  us  into  his  eternal  rest,  after  he 
tinue.    There  is' an  endowment  belong-  hath  wiped  all  tears  from  ovr  eyes." 
ing  to  the  place,  consisting  of  a  mes-  Finis. — *'£xscripsidie5to  Junii,  1708.'^ 
siage  and  tenement,  and  some  parcels  of  <*  The  number  of  persons  in  laving  the 
hmd,  situate  at  Stanger,  near  Cocker-  foundation  of  the  ohuroh,  were  these  fol- 
mouth  ;  left  about  .the  middle  of  the  last  lowing  :—Williain  Hopldns^  minister,  of 
centnry  by  the  vrSl  of  the  late  Wnu  Tiffin,  Mellerby ;  Simon  Atkinson,  minister,  of 
of  Tbomby,  in  this  county."  Lasonby  ^  M.  Singleton^  John  Maughian^ 
Park  head,    near    Kirhonotdd »—*The  of  Melleii>y.;  John  Harrison,  of  Park- 
Register  of  this  church  commences  with  head ;  Thomas  Harrison »  George  Green, 
the  beginning  of  the  18th  century  ;  and  of  Mellerby." — [The  catalogue  is  con* 
contaij98    occasional    notices  till  .L796.  tinned  to  the  number  of  191,  in  jvhich 
''  By .  a  MS.  presented  to  me,  (so  says  the  names  Lothian,  Jameson,  Brown^ 
Mr.  Threlkeld)  by  Mrs.  Rebecca  Nichol-  and    Threlkeld   frequently  occur,    and- 
son,  relict  of  Georgia  Nicholson,  late  whose    lineal  descendants   in  this  and 
pastor ,of  the  church  at  Huddlesceugh,  in  other  piarts  of  the  county,  continue  to  be 
the  parish  of  Kirkoswald,  and  county  of  Uie  friends  of  Christ,  and  of  Noncon- 
Cumberland,  it  is  plain  that  the.  church  fbrmity.]      The  following    extracts  are- 
was  first  gathered  at  Mellerby  in  the  from  the  register  of  the  church  of  Cocker- 
year  16.53,  Sept.  7th ;  and  that  the  design  mouth. 

of  these  pious  Christians  upon  which  they  <<  The  same  day,   {Nov.  19,  16.'>3,) 

associated  together  at  first  may  be  known,  at  our  meeting,   the  church  appointed 

here  you  have  the  Brother  Benson,    Brother    Blethwaite, 

'<  CHURCH  COVENANT..  and  Brother  Bolton,  as  chosen  men  to  , 

''Being  ashamed  of  our  former  pollutions  go  to  the  church  gathered  in  and  about 

in   the  worship  ^of  our   God,  and  our  Kirkoswald,   at  the  ordination  of  their 

abominations  from  his  Gospel  ways,  do  pastour. 

here  this  day  desire  ,to  lament  the  same  ''  The  26th  of  the  Ist  month,  (1658,) 

before  the  Lord ;  looking  to  and  depend-  two    messengers  were   appointed,   (viz. 

ing  only  upon  the  fi'ee  grace  of  God  in  Brother  Benson  and  Brother  Eaglesfield,) 

Christ  for  pardon   and    healing  power,  to  go  to  the  church  about  Kirkoswald, 

and  being  sensible  also  of  our  want  of  we  having  been  dc^sired  by  that  church 

sondrv  Gospel  ordinances,  and  this  of  to  send  some  chosen  persons,  they  having 

church  fellowship  in  particular,  which  set  a  day  apait  for  the  ordaining  of  one 

our  souls.do  long  after,  as  one  of  his  pr&-     of  their   members   (Mr.  John r),  ft 

poua  enjpyineats,  a^d  most  sw^  privi-  teaching  elder  among  them.  ^  . 
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(iBt  month,  1670,)  being  tbeLcHftt's^lKy,  insomtielr,  tbMi  in  (719^  >e«ibl»  ft^too 

ihe  ctituteft  meM  ift  the  i^adto^d  hoil«b»  tor*ii  dteg^iaplryiiiB  M  J^Htmrsh  ;  ind 

where  Mr.  Ami^dOM,  posfor  ^W(;Attfv^  the  nett'^eitr,  Bftri^BmC^a^aiitall  hlciMae, 

dboitp KwhmMd,  cairiecT  otf  1M  i^rke  of  anH  aliirge  ftmfi^,  Ite reiii6v«d<to  DIIbMb, 

the^i-^The  20th  of  the  laid  mdilth,  smf  lettled'tfierB  iathe  ntS^ed  c)SBflMnt 


being  LovA'e-day,  one  Mr.  NicHOUeoH, 
(«M  Pakikei*,  ^  386.)'  ilMcAer  of  tfi& 
churok  ahovi  Khhotwld,  cSttrtried'  ofk»  ibe 
#arke  d^tbe  dk}c 

<"  Attheflattte-tfiiie,  (Peb>.  mh,l670;) 
otdferwtt  iMiieii  to  gather  eoiiiethiiig  tt> 
be  sent  t(^  the  Bvethven  abouMUitioewald, 
who  liad  fluflfered  in  the  aptrilmg  of  theilr 
goode^  bf  the  late  Aet  agttnaC-ifcieetinge. 

««  June  12th,  (1674,)  the*  cho^h  kept* 

a  dav  of  pnuer,  especiaily  on  the  behalfe 

of  the  people  of  God  Aont  Kirkoewald, 

jndk^  have  been  bound  of  their  Ubeity, 

aaid<are  forced  to  meet  by  f<Hir8." 

(Hhe  register  of  Parkhead-  then  obn- 
turaes.) 

*'MKf29^,,Wll,  wbs  oar  plaoe  of 
wmrahip  atP  Hiiddleecengh  taken-  down. 
The  flnt  sem&oli  preaoied  in  it^  was 
npon*  AngoeCi'  1711,  fioto  TitosiU.  9, 
wdlenoe'  two'  dotitrines  were-  handled  that 
diqr.  Tv  That^  them  have  been  some  in 
all  ages,  that  baVe  abased  the  graeeof 
God^  to  cArnal'  liiientibusness^  libertitees, 
mA^  ranfi^M.  2^.  ThaA^  the  word  is-  eer- 
tain/' 

«<  I  was  ordained  July  4th>  1700.— 
Cakh  Th^clkdA\*' 

"  On  thto  91*1  of  Nov.  1712>  Mr. 
Ttetelleekl'  was  induced  to  reidgn  his  chatge 
oi  tiy«  peo^<».  Sb  k'  is  certified  w  a^ 
dhristian  fHendly  mannet*  in  the  nsg^ter. 
Therdlders>'deacons,  andothers,  <'heattily' 


ot  the  Blvirie  and  the  fhytMBtL    Plfid- 
ihg^  hiknselP  likely  tb  su^ctfed,  in  VMBb 
more  than  a  tear^  he  seiit  !br  hitf^ftaiilyi 
codsteting  of  A  wii^,   three  sob^^  and 
ihtet  daughters.    HHr  practice  as  a'phyil* 
dan  sbon  iUcteased.    Sbon  after  hiii  pnb- 
UsHing  ^bt-S^mpmSt^pbtm  HibemicmiM^ 
he  was  taken  with^  Viofen«  ibver,  and 
died   at  his    hoose^  ib'  Aiuft's  Mtey; 
Frances-  Sfxeet.     Hfe  was  burfed  fa-  the 
neir   borial-  ground-  beloagkig   tb   SH 
PatsicKV,  hear  Gavant  Street,  to  wbicM 
place  his  obsequiett  weitt  attended- by  n  Kt 
of  chUdren',  educated-  by  »  society  of 
gentlemen*,  to  whti^  inStitutiott  he  UA 
acted-  as  phyiriliimii    He  w^as*  nkieH-  re* 
gretted  by  nie  poor,  to  ^om  lie'  HiM 
been,  both'  ss  a'  man«  and*  a  phytician, 
a  kind  benefhctbi^.    Us  meditated  age- 
nend' history  of  pUints ;  but  it=  dbe»itot 
appear,  that  he  ever  published  any  thing, 
but  the    alyjve-meationed  Synopsis^  vk 
Dublin,  1727,  SVtx  pp.  262." 

«  M^y  5th^,  1708,  tfte  Rev.  JbuH 
SPADBMAifv  presented  Bkxtt^'s  PtwdeiA 
Warkft  in  4  volfc.  for  the  the  of  therein 
deUt'mituster,'and  htssuccessorsfbi'  ever/ 
—There  are  metooranda^of  BiMesgweii 
to  the  ministers  tbt  di^ftributibn^by  Pfti% 
Aftte  Lot4  Wharton',  Oct-.  1716.— <  April 
lOth,  1729,  THOttAfi  Walimb^  Wae^tfct 
apart  for  the  woi%  of  the  nainiStSrJ!',  by 
fturtSng,'  prayer,'  and  iteposifiMi^oT  Bnnili 


roSManendiUg'  him  ivhii^  labotti*»to  thc^  The  following  raii^ei^-b^uigr  pi^siEAitr 
gi^Ute  of  GddV  wherever  Dl^tie  Pitovi^  Messrs.  Dibkinson,  GartfUe;  TTi^ht, 
dtnee    rilhll    cast^  him,    prajnng,    that*     Brampton ;  Sfedt,  Keswtbk- ;  Rbtherhaita) 

Rendal;  Wi»bn>  P*n«tli;  Wil*Wj  Ateteit* 

mooi^;  AsUi^y,   Whitlehttvetf;   AHftinoR^, 


thmugb  graee  he  mav  be  furtber  useful*, 
as  a*  burning'  and^  shining<  Itght:'  They^ 
aas<^  ^pecomteended  <  Ms  wife  to  ti«#  fcA^ 
lowthip  of  any  oommunionf  of  ChiistiakiS)- 
aiid«  Ms'  ch^dren/  enbmeraCiBg^  all  of 


^Iftttm^  <'ix>the  wotbhof  any  OtherohUrelP    in  Je^  Nettaremf"* 


Fenruddoek.'     My  Theslai  ^^as-  vfppit  tile 
fbHov^htg    qUe^t&obi    vik.   Aft   f^rdphetie 


/ 


to  wldefa  tSiey-  mar  remove,'  that  thia> 
whole  ftfcmily  mi^  Have  the  benefit  of^ 
chlUreh>  pr&^legetf,  ah  tIfiBf  hlive  had' 
amongst  us  these  several  years,  to  tho 
edSfieation  of  their  souk  ilF  the^  ikuth, 
a»  il  itf  in^  Jesus  our  Lord.' " 

(Alt    interacting  >  biography^  of   thitf 
]«Lrned  abd  ezceti(»e  man  is  given  in- 
Rntthinson's  History   of   Cumberkuid, 
ftons*  which' t^  following  is  extracted.) 

« In  this  parish  (Kirkoswald) ,  ib  1676, 
.Caleb  Tbrelke)di»  the-  author  of  *'  A 
IVeatiae  onthe  Native  Plants  of  Ireland,' 
waA'  bom.  lu  1698^  he  commenced  A.  Alf  * 
in  the  University  of  Glasgow;  andsoow 
after  settled- at  Low  HuddfeseeUgb',  nettr 
tlW'  plaoe  of  his  bi^th,  as  a  Dissentiiig 
flsinister^  Dunng  his  residence  at  Gim- 
pnwi  he  had'  acqiared  a  tabte  for  botany 
and  physic}  and^  cbatiliMI  tb^  UMk^  a^ 


<•  Ii^  Ott.  22d,  1790;  ABA«f  Btaei  wiM 
ihvtted ;  and'<^Apt»'  lOttr,  lt7H4^  #fls>wt 
apartf  for  €Ke  vrorl^oP  I9le'  ittnisity,  1^ 
fastSng,  prayer,  and  iMpoeifibck  of^nMr. 
The-  foliowing  nnblBters'  Bdnr  {MSeot. 
Mr.  Dickenson,- (^6arlf^;  Mt,  AMitey, 
of Wliitehaven ;  Mr.  Rbtheiham^  ofKea* 
dal ;  Mr.  ThTelkeld,  of  Pebrith ;  Mr. 
Winery  of  Goekermottih;  M#w  iSjA- 
tvickj  of  Stainton;  Mr.  Wliadb^  of 
Alstbnmoor;  Icfr.  Helm;  of P^n^uddbefe ; 
as^  also  thecie  twt>  fibnr  NorOfiimberlittrfi 
Mr.  Dean-,  oi  ffaistotie ;  S^.-  Grossiiad» 
of  Woodsidb^.  .  The  pllce  0^  oi^finatiea 
was  at  Bramptobi  My  Thesa»  waav  ^ 
anvkis'  bormhun  ante  ChntHh  advaitwaif'd 
tesurre^ti&tien  nwrikMrwai  mbr  pM  tfMltMt 
in-  sttAmn  fOBeUoHs  ¥ecei^  fiierm^  nd 
my  sermbb  lipofr  «IbilsP  vi^.  44;'— M#.  IT: 

h#^'  uiiWhidii^  or  &»  yMv 


giMwfi^iffMr.  ]>/9aeYlleiiieftVittlcr'dilr'  tfierfr  w<i^  sMStfflicleijr  tttitMkif  fbr  htf" 

ing  1^  aliitiM»y  of  hi«<  tiw»-  iuimtfMMV  Uwing,   tBtot,    Itt   iKs'  oitke,    '  tfditl^» 

IlBM>BR«»tfy #hoiiettiaiiMd4iei« hntnt tttm  tBe  IkigHestiiiMitSoti  ef  hlar  chftra^Wr,  &ili» 

y««B.    Tift  nieiLV^tpy  its  NM«tnberr,  associated    bretliMM'  ^ifowff^    cSteHMP 

17911,  wMMoMtr  ^ofRMir  cHoitf ;  andfferitki  tlietiiaelfes'  «il  lil^aVdf  hii^Aiarii^ ;  idid 

18II&.   Mk  C; baflbeiisti  Ibr  »  slto9t  fiiUlf'  v/cta  t^cbtmfvA^  hk  proenniiif  a  omh^n*^ 

ther  nlalllef^of  a  Bitfgifewr  oongnegiMdOtt'  abll»  BvMMfeM^  fl&i»  HiAsr  triLff^fOifff  »f  bi»» 

aMiniBiislitli«>prHM*«jil^el>uing^fX>thlt  berMn^  widow  and  nuiiiennifti  childHn. 

ptaici;  bl»€Miieoi^itttly^ft«BitiieNbitll  TfAW  ihterteHSng  iMkm  hM  UteA' ti^Htfb^ 

of  Ireland^    Diirinff  his  stay  hei«,  t1i»  oeeiftpitfd'  by  MK  John*  ]fAi»D(MSlt,  Wil<y 

coli|ft«{^itk>4  UrsaMPM  hMfie dMiitedrciry  reM^v<ed'a<in-«pi*M«i^ edttcatios froi»  the' 

coiiildenibly ;  mi'  in  tmt,  hH'  MtoMv«d<  R(et'.  JameU  JhcAiMiiPv^f  Gtteiof  tihminel^' 

t)>tke  charge  (M* «  p»>plb-  at  GothersU>a«v  «»&,  YorMtlrcr/'* 
nesr'  Bttivard  <Sflil|^.    Th*^  eortgrogatUHi'         (The  f<HIow4h||r  ii^  extracted  fitHn  a  le«^ 

wcfei  biq»pily  fuid  speedil]7>  fhrdured  wittl'  ter  of  the'  laM;  g^hti^maii.) 
the  services  of  Mr.  jAMed  Sk^Wr,  ft'^iftt^        «<  WV  haine  about  3i9  comiiHihieiAiW. 

tife  of  the  North  Rading.  of  Yoriuhnv ;  Onf  bteaxiers  vary  much  aci;ordiii|f  to  thfr^ 

and' who-,,  though  he  hadriiot  en^o^ped  the-  seMon  of  tile  yetiit,    Wheih  the  ift^lXk^ 

advantages  of  aa  academical^  educaibioiiy  is  favourable,  we  have-  freqiiekltly,  V  be** 

vas,  by  mititre  geninsr  and- self-impsoved  llitfre/  neoAy  2M  peofV^,  Md  someUMe^ 

taleats,  exceedingly  wtHl  adaj^ted  for  the  w«»  have  not  Ife^  thate^  50  6#  60,  ser  tHhf  F 

cffico  of  an  '  £vaiigelis(»'    A  decade  of  scarcely  UdtEKr  n^t  Hiimbef  tb  fiif  air 

yean,  he  laboived,  *  in;  aeason^  and  out  of  tUKbA  heayerfr.    The  yillag;es  I  prtnleh  at 

NssoQ,'  supplyiuif  lus  owApeofle  with  vegitils»lyare  thfrfoUbWin);:  Kiri&otfwalcf, 

the  faithfid  .admiiHstration<  of  Cfaristiaa.  R<*il#k»,   Sbi&lebotiBM;^  CiV^gtins   NeW«- 

ovdinaacea,  and- sproadhifl^  the  Gospel  in*  Kggib,     AlbyMd,    (Slassonby^     Gtkn^^ 

every  viUage    and  distriei  asound*  lum.  bles^  besides  Sialkeldi  and  lite  cha^^aft^ 

It  vaa  hia-  cenviotion,   that    ministers-  Farknetef.'' 

should  net  restrict  their  paatoral^  regards         (Mi«.  I^elMil'  hal»  given^  the  #olld^ifti]^ 

to  their-  immediate  floeh,    hut  should-  all  the  list  of  ndnSsters  at*  Hudflesceu^K' 

imitate  the  Apostles'  and  the  Savieuiv  or'  Pafekhead'.) 

<  who  went  alK>ut   doing  good.'      Thi»^         ^  Rev,   Messrs.    Oeor^  Mchblsdily.' 

wort^j^ and  soecessful  minister  sKch^nged  Hope,  Cafeb  TUi^kcld ,  TUoriias  WklKfet; 

worlds  at  tiie  house  of  hie  firiend^  the  Adara'£>^fy,RkhftrdPtfk«bii>Otfi^H^il^ 

Hev.  Timothys  Nelson^  Salkeld,.  on  the  derson,  Andrew  CtaHA&A',  Jhmer  S^tt, 

moRungg  of  Jaamuy,  6^  IRIS.    The  cii^  JtiKa  Hftddoek.'*^ 
cvBistABca  wasawfoUymddMt'M  bshad 


llv  Wf SCBLLAI<rfii0trS. 

Pert   of  London'  Socifitu. — liXbnday,  United    Kingdntt,^  S^bboom   Uafv  iid4r^ 

May  5^.  the  Members  andf-^ends  of  this  cha^^  demoted  te-^^Sir  uie^    PAradtteg- 

Society  assembled  at  the  Gity  of  Iiondon^  oar  bvard   of    p«!ivM  ^Bis^  hasi  ala»' 

Tavern,  tQ.^debrate  their  Fourth  Aanl-  gctatly  iuereMed**^  mA  is<  vwious  wAy«< 

versary.     l^he  RjgKt  Hon.  Lord  (xMn-  the  moral  and  spiritual  weliifiNP  a^  thfttf^ 

biar^    on.  taking   the    Chair,  remerkec^  interesting^  class  of  men  has  been  pro- 

that  it  wa»  a  trvij  delightfol  and  joy-  moted.' 

fill  sight  to  see  so  many  supporters  of !.  A  letter  is  <][ii(otec^  reciting,  the- liket 

this  ejceeHent.and  highly  useful  Institu-  measures  adopted  in  ^this  tJnitsd  Sbatesn 

^n  collected  together  to  celebrate  their  of  Americer^-'particularly  at  Boston^ 

Fourth' Anniversary ;    an'd  alsb^v  upder  The    unwearied    exertions   of   '<  dw 

Divine  Providence,  to  asMSt  in  promoting  British  and  Foreign  Seamea'a  Friend  So« 

the  spiritual  and-eternal  happiness  of  that  ciety>"  in<establishittg.I>evotional  Meet* 

valuable  body  of  m^n,^  the  British-  Sea*-^  ings  of  Seamen  under  the  Bethel  UnioBr 

men,  whose  long  and  tried  services  justi^  Flag,  is  then <honourably. mentioned}  and' 

merited!  tl^ir  utmost  gratitude  and  most^-  a  small  Society  of  the  8ame>  nature  said- 

affectionaiie  regards/  to-be  established  fKt'Oibndtar. 

Th^  Rev.  Dr.  Newman  then  shortly-  The  Floating  Chapel  cont^iues  t»  be- 

implored  the  divine-  protection -and  fia-  well  attended,  and  an  annual  service- haa^ 

vour,  ia  a  smtable  add^ress  to  the  J^hrone  been  eatablidiLed  on  •  the  4tih  of  June,  -  ia- 

of  ]!ierty.r                                       •  honour   of   his  latd  Maijesty.     Several^ 

jfhe  Aeport<  commenced  iriih  advert*  aneodotes  are  then  quoted  to  shew  ther 

iog  to  tlie  preaching  b»  beard  of  sMp,.  effects  of  rel^^n  upon  teamen,  and' the 

and  preoeeded  to  ialurm  the  Meeting  that  g^^t  moral   cimngi  now  takei^plM^ 

"at  jao9t>  «^'  the   outrport»^  of  .the-  amoiigitlMWii. 


390  Rdigious  InieUigence 

London'  Female  Penitentiary, — ^Tbc  An- 
nual Meeting  of  this  most  Ijenevolent 
Society  was  held  on  Monday  the  6th 
of  May,  in  the  great  rpom  of  the  Crown 
and  Anchor  Tavern,  Strand,  and  was 
nery  niinierously  attended. 

AJ;  half-pas^t.  .twelve  o'clock,  W.  Wil- 
berforce,  Esq.  M*  P-  took  the  Chair, 
supported  by  sever^  eminent  characters. 

The  Report  of  the  last  year's  proceed- 
ings was  immodiately  read  by  the  Secre- 
tary, from  wliich  it  appears^  that  149 
applications  have  been  made  to  the  So-  ■ 
cie^.  Fourteen  young  women  had  been 
placed  in  situations,  39  restore!  to  their 
friends,  21  discharged  or  left  on  their  own 
account,  one  had  been  passed  to  her 
parish,  and  one  died.  Several  affecting 
anecdotes  were  related  of  some  of  the 
applicants.  letters  had .« been  received 
from  those  who  were  placed  in  service, 
expressing  their  gratitude,  and  requesting 
permission  to  become  subscribers.  Thiera 
arc  now  100  inmates  in  the  Asylum. 
^  The  Report  next  detailed  the  operations 
of  the  Society  established  at  Brighton, 
on  the  15th  of  April,  under  the  auspices 
of  his  Majesty,  which  hiid  effected  great 
good  in  that  town.  The  subscriptions 
raised  during  the  last  year  amounted  to 
£i07b.  198.  and  the  expenditure  to 
^125.  less,  but  there  still  remiuncd  a 
balance  against  the  Society  of'  ^500, 
The  Report  concluded  4)y  calliug  for  ad- 
^tional  pecuniary  assistance  to  enable* 
the  Committee  to  support  the  many  cases 
which  come  before  them. 
^  The  Rev.  Dr.  Winter  and  Mr.  Wilber- 
force,  with  other  Gentlemen,  addressed 
the  Meeting  in  powerful  speeches  in  sup- 
port of  the  Institution. 

The  Report  was  ordered  to  be  printed ' 
and  circulated,  and  thanks  were  voted  to 
the  .several  Officers  for  their  meritorious 
exertions.  The  acknowledgment  of  the 
Meeting  was  also  voted  by  acclamation 
to  the  Chairman,  after  which  the  Meet* 
ing  adjourned. 

Sunday  School  Union, — ^The  Annual 
Meeting  of  this  Society  was  held  on 
Tuesday  Morning,  May  7,  at  the  City  of 
London  Tavern,  Joseph  Butterworth, 
Esq.  M.  P.  in  the  chair.  The  Company 
assembled  to  breakfast  between  5  and  6 
o'clock  in  the  mormng,  and  the  chair 
was  taken  at  half-past  six.  About  1000 
persons  were  present. 

The  Report  stated,  that  the  total  of 
Sunday  Scholars  in  London  and  its  vici- 
nity, was  52,549  children,  and  478 
adults,  taught  by  4,870  gratuitous 
teachers,  being  an  increase  of  3,687 
scholars  m  the  past  year.  Several  new 
Sunday  School  Unions  had  been  formed 
during  the  last  year.  In  three  counties 
in  Wales,  there  was  a  total  of  Sunday 
scholars,  ineliMing  children  and  adults, 
amounting  to  one-fifth  of  the  po{>taation. 


The  Report  exhibited  a  total  6f  upnwrds 
of  600,000  Sunday  Scholars  in  Gieat 
Britain  and  IreUnd,  in  addition  to  which, 
there  were  many  places  from  which*  no 
returns  had  been  communicated. — The 
Report  then  alluded  to  the  spread  of 
education  ja^enerally  throughput  the 
world)  <vid  especially  by  means  of  Sunday 
Schools;  9000  scholars  were  stated  in 
the  NcLW  York  Sunday  School  Union, 
and  24,000  connected  with  that  of  Phila- 
delphia. 

The  Report  met  with  great  applause, 
and  the  Rev.  Messrs.  Winter,  Scott,  sod 
S3veral  other  Gentlemen  addressed  the 
Meeting  in  eloquent,  speeches,  when  the 
Meeting  broke  up,  and  a  liberal  subscrip- 
tion was  made  at  the  doors.        ^ 

We  have  received  from  Glasgow  seve- 
ral "  Reports"  of  a  very  gratifying  de- 
scription, a  part  of  which  we  must  defer 
until  our  next  number.  ^ 

PresbT/tery  ofGtttagbw,  March  27, 1822. 
-<*^Dr,  Burns  went  over  the  same  ground 
he  did  last  year,  with  respect  to  the  pos- 
sibility of  an  union  of  the  receding  bodies 
with  the  establishment.  "  Why,  (said 
the  Doctor)  should  restriptions  be  Iwd 
on  us  to  prevent  an  intimacy  on  religious 
points,  when  in  civil  matters  all  de- 
grading distinctions  have  been  set  aside.* 
Why  may  not  a  futhful  preacher  in  the 
one  body  be  enabled  to  exert  his  talents 
by  preaching  to  the  members  of  another, 
wlien,  with  the  exception  of  one  point, 
they  are  the  same  in  doctrine,  in  govern- 
ment, in  discipline,  in  faith,  and  in 
hope  ?"  The  consideration  of  the  sub- 
ject was  afterwards  lesomed  with  greater 
energy  and  feeling,  and  the  Doctor  inti- 
mated that  he  would  probably  soon  have 
the  honour,  of  making  a  specific  motion 
on  the  subject. 

A  petition  was  then  read  from  gentle- 
men in  the  neighbourhood  of  Spring 
Bank,  for  obtaining  a  chapel  of  case  in 
St.  George's  parish  j  there  were  1863 
families  and  9^1  individuals  in  that  pa- 
rish ;  6762  of  whom  were  above  twelve 
years  of  age ;  the  church  could  only  bold 
1200. 

'  By  the  spirited  exertions  and  influence 
of  Dr.  Muir,  e£700.  had  been  raised  and 
more  was  expected;  of  150.  to  be  al- 
lowed for  stipend. 
'  On  the  same  day  a  petition  was  put  in 
from  the  inhabitants  of  St.  John's  parish. 
There  is  in  that  parish  a  population  of 
8000 — 5000  above  twelve  years  of  age; 
the  church  holds  only  1640.  ^1,500. 
has  already  been  subscribed. 

In  Spring  Bank,  the  right  of  election 
of  a  minister  is  to  be  invested  in  the  pro- 
prietors of  seats.  In  St.  John's,  the 
election  is  to  bfe  confined  to  tbft  sub- 
scribers of  ^100.  with  a  vote  for  each 
.^100.  or  to  be  vested  in  seat-holders.— 
I>r.  Chalmers  has  8Ubik:ribed  ^00. 


1822.^  Religious  Inietligencii:'*-^MisceOclne(HU.  $01 

C&ttgregatianql  Umon  for  ScotUmd^^-JPhe  Btndents,  and  of  the  acceptance  and  iise- 
AnnuS  Meeting  of  the  Coi^regational  fulness  of  their  occasional  labours,  to  a 
Union  for  Scotland,  was  held  in  Glasgow  numerous  and  respectable  assembly  who 
on  the  3d  and  4th  of  April.  The  Meeting  tesUfied  their  com-iction  of  the  utility  of 
was  well  attended,  and  was  a  pleasing  in-  this  Institution,  by  their  liberal  contrlbu- 
stance  of  the  effects  of  union  among  tions ;  still,  howeyer,  a  considerable  ad*- 
Christians.  The  sermons  were  preached  dition  to  the  annual  income  of  the  So- 
on Wednesday,  at  seven  o'clodc,  in  Dr.  ciety  is  necessary  to  enable  the  Com- 
Wardlaw's,  by  Mr.  Rufsel,  Dundee,  mittee  fully  to  ayall  themselves  of  the 
and  in  Mr.  Ewing's,  on  Thursday,  at  peculiar  advantages  which  its  situation 
eleven    o'clock    forenoony'^both   thele  presents. 

gentlemen  have  been  requested  to  publish        The  fHends  of  this  Institution  residing 

flieir  discourses.     .    ^  in  London  and  its  vicinity,  will  hold  their 

On  Thursday  ovening,  at  half-past  six,  annual  meeting  on  Tuesday  evening,  23d 

the  meeting  for  business  was  held,  when  July,  at  the  King's  Head  in  the  Poultry, 

the  report  of  last  year  was  read,  several  'Vhe  Chair  xrUl  be  taken  at  six  o'clock, 
neat  and  appropriate  addresses  delivered,         h^^^  A»saciatian.^The  Annual  Scr- 

and  tlic  multitude  present  departed  under  ^^^  y^^^^^  tj^^.  Ministers  of  the  Hoxton 

the  impression,  that  it  was  the  work  of  Association,    wUl  be    preached  by  the 

theLord,andhis  blessing  would  assuredly  ^y    Joseph  Turnbuli;  A.B.  Classical 

foJIow  It.  _,    ,  ,,  ,  Tutor  at  Wymondley  Academy,  on  Tue*- 

The  most  pleasing  part  of  the  report  ^  evening,  July  2,  at  Hoxtoa  Chapel : 
was  what  related  to  the  Societies  cxer-  ^^^  subject-^*  Chri^itlaxi  Fellowship." 
tions,  as  a  Home  Missionary  Society;  ^j^^  Miiting  of  the  Ministers  for  Con- 
there  are  nine  of  their  preachers  who  ^^^^^^^  Rud  Discussion  will  be  held  on 
hold  forth  the  word  of  hfe  m  the  Gaehc  Wednesday  ;norning,  at  tea  o'clock,  at 
language,  ^md  these  itinerate  through  the  ^^^e  Rooias,  No.  18,  Aldermanbury. 
dark  places  of  the  Highlands  and  irIcs.  ^         .         ,  *  r     •  rm       a  i 

Thercport  will  be  published,  when  we  ^,^^  ^"f'f  ^''"^'^^IT  ^i^  A'^'^'i 

hope  to  be  able  to  lay  a  more  particulai  Meeting  of  the  Associated  Mj"i»tcrs  of 

account  of  their  operations   before  our  ^J^,^*^  *f  ^^*^i*^  (^-  \)  *'/^%^^^;d' 

readers  Savill's,  Colchester,  on  Monday,  July  the 

8th,  at  four  o'clock  in  the  afternoon, 

Nottingham  Swiday  School  Union. — Oh  when  the  eai'ly  attendance  of  the  mem- 
Easter  Monday,  was  held  the  12tfa  Annual  bers  is  particularly  requested  on  special 
Meeting  of  the  above  Union,  in  the  Cha-  busmeu4 — On  Tncgday  morning,  the  9th, 
pel,  Halifax  Place.  From  the  reportof  the  the  Annual  Meeting  of  the  Congrega- 
Union,  it  appears,  that  the  number  of  tional  Union  will  be  held,  when  the  Rev. 
children  have  increiteed  since  the  last  t.  Morell,  Tutor  of  Wymondley  Aca- 
report  more  than  lOOO,  and  the  teachers  Jemy,  will  preach ;  and  that  evening 
\6b ;  and  87  young  persons  educated  in  the  Rev.  A.  Wills,  of  Coggeshall,  wiH 
the  schools  of  the  Union,  have  become  preach. — On  Wednesday  morning,  the 
memben  of  various  Christian  churches  Annual  Meeting  of  the  Essex  Auxiliaiy 
during  the  laat  year.  The  total  number  Missionary  Society  wiU  be  held,  when 
of  children  now  in  the  Union,  is  11,890,  the  Rev.  J.  A.  James,  of  Birmingham, 
and  of  teachers  1 ,665.  Very  excellent  ^m  pleach ;  after  which  the  general  bn- 
addranes,  (•pntaining  suitable  and  appro-  ginggg  ^f  the  Society  ^l  be  transacted, 
priatc  advice  both  to  teachera  and  chil-  ^^  ^^^^  ^.^^  suddenly,  in  the  prime 
dren,)  were  dehvcred  by  the  Rev  Messrs.  ^j  {^f  the  Rev.  Isaac  Anthony,  the 
AlUott,Jarman  Draper,  Shuttleworth,  ^3  ^^^Ic  pastor  of  the  Indejindeiit 
andSmi^  of  Nottangham ;  «id  Jones,  chureh,  at  Bedford,  leaving  a  widow  and 
of  Chesterfield;  andShaw,  of  Ilkeerstone.  ^^^  ^j/y^  ^^^\^  heiesYed  church. 
A  very  tmtable  SCTmon  was  P^fachcd  in  ^^^  congregation,  to  lament  the  loss  they 
the  evemng  before  the  fhenda  of  the  ^^^^  sustdned.  This  admirable  man", 
Umon,  at  Saiem  Chapel,  by  the  Rev.  with  his,usual  health  and  spirits,  preached 
John  Oussey.  3  ^^^^  the  Sabbath  previous  to  his  death. 

Newport  PagneU  Evangelical  In$Htiaion,         On  Thursday  evening,  June  6th,  1822, 

— TThe  tenth  anniversary  of  the  Newport  died  at  Bath,  after  a  short  illness  of  only 

Pagnell  Evangelical  Institution  for  Edu-  four  days,   the  Rev.  Samuel  Newton,  of 

caUng  Young  Men  for  the  Christian 'Mini-  Witham,  Essex.     He  was  supplying  it 

stry,  was  held-  at  the.  Rev.  T.  P.  .Bull's  Argyle  Chapel  during  Mr.  Jay's  visit  to 

meetiijg-liouse,onTuesday,the2lstMay,  '  the  metropolis,  and  preached  twice  j  l^e 
when  the  Rev.  J.  Hyatt,  of  London,  had  administered  the  Lord's  Supper  with 
preached  in  the  morning  from  Ephe-  more  than  his  usual  energy  and  feeling  on 
sians  iv.  '8. ;  and  the  Rev.  J.  Innes,  of  the  preceding  Sabbath.  On  the  Monday  ^ 
Camberwell,  in  the  evening  from  Philip-  be'  felt  himself  indisposed,  and  medical 
ptani  ii.  part  of  the  16th  veiT^e.  aid  was  obtained,  but  no  danger  was  ap- 

In  the  i|fteni0on  a  most .  satiafiEictdry    prebended  tUl  a  few  hours  before  his  dm-  ^ 

report  was  made  of  the  proficiency  of  the  solution. 


^ 


irOMCf  FRBPAftmG  VOli  THE  PRESS. 

^rofioiwU  for  pnbllnhlqy.hy  SahwripUiOD 
jl  -Valome  jof  Jli«roiwwfi»»  bj  Ministers  be- 
JoogbgiPt^e  .CoyDga^tioiial  lObarcbctB  in 
.Si9pUwd*-<-Tbe  Sermons  ui4liis  V(4iime  will 
Jbe^roisbed  b^  Ajf essrs.  AUunao,  Oibb,  A* 

XotbUib  M*NciliivMiuiM>,&ob*rts<wi,QMMf 
Pajne,  Rossell,  and  Ward  law.  Tbe^E«^«f 
4)m  "KfAvrnP  ;ar0jU»'be.deri^t«d,to4iieibiBne- 
Mfiiieni^MvA  for  IbeceUefoftbe  v;idows.aii|l 
jc^ldKen  of  tbe  Mlvisteiv  Qowieclad  witb 
ijive  fib«r^>bo4^.  I(i8fii;(^sed  to  prisma 
flnejQdiUipn  in^xa.^«£ji.  Its»  asd^^Smo. 
edUI<ui  at  79*  6d, 

.Seu^Ous  on  the  lealling  .Characters  and 
vpst  importiuit  Events  recorded  in  the  Book 
^f  Irene^is.    j3j  J.  Hndg^,  D.  D.  in  2  vqU. 

Tbe  Kev.  Wjp.  Jay  lias  lo  ttiepress  a  new 
.^dftlon  of  Us  Short  Discourses,  to  be  vead 
in  {families,  in  4yol8.8v.p. 

iVn  Eugtbfb  Graoimar,  ^n  yerse,  with 
'ScriptDreExampjDK.  By  fie  v.  Thps.  SeaiJe. 

Memoirs  of  the  Xitile  and  'Writings  of  (be 
late  Mrs.  Catharine  Gappe,  in  1  toI.  8vo. 

An  Attempt  to  illustrate^be  Book  of  Ec- 
«1et)ia8tes.-  By  tbo  Her.  -Goo.  Holden.  five. 

flalidon  HiU ;  a  Dramatic  (Sketob  from 
4SeoUifiii  filsterj.    «y  Sir  Waker  fieott, 

cSfart.    fyVOs 


WQRCS  RECEKTI.Y  ^UBI^TSUED. 

Pbu  SMognos,  4eii|^od  !|oi;«Ue«e<aM> 

wiPioas  4>ffiouH»as  rnrnirnted  'With  Mw^doe- 

inxnn  o|  SVlclion.  4b0  ieabifiH j  of  Sioness 

to  podbrm  Jipiritoal  Acts,  ftc  and  jlo  sop- 

,9eoi  tifimdWMvMpUttiH  Ttews  ot  tsbope  s«b* 

Jeot#.    iBy  Mri  Sbo.fwller*  Prioe  Ja. 

3%6    Pootioil  Monitor;   eoMiiting    of 
'  Fieeosyseioet  «nd  original,  for  i(bo  improvo- 
snent  pf  4bo  V^roiig  in  Wirtmt  nnd  Pietj. 
12mo.  9th  edition,  price  Ss.  tioards. 

Memoirs  of  tbe  late  Rev.  Alex.  Stewarti 
O.'D.  one  of  tbe  Ministers  of  Ganongcte, 
Sdinborgfa.  To  which  are  anbjoined,  zfrvi 
of  bis  Sermons,    ^d  edition  .8iw.  I08.6d. 

Farewell  LiettQr,s  to  .a  few  Friends  in 
Biitain  and  America,  on  rettirning  to  Bsih 
gal  in  1821.     By  William  Ward.    3d  edit. 
.  12mo.  6s. 

A  View  of  llifi  HUtorf  •XfttcraUire,  and 
.Id)Uiplogy  of  J^ite  HandooSf  &c.    By  Wia. 
li1^4ird«-of  ScMmpore.     A  Jftew  .edition,  in 
3  vols.  Syo.  «£  1. 46s. 

A«  Addneas  from  <a<3briiitian  P^tor  Id 
bis'Oborob  4(Qd  €oi«reg»HQn  Apou  Bt|^ 
^p ;  <y>ot«>nioK  *  SlBtei«£M  4>f  ^me  es^ 
,p#OtNil  Points  in  iwJUob  tbe  Systeros  b«lh  of 
P«ed»bBpllsts  mtd  AfiHp«d«ibapt|Sts  «|^p«ar 
to  differ  from  that  of  the  New  Tpn^pnont. 
ByJameaBass.     Price  2s.  6d. 


AN'SWJlfeS  TO  OOftRBSPONDENTS,  &c. 

X/<*»HVVXC4iTio^B%vvehc^  r,eceived  ibis  inontb  fwm  ReY.ilcfsrs.  J.  f  bickb«wiie» 
^.  Tproe.r~p.  £wJog^>V.  S<;pU^J.'Ry1«|y^Tvi)ai!itiit-r-M.  Aodocto»*^.  ihthmnj 
-ra.Wl^dge. 

,AUo  ftwjw  4'  AHaii — S.  ];«wsofi— rA<« — p.r-A«si»odiaK- P.  If. 

W«  ffiel  wri^)|ires:IM^  obliged  (by  ilVldr.  J.  B.  Wtfliams's  letter,  and  «ro'h*pfi*f  4lmt  4he 
Jhmf^im9'tfy  -yiii^ioh  'bcr  r«fcrs  i|i  An  .in^  igjood  bands.  We  ommol  help  o»pMs^iig'^*f  Mid- 
:^Mil^9ii|t  >is;lipprof al  of  ftur  Jobo<K)i  y-^iotMbH  «  hudeitd  t^v^  is  »  booii  wm^  oeosjitiag. 

^(^B¥i*(mV  be^assHred  that  we  novftriottntionafly  Re|*ieoC  onr  eorrespotrfenla.  Wo  ore 
MfnFj  to  fioy  M>W  4^9  oonwMipcatioa  bas  not  reaohed  ««. 

air.iR^fMT  ^Si9f^jb^  thanks  &r  .|be  nutograpb  Mters  of  Br.  Poddii^q.  ^bey«btll 
^bfi  Ji99Qrte,d«  a^rctarjped  to  vty  addr/e^  tbat&r.P.  may  point  out. 

A.  ,ip  .(itfu*  mex,U    Wo  sbiill  bo  ibappy  to  jiear  from  tiim  again. 

W,P  f^re  mn^b  lnd^Jt>t£d  .to  Lector  jpr. bis  offer;  bot  as  the  iaseetion  of  tbo  tendered  ar- 
ticle would .p/oWbJy  be  at  yariiwce  vi<tb  onr  pnneiplo  of  otriet  seotfalUy  on^soeb  points, 
laup  fW^t^  jcelp-p^^flUy  dectUne  it.  We  tbimk  our  bi^y  rospeeted  eorrespoitidoMI  J.  A.  4or 
Jlj^i^jgKiQd  Tfhhfi».,  JpOfd  take  .tbis  App^trtauUy  of  snggesting,  tbat  an  ooeM&onf  ortiblo-of  bis 
awD.  for  oar  p»|;iiuJ  department  wQold  biojh  gratify  ond -serve  n^. 

WeVve  jreqeiy.ed«  too^ate  in  the  ;p9<^itb  forwserfioo  or  iib«tra0C,'a  <»reatar  fiNim  tbe 
(QlqinipiMfo  for  tbe  Beljief  of  tbe.  distr«ai«ed  Irish.  We  are  sorry  for  this  owrtKKwyst  as 
»o  j|ho)4d  b»To  fcH  a  m9lw»«boly«ratii|oatioojDfii|(i«g  tbe  4ol^.of  BRO^^r^d  ti^nc- 
Tv^x  AID.  Tbe  ^etteirs  |rom  ueland,  inserted  in  tbis.com«9iuuQatio[B,  capniidxi  vdotoils  of 
.||goiwdn^/distrctss  wMc^b  woold  melt  a  Jieart  of  .stoBe^j^  lapse  tbe  pursft-Mrii^gf  of  Ariyiee 
4t»^U    "  U  ,thq!Uifinif/*  s^^s  oar  eorrofpondeat^  **  «ro  «ot  soot  to  Julkffo  9fiA  Galiiay* 

(To  jUu:  Dditori.)— Gent  tomwi.  If  ypv  qnmwt  IC«  (Obri^t.  Inst,  (pr  Mjjc(^.»  {».  136,) 
iMd  fipnftQUed  G^esbiU3b»  be  wpold  barejperc^yed*  la  aflpte,tbo  reasonxiifWipiiPs/lfi^yuig. 
«'  FjOrtbetribv^^e  dredde,"  &c.  **  TvuuU  en^^v^for^fvptrmt  ei^vi^Judeit^t  tocoifff-jmU 
ft  jpfe  jNtftep  fidumnium  tuftpurct^  toftqVM^  oe^ttoiM  pesunif^n.  Valg^  (wni  dfouiUur*  to|.) 
Syr.  j^oomaf^  jktfm^wpd.  I4m  bubet  .A^,  p^M  ^»y»i<^^<»  gt  ip^ipt  iwbqtiff : 
Kat  «-/aH^  i^Wa  roy  s^^tqm&Mii  .yptUfmQ.  Tbongb  HHollf  j|iai4oHm«dyt|ia  1^9410 
-wwdd  oawy 4h»am<i0tky  JUoat<f  #iKfigi»il^wwi  »ith%iM«         V«lHifs>       T»D. 
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.     .  {Concluded  from  page  M2.) 

Mr.    Stevenson    possessed    the    annbunced,  ''that  if  under  thein* 


happy  art  of  illustrating  his  ser. 
pions  with  scripture  facts,  which 
he  exhibited  in  so  novel  and  im-« 
pressive  a  manjier,  as  to  secure 
the  attention  of  alt  his  hearers, 
and  particularly  to  interest  .thej 
young.  His  son,  Mr.  R.  Steven- 
son, observing  that  the  attention 
of  his  .  own  children  -  was  always 
arrested  by  the  engaging  manner 
in  which  their  venerable  grand- 
father related  scHpture  anecdotes, 
suggested  to  him  the  idea  of  writ-i 
ing  a  little  work  in  ;that  style, 
which  he  thought  would  be  peco* 
liarly  acceptable  to  pious  parentsy 
and  very  useful  to  children.  Tp 
promote  in  any  way  the  improve- 
ment of  the  cising  generation,  wa^ 
a  sufficient  incitement  to  his  bener 
volent  mind,  and  therefore  he 
commenced  .his    Scripture    For- 


fluence.  of  the  divine  blessing,  s^ 
generous  public  should  deign  to 
honour  this  little  work  .with  their 
sanction,  and  deem  it  calculated  to 
subserve  the  best  interests  of  the 
rising  generaitipn,  whose  moral  and 
religious  improvement  the  author 
has  steadily  kept  in  view ;  he  will 
then  be  encouraged,  if  Providence 
permit,  to  direct  his  attention  to 
the  portraiture  of  the  distinguished 
characters  recorded  in  the  New 
Testament."  Mr.  Stevenson  was 
now  in  his  7Sd  year,  and  some  in-^ 
dications  of.  a  decayfng  jiaturQ 
were  to  be  expected ;  for  thougli 
he  had  been  favoured  through  life 
with  a  comfortable  share  pf  healthy 
yet  it  was  owing,  under  God, 
more  to  a  prudent  6are,  than  't^ 
a  naturally  robust,  and  vigorous 
frame.     Ah.  attack   of   cold  and 


traits^  or  Biographicaf  Memoirs  <^    hoarseness  in  the  autumn  of  18.19/ 
the    most  distinguished  characters    and  which  continued  through  thiQ 


recorded  in  the   Old  Tetftament ; 
adapted  to  juvenile  readers. 

In  1817*  they  were  published  in 
two  volumes  12mo.  and, contained 
152  short  pieces,  in  which  the  most 


winter  without  being  sufficiently 
severe  to  interrupt  his  mihisteriM 
labours,  was  the  first  gentle  inti? 
mation  which*  he  received,  that 
shortly  he  should  put  off  his  taber- 


interesting  characters  and  events  of    pacle.      Early  in    the   following 


the  Old  Testament  are  described 
in  a  pleasing  and  useful  manner, 
and  rendered  additionally  accept^ 
able  to  young  persons,  by  the 
poetical  mottos  which  are  affixed 
to  each  paper,  and  which  gene^ 
rally  form  a  pleasing  embellish* 
Bient  of  the  wo^]^.^  In  the  closing^ 
Essay  of  the  second  volume^  he 
Cong.  Mag.  No.  56. 


spring,  howevfer,  it  assumed  a  more 
serious  character,  and  his  accuse 
tomed  pulpit  labours  were  sus- 
pended for  four  Sabbaths.  This 
affliction  led  him  to  expect- a  speedy 
dissolution ;  "  the  pins  of  my  tar 
bemacle  appear  1:o  be  loosening," 
said  he,  "and  I  have  now  no  other 
ground  of  hope  than  that  which  1 
3  £ 
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have  recommended  to  my  people;  versary,  in  1820.  He  complied^ 
the  prayer  of  the  publican  is  my  and  addressed  his  hearers  from 
only  plea^  God  be  merciful  to  me  Gen.  xxxii.  12,  *'l  will  surely  do 
a  sinner  V*  thee  good ;"  at  the  dose  of  the 
The  prevailing  desire  of  his  sermon,  with  a  faultering  voice, 
mind  was,  that  he  might  be  spared  and  eyes  filled  with  tears,  he  took 
lor  -some  further  usefulness  to  a  solemn  farewell  of  his  brethren 
the  church,  which  was,  however,  and  the  people,  expressiug  his 
always  regulated  by  a  humble  ac-  conviction  that  he  should  never 
quiescence  in  the  pleasure  of  his  meet  them  in  that  place  again,"  a 
divine  Master.  *'  I^"  said  he,  to  a  conviction  which  his  enfeebled  ap- 
jfriend  in  the  ministry,  ^'if  it  were  pearance  caused  his  weeping  audi- 
the  Lord's  will,  I  should  like '  to  tory  to  think  but  too  weU  founded, 
continue  my  delightful  work,  for  But  though  he  was  bowing  be« 
I  can  truly  say,  I  have  never  felt  neath  the  weight  of  years,  he  did 
so  much  pleasure  as  when  open-  not  lose  that  literary  ardour 
ing  the  book  of  life  before  the  which  was  characteristic  of  his 
people;  but,  if  contrary  to  his  mind.  The  reception  which  the 
blessed  will,  I  would  bow  with  public  had  given  to  *'  The  Scrip* 
profound  submission."  This  re-  twe  Portraits,"  led  him  to  prose- 
quest  was  granted,  and  on  the  ZZd  cute  the  work  with  an  industry 
of  April,  1820,  he  again  ascended  and  perseverance  which  would 
the  pulpit,  and  addressed  his  have  done  honour  to  a  youthful 
people  twice,  in  his  usual  strain  of  writer.  In  June,  1 820,  the  third 
affection  and  piety :  referring  to  and  fourth  volumes  of  this  work 
his  illness,  he  said,  ''after  four  appeared,  and  included  the  most 
silent  Sabbaths,  it  is  with  great  interesting  characters  and  events 
pleasure  I  meet  you  again  on  this  recorded  by  the  Evangelists.  In 
side  an  eternal  world ;  during  this  the  close  of  the  preface  he  an* 
time  your  stewardship  might  have  nounced  his  intention  of  pub- 
been  over,  or  my  pilgrimage  ended,  lishing  two  concluding  volumes, 
but  instead  of  this,  the  Lord  in  but  in  terms  which  sufficiently  in- 
his  mercy  is  pleased  to  continue  us  dicate  the  prevailing  presentiment 
a  little  longer  together :  O  may  it  of  his  own  mind.  **  Concerning 
be  in  mercy  both  to  your  souls  the  future,  it  behoves  the  author 
and  my  own  !"  to  speak  with  great  caution.  But 
The  ancient  congregational  should  it  please  the  God  of  his 
church  at  Thaxted,  Essex,  has  mercies  to  prolong  a  life  which 
for  many  years  maintained  an  an-  has  passed  its  seventy-second  year, 
nual  double  lecture  on  the  morn-  he  should  feel  a  very  high  gratifi- 
ing  of  the  Whit-Tuesday,  which  cation  in  giving  an  additional  vo- 
ls very  numerously  attended  by  lume  or  two  upon  many  other  in- 
the  pastors  and  people  of  the  teresting  characters ;  viz.  the  four 
neighbouring  churches.  At  this  Evangelists,  several  of  the  Apos- 
lecture  Mr.  Stevenson,  in  the  ties,  besides  many  others,  which 
prime  of  his  youth,  and  the  vigour  are  to  be  found  in  the  Acts  of  the 
of  his  days,  had  oflen  been  the  Apostles,  and  in  the  subsequent 
colleague  of  Davidson,  Angus,  Epistles.  In  the  mean  time,  he 
Thorowgood,  Wilkens,  Case,  ve-  desii^s  to  be  like  those  servants, 
nerated  men  long  since  gatliered  who  are  in  expectation  of  their 
to  their  fathers ;  and  he  was  again  Lord's  coming ;  humbly  looking 
invited  by  his  valued  friend  the  for  the  mercy  of  God  unto  etemd 
iMistor  of  that  church  to  preach  on  life,  through  Jesus  Christ  our 
the  return  of  this  pleasing  anni«  Lord."    In  this  posture  of  waiting 
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his  Lord's  will^  he  expresses  him*  1 5th  of  October^  he  appeared  again 

self  in  the  language  of  a  favourite  among  his  people^  and  in  the  after- 

poet:  noon  introduced  his  text  with  the 

"Blestbcthathanddivinc,  which  gently  foUowing  affectionate    exordium: 

laid  **  During  the  time  of  xay  absence. 

My  heart  at  rest^  beneath  this  humble  shed,  often  did   I  think  of  you-*~oftcn 

I  hear  the  tumult  of  the  distant  throng,  did   I  speak  of  you— often  did  I 

As  that  of  seas  remote  or  djring  storms;  ^,„„  A.«  „«.,    „«,i  ^A^^  ,i;j  t  1^«^ 

And  meditate  on  scenes  more  iSent  still.  P"^*?  ^<^'  y°"'  *"^  ™^^/°  ^  ^""^^ 

^ertf,likeaShepherd,gazingfromhUhut,  again  to  see  you,.  which  led  me  to 

Touching  his  reed,  or  leaning  on  his  staif,  the  words  from  which.  I  addressed 

FeedinghisflockonZioN'sverdantplains,  you  this  mominsr—fdr  Ilonged  (o 

Heshout8forjoy,*TH' ETERNAL  Shep-  ^^^  ^,^,    ,1^.    T  Z»:^tj  ;^*,^w  «../« 

HERD  REIGNS/ "  *^^  i^^>    '^'.   /    rillght    imj^Vt  UUlO 

^ou  sotne  spiritual  gift,  and  nave 
If  Mr.  Stevenson  had  been  am^  fervently  prayed  in  the  language 
bitious  of  literary  distinctions,  he  of  my  present  text,  '  that  when  I 
would  have  commenced  this  work  came  unto  you,  I  might  come' in  the 
earlier  in  life,  and  would  Tiave  fulness  of  ike  blessing  of  the  Gospel 
adopted  a  more  elaborate  plan;  qf Christ*" 
but  it  may  be  truly  said,  "  that  He  was  enabled  to  continue  his 
he  intended  to  afford  the  benefit  pulpit  exertions  through  another 
and  pleasure  of  instruction  to  that  winter  and  the  succeeding  spring, 
numerous  description  of  youngpeo-  and  though  he  had  suffered  several 
pie,  whose  limited  information  attacks  of  fainting,  yet  he  felt  him- 
would  leave  them  incapable  of  self  sufficiently  strong  to  attend  tlfe 
following  him  into  a  more  literary  annual  meeting  of  the  Essex  Auxi- 
path.  Much  instruction  may  be  liary  Missionary  Society,  held  at 
derived  fromit,  and  there  is  an  un-  Coggesihall,  July  1 1,  1821,  when 
affectedness  in  the  style,  which  it  after  an  animated,  but  lengthened 
is  but  justice  to  commend.  Above  meeting,  he  ascended  the  pulpit 
all,  a  spirit  of  ardent  piety,  and  with  a  tottering  step,  to.  conclude 
of  tender  solicitude  for  the  best  the  interesting  services  with  prayer, 
interests  of  the  rising  generation.  His  appearance  was  on  this  occa- 
breathes  in  every  page."*  sion  peculiarly  affecting;  his  coun- 
While  sitting  at  breakfast  one  tenance,  pallid  with  debility  and 
morning  in  July  1 820,  he  §uddenly  exhaustion,  still  beamed  with  de- 
fell  from  his  chair  in  a  fit  of  faint-  yout  affection — ^his  voice  weak  and 
ing,  which  was  the  first  of  many  fadtering,  still  uttered  the  most 
attacks  which  eventually  termi-  solemn  and  devout  supplications, 
nated  his  valued  life.  The  languor  and  when  his  palsied  and  trem- 
by  which  this  was  succeeded,  bling  arras  were  extended  in  the 
caused  a  secbrid  suspension  of  his  attitude  of  paternal  benediction, 
pulpit  duties  for  several  weeks,  he  reminded  the  auditory  of  the 
and  when  they  were  resumed,  his  last  visit  of  the  venerable  John  to 
great  debility  called  for  immediate  the  church  at  Ephesus,  and  a  pain- 
relaxation.  He,  therefore,  under-  fyl  impression  was  generally  felt, 
took  a  journey  with  his  family  to  that  we  should  indeed,  see  his  face 
visit  friends  in  various  parts  of  the  no  more.  On  the  following  mom- 
country,  and  which  included  a  dis-  ing  before  he  arose  from  his  bed> 
tance  of  between  three  and  four  he  was  again  attacked  with  faint- 
hundred  miles.  This  excursion  mg,  from  which  he  shortly  »eco- 
was  singularly  blessed  to  him,  and  vered,  and  instantly  exelaimed, 
he  returned  to  his  charge  with  re-  «f  I  have  reason  to  sing  of  mercy" 
newed  healthaud  spirits.     On  the  — ^but  it  left  him  in  such  a  state  of 

lassitude,  that  tor  many  weeks  his 

•  ^ketk  JRewwfor  Mareh,  pulse  did  not  exceed'  27  or  -^0 

3  E2 
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atroket  in  a  minute.  This  languid  tervioe,  I  thought  myself  grta^ 
ciicnktioa  produced  sensations  of  honoured,  but  now  it  appears  to 
the  most  distiessing  kind,  which  be  his  blessed  will,  tiiat  I  should 
he  remarked  could  not  be  described  be  his  nailing  servant,  I  think 
better  than  in,  the  words  of  Dr.  myselT  very  happy  to  be  waiting 
Young,  his  pleasure. 

,,  _       ^        eral  uUe  "lam  very  thankful,"  said  he, 

OfUfestoodttaia^nTtS^madeapauses    "that  I  feel  not  the  least  murmur- 
'  An  awful  pause !  prophetic  of  her  end."     ing  thought  agamst  the  blessed 
.  ,       .         God — I  know  that  all  is  in  infinite 

Amidst  all  the  sorrowand  anxious    ^igdom,   faithfulness,  and  love." 
uncertainty  connected  with  such  a    jjj^  esteemed  friend  and  brother, 
state  of  health,  he  displayed  the    ^^  j^^  j  ^    Ray,  of  Sudbury, 
most  devout  andholyfrajone:— after    ^igited  him,  and  not  expecting  his 
a  very  distressing  attack  of  famti    recovery,  said  to  him,  "I  hope, 
ing,  which  continued    for  some         ^^  brother,  that  you  now  ex- 
tune,  he  called  his  little  family    perfence  the  powerful  support  of 
around  hiBa,  and  m  the  mostsolemn    ^^^  consolations,  wUch  you  have 
Mid  impressive  manner,  supphcated    ^  often  offered  to  others  in  dr- 
for  the  removal  of  his  complaint,    cumstances  simikr  to  your  own." 
if  consistent  with  the  divine  will,    j^^  g        u^d  „  Though  I  am  a 
or  if  otherwise,  that  he  might  have    ^^nger  to  ecstacies,  I  thank  God, 
an  entrance  administered  to  him    ^^at   I  have  a  solid  hope  which 
abundantly  into   the    everlasting    ,^^^3  c^rist,  and  which  bodi 

kmgdom  of  his  Lord.    He  then    ^^^^  ^^  cheers  me." 
oommeiuled  hu  beloved  family  to        Contrary,  however,  to  his  own 
his  God,  implonng  for  them  aU   expectations, .  and    those    of   his 
needed  consolations^  £^^^^8,  he  again  revived,  and  his 

One  of  his  medical  attendMits  fondness  for  his  study  induced  him 
discovering,  that  his  active  mind  ^  ^^  ^^  j^^  ^j  ,,j  be  con- 
was  still  anticipating  future  la-  j„^  ^^^  ^^  ^l^^n  he  was 
bou«,  told  hun  that  at  his  time  ^^  j^^ing  round  on  his  books 
ot  life,  he  ought  to  mdulge  him-  ^jj^  ^^^  fueling,  he  said,  «  many 
self  with  rest  —when  he  rephed,  ^  ,^^„j  j^^^,  ^^^  I  spent  hew 
"  Doctor,  my  greatest  indulgence    J  ,^y  »  pleasant  hour." 

W'ould  be,  to  be  more  actively  em-  ^^  his 'health  became  more  esta- 
ployed  than  ever.  He  was,  how-  Wished,  he  began  to  prosecute  his 
ever,  always  Mixious  to  bow.  to  the  .ecustomed  studies,  iind  his  ami- 
will  of  his  heavenly  Father.  «id  ^^le  wife  and  daughter  fearing 
frequendy  would  he  quote  the  fol-  ^^^^  ^^ile  so  employed  he  should 
lowing  beautiful  lines  of  Mdtons,  j^  attacked  with  sudden  indispo- 
in  the  sonnet  on  hu  bUndness.  ^^^^^  ^^^^  ^f^^  gently  ^^^  ^ 

"  God  doth  not  need  study -door  to  look  at  the  interest- 

Either  man's  work,  or  hia  own  gift*;  who    jng    invalid,   without    disturbing 

BcaT  Ws  mad  yoke,  they  serve  Him    ^}^>   ^J?®"  ^^^^J  ^^^^V  "^'^^  *" 
best ;  his  state  the  avidity  ana  ardour  of  a  young 

Is  kingly ;  thousands  at  his  bidding  speed,    man,  engaged  in  those  pursuits  to 

And  post  o'er  land  and  ocean  withouirest;     ^hich  his  conscience  and  his  taste 

They  also  serve  who  only  stand  and  wait."    ^jj^^  disposed  him. 

And  on  another  occasion  taking  "  On  the  7th  of  September^"  says 

up  the.  poet's  idea,  he  said,   "1  his  daughter, '^  the  dear  invalid  left 

consider  the  Lord  has  two  classes  home  for  the  purpose  of  making  a 

of   servants — ^his    active  and   his  little  tour,  and  .so  surprising  a  re- 

Wfuting  servants.     So  long  as  he  novation  di^  his    h«ilth  receive 

saw  fit  to  emplpy  me  in  his  active  from  the  change  of  air,  that  he 
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returned  from  his  excursidn  greatly  end  of  my  pilgrimage !   I  am  aL> 

invigorated^  so  that  on  thd  S5d  he  most  got  to  my  Father's  house  I 

again  preadied^  to  the  great  joy  of  I  see,  I  see  the  blessed  land  !    I 

his  affectionate  people.   From  that  have  a  sight  of  the  King  in  his 

time,  he  was  enabled  for  three  beauty !  and  have  a  desire  to  den 

months  to  discharge  his  ministerial  part,  and  be  with  Christ,  which  is 

duties  again,  and  on  every  succeed-  far  better !" 

ing   Sabbatli  he  appeared  to  be  At  the  dose  of  this  discourse 

impressed  with  an  increased  sense  he  addressed  a  few  words  to  his 

of  the  important  message  he  had  beloved  young  friends,  and  an- 


to  deliver  to  the  people,  so  that 
his  affectionate  earnestness  caused 
many  of  his  friends  to  say,  "  the 
time  of  his  departure  is  indeed  at 
hand ;"  and,  as  if  to  confirm  their 
gloomy  presentiment,  heannounced 
his  intention  to  preach  in  succes- 
sion on  the  four  last  things — 
Death — Judgment —  Heaven,  and 
HeUJ  He  completed  this  solemn 
and  impressive  course  of  sermons 
on  the  l6th  of  December,  and  on 
the  following  Lord's-day,  the  S3d, 
he  preached  a  funeral  sermon  for 


nounced  to  them  his  intention  to 
preach  on  the  following  Tuesday 
morning,  January  1st,  his  annual 
sermon  to  the  young;  but  his 
Master  intended  for  fim  on  that 
day  higher  and  more  perfect  ser- 
vices, and  he  left  the  sacred  desk 
to  enter  it  no  more !  On  the  fol- 
lowing day,  he  retired  to  his  study 
to  prepare  the  sermon  he  had  pro- 
mised from  that  appropriate  text« 
Proverbs  xxiii.  2G.  "  My  son  give 
me  thine  heart."  And  in  the  even- 
ing, he  went  to  rest  in  the  enjoy- 


an  aged  friend,  from  Job  xvL  22.    ment  of  as  much  health  as  usual. 

'^  When  a  few  years  are  come,"    On  the  following  morning  he  awoke 

refreshed  by  his  repose,  and  pre- 
pared for  the  labours  of  the  day; 
but  Mrs.  Stevenson,  who  had  left 
the  bed-room  only  for  a  few  mo- 
ments, found  him,  on  her  return, 
peacefully  breathing  forth  his  spirit 
into  the  hands  of  Jesus,  and  almost 
instantly  he  expired  !  This  solemn 
providence  occurred  only  a  few 
hours  before  he  was  to  ascend  the 
pulpit,  and  many  of  his  juvenile 
auditory  had  actually  assembled  in 

Psalm  ^cii.    14.      '*  They    shall    the  village,  expecting  to  hear  the 

still  bring  forth  fruit  in  old  age,"    Gospel  again  proclaimed  by  ^hose 

&c.      In   descsibing  the  various 

iiruits  which  aged  Christians  pro- 
duce, he  said,  "  the  last  finiit  I 

shall  mention,  is  to  live  in  joyful 

expectation  of  your  coming  change 

— you  will    sometimes  hear  this 

answer  when  a  man  is  asked  his 

age.      '  Alas  !  I  am  on  the  wrong 

side  of  fifty.'     This  may  do  very 

well  for  the  man  who  has  no  hope 


&c  when  he  remarked,  '*  some 
may  say,  when  a  Jem  years  are 
eome,  then  we  shall  fif^  the  way 
whence  we  shall  not  return— others 
may  say  so  in  vl  few  months  or  weeks, 
and  others,  perhaps,  in  a /en;  days!*' 
On  the  last  Lord'»-day  in  Decem- 
ber 1821,  he  addressed  his  people 
in  the  morning  from  1  Peter  ii.  7- 
**  Unto  you  that  believe,  he  is 
precious."  And  in  the  afternoon, 
he  preached  to  the    aged   from 


lips,  which  were  now  closed  in  the 
sUence  of  dissolution.     Should  any 
of  those  interesting  individuals  read 
thi^  memoir, 'may  they  listen  to 
the  last  request  their  beloved  pas- 
tor designed  to  make  of  them,  and 
give  their  hearts  unreservedly  to 
the  Redeemer.      On  the  8th  of 
January,  this  venerable  elder  was 
borne  to  the  tomb  amidst  his  sor- 
beyond  the  grave;  but  they  are  very    rowing  brethren  and  his  weeping 
unsuitable  words  in  the  mouth  of  a    flock.      The  solemn  service  was^ 
real  Christian, — he  should  rather    commenced  by  the  Rev.  Samuel 
say,   I  am  on  the  right   side  of    Newton   (now   also    gathered  to 
Jifty  /  1  am  almost  arrived  at  the    his  fathers)  reading  the  Scriptures 
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and  prayer;  the  Rev.  W.  B.  tnm  cation  of  his  children,  taking  upm 
them,  of  Dedham,  delivered  the  himself  the  office  of  preceptor,  and 
funeral  address ;  and  the  Rev.  J.  encouraging  them  to  ask  for  infor- 
Jennings  concluded  the  affecting  mation,  and  to  lay  before  him  any 
duties  with  prayer.  little  difficulties  which  might  occur 
In  selecting  a  minister  to  occupy  to  their  minds  in  the  course  of 
the  vacant  pulpit  on  the  following  his  instructions.  During  their 
Sabbath,  and  to  attempt  an  im-  childhood,  it  was  his  frequent  cuft* 
provem^ntof  the  impressive  event,  torn  to  speak  to  them,  particularly 
the  attention  of  Mr.  Stevenson's  on  the  Sabbath  evening,  upon  the 
family,  and  of  his  church,  was  great  concerns  of  religion,  in  a 
immediately  directed  to  the  Rev.  manner  the  most  affectionate  and 
J.  M.  Ray,  of  Sudbury — members  impressive.''  In  writing  to  one  of 
of  the  same  christian  church— -stu-  his  daughters,  he  said-—''  My  fond- 
dents  of  the  same  academy — pastors  est  hopes,  wishes,  and  prayers  are, 
of  large  congregations  for  47  years  that-you  may  have  an  early  expe- 
within  a  few  nules  of  each  other-—  rience  of  the  sweetness  of  real  re- 
and  associates  in  the  same  works  of  ligion.  How  shall  I  then  think 
christian  benevolence,  they  were  myself  most  'amply  compensated 
united  by  a  friendship  of  no  ordi-  for  all  the  unwearied  care  and  so- 
nary  kind.  Mr.  Ray  complied  lidtude  I  have  employed  in  your 
with  the  request  of  his  friends,  education,  and  for  all  my  assiduity, 
and  preached  to  the  mourning  that  your  mind  may  receive  the 
congregation  from  1  Cor.  xv.  54.  most  indelible  impressions  about 
in  the  morning,  and  in  the  after-  the  interesting  truths  and  blessings 
noon  from  2  Peter  v.  4.  "  And  of  the  Gospel.  How  much  supe- 
fvken  the  chief  Shepherd  shall  ap^  rior  will  be*  your  happiness  above 
pear,  ye  shall  receive  a  crown  of  those  poor  vain  things  who  are  all 
glory  thatjadeth  not  away  ;"  a  pas-  taken  up  with  dress  and  fashion, 
sage  which  had  yielded  much  con-  whose  attention  is  all  confined  to 
solation  to  our  departed  friend.  the  body  and  to  this  world,  and 
Mr.  Ray  delivered  his  sermons  whose  little  minds  never  stretch 
with  that  deep  emotion,  which  the  themselves  to  think  of  the  grand 
recollections  of  a  friendship  of  more  concerns  of  an  eternal  world!" — 
than  lialf  ajcentury  were  calculated  He  oflen  remarked,  "  1  look  bac^ 
to  excite,  and  they  were  listened  with  peculiar  pleasure  to  the  dedi- 
to  by  an  auditory  more  numerous  cation  of  my  dear  children  to  the 
than  was  ever  known  to  assemble  Lord  in  Christian  baptism  ;  and 
there  before,  all  of  whom  seemed  can  truly  say,  I  never  experienced 
much  affected  and  impressed.  ,  greater  enjo3rment  than  those  sea- 
It  is  not  the  design  of  the  writer  sons  afforded." 
of  this  memoir  to  attempt,  in  clos-  As  a  minister, '*  he  combined  the 
ing,  any  thing  like  a  finished  per-  dignity  of  age  with  the  animation  of 
trait  of  his  venerable  friend,  espe-  a  youthful  preacher:  his  discourses 
ciidly  as  he  is  permitted  to  insert  a  were  delivered  with-  pathos  and 
striking  sketch  of  his  character  affection,  simplicity  and  eamest- 
from  the  able  pen  of  a  beloved  ness,  which  seemed  with  Jeremiah 
brother;  yet  he  cannot  refrain  from  to  say,  if  ye  will  not  hear  vie^  mine 
recording  a  few  facts  illustrative  eyes  will  weep.  The  sweet  tones 
of  his  parental,  ministerial,  and  so-  and  cadence  of  his  voice,  the  pro- 
cial  character.  "  In  the  endearing  priety  a^d  ease  of  his  action,  and 
relation  of  a  father,"  says  his  the  benevolent  expression  of  his 
daughter,  "  his  character  shone  countenance,  will  never  be  forgot- 
with  peculiar  loveliness.  He  was  ten  by  those  who  heard  him." 
particularly  interested  in  the  edu«  *'  His  discourses,"  said  Mr«  Ray, 
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were  plain>  affectionate^  and  truly  tions  of  his  heart  were  not  confined 

evangelical.     The  division  of  his  to  that  denomination  of  Christiana 

subjects  was  easy  and  natural;  and  to  which  he  belonged;  he  loved 

hisdelivery  earnest  and  impressive,  and  cultivated    an    acquaintance 

His  strain  of  preachinff  was  gene-  with  good  men  of  difierent  persua- 

rally  experimental  and  practical.''  sions,  and  received  from  them  fre- 

In  the  pastoral  relation  he  was ,  quent  proofs  of  their  regard.    He 

peculiarly  exemplary :  for  the  peo-  was  the  warm  fHend  and  zealous 

pie  of  his  charge  he  entertained  a  advocate  of  those  institutions  whidi 

parental  affection;  and  often  would  were  formed  for  the  purpose  of 

he  express^  with  great  emotion^,  extending  the  knowledge  of  the. 

how  earnestly  he  longed  that  they  Gospel.     He  excited  his  people  to 

might  become  his  joy  and  crown  a  liberal  coUectioh  for  the  Mis-i 

of  rejoicing  at  the  great  day  of  the  sionary  Society  in-  the  first  year  of 

Lord.     He  was  peculiarly  atten-  its  existence^  and  he  proved  its 

tive  to  the  diildren  of  his  fiock,  steady  friend  to  his  dying  day, 

and  sought  by  all  that  was  cheerful  He  put  £50  into  the  hands  of  the 

and  afiectionate  in  the  parlour  to  venerable  tutor  of  the  Missionary 

secure  their  attachment^  whilst  he  Seminary^  to  educate  a  missionary 

laboured  in  his  catechetical  exer-  for  one  year ;  and  intended  to  have 

eises  and  in  the  pulpit  to  inform  continued    that  contribution  an-* 

their  understandings  and  impress  nuaUy,  but  for  a  change  in  his  cir- 

their  hearts.     His  method  of  cate-  cumstances  which  led  him  to  mo- 

ehising  was  formed  on  the  practice  derate  his  liberality.     On  the  last 

of  former^  and  certainly  in  tliat  re«  Sabbath  of  his  life^  he  exclaimed^ 

spect,  of  better  days  than  ours;  He  "  I  hail  the  first  glimmering  rays, 

devoted  the  Saturday  afternoon  to  the  early  dawn,  of  that  glorious 

the  service;  when  the  children  and  day  when  the  knowledge  of  the 

young  people  assembled,  and,  ac-  Lord  shall  enlighten   the  whole^ 

cording  to  Uieir  abilities,  repeated  world." — He  was  one  of  the  early 

thatportionhehadrequiredofthem.  friends  of  the  Bible  Society,  in  the 

He  would  then  ask  short  questions,  county  of  Essex ;  and  at  the  spring 

in  a  familiar  and  affectionate  man-  meeting  of  the  Associated  Minis- 

ner;  and  then,  after  a  paternal  ad-  ters,  in  1810,  he  proposed  that  a 

dress  closed  theexerdse  with  prayer,  letter  be  addressed  to  the  secretaries 

Those  young  persons  who  could  of  that  noble  institution,  expressive 

repeat  the  whole  of  the  Assemblies*  of  their  earnest  desire  to  co-operate 

Catechism,  were,  on  the  Lord's-  with  them,  by  the  establishment  of 

day  afternoon,  gathered  around  the  auxiliaries,  in  tlieir  benevolent  ex« 

clerk's  desk — ^whereMr.  SteVenson  ertions ;  to  which  a  reply  was  re« 

offered  the  first  prayer — ^then  he  ceived,  that  the  county  of  Essex 

would,  in  the  presence  of  the  whole  was  not  thought  to  be. prepared  to 

congregation,  put  a  question  to  each  come  forward  on  so  extensive  a  scale 

of  the  caiechumens,  which  being  at  present,  on  account  of  certain 

answered,  he  would  examine  the  epfi^opaHnfluence,  which  was  then 

whole  class  upon  the  subject  of  one  powerfully  employed  in  the  diocese 

of  the  answers,  and  explain  it  more  of  London   against    the    society. 

fully  to  the  congregation,  and  seek  However,  in  die  following  year, 

particularly  to  apply  it  to  the  con-  Mr.  Stevenson  and  his  brethren 

sciences  of  the  young:  after  which'  saw,  with  pleasure,  the  formation 

he  ascended  the  pulpit,  and  pro-  of  those  most  productive  auxiliaries 

eeeded  in  the  usud  services  of  the  which  now  exist  in  the  county ; 

afternoon.  ,  and^felt  satisfied,  that  they  were 

In  his  social  character  he  was  ready  a  year  ago  to  embark  in  a  * 

universally  beloved     The  affect  cause  which  has  ever  since  enjoyed 
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their  efficient  patronage  and  power-  teousness*    The  courteous  soavity 

ful  support.  of  his  manners,  and  the  warm  af« 

He  left,  by  his  last  will,  ^50  to  fection  of  his  heart  as  a  man ;  his 
each  of  the  above  societies,  and  the  eminent,  piety,  and  consistent  ho- 
same  sum  to  five  other  valuable  in*  liness  as  a   Christian;    his  long, 
stitutions.     It  was  to  be  expected,  faithful,  and  zealous  labours  as  a 
that  the  associadon,  of  which  he  minister ;  his  high  and  honourable 
was  so  long  an  ornament,  would  character,  whidi  commanded  uni- 
deeply  feel   his  loss;  and  at  its  versal respect— -form an  assemblage 
last  meeting  the  effect  of  that,  and  of  excellencies,  which  we  all  with 
«  more  recent  privation,*  caused  a  joy  remember  he  possessed,  bat 
depressing  gloom  to  be  felt  by  all  with  sorrow  reflect  that  we  have 
its  members.     The  following  mi-  lost*     He  was  a  man  whom  we 
niite  was  entered  on  its  journals,  could  not  regard  with  a  mere  cold 
with  the  approbation  of  all  pre-  esteem,  but  with  a  warm  affection: 
sent : — ''  This  association  records,  he  was  beloved  wherever  he  was 
with  feelings  of  pain  and  grief,  the  known :  every  one  had  a  place  in 
loss  it  sustained  on    the    1st  of  his  heart,  and  he  had  a  place  in 
January,  1822,  by  the  sudden  re-  every  one's  heart.     He   made  it 
moval  of  the  Rev.  R.  Stevenson,  apparent  that  he  loved  us  all,  and 
who  had  been    for  twenty-three  so  made  it  impossible  for  us  to 
years  its  highly  respected  secre-  withhold  our  affection  from  him. 
tary :  the  soundness  of  his  judg-  His  loss  is  a  loss  which  touches  our 
ment,  the  kindness  of  his  heart,  hearts :  we  do  not  merely  lament 
and  the  fervent  spirit   of  piety  it  on  public  grounds,  but  every 
which  animated  his  breast,   and  one  feels  that  he  has  besides  a  pri- 
constantly  discovered  itself  in  bis  vate  cause  of  grief.     On  occasions 
conversation,  will  cause  him  to  be  like  the  present,  he  diffused  kind- 
remembered  with  amotions  of  re-  ness  and  benignity  all  around  him ; 
spect  and  affection  by  those  who  and  he  did  not  more  advance  the 
knew  him,  as  long  as  recollection  cause  of  God  in  public,  than  he 
remains;  and  will  assuredly  make  contributed  to  the  cheerful  pious 
his  name  to  be  handed  down  as  pleasures  of  the  more  private  cir- 
that  of  one  of  the  excellent  of  the  cle.      His  name  will    long  live 
earth,  to  the  succeeding  genera-  among  us  ;  and  in  coming  years, 
tion."  those,  who  in  youth  had  the  ho- 

The  public  sermon  delivered  nour  of  his  acquaintance,  will,  in 

before  the  Associated  Ministers  by  their  more  advanced  years,  men- 

die  Rev.  A.  Wells,  of  Coggeshall,  tion  him  to  the  rising  generation  of 

at  Colchester,   on  that  occasion,  their  brethren,  as  one  of  the  wor- 

gave  him  a  favourable  opportunity  thies  who  adorned  the  county  in 

of  referring  to  the  character  of  the  their  early  days,   and   to   whom 

deceased,  which  he  sketched  in  the  they  then  looked  up  with  a  vene- 

following    just    and    apprc^riate  ration,  which  time  will  not  have 

manner :  the  power  to  erase  or  weaken.*' 

— «  Of  the  late  Rev.  Robert  -,  ,.       ^  ,^      „             ,     t^  ,,. 

Stevenson,  so  long  the  father  of  ^  ^'^  ^/  ^^-   Sjevensmi  s  PubU^ 

this  association,  and  its   efficient  cations. 

officer,  I  need  but  mention,  that  1.  The  Piindpks  of  the  Revolu'. 

his  grey  hairs  formed  his  last  claim  tion  cuserted  and  vindicated,  and 

upon  our  veneration ;  though  they  its  advantages  stated,    a .  sermon 

too,  were  to  him  a  crown  of  glory,  preached  at  Hedingham,    5th  of 

being  found  in  the  way  of  righ-  November,  1788. 

*  The  death  of  the  Rer.  S.  Newton,  ^'  ^'f^  "^ZJ^'^^K"^  ^'^T 

ofWitham.  preached  at  ^udbury,  April  4tn, 
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1790,  on  the  death  of  Mrs.  £. 
Riy. 

3.  An  Iniroduelory  Discourse-  at 
the  Ordination  of  the  Rev.  C. 
Dewhhvt^  at  Bury  St  Edmunds. 

4.  Tke  Limng  Temple,  a  sermon 
preadiedat  Halsted^  Essex^  May 
to,  1791^  on  the  death  of  the 
Rev.  /.  Field. 

5.  Village  Preaching  considtred 
^nderforced,  preached  at  Dunmow, 

«3rdof  April,  1799. 
'    6.  An  Address  delivered  to  the 
Rev.  T.  Craig,  at  his  ordination, 
Oct  1«,  180QL 


•  7-  The  Pwverdf  Divine  Grace, 
exemplified  in  the  insufficiency  cf 
ike  dispensers  of  the  Gospel,  a  ser« 
mon  preached  at  the  Oravel-pit 
Meeting-house,  Hackney,  June 
30,  1818,  before  the  constituents 
of  Homerton  Academy. 

8.  The  Scripture  Porlraiis,  ifi 
four  volumes,  duodecimo. 

9*  The  Christian  Sahbaih,  with 
hints  for  k9  better  observance, 
ISmo. 

J.  B. 
FincMngJUM. 
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ON  SPIRITUAL  MIND£DN£SS. 

Man,  in  a  state  of  nature,  is  alien- 
ated from  God ;  and  nothing 
•short  of  a  Divine  power  can  eflect 
41 'thorough  change  of  mind,  and 
produce  those  dispositions  and 
habits,  which  at  once  form  the 
Christian  character,  and  fit  us  for 
a  state  of  pure  |ind  perpetual  hap- 
piness m  the  world  to  come.  In- 
struction and  discipline  may  give 
enlargement  to  the  understanding, 
and  lay  restraints  upon  the  violence 
■of  cotTupt  passion,  but  the  energy 
-of  sovereign  grace  is  necessary  to 
illuminate  and  sanctify  the  soul. 
When  this  great  work  takes  place, 
it  cannot  be  long  hidden;  the 
•stream  of  the  thoughts  and  feelings 
is  turned  to  new  objects  and  pur« 
salts;  for  they  that  scte  after  the 
iesh  do  mind  the  things  of  the 
flesh,  but  they  that  are  afler  the 
Spirit  the  things  of  the  Spirit 

To  be  spiritually  minded,  is  to 
have  a  just  and  clear  perception 
of  the  nature  and  importance  of 
those  grand  truths  which  are 
taught,  and  those  precious  provi- 
sions which  are  exhibited  in  the 
Gospel  of  our  Lord  Jesus  Christ. 
The  natural  man,  saitii  Paul,  re- 
oeivelh  not  the  tilings  of  the  Spirit 
of  God^  for  they  are  foolishness  to 
him ;  neither  can  he  know  them, 
hecaiiae  they  are  spiritually  d»- 
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cemed.  To  one  who  has  never 
felt  the  quickening  impulse  of  Di- 
'  vine  grace,  the  Gospel  is  a  dark 
mystery.  Nor  do  I  speak  merely 
of  the  gross  profKgate :  the  man  of 
decent  moral  habits,  who  shuna 
with  disgust  the  debasing  excesses 
of  vice,  and  chorines  a  refined 
sense  of  propriety  in  his  social,  in- 
tercourse, aiKl  a  lively  relish  fdr 
the  sweets  of  domestic  privacy  and 
friendship,  may  neither  see  the  na- 
ture, nor  feel  the  importance,  of 
evangelical  truth.  Even  from  the 
man  of  enlarged  capacity,  while  he 
can  trace  the  connection  of  ^- 
guments,  admire  the  beauty  of 
descriptions,  or  the  fitness  of  moral 
precepts  contained  in  the  Bible, 
the  characteristic  principles  of 
Christianity  may  still  be  hidden. 
There  is  here  a  region  of  light  and 
liberty;  into  which  the  natural 
mui,'  however  gifted  and  trained^ 
never  enteris^  £ut  when  the  veil 
is  lemoved  from  the  heart,  the  d^ 
aign  and  excellency  of  the  Crospel 
•arepercdved,  acloibwledged,  and 
•felt;  the  moral  attributes  of  Deity^ 
mani^tedin.the  person  and  work 
of  Christ,  attract  Uie  soul  as  with  a 
powerful  charm,  inspiring  senti- 
ments and  feelings,  which  shrink 
from  the  contact,  of  pollution,  and 
.rise  above  the  alluremeilts  of  vanity 
and  sin,  -   . 

3F  — 


T^  W  fp^ti^ally  miiufed,  h  to  «t  God's righlbalid  i  Vwithg/bm, 
}^v^  an  babHu^l  ta^e  ^d  i^Us^i 
^r  t)ie  3ubIiiBje  jexemses  of  4evo» 
tion.  Men  of  diie  world  niiiy  go 
through  the  servioep  qi  religion  98 
&  kipd  pf  task-work^  from  whicji 
they  are  eager  to  eseupe ;  mi  the 
f^ntiimiit  ^  the  hicairt^  if  puf  into 
language^  WQuld  b^^  '^  Wh«|  is  the 
Almighty,  that  we  should  serve 
him ;  and  what  prpiit  diall  we  haye 
if  we  pray  unto  him  ?"  Qut  l^e 
yfhq  has  been  regenerated,  aspires 
to  an  intimate  fdlpwiship  with  the 
Father  and  with  his  Son  Jesus 
Christ,  Since  Q^nf  prinoiples  were 
planted,  and  new  desires  kindled 
within  him^  new  associations  are 
formed,  and  new  pleasures  pursued 
by  him.  He  not  only  ta^ies  the 
good  ward  of  Godi  but  digests  it, 
mediliitefGi  upon  it,  and  extracts 
firooa  it  a  sweetness  which  dieera 
without  elpying  the  intter  man. 
Fired  with  th^love  of  Christ,  and 
$lled  with  the  Spirit  of  adoption, 
he  is  dn^wn  to  th^  throne  pf  graee^ 
Ip  bold  communion  with  Him 
whom  he  delights  to  address  with 
revereTH^  and  filial  ooqlidenoe,  as 
Abba  Father.  After  being  vexed 
and  harassed  by  the  cares  and  se- 
ctilar  engagements  of  the  world, 
he  returns  to  devotion  as  to  his 
own  element,  breathing  out  his 
desires  to  God,  and  triuxnphing  in 
the  righlepusliess  and  graee  of  the 
I/Ord  Jesus  Christ. 

To  be  spiritually  minded,  is  to 
have  a  deep  and  penoaDent  sense 
of  the  value,  ^eatpeqs,  and  gloiy 
<rfr  eternal  realities.  The  worn  is 
the  resting-pllice  and  home  of  a 
carnal  mm;  «d4  it  isnowpnder 
that  iimgfi  9/^n  and  sen^ble  should 
finrm  his  pprdon.  Spirituali^  of  m4  d^termned  undervaltiing  of 
mind  disposes  us  to  quit  Ae  b^    preset  things,  a  growipg  om- 


as  from  Pisgah's  height,  a  view 
the  promised  land,  and  the  dtf 
whi^'  hath  /foondalioni,  whose 
builder  and  maker  is  God.  It  is 
impossible  to  form  a  true  estiiaate 
of  this  world,  without  trnming  eor 
eyes,  steadily  and  inieudy  en  the 
world  to  come.  As  our  pieseat 
joys  appear  dnU  and  deifeotive,  so 
our  present  afflictions  seem  hght 
and  momentary,  **  while  we  lotk 
not  at  the  things  which  are  seen, 
but  the  things  which  are  not  seen; 
for  the  things  which  are  aeeu  $»e 

temporal,  but  thp  things  whii^  are 

not  seen  are  eternal/' 

Spiritual  mindedness  consists 
not  in  the  exercise  of  intellect,  or 
the  enthusiastic  excursionsof  ftncy. 
Men  inay  study  the  theory  of 
Christianity,  without  experiencing 
its  power ;  or  may  f^  some  emp- 
tions  of  hope  and  jey,  without 
understanding  its  irutha.  The 
spiritually  mmd^  ane  under  the 
habitua)  infiuenoe  ^goqi^priih 
dplesj  penetrate^  with  Ipve  to 
Ckxl,  and  desiring  to  be  finmied 
after  his  image.  Hqipy  1  thnoc 
happy  is  the  spul,  that  leaves  the 
dreggy  and  impure  pleasorfis,  the 
dry  and  insipid  husks  of  the 
world,  to  drinK  the  pure  water  of 
life,  and  feed  upon  die  biddeo  ce- 
lestial vmv^  i 

"  Our  advanoecnent  in^bo  ebris* 
tian  ^  ought  not,  however,  to  he 
meMnr«d  pplely  fay  the  1^  or  fall 
of  M%}blp  emoliona,  which  are 
frequently  mole  lively  and  rigour 
oi|s  upon  the  fivst  impreaaiqus  of 
rdigipua  trath,  than  in  a  mere 
cqqfinned  9X^  a^ad  9tato  of  grace, 
jgul  where  there  ja  a  m<^r0  tiabitvsl 


gMrly  elements  ft  time  and  s^nae, 
for  the  Uessed  joys  of  heaven. 
HowUtUe  and  mean  100  the  har^ 
•anied  and  uncertain  richefl;,  tb^ 
vam  and  gli^ripg  d&^tineticm,  the 


t^mpt  of  the  world  and  all  that 
^qmpoieii  thi«  unmrtain  aiid  Aigi- 
tiyn  iMMt  %  mc^  abiding  aonio  <»f 
the  fiu9|Kkiflnig  gmatnwii  imd  es- 
^epgy  ^  iprila»l  l«d  etemal 


hm  imd  unsiitisiying  pleaaorea  of  plyeptfj  imd  a  mora  vompgted  attd 

mrthi  compared  with  ttetaaanni«»  imyiiryiQg  ai^^fiMlioD  in  the  oan^ 

JhoQdurs,  and  delights^  whidi  affe  UmvMm  pf  th«89,  with,  aa  kh 

ft 
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etntm  tt  meAnesdy  metey^  chu*  NatUng  U  iriOeed  mote  toiM^ 

rltjTy  and  tl«  fruits  of  righteoutL  tiiot>^  €fian  to  he^r  ChHstiiinft  com* 

neM^  thara  tm  exkt  Ao  t^tacfoMi^  pMn  i£tbe  iinfi«&i6«  and  lettiy 

d*i^  of  the  gtowth  of  s^^tiuil  of  their  miikbi  and  the  teldne^ 

mindichMai."    The  Christian  \m  and  stttfnditjr  of  th^  hearts,  itf 

Bead «f great watdilulneiis andean-  heading,  heafmg,  nlk^ita€on;  atid 

thiaal  ffayer.     Let  him  be  inti«  prayer.    AUe^v^  tlie  ftcC,  thl^ 

BMtdy  oomraraant  with  the  Holy  jtenudning  depravity  ia  the  racBcal 

Serjplttftta,  and  avail  hiiMelf  of  teuae  of  all  tiiii,  are  there  not 

areiyhelp^  by  whieh'hia  pvagi^i^  autfy  auboTdikiate   eausea  whi<A 

iiitiiediviBelilbniaybepifOttMted;  operate  to  produce  aadh  effeeta? 

And  here  I  cannot  but  recomtnend  Perhi^  they  nu(y  be  traced  to 

a  Valuable  lareatiae  by  Dr.  Owen,  some  questionable  self-indnlgene^y 

emitted^  The  Grace  and  Doty  of  to  a  lastity  of  discipline,  to  a  love  of 

being  SpMloaUy  mmdod.      **  It  ttiixed  company,  or' to  an  eager  eii^ 

was  origitfadly  the  subject  of  his  tering  into  compedtions  ci  woiMly 

private  meditationa/'  says  his  sen-  bunness.    In  such  cases,  it  is  vam 

siUe  Uognqifaer,  ''  during  a  thne  to  expect  that  a  passing  hkit  of 

TA  which  he  was  entirely  unfitted  chriaoan   counsel  m  private,   or 

fiir  donup  any  lUbg  for  the  edU*  aonie  new  exfdkiation  of  doctrine 

eition  of  others,  and  little  exped^i  in  public,    csn   suddenly  diorm 

1^  he  should  be  able  to  do  more  away  an  evil,  whidh  has  beeft  long 

in  thk  worid.    Scriptural  spiii-  accumulating.     A  humble,  hdiy, 

toality,  wiD  enable  to  bear  the  and  henteidy  £rame  of  mind,  csfn 

psrplexities  and  the  pressure  of  tfAy  be  recovered  by  self-denial^- 

digferess^  and-  to  resist  the  elalioiui'  by  via^Sanoe,  aAd  by  devotion.    K 

aadi  other  unhely  tendencies  of  is  by  looidng  to  Jesus'  #ith  an  tsye 

^Bm9f9ntf   and  honour.       This  of  fakli,  by  fva^oig  itt  ihte  ll^ 

4H*e  of  mind,  whic&  is  Ae  op«  Ghoat,  by  wdtmg  at  the  Divine 

poaiieof  earthliMsa>  aa  well  aa  of  meity-seat,  timt  we  must  regain 

csnudiiy ;  which  ia  the  result  of  ihit  calm  serenity  and  sacred  wat^ 

the  peculiar  and  hdbituoi  hifluence  dour,  whidi  filled  and  linimat^ 

of  the  spirit  of  Chrial;  which  con-  ns  in  our  happiest  and  best  hours. 

«8ts  in  the  constant  exercise  of  Let  then  the  kmguishing  Chria^ 

fiddi  on  die  divine  testhnony,  of  tiaki,  instead  of  mikfcig  useleair 

hope  in  thge  certain  promises  df  Ae  ^xnnplahits,  take  the  same  domrse 

G^mbI,  and  of  delightful  fdlow-  as  the  Psalmist  and  cry,  '*  Create 

drip  with  the  Father  and  with  hia  in  me  a  de^n  heart,  O  God;  and 

dear  Son,  is  odmkaUy  described  renew  a  right  spirit  within  me< 

by  Owen.    This  is  the  lile  which  ReMore  unto  me  the  icy  of  Itijr 

eimy  Chfistian  ia  called  to  colti-  salvation;    and  uphold  me  witb* 

vote,  and  without  which  no  name  tfayfteesphnt"                J.T.B. 

or  profession  is  of  any  importanoor  »»».wwv»» 

Ite  operations  aoa^  be  mamfesCed^  NATURE  AND  ART. 

and  its  fellatiea  enfoyed  in  »  pa-  ]Tisstrange,butitisn6tlessstnuige 

kee  or  fti  a  eoClage.    It  lis  ther  than  true,  tiiat  the  mind,  the  in-^ 

name  which>  only  he  n^ho  receives  tellectual  part  of  man,  is  more, 

it  hna^s,  l&e  water  of  lift;  whidi  strongly  excited  by  the  sight  of 

pvooiysdeth  from  thethrone  of  God  il^  works  of  art,  tfattin  by  expatia- 

andlbe'Latnbi  and  of  which  Iten^ho  ting*  amid  the  beauty  imd  magni^ 

drinka,   never  tfahrsti  agluiii  (for  ficence  of  nature.    Whenwecon^ 

wortdiy  or  srtaaoal- happiness;    tt  tempktef  the  lo%  inventions  <^  the 

is,  ha-a  wosdr  thitt  knmortkd  ^xisu  ptdnt^,  l3i«  sculptor,  tlie  arehitectv 

eiiesl'iwldbbia'begaiiiM'>ear(h>  and  wte^tliihik  ftr  less  of  i9ie  niateriaU 

pesiteteAin  bsftvom''  out  df  ithich  Hbfif  ore  wt^gW^ 
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or  t^ie  tools  'by  which  they  were  and  upward^-  and  dlL  our 'thoughts 

coDstructedand  realized^  than  of  the  and  meditations  on  the  Supreme 

fancy  wliich  devised  them^  and  the  Intellect  which  planned  and  mads, 

mental  sway  wliich  controlled  and  and  set  in  motion,  and  keeps  in 

guided  the  muscular  and  mechaoii*  order,  this  stupendous  frame. 

£al  powers  by  which  they  have  .   It  is  admitted  that  in  the  works 

been  placed  before  us  in  all  their  of  human  hands,  there  is  some^ 

glory  and  grandeur.     We  take  a  thing  which  more  immediately  re* 

flight  beyond  the  living  canvas,  the  minds  us  of  the  interi^ention  of  mind, 

breathing  statue,  the  awe*inspiring  Weare  in  possession  of  their  history  ^ 

dome,  we  look  onward  to  tlie  man,  we  know  the  processes  of  preparsp^ 

the  intellectual,  the  enchanter  who  tion  and  construction ;  the  sketch, 

has  spell-bound  our  faculties  by  the  model, -the  projection,  lie  he* 

the  magic  of  his  genius,  and  we  fore  us.     There  is  die  aetuiQ  trace 

hail  widi  intensest  admiration  the  of  the  crayon  or  the  brush — there 

immortal    memories    of    Phidias,-  the  master-stroke  of   the    chisel 

Agesander,  Rafiaelle,  Angelo,  and  which  gave  expression  to  feature 

Wren.  or  enwgy  to  attitude-— ^and  there 

But  we  wander  amid  the  sublime  are  the  pullies  and  levers  which 

and.  beautiful  of  nature  with  utter  moved  and  raised  the  enormous 

listlessness  of  mind ;  we  pass  neg-  masses  that  Commemorate  a  oa* 

ligently  through  scenes  of  bright-  tion's  gratitude  or  pride.     It  is 

ness,.  compared  with   which  the  admitted,  too,  that  the  immediate 

glories  of  the  Acropolis  or  the  Fo«.  works  of  God  are  completely  above 

runi.  are  tame  and  insipid. .  The  our  comprehension,    ba£9jng  our 

harebell  from  whi^h  we  brush  the  researches  into  the  motives  and 

dew,  the  "  green  colonnade"  be->  dperatioQS  which  gave  thein  sub- 

neath  whos0  playful  foliage  we  staiice  and  form,  or  the  laws  by 

take  our  noon- tide  walk,  with  all  which  the  Great  Artificer  isjpleased 

the  countless  varieties  of  grace  and  to  adjust  the  balance  and  the  move- 

ch^rm  which  every  where  surround  ments  of  creation.    When  sdenoe 

tts,  fail  in  their  impressive  appeal  has  burnt  out  its  midnight  lamp^ 

to  our  understandings !    We  tram*  when  it  has  exhausted '  the  great 

pie  on  the  rich  tapestry  of  the  field  ;  vigil  of  existence— after  all  its  dis-^ 

we  saunter  beneath  the  waving  covories  and  speculations,  it  stopv 

canopy  of  the  grove;    we  move  short  at  circumstances;,  and  the 

aloiig  below  the  mighty  arch  of  &rthest  ^etbh  of  man's  powler  and 

heaven,  glorious  with  the  "  fount  perseverance  brings  him  only  to 

of  light"  or  ''  fretted  with  golden  the  humbling  yet  elevatii^  reoog* 

stars  ;"  and  all  this  beauty,  all  this  nition,— h^Aa^  hath  Gad  wrcmgkt  / 

boundless  wealth  and  splendour.  When  the  anatomist  has  traced  out 

qan  obtain  nothing  from  us  bey<md  the   fine  network  of  the  human 

a  cold  and  casual  ..compliment;  or  frame;  when  he  has  passed  his^ 

at  most,  a  transient  and  undefined  knife  along  its  finest  fibres,  and 

emotion  of  wonder  and  adipiration.  calied'on  us  to  inspect  and  to  admire 

And  yet  here  is  art^--exquisite,  the  complete  systems,  arterial,  ye* 

unrivalled,  inimitable  art.    Here  nous,  lymphatic,  whicii,  by.  means 

is  that  which  should  awaken  asto-  of  injection  ae  immersion,  he  has 

nishment,  indeed,  and  admiration,  preserved  in  all  their  intricate  ra^ 

a^d  fervent  gratitude,  as  well  as  mifications-;  .and  when  hehas  de- 

d^ply  and  pei-mane^itly  impress;  monstrated  to  -iis  the  ducts  and 

all  our  best  feelings;  but  whidi.  cbannda  oxl  floodgates  thnmgh 

should  also  habitually  exercise  pur  which  the^itide'of  U£^  inoessanlly 
min^s,  ppr  reasoniry^  and  ^sprj-*  fluctunfees^  a«dilb^«iode^;by.'whifib 

motive  fac^lties,  lea4  us  onward,  nutriment  is  separated  And  .passed 
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through  its  various  conduits  to-the 
different  portions  of  the  body— 
how  far  is  he  advanced  towards 
the  sohition  of  the  grand  problem 
of  animal  existence?    And' when 
he  has  traced  out   his   muscular 
machinery^  and  given  names  to  the 
different  modes   by  which   it  is 
put  in  motion-r-what  progress  has 
he  made  in  explaining  the  princi- 
ples of  voluntary,  action^    or  in 
illnstrating  the  connection  or  the 
distinction  between  volition^  sen- 
sation^ and  exertion  ?  He  has  g^ven 
names^    and    ascertained    pheno- 
mena, and  he  has  done  nothing 
more.     When  the  chemist  has  set 
his  fires  and    solvents  to  work, 
and  triumphed  over  the  stubborn 
masses  which  resisted  his  analysis ; 
when  he  has    evaporated   solids, 
and  condensed  ethereal  essences; 
his  skilful  processes    have    only 
conducted' him  to  that  point  where 
facts  break  off,  and  true  discovery 
begins.     And  when  the  astrono- 
mer has  held  communion  with  the 
highest    sublimities    of    creation, 
measured  dilstances,  estimated  mag- 
nitude^ determined  periods,  given 
hard  and  high-sounding-  names  to 
motions-  and  mutaidons,  and  finally 
lost  himself  in  the  immensity  of 
^Mce,  what  has  be  achieved  but 
the  description^  definite  or  vague, 
of  certain  phenomena,  dignifying 
the  results  of  his  researches  and 
calealations  by  tiie  name  of  laws 
and  principles. 

But  t&is  distinct  and,  as  it' were, 
tangible  perception  of  die  pro- 
cesses of  invention  and  production 
in  die  works  of  human  art,  and 
that  entire  repulse  whieh  arrests 
our  curiosity  when  we  seek  to 
ascertain  the  modes  of  operadon 
by  which  Omniscience  and  Onmi- 
potenoe  regulate  the  machinery  df 
existence,-^nstead  of  causing  us 
to  disregard  the  ^  stamp  of  mind 
every  where  impressed  on  the 
scenery,  of  nature,'  should  on  the 
contrny  lead*  us>  unceasingly  to 
recQ^^nlse'  the  msttaih'  and  the 
work  of  Oodk'>iAnfb«tfuwe>oonN 
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template  with  xleep  feeling  the 
marbles  of  the  Parthenon,  the  co- 
lossal granites  o^  ^gypt,  or  the 
air-hung  arches  of  some  lody  ca« 

:   thedral  of  our  native  land;  tracing 
in  their  fine  proportions  or  their 
skilful  combinations,  the  very  pre*' 
sence  of  intellect  and  genius  per^ 
vading  and  animating  the  insen-' 
sible  material,    with   how  much, 
deeper  awe  and  veneration  should 
we  habitually  observe  the  majestic 
signs  of  unerring  mind,  and  all-- 
controlling  might,  shown  forth  in 
all  that  is  *'  above,  beneath,  around." 
Absurd  and  degrading  as  is  the 
Pantheistic  principle,   we  can,  at 
least,  perceive  the  steps  by  which 
Spinoza  arrived  at  his  conclusions, 
and  we  may  assign  some  excuse 
for  the  overwrought  feeling  which' 
identified  the  Creator  himself  with 
the  visible  marks  of  his  presence 
and  his  power;  but  we  cannot « 
look  upon  a  blade  of  grass,  or  a 
grain  of  sand,  without  turning  in 
indignation  from  ihefool  who  hath 
said  in  his  heart,  there  is  no  God,     • 
Let .  us  then  keep  steadily  in  > 
view  the  necessity  (^counteracting; 
this  erroneous  tendency ;  and  while : 

*  we  giv6  a  Intimate  share  of  bur 
admiration  to  the  noble  achieve* 
ments  of  human  genius,  let  us 
correct  the  fallacious  state  of  mind, 
which  links  us  to  the  visible. and 
tangible,  and  casts  an  obscuring 
veil  over  objects  noUer  but  more 
remote.  When  we  survey  .the  ever- 
varying  scene  of  wonder  which 
lies  beS>re  us,  let  us  accustom  our- . 
selves  to  connect,   even  with  its 

'  apparently  most  insignificant  frag- 
ments, the  recollection  that  the 
Divine  Mind  and  the  Divine  Hand 
are  visible  there.  We  shall  find 
this  an, elevating  and  invigorating 

>  habit  of  thought  and  fieeling;  it 
will  assist  in  supplanting  vicious 

.  indulgences  of  imagination,  and  it 

:  will  yield  aliment  to  that  spirit  of 

'  veneration  and  love  with  which 
we  should  continiially  riegard  llie 
Oisrer:  of  ^ery  ^ood>  andi  perfect 
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406                            On  the  Cocenatd  ^  Works.  CAcmwr, 

om  THE  COY&iASt  OF  WORKS,    of  sin,  the  condnttcaitofUi^  judg« 

fComhdedfl'&mpagtSM^j  ment  afe  dftefn  so  emmeoua^  tbftf 

From  such   rtfiecticms  we  pk$$,  ^eiaRmttkjwi9tGodsMk,"Uy 

fifthly^  To  survey  the  preaeiit  cir-  thougJits  are  not  ydur  thoiiighte; 

cmnsuncee  of  the  whole  hnami  neither  are  yOor  wave  ody  Mys. 

r«oe  under  the  penalties  of  the  C^Mcieiice  is  the  lud^paaentoftfae 

broken  covenant  mind,  acting  upon  &iu£geets  of  mo* 

The  condition  of  hmmn  nature^   nd  and  reHgious  obligation.    If, 

is  DOt»  as  wlien  Adam  was  in  inno^  therrfore,  sin  had  not  infected  die 

cency,  a  state  ef  honour,  beauty,  soul  of  man,  this  faculty  would 

and  happiness:  yet,  thi^ugh  the  always  have  been  void  c£  offence 

mercy  of   God,  it   is  not  as  it  toWaid  God  and  all  men.     BiA 

might  have  been,  a^  state  of  1k^«  bow  many  persons  are  now  troiH 

less  banishment  fmm  his  prettenoe,  Mod  with  evil  consciences,  ¥rhile 

iind  of  ooasagnment  to  everlasting  others  have  consciences  seared  as 

remorse.      The   present  drcum-  with  a  hot  iron:   yet  kameo»Ay 

stances  of  man   are  those  of  sin  the  largest  portion  of  the  humaa 

and  consequent  wretchedness ;  but  race  have  oonsdeHces  so  pervctted, 

yet  he  is  in  the  reidm  of  Divine  «>  to  upprove  their  evil  deeds^  and 

mercy  where  a  mediator  is  exhi-  even  to  allow  them  to  think,  tbat 

bited,  and  the  remission  of  sins  is  they  are  doing  God  service,  while 

preached.  they  nOee  shedding  the  blood,  or 

Throughout  the  word  o(  God,  embittermg  the  lives  of  hil  ehU« 

boman  nature  is  supposed  to  be  dfen«    if  we  proceed  to  ooDtesi-' 

in  »  state  ^ general  ruin.  plate  the  human  will,  we  find  a 

We  now  behold  but  fragments  most  noble  principle  debased  ins 

of  the  ofiginal  glery  and  beaoty  deplorable  degree.    Vfha^  all  its 

of  human  nature,  wben  it  appeared  decisions  were  suiiject  to  tbe  W^ 

endowed  with    high  inteileotual  of  God,   k  was  constituted  his 

powees,  and  destined  to  immoiw  vicegerent  in  the  soid,aBd  it  Btisft* 

tality.   HowbriUiantistfaeflttiuity  tatn«i  a  supreme  control  over  idi 

of  human,  understanding;  it  allies  the^infMor faculties;  butasitnow 

the  soul  to  God;  constitutes  it  a  Operates,  its  resolutions  orechA'se- 

rationai  being;  and  renders  it  ciqM^  teriaed  by  universal  and  aLneet 

bleof  offering  to<  its  MakcrTSason*'  avowed  hostfliiy  to  the  ordiBstooefl 

able  obedience  and  honour.     Yet,  of  that  glorious  Beings  who  '^  doeth 

"  how  is  the  gbkl  become  dan  I  according  to  his  will  in  the  army 

how  is  tbeuiostfine  gold  changed !"  of  heaven,  and  among  the  inhshi- 

Man  possessing  the  fiumlty  of  un^  tants  of  Uie  earth."    What  then 

dersCanding^  dees  not  understand  shaU  we  say  of  the  affections  of 

the  will  of  God.    ^  The  natond  the  soul?     If  one  fiieuliy  be' ibore 

man  nceiveth  not  the  things  of  debased  than  another;  the  deqpest 

the  Spirit  ef  God,  for  they  are  di^pnulation  is  to  be  fonnd  aniong 

foolishness  uoto  him ;  neither  can  these  powerri*    AH  werenriginaUy 

he  know  them,  becaute  they  are  formed  for  the  iBbest  ardent  sad 

iq>iritually  discerned^"    The  judg«  pkasureable  sendeeof  G>od;iiriicie- 

ment  of  tiie  mind  is  founded  upon  as,  siil  has  so  corrupted  everyone, 

the  exerdse  of  the  understandhig,  that  no  princii^  of  perity  remaiiis 

and  if  the  understanding  were  free  in  them>  and  it  has  been  found 

from  sin,  the  oondusians  of  tbe  necessary  to  call  thein:  by  new 

judgment  would  correspond  with  nomes>   in*  order  id  ohaiaftpriir 

the  dictates,  of  eternal  yeetitude>  their  opeMaon,  wfaenlliisdreadftl 

and'  invariably  contaHsate  to  the'  indueeee  arises*  ta.a  degfiee-of  de» 

bestintenests  of  tbe* creature rbut^  pmvatioi^  whsdiirveiBmair'ieo0»» 

under  the  deteriorating  influentor  staiaed  to  detn/vidoni^'     • 


'*  S}p,  like  a  Tenomow  ^iieiui^,  i^  crery  rmv«,  mai  at  Iwt  aioks 

rL^S'^J'^f^Jin^e.  down  jmo  tb,  .rn^  pf  ckath,  Ma 

And  the  i^y^idan  God.  fn^dly  relief  frpni  p^pgs  whidi 

MbdieiB  by  nature  f«igat  withiii,  *«*  >'  ""*^«  *o  aos^in      It  »  a 

The  ppmoos  bum  aod  nac ;  genarally  acknowledged  fact»  that 

Till  God's  Qwn  Son  vltfa  s^l  divUif ,  lue  human  frame  19  in  many  m- 

The  inward  fire  assuage."          ^  s^ancff  exevfrised  with  very  aevere 

On  9ach  a  review  of  the  niin  alflictiopa«  yet  few  perfons  beeide 
brought  iipon  humian  nature^  doe^  tly>8e  in  the  hahit  of  visiting  the 
it  not  appear^  that  *'  the  whol^  boapitals^  hav?  apy  ju$t  conoeptioir 
hsad  is  ^idi,  and  the  whole  heart  of  the  dreadful  tonxienttoccasioped 
fmnt?  Frpm  the  sole  of  the  foot>  by  fractures,  wognds,  and  the  in- 
eveu  unto  the  head^  there  is  iio  numerable  corroding  diseaaes  of 
soundness  in  it ;  but  wounds,  and  the  buinan  body*  If  we  turn  to 
|)ruise8>  and  putrifying  sores."  Pa«  observe  the  carnage  pf  the  field  of 
rents  would  rejoice^  if  the  calamity  battle,  and  for  a  n^oment  listen  to 
were  limited  to  themselves,  but  the  cries  pf  the  wounded,  and  the 
they  find  the  evil  transmitted  to  groans  of  the  dying,  or  behold 
their  children,  and  onward  to  their  garments  rolled  in  blood,  and  the 
latest  posterity.  The  natives  of  earthdrinking  in  the  purple  streams 
any  land,  if  endowed  with  a  sparjc  of  lif^,  as  they  flow  from  ten  thou- 
of  generosity,  might  hail  the  intel-  sand  inangled  pieces  of  our  oature, 
ligence,  that  other  lands  were  free  who  can  forbear  to  exclaim*  What 
from  this  bane  pf  human  nature ;  hath  fip  wrought  I  ' 
but  all  are  groaning  under  the  Yet  a)l  these  av/miseriee  of  tbe 
same  debasement-  The  age  might  body,  and  *'  the  spirit  of  a  man 
exult  in  the  prospect  of  the  ne^t  xjofiy  sustain  his  infirmity,  but  a 
generation  being  elevated  to  the  wppnded  spirit  who  can  bear^'' 
primitive  glory  and  blessedness  of  How  distressful  are  the  feelings  of 
human  nature;  but  the  univer-  surviving  relatives,  when  death 
sality  of  moral  evil,  considered  snatches  awi^  one  greatly  beloved- 
irrespective  of  the  remedy  e^i-  (iow  keen  if  the  anguish  of  thoae 
hited  by  the  Gospel,  leaves  no  whose  dearest  friends  have  been 
comfortable  honie  of  &  mdiorating  8lai%  in  battle.  How  severe  ace 
change;  ^4  tbe  general  debase-  thepangspfinany^  while  atal4ened 
ment  of  the  mind  e&dudes  the  de-  by  duty  and.  aJSTection  in  the  ar- 
sire  of  such  #  blessing  fopr  others,  du^s  peat  of  atjtendanoe  upon  yewy 
while  the  pa^y  hiinself  remains  deav  relatives,  whose  bodily  sul* 
under  ^  influenee  pf  the  princi-  ferings  are  ei^treme^  and  at  lengdi 
pleof  sin,  andan  esqperienceof  its  terminate  in.  dissolution.  Thia 
cpns^<|uences.  vrofld  ig  ecmvei^  into  Boebim. 

It  IS  observably  also^  that  the  Hei?^  are  parenta  pouring  ^Qvih 

present  condition  of  human  nature,  toifrenfA  of  grief  over  their  sufieiv* 

IS,  a^sta^  qfitidkfulHai  c^UufiU^,  mg  ^Mi4xmh  and  obildreist  weifi- 

Of  thia  we  have  p^oet  afi^cti^  ing    at   the  gravea  of  departed 

proofs  wherever  our  observation  ifi  parent^,      Evei^    fresh    circun»- 

dire^^*    Paiii  w^  Iwngiior  ojften  stance  is  an  additional  prooC  thai; 

per^a40  th?  bpdiea  of  ¥9^,  und  in  the  reign  (^iiA  ia  uoiverMJlyjpiK^ 
some  pf^wnf  tp  4^^  9^  d^gre^ .  duetjve  c^  mmty^  and  that  evmar 

thfit  tlvay  m^Hi  l^mw  what  t^e  tw^ly  it  enl^lf  deaths 

^n«  li^iJth  impti^s,     Many  aire  Bui  the  m^  distraasful  Qtale  of 

sttbje^^d  tP  those  dren^  aPo-  feelini^  wA  ^Mft  which  winds  np 

tiouf,  Yfki^  t^as  ^d  m^  th^  human  woe  to  ita  Mghcat  tone  of 

hH9^l)$^¥9kf^th^«t9iP9^epttreffiie  rt^tiv^  anguish^  eon^Mfes  in  the 

.ofmi|i^r!y,wiil}i?«$tirrk«3(hAU9tml  d^amo^  oC  all  ceBafctftaWt  m' 
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dence/  that   the   spirit  of  a  de-  .pitiable  drcumstances  of  injured 
parted'  relative  is  happy.      Tliis  humanity  displayed  in   Barbary, 
is  not  merely  the  anguish  of  an  India,   or  Egypt     That  was  the 
hour,  a  day,  or  a  month,  but,  like  slavery  of  bodies;  this  is  the  sla- 
the  worm  which  dieth  not,  it  preys  very  of  souls,  and  of  bodies  as  under 
upon  the  vitals,  consumes  every  their  dominion  :  that  was  a  slavery 
means   of    present   comfort,   and  sometimes  mitigated   by  adventi- 
causes  wretchedness  through  the  tious  circumstances;  this  is  a  bond- 
day,     and    sleeplessness     in    the  age  most  absolute  and  unrelenting; 
gloomy  hours  of  night:   it  pro-  that  was  a  slavery  sometimes  bought 
duces,    indeed,  a  degree  of  hor-  out,  and  at  the  worst  it  terminated 
ror  utterly  indescribable,    which  with  all  its  liorrors,  when  deadi, 
constrains  a  man  to  exclaim,  *'  O,  who  levels  all  but  moral  didtinc- 
my  son    Absalom ;    my  son,  my  tions,   arrived  to  emancipate  the 
son  Absalom !  would  God  I  had  wretched   capdve ;  but  this  is  a 
died  for  thee,    O,  Absalom,   nly  bondage  that  extends  beyond  the 
son,  m}'  son  !"     But  so  fully  is  the  grave,  and  there  the  soul  finds  all 
present  life  converted  into  a  state  this    degradation    and    vassalage 
of  personal  calamity,  that  to  depict  wrought  up  to  its  consummation, 
its  sorrows  in  all   their    various  for  "  the  wages  of  sin  is  death/' 
scenes,  would  be  a  task  as  endless  Satan,  who  deceived  our  first  pa- 
48  their  forms  and  causes  are  di-  rents  into  transgression,  has  ever 
versified.  since  remained  the  tyrant  of  de- 
Human  nature  is  now  further  to'  graded  humanity,  and  he  is  con- 
be  considered  in  a  stale  of  degrade  tinually  striving  to  disgrace  and 
ing  bondage.  afilict  it  in  an   increased  degree. 
We  have  heard   much  of  the  Look  around  upon  every  side,  and 
tyranny  endured  by  Christian  cap-  behold  how  the  vassals  of  tlie  devil 
tives  in  Algiers,  and  the  indigna^  lie   prostrate   before   the   shrines 
^tion  of  the    British  people   was  *  whidi  he  has  erected,  while,  like 
roused  to  vengeance  over  the  de-  his  hideous  representative  Jugger- 
gradation  of  the  sons  of  Africa,  iiaut,    he    drives  his   horrid   car 
torn  from  their  homes  by  the  hand  over  them,  and  daily  crushes  hun- 
of  violence,  and  for  their  hai3fll  fate  dreds   with' remorseless    cruelty, 
as  martyred  by  the  lash  of  the  and  insatiable  lust  for  the  blood  of 
•West  Indian  planteK^  thousands  of  souls. 

hearts  bled  with  sympathy,  until  .     But  the  human  race,  in  their 

at  length  the  consentaneous  voice  fallen  and  degraded  circumstances, 

of  a  generous  nation  said,  ''Africa  are  again  to  be  contemplated  in  a 

be  free !"      Of    the  bondage  of  state  of  gross  delusion, 
Israel  in  Egypt,  divines  have  often        This  is  far  from  being  one  of  the 

told   us,  and  while    the  pitiable  least  of  those  evils  which  sin  has 

case  of  Abraham's  posterity  has  brought  upon  our  afflicted  race, 

been  detailed,  our  Christian  as-  Man  is   deceived  by   his    subtle 

semblies  have  deeply  83nxipathised  enemy,  the  father  of  lies ;  and  the 

with    the    patriarchal  race,    and  delusion  extends  to  his  own  cha- 

strongly  execrated   their  oppres-  racter,  to  the  will  of  God,  and  to 

SOTS.    But  let  the  current  of  sym-  almost  every  object  around  him, 

jpathetic  feeling  be  turned  honae  and  every  drcumstance  of  his  life, 

upon  ourselves.    The  bondage  into  The  objects  of  time  and  sense  are 

which  the  race  of  Adam  is  brought  contemplated  with  a  degree  of  in- 

by  *^  the  spirit  Uiat  now  worketh  terest  which  they  ill  deserve^  and 

in  the  children  of  disobedience,"  'the  most  undue  importance  is  at- 

transcends,  beyond  comparison,  idl  tadied/  to  them.'  They  are  vain 

the  degradation  and  misery  of  those  and  nnsttdisPfmg ;  they  are  uncer- 
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tain  and  transitory ;  yet  men  em*  cency:;  and  whatever  may  be  the 
hrkce  them  as  though  they  were  irregularity  of  their  courses,  they 
calculated  to  fill  all  the  desire  of  the  find  some  excuse  to  palliate  the 
mindj  and  would  endure  through  case  with  their  consciences.      In 
everlasting  ages.     The  love  of  the  many  other  instances  such  persons 
world  prevails  in  the  hearts  of  all  erect  their  crests  loftily,   and  in 
unconverted  men,  and  although  it  the  pride  of  their  hearts  exclaim, 
assumes  different  aspects  in  differ-  •''  Stand    by,    for    I    am    holier 
ent  persons,  and  even  in  the  same  than  thou  I"      But  the  omniscient 
person  at  different  stages  of  his  searcher  of  hearts  discerns  the  in« 
existence,  it  is  still  the  love  of  the  ward  wickedness   that  lies    con* 
world.   One  indulges  an  avaricious  cealed  beneath  all  this  specious^ 
disposition,    and  calls  it  by  the  ness  and  false  estimate  of  character, 
honourable  names  of  prudence  and  and  he  has  given  a  very  different 
economy :    another  cherishes  the  decision    upon    the    case ;    "  He 
lust  of  the  fiesh,  and  pleads  the  flattereth    himself    until  his  ini-» 
unconquerable  propensities  of  his  quity  is  found  to  be  hateful." 
nature,  which  he  holds  to  be  al-  Yet  gross  as  the  errors  are  to 
most,  if  not  perfectly  innocent :  which  we  have  already  adverted, 
some  indulge  in  scenes  of  gaiety  there  are  others  respecting  the  cha- 
and  dissipation,  as  the  theatre,  the  racter  of  God,  fostered  in  the  un- 
card  party,' the  ball-room,  and  the  renewed  heart,    which  are  even 
dance,  and  plead,  that  these  are  more   fatal  and  palpable.      Men 
anmsements  which  do  no  one  any  sport  with  the  name  and  perfec- 
harm.     But  under  all  the  various  tions  of  their  Creator,  as  though, 
pretexts  that  are  offered  to  palliate  instead  of  being  of  all  things  most 
antichristian  practices,  the  love  of  sacred,  they  were  of  all  the  least 
the  world  is  manifestly  the  reign-  important,  and  the  fairest  topics  of 
ing  principle  of  their  hearts ;  and  speculation.     The  justice  of  God 
*'  if  any  man  love  the  world,  the  is  almost  excluded  from  the  creed 
love  of  the  Father  is  not  in  him."  of  many  persons,  except  so  far  as 
Under   the  influence  of  views  it  may  be  convenient  for  the  pur- 
andfeelings  equally  erroneous,  men  pose  of  having  great  offenders,  and 
of  the  world  contemplate  all  their  more  especially  their  own  enemies 
circumstances.     When  prosperous  visited  with  divine  judgments.  The 
they  vainly  ascribe  it  to  the  favour  mercy  and  goodness  of  Jehovah  are 
theypossess  with  their  maker,  while  attributes  which,  in  their  estima^ 
they  despise  the  poor  and  needy  of  tion,  will  cancel  all  their  personal 
Jehovah's  family,  as  though  they  guilt.     They  exalt  mercy  at  the 
were  the  ofikx>uring  of  all  tMngs,  expence  of  justice,  and  find  it  a 
and   the    very  sport    of  nature,  convenient  way  of  silencing  any 
When  visited  with  adversity  or  remonstrances,   reproofs,   or  fore- 
sickness,  their  unsanctified  spirits  bodings  of  conscience,  which  they 
are  ''  like  a  bullock  unaccustomed  may  sometimes    be    constrained, 
to  the  yoke,"  and  they  madly  re-  however  reluctantly,  to  hear.     But 
proach  the^living  God  as  guilty  of  whence  do  these  misapprehensions 
injustice,   in  sending  upon  them  of  their  own  characters  and  of  the 
afflictions  of  which  they  are  quite  attributes  of  (jod  arise  ?    It  will  be 
undeserving.     The  characters  of  found  on  careful  examination  of  th^ 
such  persons  are  not  always  the  case,  that  their  minds  are  under  an 
Qiost  unimpeachable,  nor  their  dis-  awfully  infatuating  influence  from 
positions   the  most  amiable;  but  Satan,  which  has  produced  all  thes^ 
both  are  contemplated  by  them-  gross  and  fatid  delusions.     '^  The 
selves   with  the  utmost   compla-  god  of  this  world  hath  blinded  thQ 
CoNa.  Mag.  No.  56.  .1  G 
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minds  of  them  whidl  believe  Yiot^  God  still  rests  upon  tliem^  impar« 
lest  the  light  of  the  glorious  Gos-  doned  guilt  attaches  to  their  souls, 
^el  of  Christy  who  is  the  image  of    and  all  the  horrors  of  perdition 


God,  should  shine  unto  them." 
We  remark  again  that  man  by 

nature  is  in  a  state  of  condemna" 

iion. 

On  every  sinful  creature  the 


curse  of  Jehovah  rests,  for  the    pect. 


await  their  exit.  . 

These  considerations  may  lead 
us  to  infer  finally,  that  the  present 
condition  of  man,  as  a  sinner,  is  a 
state  of  glooiny  and   awftd  pros- 


scripture  saith,  *'  Cursed  is  every 
one  that  continueth  not  in  all 
things  written  in  the  book  of  the 
law  to  do  them."  From  this  sen- 
tence there  is  no  appeal ;  it  is  per- 
i^tly  just,  and  it  is  certain  in  its 
operation.  The  curse  of  Noah 
brought  dreadful  and  long  conti- 
nued'affliction  upon  the  posterity 
of  Ham,  but  their  calamities  are 
scarcely  to  be  named  in  the  same 
day  "^ith  those  awful  consequences 


It  is  a  melancholy  reflection, 
that  sinners  think  so  little  concern- 
ing the  scenes  of  another  world,  as 
frequently  to  quit  the  present  state 
with  tranquillity  of  mind,  "while 
their  character  and  general  deport- 
ment give  the  most  decisive  proofs 
that  they  are  '^  enemies  to  God  by 
wicked  works."  In  other  in- 
stances, indeed,  sinners  when  as- 
sailed by  sickness,  and  arrested  by 
the  hand  of  death,  feel  those  dread- 


which  result  from  the  curse  of  the    ful  pangs  of  conscience  which  con- 
living  God.     It  entails  all  those     strain   them  to  cry  out  with  an- 


calamities  which  have  been  already 
noticed,  ami  at  the  last  eternal 
misery.  It  is  some  slight  anticipa- 
tion of  the  dreadful  effects  pro- 
ceeding, from  the  wrath  of  God, 
unconnected  with  any  scriptural 
views  of  Jesus  Christ,  as  the  ap- 
pointed means  of  salvation,  that 
produces  a  spirit  of  legal  bondage 


guish  under  the  present  sense, 
and  increasing  aipprehension  of  the 
wrath  of  the  infinitely  powerful 
and  inflexibly  just  God.  Fear- 
fulness  surprises  the  hypocrites  in 
Zion  ;  and  at  a  time  when  the 
sinner  most  nee<ls  refng«  and  com- 
fort, the  castle  which  he  has  built 
upon  a  sandy  foundation  begies  to 


and  so  many  laboured  efforts  to    totter ;    the  winds  blow,  the  rain 


atone  ^r  sin,  and  work  out  a  righ- 
teousness acceptable  in  the  sight 
of  an  infinitely  Holy  Crod.  The 
desire  for  reconciliation  with  Crod 
is  highly  rational,  and  the  dread 
of  his  displeasure  ^r  from  being 
unsuitable;  indeed  it  would  be 
happy  for  men  in  general,  if  this 
apprehension  of  divine  ;i7rath  were 
more  widely  diffused,  but  the  great 
evil  .in  most  cases  is,  that  men 
cherish  the  vain  supposition  that 
they  can  atone  for  sin,  and  merit 
the  favour  of  Grod,  and  upon  tliis 
assumption  they  arrogate  honour 
to  themselves,  as  though  they  were 
the  most  h<^y,  devoted,  and  meri- 
torious creatures  in  tlie  whole  do* 
main  of  the  Almighty.     But  how 


descends^  the  waves  beat  upon  the 
edifice,  and  great  is  the&ll  of  that 
man's    strong    tower.        Jehovah 
saith,  '*  Judgment  also  will  I  lay 
to  the  line,  and  righteousness  to 
the  plummet;  and  the  hail  shall 
•weep  away  the  refuge   of  lies, 
and  the  waters  shall  oversow  the 
hiding  place.    And  your  covenant 
with  death  shall   be  disannulled, 
arid    your    agreement   with    hell 
shall  not  stand ;    when  tlie  over- 
flowing scourge  shall  pass  through, 
then  shall  ye  be  trodden- down  by 
it.     Prom  the  time  that  it   goeth 
forth  it  shall  take  you  ;  for  morn- 
ing by  morning' shall  it  pass  over 
by  day  and  by  night ;  and  it  shall 
be  a  vexation  only  to  understand 


m  uch  soever  men  may  flatter  them-    -the  report.' 

selves  on  these  points,  the  curse  of        Bert  whether  awful  anticipations 
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of  that  drea^al  season  are  en«  the  very  admcmition  to  improve  the 
ilnradi  or  the  days  of  a  sinner  pass  few  remaining  moments  of  life,  ^ 
away  in  a  state  of  spiritual  insen-  holds  out  the  hope  of  divine  for- 
sibiUty,  and  the  inconsiderate  spirit  giveness^  although  man  is  /estrain- 
slip  out  of  the  foody,  and  relieve  ed  by  the  nature  of  the  crime 
herself  from  all  the  engagements  from  shewing  mercy.  What  then 
of  time  with  the  gracefulness  of  a  must  be  the  feelings  of  a  soul 
coiurtier,  or  the  ill  timed  merri-  doomed  to  the  pains  of  eternal 
ment  of  the  deistical  Hume,  when  death ;  without  a  glimmering  hop^ 
once  dislodged  fVom  her  clay  ta-  of  mercy,  without  a  possib^  ter- 
tiemade  her  portion  is  the  same ;  mination,  without  even  an  abate-i 
her  state  is  fixed  for  et^-nity ;  the  ment  of  that  intolerable  misery, 
term  of  divine  forbearance  is  con-  We  may  now  close  our  reflec- 
eluded ;  and  there  remains  ibr  her  tions  on  this  subject,  by  noticing, 
only  ^'a  fearful  looking  for  of  Sixthly,  Some  points  of  agreement, 
judgment  and  fiery  indignation ;'  and  some  of  dissimilarity  between 
"  blackness  and  darkness  for  ever;"  the  covenant  o£  works  and  that  of 
"  the  lake  of  fire  and  brimstone,"  grace, 

kindled  by  the  breath  of  the  Al-  The  subject  to  which  our  at< 
mighty,  and  all  the  horrors  of  tention  has  been  directed,  is  not 
Omnipotent  vengeance,  "  Behold  of  an  alluring  kind,  and  indeed,  it 
all  ye  that  kindle  a  fire,  that  com-  is  not  likely  from  its  gloomy  and 
pass  yourselves  about  with  sparks ;  abasing  tendency  to  carry  with  it 
walk  in  the  light  of  your  fire,  and  many  attractions.  Yet  it  is  a  suIh 
in  the  sparks  ^at  ye  have  kindled ;  ject  highly  proper  to  be  at  timeif 
this  shiall  ye  have  of  my  hand,  considered,  that  we  may  learn  ouf  ■ 
ye  shall  lie  down  in  sorrow."  original  state,  and  the  dangers  con« 

Could  the  awful  scene  be  de-  nected  with  it,  so  that  all  may  be 
scribed  with  all  the  imagery  of  humbled  under  a  sense  of  sin,  and 
ancient  oratory^  and  all  pature  be  that,  while  this  is  declared  to  be 
made  to  contribute  to  the  gloomy  the  accepted  time,  those  who  have 
theme,  still  the  misery  of  a  lost  not  fled  for  refuge  to  lay  hold  on 
soul  would  seem  to  be  but  glanced  the  hope  set  before  them,  may  be 
at  with  half  a  thought :  even  the  excited  to  an  earnest  inquiry  con*- 
momentary  anguish  would  remain  cerning  the  means  of  salvation, 
untold.  But  it  is  eternity  that  It  is  our  unspeakable  mercy  to 
consummates  the  wretchedness  of  know,  that  there  is  another  cove- 
the  damned.  It  is  the  hopelessness  nant  made  with  another  represent 
of  relief,  that  makes  Satan  bite  his  tative,  and  that  as  all  who  were 
chain,  and  causes  the  souls  doomed' comprised  in  the  covenant  with 
to  the  abode  of  the  devil  and  his  Adam  died,  so  all  who  are  com<^ 
angels,  in  mere  desperation  to  curse  preheiuled  in  the  covenant  with 
their  God  and  their  king.  Who  Christ  are  made  alive.  The  sub- 
can  describe  the  pang  that  goes  ject  of  the  covenant  of  works  does 
through  the  soul  of  a  transgressor,  not  necessarily  lead  to  a  discussion 
when  convicted  in  the  penalty  of  of  the  covenant  of  redemption,  or 
death  before  an  earthl}'  tribunal ;  of  that  of  grace,  which  is  in  fact 
he  hears  the  sentence  pronounced,  but  a  branch  of  the  same.  Yet 
and  the  judge^  admonish  him  to  some  remarks  on  the  contrast  of 
improve  his  time  to  the  best  pur-  the  two  covenants  will  not  appea^r 
pose,  for  no  mercy  will  be  ex-  unsuitable,  especially  with  the  de- 
tended  to  him :  it  is  a  pang  which  sign  of  leading  those,  whose  legal 
often  makes  the  most  stout-hearted  hopes  are  slain  by  the  preceding 
and  hardened  delinquents  sink  al-  consideration,  to  seek  by  earnest 
moat  lifeless  upon  the  spot.    Yet    prayer,  that  in  them  the  life  of 

SGft 
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evangelical  obedience  may  be  pro-  forming  and  meriting  in  his  own 

dticed.  ^  person^  but  in  the  latter  the  same 

There  are  points  in  which  theco*-  party  is  referred  as  believing^  and 

venant  of  works  and  the  covenant  his  faith  is  imputed  unto  him  for 

of  grace  agree.  Some  of  the  parties  righteousness :    all  boasting  is  ex- 

ooncemed  are  the  same^  God  being  eluded^    and    saved    sinners   are 

the  author  of  each,  and  man  being  taught  to  say,  "  Not  unto  us,  not 

the  recipient  and  subject  of  both,  unto  us,  'but  unto  thy  name,  O 

Each  covenant  contains  promises.  Lord,  give  glory."    Finally,  the 

and  those  promises  extend  to  eter-i  covenant  of  works  was  but  tran- 

nal  life.     The  condition  of  both  sitory,  extending,   at  most,  only 

covenants  is  the  same,  for  the  co-  through    a    certain    probationary 

venant  of  redemption,  no  less  than  term,  and  being  soon  broken,  it 

that  of  works,  requires  perfect  obe-  ceased  for  ever  to  be  a  covenant  of 

dience.     God  is  as  holy  viewed  as  life ;  but  the  covenant  of  grace  in- 

the  contracting  party  in  the  cove-  sures  the  final  perseverance  of  its 

nant  of  grace/  as  in  that  made  subjects,  and  imparts  blessings  of 

with  Adam,  and  he  never  can  ad-  the  highest  order  through  an  end* 

mit  any  to  communion  with  him,  less  duration, 
but  upon  principles  of  holiness.        In  closing  our,  contemplations 

Finally,  the  proposed  end  of  both  on  this  subject,  it'  becomes  us  to 

covenants  is   the  same,   as  both  remember  .  that  every  individual 

contribute  to  the  divine  glory ;  for  of  the  race  of  A^lam  is  under  one 

God  can  do  nothing  that  has  not  of  these  two  covenants.      He  is 

his  own  glory  for  its  ultimate  ob-  either  under  the  broken  covenant 

ject,  that  being  the  highest  possi-  which  he  can  never  fulfil,  and  the 

ble  good  in  the  whole  economy  of  curses  of  which  must  sink  him  to 

nature.  ^  that  fiery  pit  where  is  everlasting 

But,  there  are  other  points  in  weeping,  wailing,  and  gnashing  of 
which  these  covenants  dififer  teeth ;%  or  he  is  under  the  covenant 
greatly.  In  the  covenant  of  of  grace,  entitled  to  its  promises, 
works,  God^  appears  in  the  cha-  and  warranted  to  rejoice  in  the 
racter  of  a  supreme  lawgiver,  deal-  liberty  of  the  gospel.  **  Examine 
ing  with  his  creatures  >  upon  prin-  yourselves,"  saith  St.  Paul,  '*  whe- 
ciple's  of  pure  equity.  In  the  ther  ye  be  in  the  faith,  prove  your 
covenant  of  grace,  he  appears  as  own  selves ;  know  ye  not  your  own 
an  infinitely  merciful  God,  freely  selves  how  that  Jesus  Christ  is  in 
bestowing  pardon  upon  sinners,  you,  except  ye  l>e  reprobates." 
whom  he  has  in  the  exercise  of  Think  how  near  your  dying  day 
sovereign  mercy  chosen  to  ever-  may  be,  and  when  that  solemn 
lasting  life.  In  the  covenant  of  period  arrives,  the  past  enjoyments 
works  there  could  be  no  mediator,  of  earth  will  prove  no  solace  to 
but  under  the  dispensation  of  grace  your  souls ;  but  to  have  a  good 
all  parts  of  the  covenant  are  or-  hope  through  grace,  of  a  blessed 
dained  in  the  hand  of  Jesus  as  the  immortality,  will  enable  you  to 
great^  mediatorial  person.  The  appropriate  to  yourselves  the  strong 
covenant,  of  works,  therefore,  re-  apostolic  language,  **  O  death, 
quired  that  the  individual  placed  where  is  thy  sting?  O  grave,  where 
imder  it,  should  perform  all  its  is  thy  victory?"  Let  sinners, 
conditions  for  himself;  but  the  therefore,  look  with  the  eye.  of 
covenant  of  grace  not  only  permits  faith  to  him  who  was  promised 
but  ordains  the  performances  of  as  the  seed  of  the  woman,  destined 
its  requirements  by  the  mediator,  to  bruise  the  serpent's  head.  Let 
In  the  former  covenant,  the  party  them  look  to  him  who  was  after- 
subject  to  it  is  considered  as  per-  wards  recognised,  as  the  Son  of 
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God,  and  yet  the  man  of  sorrows  .but  you  will  please  to  recollect,  that 
and  acquainted  with  grief,  bearing  he  is  sheltered  from  many  tempta- 
our  sins  in  his  own  bady  on  the  tions  to  which  many  are  exposed 
tree.  Let  them  look  to  him  as  the  in  them.  Something  to  the  pur- 
risen  Saviour,  and  glorified  inter-  pose  his  honest  diligent  master  is 
tessor  of  his  church.  Beholding  doing  with  him ;  and  he  has  none 
in  him  a  Mediator  able 'to  save  to  clog  and  hinder  him.  He  is  under 
unto  the  uttermost  all  who  come  the  preaching  of  a  most  excellent 
unto  God  by  him,  let  them  com-  man,  Mr.  Some,  than  whom  I  know 
mit  into  his  faithful  hands  the  none  more  wise  to  win  souls ;  and 
everlasting  interests  of  their  im-  Mr.  Farmer  is  now  going  into  the 
mortal  spirits.  family,  under  whom  he  will  have 
^«««/%v%%«^  *  great  opportunities  of  improving 

LETTERS  FROM  DR.  DODDRIDGE  ^^-^^^^^^'^    '^^^j?!,  ''''1 '"^ 

TO  THE  REV.  MR.  STEFFE.  Divme  knowledge,  and  the  gift  of 

prayer,  for  which  this  young  gen- 

Northampton,  May  8, 17S5.  tleman  is  peculiarly  eminent.  And 

Reverend  and  worthy  Sir — Your  he  is  so  good  as  to  promise,  that 

great  goodness  will  pardon  me,  if,  when  he  is  at  home,  as  he  will  ge- 

afler  the  fatigues  of  a  sacrament  nerally  be,  he  will  read  some  Greek 

day,  I  write  but  a  small  part  of  classic  daily  with  your  son,  and 

what  my  respect  to  you,  and  con-  review   his   Latin  exercises.     On 

cern  for   yours,  would  otherwise  the  whole.  Sir,  I  refer  the  matter 

dictate,   in  answer  to  your  last  to  your  judgment,   only  adding. 

Your  elder  sOn  returns  with  the  that  if  he  continues  with  Mr.  Lee, 

best  assurances   I  could  wish  to  I  will  engage,  when  he  is  fit  for 

give  you   of  diligence  in  study,  academical  studies,  either  to  pro- 

proficience  in  knowledge,  sobriety  cure  an  exhibition  for  him  from 

and  prudence  of  behaviour,  and  I  London,  or  to  give  him  his  leam- 

hope  I  may  add,  with  some  growth  ing.  I  must  not  enlarge  farther,  but 

in  grace.     I  have  the  most  pleas-  conclude,  cordially  thanking  you, 

ing  expectations  of  his  being  emi-  dear  Sir,  for  the  honour  you  do  me 

nendy  useful.  As  for  your  younger,  in  committing  one  of  your  sons  to, 

lam  greatly  pleased  to  see  your  my  care,  and  intending  me  another. 

sentiments  of  his  letter  just  isuch  as  I  jwill  endeavour  to  shew  my  gra- 

mine  were.   The  purpose  for  which  titude  by  labouring  to  the  utmost 

I  sent  it  to  you,  required  that  it  for  their  service :  and   I  heartily 

should  be  uncorrected  by  me ;  and  pray  that  the  great  and  good  Shep- 

his  master  tells  me,  he  did  not  see  herd  of   Israel    may   spare  your 

it      I   saw    him  the  other  day,  valuable  life,  that  you  may  long 

greatly  surprised  at  his  genius  and  feed  the  flock  committed  to  your 

proficiency.     He  is  now  a  much  charge,   and  may  see   your  sons 

better  scholar  than  most  that  come  workmen,  who  need  not  be  asham- 

tome.      Had  I  known  he  had  gone  ed,  rightly  dividing  the  Wor4  of 

so  far,  I  would  not  have  advised  Truth.     Our  united  services  at- 

his  settlement  with  Mr.  Lee ;  but  tend    you   and    your  pious    and 

as  he  is   there,  I  beg  that  if  you  worthy  consort     I   am  tenderly 

think  fit  he  may  be  continued  a  sensible  of  the  kind  concern  you 

little  while  longer;  for,  I  fear,  his  express  always  for  me  and  mine, 

being   taken  away,   would   quite  and  assure  you,  that  were  not  your 

break  Mr.  Lee's  too  tender  spirits,  distance  and  my  work  so  great,  J 

and  ruin  his  school,  and  perhaps  would  not  leave  it  merely  to  my 

his  family.     I  know.  Sir,  that  he  pen  to  tell  you  how  much  J  am, 

has  not  all  the  advantages  he  might  Reverend  and  much  esteemed  Sir, 

have  in'  some  few  exceUent  schools ;  your  very,  affectionate,  though  un- 
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worthybrother  and  obliged  servant  My  wife's   service  joins  vitji 

in  the  best  bonds,  mine  to  yourself,  and  lady,  and 

P.  Doddridge.  family. 

My  young  gentlemen  send  their  j  ^^  truly  ^I  receive  your 

humble  services,  and  thanks  for  ^^^^^  ^.^j^  /^^  ^  reverence  and 

your  kmd  remembrance  of  them.  ^^^^^^^^  ^^^^  j  gj^ould  pay  to 

„            ,   _.       ,   .    ,  those  of  a  wise,  pious,  and  conde- 

Reyerend  Sir,— I  inclose  your  gcending  parent,  but  I  delay  an- 

son  8  biU :  Mr,  Barker  answers  for  g^gring  them  to  a  shameful  de- 

£20  a  year.     We  balance  accounts  ^,,;pi,^  perhaps,  few  but  your- 

at  Christmas  and  Midsuminer,  and  ^^l  would  have  the  goodness  to 

'tis  probably  but  htUe  that  will  pardon.     I  don't  plead  business  for 

come  to  your  share.     I  have  not  excuse,  for  I  look  upon  my 

time  to  give  you  a  larp  account  correspondence  with  such  friends 

of  your  son ;  he  will  tell  you  what  ^  ^^  gt^ffg  ^s  a  very  considerable 

he  studies,  and  I  hope.  Sir,  you  ^  ^^         business ;  but  I  was 

will  see  that  he  has  not  lost  his  ^jm^j^  ^  ^^^  till  I  could  say 

time :  I  have  done  what  I  could  something  certain  as  to  what  is  to 

for  his  service;  and  I  can  assure  be  expected  both  fr<«n  and  for  your 

you,  he  has  been  very  diligent,  and  younger   son.      My  expectations 

is  constanUy  sober,  obbging,  and,  ^^^  i,im  are  very  considerable, 

on  the  whole,  very  exemplary  in  Yew  have  brought  more  learning 

his  behaviour.     The  sentiments  of  jjij^er,  or  received  more  here  in  so 

wisdom  and  piety,  which  it  was  ^^1^  ^^^^    vVhat  he  does,  I  leave 

your  early  care  to  infuse  into  his  it  to  him  to  tell  you ;  'tis  enough 

mind,  he  seems  so  to  have  imbibed,  for  me  to  teU  you  ho^  he  does  it; 

that  I  trust  the  tmcture  of  them  and  one  shortword  wiU  serve, when 

will  never  wear  out.     Tis  a  great  gpeaking  of  both  your  song— weit 

pleasure  to  me  to  think,  that  if  ^g  to  the  provision  made  for  him, 

God  conUnues  my  life,  he  has  five  j  aggure  you,  I  have  ymt,  since 

years  more  to   spend    with  me.  the  date  of  my  last  to  you,  several 

I  hope  his  education  will  be  then  io„g  letters  on  his  account,    Ashe 

8o  far  advanced,  that  his  reverend  ^  ^is  examination  with  great 

«id  worthy  father  will  judge  him  Y,aao^xT,  I  transmitted  the  tertimc 

fit  for   the    great    work    before  ^^  jo  some  friends  in  Town,  di- 

him.     He  will  witness  for  me  that  ^^ted  to  Mr.  Goodwin,    kte  of 

tis  my  greift  labour  to  fomi  my  Yarmouth,  who  rejoices  in  an  op- 

pupils  to  candour  as  well  as  se-  portunity  of  serving  you ;  andai. 

nouSncK,  and  to  promote  a  aeal  g^^g           ^,,^1  he  questions  not 

about  the  great  things  m  which  but  at  their  next  meeting  for  Uie 

we  all  agre?,  rather  than  the  litde  admission  of  pupils,  which  will  not 

matters  in  debate  amongst  us.    'TIS  be  till   February,  the  Congrega- 

myheffl^y  prayer,  kind  Sir,  thatthe  tional  Fund  will  order  him  £li  a 

best  ofblessmgs  may  always  attend  year,  which  is  their  highest  exhi- 

your  mirastrations,  an^  that  you  bition  to  country  pupUs.     Since 

may  be,  as  happy  m  every  relaUon  this,  I  received  a  letter  from  your 

and  circumstance  of  life  as,  I  per-  old  neighbour,  Mr.  Say,   late  of 

suade  myself,  you  will  be  in  this  jps^ich,  inquiring  after  his  cha- 

gentlemwi,    your    son.       I    am,  ,acter,  which,  when  I  had  sent  up 

Beverend  Sir,  your  very  affecUon-  ,t  Uu-ge,  he  returned  me  an  answer 

ate,  tiiough  unworthy  brother,  and  the  very  next  post,  which  was  last 

humble  servant,  Friday  night,  to  tell  me,  that  a 

P.  DopDJuoex.  friend,  to  whom  he  bod  conununi- 

l^orlhampton,  June  3,  17S4.  cated  it,  bad  promised  tSd  a  year 
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to  him,  to  begin  as  from  last  Mid-  J  apprehend,  he  'has  bestowed  on 
summer^  and  to  be  continued  even  both.  When  writing  to  one  of 
after  that  from  the  Fund  should  your  character,  I  know  not.  Sir, 
come  in ;  so  that  here  will  be  an  whether  I  should  condole  or  con- 
unexpected  provision  for  his  board  gratulate  jou  on  the  late  menaces 
and  teaching.  I  am  sure,  dear  you  have  met  with  for  the  sake  of 
and  much  honoured  Sir,  you  can-  your  care  to  keep  a  good  con- 
not  receive  this  news  with  more  science.  It  seems  to  me  to  entitle 
pleasure  than  I  transmit  it  to  you.  you  to  a  set  of  peculiar  blessings 
The  occasion  of  Mr.  Say's  service  due  to  persecuted  saints :  I  hope 
to  US  was  so  providential,  I  cannot  God  will  restrain  their  malice,  and 
forbear  mentioning  it.  He  chanced  confirm  your  faith ;  and  beg,  that 
to  be  in  company  with  our  worthy  if  the  opposition  should  grow 
friend,  Mr.  Barker,  who  hearing  formidable,  you  would  please  to 
him  name  his  worthy  friend  Mr.  inform  me  of  the  particulars,  and 
Stefib,  asked  him,  if  he  knew  the  I  assure  you,  I  shall  bejready  to  do 
Christian  name  of  the  elde^  of  his  my  utmost  fbr  your  service,  if  the 
sons  with  me  ;  this  gave  Mr.  Say  little  interest  I  have  with  some  of 
the  hint  of  your  having  a  younger  the  great  ones  can  be  thought  of 
son  with  me,  on  which  he  happily  any  use.  Perhaps  God  has  been 
recollected  that  a  friend  of  his  had  pleased  to  give  me  that  interest  on 
just  before  inquired  after  a  hope-  purpose  that  it  might  be  used  on 
fill  lad  at  the  academy,  who  needed  such  an  occasion  as  this ;  at  leasts 
assistance  in  his  education.  There  I  am  sure,  that  merely  to  have  at> 
is,  methinks^  Sir,  so  much  of  the  tempted  any  thing  in  so  good  a 
Divine  goodness  in  this  concur-  cause,  and  for  so  dear  and  venerable 
rence  of  little  circumstances,  that  a  friend,  will  be  one  of  the  greatest 
I  am  sure  it  will  endear  it  greatly  imaginable  pleasures  to,  reverend 
to  a  heart,  so  well  disposed  as  yours  and  very  dear  Sir,  your  most  af- 
to  refer  all  to  him  who  is  the  Au-  fectionate,  though  unworthy  bro* 
thor  and  End  of  all.  Should  you  ther,  and  much  obliged  humble 
think  proper  to  write  to  Mr.  Say  .  servant,  P.  DonoRiooB. 
on  this  occasion,  a  letter  directed  My  wifb  sends  her  humble  seiw 
to  him  in  James-street,  Westmin-  vice  to  you  and  ycur  good  lady, 
ster,  will  probably  reach  him.  I  and  abundant  thanks  f(»r  your  kind 
payed  of  4.  14^.  to  Mr.  Lee  on  your  concern  for  her  and  the  dear  little 
account^  but  apprehend  some  mis-  ones,  who  are  all,  through  mercy, 
take  in  the  bill,  which  shall,  if  so,  well.  I  hope.  Sir,  all  your  chU- 
be  carefully  rectified.  I  cannot  dren  are  so,  and  desire  my  hearty 
coi\clude,  without  my  humble  service  to  all  of  them  near  you. 
thanks  for  this  double  trust  which  My  academics  join  in  thanking  you 
you  honour  me  with,  and  which,  for  the  honoui^le  and  afiRectionate 
as  God  shall  enable  me,  I  will  now  mention  you  are  pleased  to  make 
take  double  care  to  answer.  I  am  of  them,  and  return  their  humblest 
conscious  to  myself  of  many  de-  services.  How  happy  should,  we 
fects ;  but  hope,  what  is  wanting  all  think  ourselves  in  an  opportn* 
in  the  learning  and  capacity  of  the  nity  of  waiting  on  you  here.  M«y 
tutor,  will  be  made  up  by  the  ge-  the  great  Physician  strengthm 
nius  and  application  of  the  pupil,  your  weak  consdtutiaki^  and  bring 
And  I  have  the  pleasure  to  tell  ustomeetwithjoy  in  his  heavenly 
you,  I  know  not  that  parent  who  presence,  where  neither  t^e  madig- 
has  two  sons  who  seem  to  me  nity  of  diseases  or  enemies  shall 
to  '  promise  more  eminent  use-  molest  us  any  more.  Pardon  the 
fulness  in  the  church  of  Christ,  if  length  of  this,  I  fear,  hardly  legible 
it  please  God  to  add  humility  to  letter :  it  was  ea:  pedore  pie/to, 
the  other  gifts  and  graces,  which. 
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thiriy-'Seven  PcedobapList  churchu 
have  become  extinct  since  the  re- 
volution :  now  1  would  ask,  where 


ON  THE  NEGLECT  OF  BAFTIS- 
MAL  REGISTERS  AMONG  DIS- 
SENTERS. 

(To  the  Edtiort,) 

Your  correspondent  T.  H.  (March, 
p.  133,)  has  very  properly  called 
the  attention  of  your  readers  to  a 
gross  inconsistency  which  I  fear  is 
not  unfrequent  among  dissenters 
in  large  towns,  of  applying  to 
th^  clergyman  of  the  parish  to 
baptize  their  children,  by  which 
they  countenance  the  sign  of  the 
cross f  which  all  dissenters  consider 
as  superstitious,  and  tacitly  assent 
to  declarations  about  regeneration, 
which  most  dissenters  consider'as 


are  to  be  found  the  registers  of 
these  churches  ?  Is  there  not  cause 
to  fear  that  most  of  them  have 
been  destroyed  as  waste  paper,  or 
if  they  exist,  all  traces  of  where 
they  are  to  be  found  are  for  ever 
lost?  And  yet  on  the  pages  of  the 
registers  of  theise  defunct  churches, 
many  a  name  is  recorded  with 
which  much  valuable  property  is 
connected,  and  the  welfare  of  many 
families  may  depend.  If  then  dis- 
secting churches  have  become  ex- 
tinct, and  their  papers  have  been 


unscriptural  and  false.     I  do  not  lost,  and  if  there  are  other  churches 

'think  that  this  conduct  is  to  be  "  where  the  things  which  remain 

attributed  to  any  latent  supersti-  are  ready  to  die,"  and  whose  do- 

dous  reverence  which  the  parties  cuments  may  soon  share  the  same 

entertain  for  the  clerical  adminis-  ^Ate,  can  we  wonder  that  cautious 

tration  of  this  ordinance,  nor  can  parents  are  to  be  found  not  willing 

I  think  with  him,  that  it  generally  to  commit  a  register,  which  may 

arises  from  ignorance  of  that  im-  eventually  prove  of  the  greatest 

portant  doctrine,   which  the  old  importance  to  their  descendants, 

canon  law  declared^  which  Black-  to   such  precarious    custody  ?     I 

stone   illustrated,    and    Sir  John  know  more  than  one  instance  in 

NichoU,  in  his  elaborate  judgment  which  this  painful  fact  has  been 

on  the  case  of  Kemp  v.  Wicks,  has  pleaded  in  justification  of  the  al- 


for  ever  confirmed — ^that  lay-hap^ 
tism  is  vaUd-^valet  haptisma  etsi 
per  laicos  ministratur  ;  but  I  must 
attribute  it  to  a  natural  anxiety 
which  many  parents  feel,  that  the 
births  ^and  baptisms  of  their  chil- 
dren may  be  recorded  where  a 


leged  inconsistency,  and  I  am 
convinced  that  until  the  minds  of 
such  parents  are  satisfied,  that  dis- 
senting registers  are  equally  se- 
cure with  parochial  ones,  their  pas- 
tors will  be  deprived  of  the  most 
favourable  opportunity  of  giving 


copy  of  the  register,  may  be  easily  useful  advice,  exciting  pious  emo- 

obtained^-and  which  many  are  titnlli,  and  of  establishing  pleasing 

suspidous  might  not  be  the  case  if  associations  in  their  minds.    . 

their  children  were  baptised  by  The  importance  of  this  subject 

their  own  pastors.     Not  that  I  was  felt  eighty  years  ago  by  the 

mean  to  insinuate  that  the  dissent-  dissenting  deputies  of  that  day, 

iDg  churches  of  the  metropolis  and  and  they  obtained  permission  firom 

tyther  great  towns  of  the  kingdom,  the    trustees    of    Dr.    Williams's 

are  destitute  of  baptismal  registers,  estates,  which  is  renewed   every 

but  that  as  particular  churches  in  year,  to  deposit  a  general  register 

such  places    too    frequently  be-  of  births  of  children  of  dissenters 

come  extinct,  they  do  not  afibrd  a  in  the  Library  at  Red  Cross  Street, 

sufficient  security  to   those  who  where,  for  a  trifling  expense,  the 

wish  to  be  safe  in  this  matter.  facts  may  be  recorded*  with  a  se- 

Mr.  Walter  Wilson  tells  us,  in ■ 

his    History    of   the    Dissenting  *  '"**  librarian  attends  crery  Tnes- 

Chu«Aes  o^Ix,ndon  (which  how!  ^^'^^^^^^^  ^  f^ 

ever  does  not  record  them  all),  that  »  the  month  of  August  and  WhiUua 


/ 
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ctuity  equal  to  any  parochial  record    the  end  of  an  old  <K>py  of  Stern- 


in  th6  kingdom.  Now  wherever 
this  &ct  18  known,  there  can  be  no 
apology  for  seeking  deruud  assist* 


hold  and  Hopkins,  one  writes^ 
"  A  Catalogue  of  the  Children 
Baptiaed  by  the  unworthy  Servant 


toce,  and  as  dissenters,  the  parties  of  Christ,  J.  H.  1730;"  within 
are  **  without  excuse/'  But  as  I  the  cover  of  a  dirty  pocket  book, 
fear  this  arrangement  is  very  par«  and  among  all  the  expenses  of 
tially  known,  permit  me  to  mg'  the  good  man's  house,  a  second 
gest  to  the  respected  pastors  of  records,  **  A  List  of  Children  I 
die  dissenting  churches  m  Londofi  Baptised  while  at  T  ■  ;"  whilst 
and  its  environs,  that  if  they  were 
uniformly  to  recommend  this  mode 
of  registering,  as  well  as  the  entry 
of  particulars  into  their  own  books, 
or  if  they  were  to  go  a  step  further, 
and  undertake  the  little  trouble  for 


a  third  has  entered  them  with  all 
the  minute  particulars  in  his  pri- 
vate diary,  blended  in  one  record 
with  his  devotional  feelings  and 
domestic  history.  Such  neglects 
have  been,  and  though  it  may  be 
their  friends,  it  would  be  an  act  of  stated  to  the  honour  of  the  present 
tttendoii  which  they  would  not    race  of  ministers  that  they  are  ger 


fail  to  appreciate,  and  would  re*' 
move  what  I  conceive  to  be  the 
great  cause' of  the  infx>nsistency 
^m  among  the  dissenters  of  the 
metropolis. 

I  am  not  aware  that  the  dissen- 
ters in  the  country,  especially  in 
the  more  secluded  parts,  are  guil^ 
of  the  irregularity  of  which  your 
correspondent  complains,  though,  I 
imagine,  many  of  them  might  make 
out  a  better  case  than  even  their 
metropolitan  brethren,  if  theyneed- 


nerally  more  attentive  to  the  pro- 
per discharge  of  this  important 
duty  than  their  predecessors,  yet 
there  is  much  cause  to  fear  that  in 
some  places  it  is  still  neglected,  or 
that  the  registers  are  entered  into 
some  paltry  book  which  has  nothing 
to  distinguish  it  fr«m  a  school- 
boy's ciphering-book.  Permit  me 
therefore  to  entreat  the  pastors  and 
deacons  of-  churches  in  such  cir- 
cumstances, to  consider  their  duty 
to  their  own  people  and  to  public 


ed  it.     For  there  is  reason  to  be-  justice,  the  interests  of  which  are 

lieve,  that  if  the  registers  of  the  sometimes  much  connected  with 

London   churches  are  aometimes  documents  of    this  kind.       Let 

lost,  many  of  the  rural  churches  them  not  pause  over  the  expence 

never  had  any  public  register  to  it  may  occasion,  for  such  ill-timed 

lose,  and  that  till  within  a  few  parsimony  will  justify  the  imputa- 


years  the  subject  has  never  been 
thought  of  by  them.  1  know  a 
village  church  which  existed  in 
1703,  and  has  always  been  at- 
tended by  many  persons  of  pro- 
perty, that  never  had  a  baptismal 
register  till  1815,  and  I  have  now 


tions  of  their  enemies,  "  that  they 
starve  their  own  cause,"  and  may 
also  lead,  in  these  days  of  accurate 
research  into  all  that  relates  to  the 
political  economy  of  our  country, 
to  some  parliamentary  censure,  if 
not  legal  enactment,  which  would 


before  me  the  private  papers  of    be  inconvenient  and  burdensome 
several  distinguished  country  mi-    to  the  whole  dissenting  commu- 


nisters  who  have  made  memoranda 
of  the  baptisms  they  administered 
in  a  most  irregular  way :   thus^  at 

"     ■        -      ■  ■  - 

and  Christmas  weeks)  to  supply  any  per- 
son, on  paying  a  shilling:,  with  a  blank 
form  of  certificate;  which  being  carefuUy 
filled  np  is  returned  to  the  Library,  and 
there  re^stered  under  the  inspection  of  a 
Committee  of  the  Dissenting  Deputies.  \ 

Cong.  Mao«  No.  56. 


nity.* 


*  A  Baptismal  Register  ic  published 
by  Westley,  (late  Williams,)  Stationers' 
Court,  the  form  of  which  was  rccom* 
mended  by  Mr.  J.  Wilks  in  the  Evange- 
lical Magazine  for  May,  1815,  page  203  ; 
and  which  may  be  had  bound  np  andl 
lettered,  according  to  order,  at  a  mo*^ 
derate  expense.   ,  -  - 

3  H 
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41  e  On  the  Occupdiim  of  St.  Paul  CAuouit, 

AHow  me  to  add,  that  I  hope    wonderful  that  tents  were  a  staple 

article  at  Rome,  or  any  of  the  cities 
of  the  Roman  empire,  in  the  days 
of  Nero  ? 

.  But  in  the  second  place,  where 
a  criticism  does  not  evolve  the  dif- 


whilst  your  valuable  miscellany 
may  long  continue  to  advocate  the 
general  cause  of  Nonconformity, 
and  to  exhibit  the  peculiar  advan- 
tages of  the  Congregational  plan, 
you  will  permit  it  to  be  sometimes  ficulty,  but  rather  increase  it,  no 
employed  in-  directing  its  readers    advantage  can  accrue  from  adopt- 


to  those  defects  from  which  even 
the  simplest  ands  best  of  systems 
is  not  exempt. 

Amicus  Rusticus,  B. 
JtfarcA  12,  1822. 
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ON    THE    OCCUPATION    OF 
ST.  PAUL. 

(ToUieEditort,) 

Without  at  all  stopping  to  enter 
very  minutely  into  what  has  been 
brought  forward  by  Otium  on  the 


ingit.  Now,  without  questioning 
the  abilities  of  Michaelis,  or  the 
learning  of  Julius  Pollux,  in  scrip- 
tural criticism,  and  allowing  that 
trKffvoTratoQ  and  /Arf^avowoioSf  can 
be  rendered  sjrnonymous,  which 
to  me  appears  very  doubtful ;  what 
is  derived  from  the  substitution, 
and  what  are  we  to  understand  by 
mecltanical  instruments  ?  I  for  my 
part  know  something  about  me^ 
chanical  instruments,  and  I  can 
assure  Otium  that  some  of  them 


business  which  the  Apostle  Paul    -v^ould  be  more  laborious  to  fabri- 
followed,  I   would  only   hint  to    cate,  and  difficult  to  transport  than 


that  gentleman  that  he  has  fallen 
far  short  of  producing  any  satis- 
factory answer  to  the  query. 

For,, in  the  first  place,  it  is  by 
no  means  clear,  **  that  it  must 


those  necessary  for  ftiaking  tents. 
Need  I  particularize?  A  black- 
smith, for  instance,  is  a  mechani(^ 
but  would  a  maker  of  sledge  hanio 
mers  have  a  light  and  easy  job? 


have  been  a  lucrative  branch  of  Would  the  labour  of  a  few  hours 

business."     We  really  find  no  eyi-  ^t  it  be  all  that  was  necessary  for 

dence  that  Paul  was  rich,  and  in-  a  man's  support  ?    And  would  the 

stead  of  being  told  that  he  could  tools  necessary  be  "  easily  trai»- 

in  a  fe>Y  hours  earn  as  much  as  ported?" 


would  supply  his  necessities,  we 
find  him  working  night  and  day, 
that  he  might  not  be  chargeable : 
we  find  also  his  necessities  minis- 
tered to  from  other  churches  while 
at  Corintli,  where  he  engaged  in 
tliis  very  severe  labour.* 

What  use  tents  would  be  for  at 
Rome,  seems  an  odd  kind  of  ques- 
tion. Did  they  not  constitute  part 
of  a  Roman  soldier*s  equipment  ? 
and  it  might  with  as  good  reason 
be. asked.  Why  manufacture  tents 
in  London,  when  the  people  in 
the  vicinity  do  not  live  in  tents 
but  in  houses  ?  Have  we  not  heard 
of  military  encampments  in  various 


The  tools  necessary  for  the  con- 
struction of  a  tent,  I  should  pre- 
sume, would  be  like  what  are 
used  by  such  artists  still — would 
resemble  those  used  by  tailors, 
upholsterers,  and  sailmakers;  these 
could  be  *^  easily  transported,**  or 
might  be  found  purchaseable  in 
any  place  where  the  Apostle  might 
come. 

Perhaps  Otium  may  consider  the 
Apostle  as  degraded  by  the  sup- 
position of  his  being  a  tailor,  and 
he  may  be  desirous  of  ranking  him 
with  hammermen  who  often  stand 
at  the  top  of  the  incorporation  list. 
To  me  it  appears  a  matter  of  lit- 


places  of  Britain  in  tlie  days  of    tie  import  whether  the   Apostle 
George  III.  and  s^all  we  thipk  it     wrought  with  his  needle,  or  widi 

*SceActsxvai.3;xx.  34.    1  Cor.     Ws  hammer,  and  I  woul^^ 
iv.l2i  ix.pasftim.    2Cor.vi.5i  xi.27j     the  little  importance  that  such  a 
sui.  13—16.    1  Thcs.  ii.  9.  piece  of  knowledge  woi4d  brin^ 
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with  it  even  could  it  be  attained,  of  composers  must  study  corn- 
He  who  counted  all  things  loss^  pression^  if  they  would  liave  their 
yea  dung,  that  he  might  win  works  live,  and — but  I  protest, 
Christ,  would  ,  have  cheerfully  Gentlemen,  I  am  myself  beginning 
swept  the  streets  of  Rome,  could  to  prose. 

he  have  advanced  his  great  Mas-        I  have  sometimes  had  an  ugly 

ter  8  glory  and  benefitted  the  souls  quotation  about  brevity  and  ob- 

ofmen.  _  scurity  thrust  in    my  way — ^but 

After  all,  perhaps,  Paul  was  a  I  have  higher  authority  than  that 

weaver  of  some  sort  of  hangings—  of  Horace  in   vindication  oi  my 

something  used  iii  the  furniture  of  taste;  and  I  will  venture  to  affirm 

the  lodgings  of   the  wealthy  —  that  no  man  who  might  have  told 

something  resembling  arras  or  ta-  his  tale  in  twenty  words,  ever  yet 

pestry,  and  this  might  perhaps  be  stretched  it  on  to  thirty,  without 

a  very  common  occupation  at  a  injuring  its  clearness  and  effect, 
time  when  the  dwellings  of  the        I  like   short  sermons,  (I  doat 

luxurious  Roman  citizens  began  to  on  Ogden,)  short  speeches,  shoH 

be  garnished  in  a  gorgeous  man-  essays,  short  poems,  short  credit, 

ner.  short  meals,  and  short  epistles. 

A.  I  am,  &c. 

%%v%%<m4.«%  Curtius. 

HINTS  ON  BREVITY.  %^%%v**^*^ 

(To  Vte  EdUort.)  BIBLICAL  QUERY. 

Gentleman,— Allowme,asa lover  In  the  2d  book  of  Kings,  5th 
of  brevity,  to  express  my  regret  at  chapter,  Gehazi  is  represented 
the  prevailingdisposition  to  neglect  as  smitten  with  the  leprosy  of 
that  wholesome  quality.  I  profess  Naaman,  and  Elisha  pronounced, 
myself  a  votary  of  the  old  school ;  that  this  leprosy  should  cleave  to 
—not  of  that  which  emitted  folios,  his  seed  for  ever.  In  the  7th 
as  the  crater  of  a  volcano  sends  chapter,  the  four  leprous  hien  ap- 
forth  its  masses  of  lava,  heavy,  pear  as  separated  from  society,  and 
dense,  and  dark ;  but  of  that  whieh  kept,  even  when  the  city  was  be- 
set the  fashion  of  small  snug  duode-  sieged,  at  the  entering  in  at  the 
cimos,  full  of  pithy  sentences,  short,  gate  without\he  city,  because  of 
and  antithetical,  sparkling  with  their  leprosy.  Persons  with  this 
^nciful  expression,  flashing  on  the  dreadful  and  loathsome  disease, 
mind  with  the  brilliancy  and  brief  were  by  law  "  to  dwell  alone," 
existence  of  a  meteor.  Such  volumes  and  to  be  without  the  camp.  The 
as  those  of  Warwick,  Overbury,  curse  inflicted  upon  Gehazi  was, 
Quarles^  and  Ellis,  are  my  delight,  as  by  sacred  chronology,  about 
and  I  am  qUite  of  opinion,  that  the  894  years  before  the'  Christian  era, 
wisdom  of  a  nation  is  contained  in  yet  by  the  same  chronology  Ce- 
lts proverbs.  '  hazi  is  re'presented  in  2  Kings,  8th 
It  has  often  fretted  me  to  see  the  chapter,  to  be  familiarly  talking 
efect  of  a  good  thing  marred  by  with  the  King  of  Israel  nine  years 
eking  out;  and  I  am  a  mortal  after  that  event,  when  it  would  be 
enemy  to  the  system  which,  in-  expected,  that,  on  account  of  his 
stead  of  inquiring  how  small  a  being  a  leper,  (even  so  as  to  be 
space  sentiments  and  arguments  white  as  snow,)  he  would  have  been 
can  be  squeezed  into,  spreads  them  compelled  to  be  an  exile  from 
abroad,  as  the  General  of  a  small  society.  How  can  this  apparent 
army  does  his  regiments,  to  make  discrepancy  in  Biblical  History  be 
a  show.  There  is  too  much  of  fairly  reconciled  ? 
this  now-a-days,  the  modern  race  M, 

'       3H2 
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POETRY. 

From  Polyhymnia,    By  James  Montgomery,  Esq. 

REMINISCENCE. 

-    Wherc  are  ye  with  whom  in  life  I  started. 
Dear  companiona  of  my  golden  days? — 
Ye  are  dead,  estranged  from  me  or  parted. 
Flown  like  morning  clouds  a  thousand  ways. 

Where  art  thou,  in  youth  my  friend  and  brother ,^« 
'  Yea,  in  soul  my  friend  and  brother  still ; — 
Heaven  received  thee  and  on  earth  none  other 
Can  the  void  in  my  lorn  bosom  fill. 

# 

Where  is  she  whose  looks  were  love  and  gladnei 

Love  and  gladness  I  no  longer  see ; — 
She  is  gone,  and  ainoe  that  hour  of  sadness 

Nature  seems  her  sepulchre  to  me. 

Where  am  I, —-life's  enrrent  faintly  flowing; 

Brings  t^e  welcome  warning  pf  release ; 
Struck  with  death,   ah !    whither  am  I  going. 

All  is  well,   my  spirit  parts  in  peace. 


.     YOUTH,   MANHOOD,    AND    AGE. 

Youth,  ah !    youth,  to  thee  in  life's  gay  monung, 
"  New  and  wonderful  are  heaven  and  earth : 
Health,  the  hills,  content  the  fields  adorning. 

Nature  rings  with  melody  and  mirth. 
Love  invisible,  beneath,  above. 
Conquers  ail  things,  all  things  yield  to  love. 

« 

Time,  swift  time,  from  years  their  motion  stealings, 
Unperceived  hath  sober  manhood  brought : 

Truth,  her  pure  and  humble  forms  revealing. 
Tinges  Fancy's  fairy  dreams  with  thcftight;— 

Till  the  heart,  no  longer  prone  to  roam. 

Loves,  loves  best  the  quiet  bliss  of  home. 

Age,  old  age,  in  sickness,  pain,  and  sorrow, 
Creeps  with  lengthening  siiadow  o'er  the  'scene  ; 

Life  was  yesterday,  'tis  death  to-morrow. 
And  to-day  the  agony  between  :— 

Then  how  longs  the  weary  soul  for  thee. 

Bright  and  beautiful  eternity! 


From  "  SONGS  OF  ZION."— Psalm  xxtv. 

BY  THE  SAME  AUTHOR. 

Tnk  earth  is  thine,  Jehovah  !-*Thine 
Its  peopled  realms  and  wealthy  stores; 

Built  on  the  flood,  by  power  divine. 
The  waves  are  ramparts  to  the  shores. 

But  who  shall  reach  thine  holy  place. 
Or  who,  O  Lord,  ascend  thiije  hill  ? 

Tlie  pure  in  heart  shall  see  thy  face. 
The  perfect  man  that  doth  thy  will. " 

He  who  to  bribes  hath  closed  his  hand. 

To  idols  never  bent  the  knee. 
Nor  sworn  in  falsehood—He  shall  stand 

Redeemed,  and  owned,  and  kept  by  Thee. 
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Mmoin  of  the  Life  and  Character    at  sanctioned  by  Mr.  H.,  we  are 
of  the  late  Rev.  James  Hervei/,    fully  satisfied   that  our  views  of 
A.  M.  Compiled  by  John  Brown,    evangelical  trutii  are  substantially 
Minister  of  the  Gospd,  Whitburn,    the  same.     It  was  the  object  of  this' 
Tfurd  edition,  with  large  addi^    excellent  man  to  exalt  the  glory  of 
turns,     London :    8vo.  pp.  545.     God's  free  grace^  to  lay  man's  pride 
Ogle^  Duncan,  and  Co.  1822.        and  self-confidence  prostrate,  and 
Amono  the  holy  and  exemplary    to  bring  him,  conscious  of  entire 
men,  who  have  recommended  the    guilt  and  helplessness)  to  a  justify- 
<jospel  by  their   lives,    and  en-    ing   SaViour,    and    a  sanctifying 
forced  it  from  th^  pulpit  and  the    Spirit.    Whatever  occasional  ap- 
press,  James  Hervey  deserves  an    pearance  there  might  be  in  nis 
honourable  place.     We  are  not  in-    writings  of  overcharged  doctrine, 
sensible  to  the  defects  of  his  style ;    we  are  persuaded  that  his  views 
we  have  no  great  relish  for  that    were  moderate  and  practical ;  h» 
species  of  poetical  prose  which  he    was,  indeed,  a  decided  Cabrinist, 
preferred  as    the   vehicle  of  his    and  we  have  no  apology  to  offer 
meditations ;  but  we  have  little    for  him  on  this  scor^,'  since  we 
disposition  to  be  fastidious,  when    must,  in  this  respect,  share  in  his 
we  witness   the  intense  interest    reproach;  but  he  abhorred  Anti<* 
which  they  excite  in  the  youthful    nomianism,    he  enforced    trium- 
mind,  and  when  we  recollect  the    phantly  the  necessity  of  personal 
wholesome  and  impressive  truths    holiness,  and  he  gave  free  scope 
to  which  they  give  large  currency,    to  the  unrestricted  invitations  of 
We  see  no  propriety  in  mixing  up    the  Gospel, 
questions  of  taste  with  matters  of        The  Rev.  James    Hervey  was 
usefulness,  and  whatever  our  ab-    born  February  26,  1713,  atHard4 
stract  sentiments  may  be  respect-    ingstone,    near  Northampton,  in 
ing  the  legitimate  qualities  of  sound    the  vicinity  of  which  town,    his 
composition,  we  shall  not  venture    father,  a  clerg3rman,  resided.  Aftet 
to  withhold  our  approbation  from    having  received  the  elements  of  a 
the  writer,  who  has  fixed  the  atten-    liberal  education  at  the  grammar- 
don  of  innumerable  readers,  who    school  of  the  county  town,  he  was 
has  impressed  on  many  a  heart    sent,  in   17^1^  to  Oxford.     His 
feelings  at  x>nce  pleasurable  and    first  years  at  the  University  were 
salutary,  and  whose  works,  breath-    not  distinguished  by  much  exer- 
ing  Icindness  and  true  piety,  are    tion,  and  the  sort  of  reading  in 
fraught  with  the  pure  verities  of    which  he  indulged,  was  not  cal- 
the  GospeL     Nor  do  we  feel  in-    culated    to  invigorate   his  mind^ 
clined  to  assume  the  theological    Books  of  elegant  and  instructive, 
Qbur,    and    deliver  a   sage    and    but  superficial   science,  and  fee- 
hair-splitting  dissertation  on  subtle    ble    criticism,     were    substituted 
points  of  divinity,  as  a  preface  to  a    for  those  masculine  compositions 
series    of  shrewd    criticisms    on    which  might  have  given  strengtii 
Theron  and  Aspasio;  since,  though    and  acumen  to  his  modes  o£  think- 
we  much  prefer  the  plain  language    ing  and  expression ;  and  his  early 
of  Scripture,  to  the  most  select    error  in  this  selection  had  an  in- 
and  guarded  phrases  invented  by    jurious  influence    on   his   future 
human  ingenuity,  and  though  we    habits. — The  year  17*^*^  was  to  him 
should  object   to  several    of  th^    the  commencement  of  an  important 
terms    and- explanations   devised    era;  he  became- acquainted  with 


AM  Bevkfif  of  Booh  t'-^Bromt'M  M^nuHTS  cf  ike     [Au6U8t,. 

the  Wesleys^  with  Whitefield^  and  directed   his  apprehensioiis  to  Christ's 

the  rest  of  those  young  men  who  2»^*^«*!f^v.  MarehaU  on  Sanctifica- 

u^».»    .«•    r\TA»»^    ♦u«   «*««.«-    «i?  tion  first  led  nim  to  the  great  spring  aud 

began   at   Oxford  the  career    of  means  of  gospel -hoKness.    Mr  Smas 

Methodism^  and  when  at  home,  HaU  on  P^teverance,  in  the  Lime  Street 

lie  commenced  an  intimacy  with  lecture,  first  led  liim  into  the  comfort  of 

Risdon  Darracot,  then  a   student  J?**  doctrine.    He  acknowledged  to  the 

UBder  the^direction  of  Dr.  Dod-  5,rlr,L^~T^  te' ^=2"^  Tf 

dndge.      ^or  many  years,  how-  Christ,  was  among  the  first  books  diat 

ever,  his  views  of  religion  seem  to  let  him  have  a  dear  light  and  nnder- 

have  been    obscure ;    a   spirit   of  standing  of  the  gospel,  and  had  been 

adf-depefadance,    ^  expecUtion  ^.^"^r^.^^r^^^'^Z'ZsIL 

that  zeal  and  devotedness  were  to  much  assisted  in  his  researches  into 

be  his    recommendations   to   the  evangelic^  truth  by  Boston's  .Fourfold 

Divine  favour,  and  imperfect  no-  State  of  Man,  and  Witsius  on  the  Coyc- 

tions  of  the  character  and  oflBce  of  "*°*«\  ,^f /^^  }^!  author  says,  "I 

^j_     r\  ^  -1  a.  1  cannot  but  lament  it,  as  one  of  my  sreat- 

the  Redeemer  m  the  great  work  est  losses,  that  I  was  no  soomi  ac 

of   our    justification,    tainted   the  quainted  with  this  most  excellent  author, 

soundness  of  bis  profession,  and  *dl  whose  works  have  such  a  delicacy  of 

pmsoned  the  chaHce  of  his  joys.  composition,  and  such  n  sweet  savour  of 

•  **  "^  hohncss,  that   I  know  not  any  compa- 

**  All  his  external  observances,  and  his  rison  more  ptnper  to  represent  their  tne 

attempts  to  practise  virtue,  had  a  ten-  churacter,  than  the  golden  pot  which  had 

dency  to  build  up  a  strong  harper  be-  manna,  and  was  outwardly  bright  with 

tween  Christ  and  his  soul.     He  used  to  burnished  gold,  inwardly  rich  with  hea- 

lament,  as  one  of  the  greatest  losses  of  venly  food."    While  he  perused  these 

bis  life,  that  the  Economy  of  the  Cove-  treatises,    he   found    many   expressions 

nants,  by  the  excellent  Witsius,  was,  contrary  to  his  pre-conceived  and  legal 

while  at  the  university,  never  so  much  as  ideas,  being  quite  unaccustomed,  as  he 

mentioned  to  him ;  and  while  he  was  at  says,  to  the  joyful  sound  of  grace  and 

Stoke    Abbey,    Deronshirr,     his   dear  salvation,  infinitely  rich  grace  and  per- 

friend,  Paul  Orchard,  Esq.  who  was  in  fectly  free  salvation ;  they  were  strange 

the  same  spirit  of  inquiry  after  happiness  language  to  him  ;  but  he -constantly  nead 

with  himself,  joined  with  him  in  reading  on,  till,  under  a^iviue  blessing,  he  knew 

a  vast  variety  of  treatises  .  and  a  great  the  grace  of  God  in  truth ;    and,  exa- 

deal  of  religious  trash  they  perused  ;    a  mining  and  explaining  thes>e  expressions, 

number  of   legal    books  they  studied,  found  them  to  coincide  entirely  with  the 

which  bad  no  other  tendency  than  to  truth  as  it  is  in  Jesus." — ^pp.  6,  7,  8. 
eclipse  the  gloiy  of  the  JLord  Jesus,  and 

leave  their  souls  in  frost  and  darkness.        Th^first  of  these  was  perhaps  the 

Among  the  rest,  they  stumbled  on  one  naost  unfortunate  book   <Mi  which, 

^^'S^'i^^lSe^^Y^W-  in  his  actual  State  of  mind.  Hervey 

judice,  and  so  envenomed  with  enmity  at  could  possibly  have  "  stumbled, 

the  donunion  of  God,  that  they  threw  With  much  that  is  valuable  in  his 

the  book  away,  not  only  as  worthless,  matter,  Elisha  Coles  is  not  always 

but  as  permaous,  and  resumed  the  read-  j-  -,-.,,^4.  ;^  u*    ,*,««,^«.«    ^^Ji  i>«  JL 

ing  of  books  more  adapted  to  their  legal  dxscreet  in^  his  manner,  and  he  re- 

pnde.    During  part  of  this  period,  he  presents  Oospei  truth  under  just 

possessed  what  he  afterwards  reckoned  a  that     sort    of  aspect,    which     we 

rich  treasure  of  gospel-truth,  Marshall  should  think  calculated    to  repel 

on  Sanctification  ;  but  he  let  it  lie  by  in  4.1.  _   4.:_„:j    ;„„„:»^«    «„j   4.^  -™,r 

his  study,  without  the  least  attention;  or  ^^  ™   inquirer,  and  to  arniy 

so  much  as  once  reading  it,  till  at  hist  nerceand  unconquerable  prejudice 

the  providence  and  grace  of  God  roused  against  the  doctrines  which  he  is 

him  to  read  this  treatise,  which  was  so  anxious  to  recommend. '  Nor  would 

much  blessed  to  him.    Mr.  Hency  was  Marshall  on  Sanctification  be  well 
lett  to  make  bis  own  way  m  religious         -^  ^   ^  1  1  /> 

knowlege,  and  for  a  long  time  that  way  suited  to  such  an  early  stage  of 

was  in  the  dark  :  at  last,  Jenks  on  Sub-  religious  experience.      There  are 

mission  to  Christ's  Righteousness,  and  few  Works  of  more  substantial  ex- 

Rawlinon  Justmcation,  in  1741,  were  ceDence;   few  that  go  deeper  or 
put  into  his  hand  by  Divine  Providence.  iit    ^     «     •      °  *        . 

These  wert  the  books  which,  under  the  ^^^  effectually  into  that   impor- 

ijifluencc  of  the  Spirit  of  God,   first  tant  subject;    but  the  modes  of 
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discussion  are  so  far  removed  from  time,  the  curacy  of  Dunmore,  iiii 

common  routine ;  and  there  is,  in  Hampshire ;  and  in  1740,  took  up 

the  whole  cast  of  the  treatise,  a  his  residence  ii^  the  same  capacity 

vigour  so  nearly  allied  to  harsh-  at  Bideford.     It  was  here  that  his 

ness,  that  it  requires  a  strong  effort  Meditations   and    Conteraplationi 


to  master  its  perusal ; — ^the  exer- 
tion Once  made,  few  volumes  will 
so  richly  repay  the  cost.  Jenks's 
duodecimo  is,  indeed,  an  admirable 
book,  and  providential  was  it  for 
Mr.  H.  that  he  met  with  so  sea^ 
sooable  an  instructor ;  plain,  judi- 
cious, unanswerable,  nothing  could 
be  better  adapted  to  meet  the  exi- 


were  in  part  composed,  and  ''  here 
he  began  to  preach  evangelically." 
The  two  sermons,  in  which  he  first 
avowed  his  change  of  sentiment, 
were  distinguished  by  the  title  of 
his  **  Recantation  Sermons."  In 
174s,  hd  returned  to  the  scene  of 
bis  former  labours ;  and  in  175€, 
on  the  decease  o(  his  father,  he 


gcncies  of  a  well  disposed  inquirer    was  inducted  into  the  family  liv- 
after  evangelical  truth.     In  a  letter    ings  of  Weston-Favell  and  Colling- 


to  Mr.  Whitefield  he  observes, 

«Vou  are  pleased  to  ask,  how  the 
Holy  Ghost  conviaccd  me  of  self-righte- 
ousness, and  drove  mc  out  of  my  false 
rest?  Indeed,  Sir,  I  cannot  tell;  the 
light  was  not  instantaneous^  but  gradual ; 
it  did  not  flash  upon  my  soul,  but  arose 
like  the  dawning  of  the  day.  A  little 
book,  by  Jenks,  upon  Submission  to  the, 
Righteousness  of  God,  was  made  senrice- 
ible  to  me.  Your  journals,  dear  Sir, 
and  sermons,  especially  that  sweet  ser- 
mon upon  What  think  ye  of  Christ  9  were 
a  means  of  bringing  me  to  the  knowledge 
of  the  truth ;  and  another  piece  has 
been  also  much  precious  eye-salve  to  my 
dim  and  clouded  understanding,  I  mean 
Marshall's   Gospel- Mystery  of  Sanctifi- 


tree.  His  health  seems  never  to 
have  been  vigorous:  he  was  fre«- 
quently  visited  by  alarming  debi- 
lity; and  his  indefatigable  labours 
hastened  that  end  which  tiiis  emi- 
nent servant  of  God  was  so  weU 
prepared  to  meet  We  regret  that 
we  cannot  find  room  for  the  whole 
of  the  closing  scene ;  and  the  in- 
terest of  the  following  extract  must 
apologize  for  its  length. 

**  On  the  25th  of  December,  on  which 
he  died,  in  the  morning,  his  brother 
coming  into  his  room  to  inquire  after 
his   welfkre,    he    said,    "  I    have  been 


cation.    These,  blessed  be  Him  who  is  a   ~  thinking  of  my  great  ingratitude  to  my 

light  to  them  that  sit  in  darkness,  have      '•'••- 

in  some  degree  convinced  me  of  my  for- 
mer errors*  I  now  begin  ^  to  see  I  have 
been  labouring  in  the  fire,  and  wearying 
myself  for  very  vanity,  while  I  have  at- 
tempted to  establish  my  own  righteous- 
ness. I  trusted  I  knew  not  what,  while  I 
have  trusted  in  some  imaginary  good 
deeds  of  my  own ;  these  are  no  hiding- 
place  from  the  storm,  they  are  a  refuge 
of  lie#.  If  I  had  the  meekness  of  Moses, 
and  the  patience  of  tlob,  the  zeal  of 
Paul,  and  the  love  of  John,  I  durst  net 
advance  the  least  plea  to  eternal  life  oa 
this  footing :  but  as  for  my  own  beg-, 
garly  performances,  wretched  righteous- 
ness !  gracious  a;lorabie  Emmanuel !  I 
am  ashamed,  I  am  grieved,  that  I  should 
thrust  them  into  the  place  of  thy  divine, 
thy  inconceivably  precious  obedience  1— 
pp.  13,  14. 

Mr.  Hervey  was  ordained  by 
Bishop  Potter,  September  14, 1736,. 
when  he  left  Oxford,  and  com- 
menced his  ministerial  labours  at 
CoUingtree,  as  his  father's  curate : 
he  afterwards  held,  for  a  short 


God."  Mr.  Maddock  also  paying  him 
his  morning  visit,  Mr.  Hertey  lifted  up 
his  head,  and  opened  his  eyes,  as  he  sat 
in  his  easy  chair,  to  see  who  it  was,  and 
said,  <*  Sir,  I  cannot  talk  with  you.*' 
He  compluned  much  this  day  of  a  great 
inward  conflict  which  he  had,  laying  his 
hand  on  his  breast,  and  saying,  <<  Ah  ! 
you  know  not  how  great  a^  conflict  1 
have."  Dunng  this  time,  he' constantly 
lifted  up  his  eyes  towards  heaven,  with 
his  arms  clasped  together  in  a  praying 
form,  and  said  two  or  three  times, 
"  When  this  great  conflict  is  over, 
then,"  but  said  no  more,  though  it  was 
understood  he  meant  he  would  go  to 
rest.  Dr.  .Stonehouse  came  to  him  about 
tliree  hours  before  he  expired.  Mr. 
Hervey  ui^d  strongly  and  ^ectionatcly 
to  thei  Doctor  the  importance  and  care 
of  his  everlasting  j;oQcerns,  and  entreated 
him  not  to  be  overcharged  with  the  cares 
of  this  life,  but  to  attend  amidst  the 
multiplicity  of  his  business,  to  the  one 
thing  needful  \  which  done,  said  he. 

The  poorest  can  no  wants  ensure, 


«< 


And  which  not  done^  the  richest  muiit 
be  poor."  Poi'E. 


•M4  Bevkm  qf  Books  :'-^BpowiC4<Mepmrsrf  the       [A^vht, 

This  he  said  with  such  an  emphasis  and  wish  for  himself^  .that  he  might  die  the 

kignificant  look,  as  conveyed  the  meaning  *death  of  Simeon,  and  his  God  gave  him 

in  a  manner  the  most  sensible  and  af-  the  desire  of  his  heart.    Jesus  made  hun 

f9cting.  «  conqueror  over  all  the  powers  of  dark* 

<<  The  Doctor,  seeing  the  great  difficulty  ness ;  having  endeavoured  to  rob  him  of 

and  pain  with  whi^h  ke  spake  (for  he  his  peace,  but  in  vain,  they  left  him  in 

was  almost  suffocated  with  phlegm  and  the  Saviour's  hand,  never  more  to  be 

frequent  vomitings),  and  findjing  by  his  tempted,  and  he  watched  over  him  with 

pulse  that  the  pangs  of  deatfi  were  then  the  tenderest  love  until  he  took  him 

coming  on,  desired  him  that  he  wouM  home. 

spare  himself,  <<  No,'*  said  he,  with  pe-  "  About  three  o'clock,  he  said,  <'  The 

culiar  ardour,  **  Doctor,  no;   you  tell  conflict  is  over ;  now  all  is  done  ("  after 

mc  I  have  but  flew  minutes  to  live  ;  O  which  he  scarcely  spake  any  other  word 

iet  me  spend  them  in  adoring  our  great  intelligibly,     except    frecwus    salva^on. 

Redeemer  I"    He  then  repeated  the  26tfa  Some  years  before  his  death,  when  he 

verse  of  the  73d  Bsalm,  ''Though  my  foundhimself  bowed  down  with  the  spirit 

heart  and  flesh  faUeth,  God  is  thestrengtn  of  weakness  and  infirmity,  he  was  amud 

of  my  heart,  and  my  portion  for  ever  :*'  he  would  disgrace  the  gospel  in  his  lan- 

iind  he  expatiated  m  a  vdo%t  delightfiil  guishing  moments,  he  earnestly  prayed 

jnanaer  on  the  words  of  Paul,  1  Cor.  iii.  to  God,  and  desired  others  to  unite  in 

,22, 23  ;  «  All  are  yours,  whether  life  or  the  same  petition,  that  he  might  not 

death,  thinss  present  or  things  to  come,"  then  dishonour  the  cause  of  Christ.    His 

referring  his  firiends  to  the  exposition  of  6wn  and  his  friends'  prayers  were  heard ; 

Dr.    Doddridge.      <<  Here,"    said    he,  for,  notwithstanding  his  lingering  weak- 

.^here  is  the  treasure  of  a  Christian;  ness  and  depressed  spirits,  which  at  lengtit 

death  is  reckoned  among  this  iuventory,  gave  him  up  into  the  hands  of  death,  yet 

and  a  noble  treasure  it  is  !     How  thank-  he  triumphed  over  all  his  fears,  and  over 

ful  am  I  for  death,  as  it  Is  the  passage  the  grand  tempter  and  adversary  of  souls, 

through  which  I  go  to  the  Lord  and  giver  and  in  no  commoiuway  glorifieid  his  God 

of  eternal  life,  and  as  it  frefes  me  from  in  dying.   As  his  favourite  Young  says-' 

alt  the  misery  which  you  see  me  now  ,,„.«,      ^  •  .j  !.•     •    i.-   ^     i  v 

endure,  and  which  I  am  wUling  to  endure  '*  ^f  ^?^  sustom'd  him  m  his  final  hour, 

as  long  as  God  thinks  fit ;  for  I  know  ««  ^  ^^"^  ^r^'^*'*  Sl^'y  ^  ^ 

that  he  will,  by  and  by,  in  his'own  good  "^* 

time,  dismiss  me  from  the  body.  ITicse  *«  During  the  last  hour  he  s«dd  no- 
light  afllictions  are  but  for  a  moment,  thing.  Meanwhile,  it  may  justly  be 
and  then  comes  an  eternal  weight  of  supposed,  though  men  coiud  no  longer 
glorj'.  O  welcome,  welcome  death  I  hear  the  dear  name  of  Jesus,  as  the  sal- 
thou  mayest  well  be  reckoned  among  the  vation  of  God,  reverberating  on  his 
treasures  of  the  Christian  5  to  live  is  feeble,  dying  lips,  his  meditation  On  him 
Christ,  and  to  die  is  gain."  After  which,  would  be  sweet,  till  in  a  little  he  cried, 
as  the  Doctor  was  taking  his  final  leave  with  the*  ransomed  millions  about  the 
of  him,  Mr.  Hervey  expressed  great  gra-  throne,  *«  Salvation  to  our  God,  and  the 
titudc  for  his  visits,  though  it  had  been  Lamb,  for  ever  and  ever."  Leaning  his 
long  out  of  the  power  of  medicine  to  cure  head  against  the  side  of  the  easy-chair, 
him.  At  this  time  Mr.  Hervey  lay  for  a  without  a  sigh,  or  groan,  or  struggle,  or 
considerable  time  without  seeming  to  the  least  emotion,  he  shut  his  eyes,  and 
breathe  ;  the  company  in  the  room  departed,  betwixt  four  and  five  in  the  af- 
thought  he  was  gone;  Dr.  Stonehouse  ternoon,  December  2.5,  1758,  in  the 
took  a  looking-glass  and  placed  it  before  forty-fifth  year  of  his  age." — pp.  406, 
his  mouth,  and  observed  he  \7as  still  407,  408,  409. 
liring :  a  little  after  he  revived.     Having 

paused  a  short  time,  he,  with  great  sere-  An  aitabrsis  of  the  disquisitory 

nity  and  sweetness  in  his  countenance  portion     of    the     present    voUime 

(thouffh  the  pangs  of  death  were  upon  i  j  •„ *^  j  1  • 

4iim),  being  raised  a  little  in  his  chair,  would  requite  more  space  and  lei- 

repeated  these  words  ;  <*  Lord,  now  let-  '»^Te  than  we  find  it  convenient  to 

test  thou  thy  servant  depart  in  peace,  assign   at  the  present  seasop*     It 

according  to  thy  most  holy  and  comfort-  would  be  necessary  to  revive  the 

able  word,  for  mine  eyes  have  seen  thy  i,*  4.^^„  ^r  a>««.^«.*««   ««««.««„«-^,*^c 

most  precious  and  comfortoble  salvation.  ^^.^^^^^^  ^^  forgotten  controversies, 

Here,  Doctor,  is  my  cordial;  what  are  and  to  enter  on  a  senes  ot  doctn- 

all  tlie  cordials  given  to  support  the  nal  dissertations^  which  we  had  nu- 

dying,   in  comparison   of  that   which  ther  defer  to  a  more  suitable  op- 

S^'^^trstpl.c/utri^"'^  e°rtunity     We  have  already.said. 
»*  When  writing  Aspasio  Vindicated,  that  we  are  not  aware  of  any  sub- 
Mr.  Hervey  had  iutlmutcd  his  eaihcst  stantial  difference  between  our  own 
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sentmieiifB  and  diose  of  Hetvey,  yie  ^me  yriih  lxin>  ^^t  tij^-  fff^ 

which  are  adofited  by  his  able  and  gospel  offer  ^js  to  ^inneirs  as  smch« 

worthy  btographer.     We  are  ruA,  ,and  that  in  their  re}e!Ct|on  c^it  lies 

however^  prepared  to  express  our  their  final  condiemnation ';  still  we 

anqiudified  appnibatioh  of  the  Jan^  are  unable  to  perceive  any  thing 

goage  in  which  they  are  expressed,  objectionable  in  the  language    to 

In  fact,  we  think  that  the  interest  of  which    his    censure    ik   directed. 

^the  present  volume  is  a  little  in-  When  the  prophet  Isaiah'  calls  oik 

jured  by  the  error  of  attaching  too  the  ihirsi^  to  drink  of  the  nMen 

much  importance    to    systematic  of  salvation,  does  not  their  thirft 

precision,  in  the  statement  of  im-  imply  **  penitence  ?"    We  prote^l: 

portant  points.     We  dislike,  for  against  lliat  narrow,  constructitift 

instance,  the  peremptory  censure  whidi  would  send  a  minister  into 

of  language  which  may  be  amply  the  pulpit  fettered  and  manacled, 

justified  by  the  citation  of  scriptn-  While  We  admire  prudence  aikl  dia- 

fill  passages  strictly  parallel.  cretion  in  the  use  even  of  sciiptilire 

,,fru  t  n    '                V   1  u  language,  we  cannot  recommend  a 

« The  following  unevitngehciil  pbraaes,  ^^^^         •  i.*^        l-  li           u 

too  common  in  mmj  practical  serious  sys^m  of  preachiHg  which  wouM 

writers,  are  not  to  be  found  in  Mr.  Her-  Contract  the  large  vocabulary  of 

vey*fi  works :— "  God  it  recmieileahi&-^  gospel  exhcMTtatioa  widiinthe  lunita 

M^ke  your  pe^e  wUh  Garf-^Jmnm  i«y  of  a  hombook,  and  shnnk  thd  i^ 

hope  VI  Gody  hut  they  mutt  not  tmmedwteisf  ♦•^«,i.*,  ^  ^^^^^M^l  i^'^H^mrfntih 

appropriate  hm^FdL  in  wUhJhe  termtrf  ^"^^^  ^  evangelical  IfttltatloliB 

the  Gotpel-^hritt  and  uOvatim  an  freefy  tO  tbedimensionS  of  a  milUlfS|Mllh». 

ifered  to  penketu  Mtuten — Fu^  the  ootM-  Perhaps  there  is  hardly  a  «SalaAh 

tmt^thecopemua  on  ymrnft,  ««*  Osd  preached  warm  from  the  heartr  ih 

mUJulfilth^m^htt.  ^.m.  j;^^  ^j^  j^  ^^  QOCUl'a^te 

Admitting  that  one  or  two  of  expression  that  would  ML  belbr^  a 

ihese  expressions  mayjcontain  an  rigid  test;  but  if  We  Would  ileal 

implication  not  severely  correct,  fairly  with  each  ot^er,  we  muk 

we  will  contend  diat  tibeir  insula-  take  the  whole  range  bi  lai%Uage 

tion  is   unfair.     They  are  never  and  iUastratton,  iiistead  of  aWm^ 

used  by  a  goq>el  minister  without  ing  censure  or  approbation  by  a 

a  context    and    comment  which  reference  to  detached  phrases.' 

fully  explain  and  guard  their  im-  Mr.  %oWn  has  executed  hk 

C;  and  if  the  language  of  ex-  task  with  much  ability:  ^  Is'a 

ation  and  entreaty  is  to  be  re-  akilM  theologian,    and  manageil 

duoed  4o  a  few  triikimed  and  ba-  his  statemenU  of  doetrinsil  ciDntrb* 

lanoed  formulas,    we  shall    soon  versy  with  much   deSterfty  aSid 

find  the  attention  <^  our' hearer«  clearness.    As  a  record  of  aq(U« 

^.    The  tfiird  of  these  phras^  ments,    fbr   and   against  eettJB&u 

we  do  not  profess  to  comprehend';  jM^iits  in  divinity;  as  an  iUu9titt»- 

suid    we    have    consumed    some  'ticMi-^of  thee&ctsof  Divioi^  truA^ 

minutes  ill  a  vain  endeavour  to  de-  in  enlightening    the    mind   arta 

tect  the  hnpropriety  of  the  first—  sanctifying  the  heart;  ai>d  as  eott^ 

be  ye  reoMioUed  to  God,  said  an  in*  taining  tiaudi  and  well-exiMN9ified 

spired  appstle,  and  we  have  no  infc»tnadc«f  r^ecting  hidiviitoifh 

hesitation  in  repeating  his  words,  and  publications  now  undeservedly 

^hen  Mr.  Browti  d^ects  to  the  ne^^ected,  we  attach  conddfifgtite 

averment,  t^At-^'  Chriilt  and  salvai-  value  to  this  yolume.^The  8t»i  of 

tion  are  freely  offered  to  penitent  the  veneral»d  Brown  of  Ifa^ditij^ 

sinners,'^  we  presume  that  his  de^  ton,  lias  wdil  ^sUiShed  f^^Amitm 

murrer  is  to  me' limitation  implied  of^sname» 
in^the word' ^' penitent;^  but  while 
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Original  Discourses,  adapted  far 
Viuage  Congregations  and  Fa* 
tnilies.  12mo»  pp,  2S2.  Price 
4j.  6rf.^-London :  Ogle,  1822. 

It  is  far  ftoxn  being  an  easy  mat- 


classes, — ^poets,  orators,  historians, 
have  been  distinguished  for  this 
quality ;  and  those  who  have  in- 
dulged in  an  opposite  course,  how- 
ever eminent  for  talent  they  may 
have  been,  have  obtained  an  infe- 


ter  to,  compose    sermons   which,    jrior  and  less  enduring  fame. 


without  offending  the  man  of 
sound .  taste,  shall  convey  the  im- 
portant truths  of  salvation  to  the 
uninstxuct^, .  enforce  them-  bn  the 
negligept,  and  add  to  our  stock  of 
reading  suited  to  those  seasons 
when  we  assemble  our.  children 
Ami  our  ^rvants  in  domestic  wor- 
ship. It  seems  to  be  a  general 
opinion,  that  a  man  of  talent  finds 
it  difficult  to  write  doivn  to  a  cer- 
tain level,  which  he  must,  it  is  taken 
for  granted,  attain  b^ore  he  can 
make  ihiiyi^elf  understood  by  the 
commQn  people :  we  should,  on 
the  contrary,  be  inclined. to  plaqe 
the  difficulty  in  the  necessity  for 
writing  up  to  that  purity  and  true 
elevation  of  style  .and  exposition 
which'  arrests  and  charms  at  once 
the  ^vulgar  and  refined,  the  aged 


But  if  this  characteristic  be  of 
such  excellence  in  its  general  ap- 
plication, it  becomes  indispensable 
when  we  consider  the  requisitions 
of  those  who,  from  mental  infe- 
riority, or  defective  education,  are 
unable  to  comprehend  the.  caprices 
of  fantalstic  expression,  or  the  ex- 
aggerations of  artificial  elevation. 
Here  we  are  bound  to  exercise  the 
strictest  moderation,  the  most  se- 
vere discretion ;  to  set  a  watch  upon 
our  lips,  that  we  offend  not  with  our 
tongue;  to  keep  a  steady  guard 
on  all  those  habits  and  tendencies 
which  remove  us  from  the  sphere 
of  plain  and  accessible  colloquy. 
Not  that  it  is  proposed  to  circum- 
scribe the  range  of  a  speaker's 
phraseology  to  the  precise  vocabu- 
lary of  l£e  unlearned.;    there  is. 


:and.  the  young.     Of  all  modes  of  we  take  it,  a  wide  difference  be- 

4K>mpQsition,   simplicity,    genuine  tween  the  limits  of  a  .language 

.vigorous  simplicity,   is  the  most  which  the  multitude  shall  actually 

rare  and  effective.;  and  the  preachy  use,  and  of  that  which  they  may 

who  has. succeeded  in  its  cultiva-  readily    understand.      Supposing 


tion, .  ha^  secured  the  master-key 
to  all  oirdeirs  of  understanding. 
Affectation  of  evi^ry  kind  is  the 
great  bane  of  intelligible,  expres- 
jsion;  singularity  is  at  etern^  var 


an  audience  to  have  an  average 
share  of  intelligence,  if  their  mi- 
nister's .meaning  be  quite  unen- 
tangled,  and  his  allocation  of 
words,  be  ^  native  and  unaffected. 


jiance  with  perspicuity;  and  the  ^e  need  not  feel,  much  alarm  at 
jeloqiueiice  which  will  with  most  his  occasional  introduction  of  a 
certainty  address  itself  to  '' men's  term  somewhat  removed  fi'om 
bu^inpss  and  bosoms,"  and  which  common  usage.  This  is  inevi- 
wiU  adapt  itself  to  all  circum-  table  when  the  habits  are  studious, 
stances,  whether  of  pathos  or  of  and  the  mind  is.oonyers^t  with 
eoBtgy^  JjS  to  be  sought  for  in  the  the  best  authors. ;  and  to.  stigma- 
aim^,  unforced  use  of  idiomatic  tize  this  practice  as  affectation, 
]angui^<e.  Novelty  may  attract  or  to  condemn  it  as.  unintelli- 
for  a  time;  the  pitiful  ambition  gible  and  unprofitable,  is  just  as 
which  will  &r  the  sake  of '^  a  trick-  fair  as  it  would  be  to  censure  a 
aey  phrase,  defy  the  matter^"  may  preacher  who  might  l)e  addressing 
for  a  season  command  a  throng^  the  residents  of  St»  Giles'^  because 
shallow  followers,  but  simplicity  be  did  not  adopt  th^  slang  of  his 
will  produce  the  deepest,  as  well  auditory.  There  is  a  good  story 
AS  )he  most  durable  and  extensive  about  '^  drawing  ii^eren^esj"  and 


/' 
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yet :  we  should  no  tacfre  scruple 
that  expression  than  we  should  an 
hundred  others  of  a  similar  kind 
which  are  rendered  perfectly  clear 
even  to  an  illiterate  audience  by 
th^  context  and  general  train  of 
the  discourse. 

But  as  this,  is  a  matter  which, 
with  many  others  equally  impor- 
tant, has  b^en  for  a  long  time 
pressing  on  us  for  detached  and 
lengthened  consideration ;  we  shall, 
in  this  place,  no  farther  pursue  it 
than  to  connect  the  preceding  ob- 
servations with  the  subject  imme- 
diately before  us,  by  giving  our 
cordial  approbation  to  the  style  in 
which  these  sermons  are  written, 
and  to  the  spirit  in  which  they 
appefur  to  have  originated.  They 
are  evidently  the  productions  of  a 
man  of  talent  and  knowledge,  ad- 
dressing himself  to  a  most  impor- 
tant task  with  an  anxious  desire  of 
doing  good.  The  subjects  selected 
are  of  primary  importance ;  and 
the  language  in  which  instruction 
is  conveyed,  is  singularly  pithy 
and  impressive.  In  answer  to  the 
question — "What  is  it  to 'die?" 
the  preacher  answers, 

**  To  die  is  for  the  body  to  return  to 
its  natiye  dBSt,  and  ibr  the  spirit  tO'  re- 
tarn  to  God  who  gave  it ;  it  is  for  the 
soul  to  leave  this  world ;  to  leave  every 
object  with  which  it  is  familiar,  every 
human  being  it  has  ever  known ;  to  part 
wit^  all  its  possessions;  to  break  off 
.from  all  its  old  employments  and  pur* 
suits ;  and  to  enter  alone  upon  an  un- 
seen, untried  world,  a  mode  of  life  alto- 
gether new,  and  a  society  of  wholly  dif- 
f^nt  beings.  v 

**  To  die  is  to  awake  to  a  certain  know- 
ledge of  all  that  we  now  either  hope  or 
fear :  it  is  to  have  faith  changed  to  sight, 
— doubt  and  unbelief  to  certainty.  It  is 
to  awake  out  of  every  delusion  that 
makes  us  now  forgetful  of  our  duty  and 
of  God, — to  awake  to  the  full  knowledge 
of  things  as  they  really  are,  and  always 
witt  be.  There  will  be  no  ignorance,  no 
infidelity,  no  thoughtlessness  there.  To 
die  is  to  pass  Into  a  world  of  glorious  or 
oi  terrible  realities ;  a  World  where  there 
is  no  more  change,  where  happiness  and 
misery  are  alike  everlasting ;  where  the 
saint  is  blessed,  the  sinner  accursed,  for 
ever.  To  die  is  to  encounter  God,  either 
ai  our  reeonciled  Father,  or  our  offended 
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Creatdr.  It  is  to  behold  thei  fliviont 
whom  we  have  loved,  or  him  who  would 
have  been  our  Saviour,  but  we  rejected 
binn  To  be  '  absent  fh>m  the  body'  is 
to  be  '  present  with  tiie  Lord,'  either  as 
our  Intercessor,  or  our  Judge.  It  is  to  be 
consigned  over  to  the  feUowship  of  saints 
and  angels,  or  to  that  of  the  devil  and  his 
angels,  for  ever." — ^pp.  4*-^. 

The  subjects  which  are  here 
brought  forward  are  as  follows : — 
Death — The  Gospel  preached  to 
the  Poor — Winter — Sacrilege--— 
The  Advent  of  Christr—The  Chris- 
tian's Adversary — The  difficulty,  of 
Salvation— ^Faith  (two  Sermons)-^- 
God  grieved  by  Sin — The. Great 
JHarvest — The  End  of  Time,  the 
End  of  Change— The  Redemption 
of  the  Body. 

Those  Sermons,  though  pub- 
lished anonymously,  are  not  com- 
posed by  way  of  experiment,  they 
are  stated  in  a  short  preface  to 
have  been  actually  preached  to  a 
village  congregation,  and  they  are 
published  '^  in  the  hope  that  they . 
may  be  found  adapted  for  a  tafiore 
general  use,  both  in  the  pulpit  and 
in  the.  family."  These  views  we 
have  little  doubt  will  be  fully  an- 
swered ;  there  is  a  force  and  rich- 
ness about  these  discourses  that 
fit  them  for  their  purpose  and  will 
render  them  generally  acceptable. 
The  following  passage,  we  think, 
taken  at  the  opening  of  the  book, 
will  justify  our  favourable  opinion. 

**  The  holiest  men  have  always  been 
the  humblest :  theirs  is  a  '  hufnble  bold^ 
uess,'  with  which  they  draw  near  to  Grod 
as  a  father,  but  as  a  father  on  a-  throne. 
So  far  is  a  self-complacent  assurance  from 
being  a  sign  of  high  rcfigioiis  Httainment^, 
that  it  is  generally  attendti'd,  even  in  those 
who  know  something  of'  real  niligioii, 
with  great  ignorance  both  of  Ood  and  of 
themselves.  A  well-founded  assurance 
of  salvation  is  to  be  obtained  only  by 
living  very  near  to  God ;  by  walking  with 
God,  as  Enoch  is  said  to  have  done. 
Some  good  men  are  naturaUy  more  timid 
than  others,  but  he  has  not  alwa3rs  the 
strongest  faith,  or  the  warmest  love  to 
God,  who  has  the  boldest  hope.  Some 
of  the  most  eminent  Christians  have 
found  their  hearts  ^ail  them  at  timesi, 
when  God  has  suffered  them  to  be  visited 
with  manifold  trials,  or  has  .been  pleased 
to  deprive  them  of  bis  sensible  presence. 
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9S6        Review  (f  BMs  S'^Tayh^s  SlOnms  if  ThoiiS^^'    tA,f36vn, 

Aad  tiieiv  .wW  A  momwt  when  oii^  ehce  to  hitman  fud^enL   .At  the 

UcsMd  Lard  Jiimadf  ^  etdaimcd,  emW  g^^^  ^^^e  the  difficulty  ef  the  ilwJ^ 

fMr  God,  my  GoS;  why  hwt  thou  for-  ^  »«^  ^  ^  ""^  dppttcnt 

aaken  me?'    Death,  thoii^i  he  proved  thah  reaJ^  but  88  we  are  not  sure 

lo  the  believer  a  ftiend,  19,  as  a  dyiDg  that   our   own  elucidation  woald 

lami  exprened  It,  *  a  new  acqtaawteaoe  i^  more  generally  accetitable  than 

S^tH  :r^v.r^  n  :L^  "--py  oth?"  -hjch »«'-  b«^  j™a 

of  it'    Many  a  careless  sinner  has  gpne  and  found  wanting,  we  shall  Id  it 

out  of  the  worUl  with  stupid  unconcern,  stand  over  for  the  present, 
■while  .many  a^  good  man  has  found  his 

^^nlUd;  with  ^e  laa(  enemy  a  shafi^  one,  *%*^^-^.*%-*^ 

and^as  been  r^y  toe jclaim  with  the  Elements  of  Tliou^ht ;  orFirMLes^ 

renerapie  servant  of  Chnst  just  referred  *      ji      v-       r  j         r  11 

lo,  «  tf  tin*  be  tiie  way  to  heaven,  what  '^ns  %n   the   Knowledge  oj  m 

kmsthetbeway  tohell?'  mind:   including  FcanUiar  Ex- 

**JMfa»  you  ready  to  sfqr,  as  the  planations  of  the  Terms  employed 

^^fti^.^  ^  ^-  *^Jv^  ^k^^'T  o>»  SuhjecU  relating  to  the  Intdr 

Lord,  *  Who  then  can  be  saved?* — ^Who?  1  ^     t  -n  \^             »     r          t 

^  one  that  cm^h  to  Ginl.    If  it  rested  f^««^  Pofvers,     Btf  Isaav  Tay^ 

4Ntii  nan,  nooAe^  but,  because  it  rests  hr,  junior.        \2mo.    pp.   20S. 

with  God,  any  one.     '  With  God.  all  Price  ^s.  6d. — ^London :  Holds- 

tilings^"*  possible  ;.'--then,  the  salva-  ^^^ih,   1822. 
tion  of  no  one  is  impossible.    The  worr 

thiest  and  the  vilest,  the  weakest  and  This  little  book  supplies  a  defi- 

^  strongest,  Hie  wisest  and  the  most  ciency  which  has  been  lonir  com- 

.ignemt,  the  ridi  man  and  tiie  poor  .  j  ^  ^^  ^                  of  educa- 

man,  are,  m  this  reiq>ect,  all  on  a  level :  f.          ,        ^  •*»»*.  c^^vka  v»  ^^t^^ 

their  salvation  is  alike  with  men,  impos-  ^on  when  the  mind  begins  to  feel 

sible,  but  not  with  God.        "  its  own  power^  and  is  passing  on 

«  TMs  18  the  point  to  which  it  is  sp  from  the  accumulation  of  words  to 

whom  6od  has  seait  to  save  him  from  elementary   works   ot     Watts  are 

'perishing ;  to  count  all  things  but  dross,  inestimable^  but  they  are  not  quite 

thaSt  he  inaj  win  Christy    Till  men  are  ail  ffidently  compressed  ;  they  have 

l^lSlho^-SflSTJ^^t^  too  Iktle  of  the  dumcter  «f  the 

themselves,  they  will  never  put  up  a  manual  and  vade  mecum  for  the 

prayer  for  God's  help.    This  is  the,  only  grasp  of  a  school-boy ;  and  they 

message  which  will  rouse  a  sKuner'from  come  in  with  mudi  cr^rfter  effi- 

}aa  shmiber :  «  Yott  are  dead,  and  Christ  rfencv   at  a  aomewha?  tttnrp  ad- 

alonecangiveyGuUfe."'-^p.  107—109.  f     %    !       ^  1 V^?,    ?^ 

^     ^             ^'^          ^  vanced  stage  of  intellectual  pro- 

In  Ihe  iseeoiid  -sermon  on  Faith^  gress.  Our  feelings  while  reading 
we  obserTe  that  the  author  has  the  volume  before  us^  were  those 
4idopted  the  explanation  given  by  of  regret  that  we  were  iiot  earlier 
Madiinight  and  other  divines  of  the  possessed  of  it ;  that  it  was  not  in 
*«  justification  by  works"  spoken  existence  when  we  were  in  oar 
pf  by  St  James;  he  considers  the  youth,  and  looking  round  us  for 
Apostle  as  referring  to  "  works  of  some  easy  and  iwtdligible  initia- 
faith."  We  have  no  objection  to  tion  into  the  process  of  thought 
this  interpretation  on  the  score  of  and  the  vocabulary  of  philosophical 
consistency,  but  it  does  not,  we  ei^pression.  So  excellent  a  guide  as 
ocmfesB^  appear  to  us  quite  satis-  this  would  have  saved  us  many  a 
factory,  although  we  could  cite  subsequent  struggle  wfth  imper- 
Wgh  Hvmg  authority  m  its  favour.  Yect  knowledge,  and  would  have 
Neither  do  we  altogether  approve  given  us  dexterity  in  the  manage- 
the  common  supposition  that  St  ment  and  distrfbuticm  o£  our  men- 
James  is  speaking  of  the  justifica-  tal  operation, 
tion  of  the  believer  in  the  si|fht  of  The  first  part  assumes  the  form 
men,  since  we  can  find  nothing  in  of  a  regular  treatise^  and  explains 
the  context  to  support  this  referr  the  different  moiles  of  expression^ 


US&.'i  Mevi^  ^  Books  H'*JUv.  Mr.  Ir^s  Fwfm^A  Dinmne.  M8 

and  the  varioiw  way«  rf  describillf    Moody  wa»i  «ncl  poiiMtttioii^  «ad 
and  chfisifriiMf  the  operations  of    °«'»«*m  "mmowi.    WhUe  a  lRct»  it 

the  uiKlentaHdiiig.  1h»  second  „^^  ^^^  forocioua  fey  the  rebake^t% 
division  consists  of  a  vooabufary 
ex{danatory  of  different  teems  used 
in  the  science  of  mind.  '  It  might 
perhaps  \^ye  been- better  to  have 
given  more  extent  to  the  first  sec- 
tioD>  and  to  have  limited  the  lat- 
ter to  a  brief  indidal  reference  to 
previous  illustration ;  but  this  is 
of  comparatively  Httle  importi 
since  the  two  portions  eluadate 
each  odier  at  the  same  time  that 
they  are  applicable  to  somewhat 
different  puiposes. 


<'  SopliSsifis  may  "couii^  in  fMmitg 
some  th&iif  wfaick  is  be«de  the  qvas- 
tion;  or  in  artfullyekanging  the  real 
point  In  dispnte.  Thav,  if  it  b6  af- 
firmed that  tite  tendency  of  Christianity 
is  mneh  mbie  ftt^ottfible  to  |>iA>lk  and 
private  Tiitue)  than  that  of  any  othw  re- 
ligious system,  or  than  Atheism ;  an 
^opponent  may  change  the  -point  in  dis- 


have  reoeived  from  the  purs  and-^saoerol 
spirit  of  Christiaiiity»  i^hich*  have  hsea 
the  veal  causes  of  tlM»e  wars  and  psnw* 
cutions.''— pp.  17a— m. 

As  might  have  l&een  expected 
flrom  the  present  antlior,  Mligioiu 
priticiple  M  eirplkidy  veeogmsed. 
The  dtyle  is  perffectly  cleat,  with- 
out  any  of  that  hyper-simplicity 
wbidi  is  eoEAetimefl^  though  very 
erronM«^>  tliotighti^seltftely  ne* 
tsessary  in  books  intended  fhr 
youth.  Young  persons  have  ge-* 
nemHy  more  eloBticity  of  inteiUeot 
dian  liieir  iwnfibrs  we  wiKii^  «o 
I^Ye  them  credit  For;  and  we  are 
persuaded  tliat  it  is  better  in  all 
oases  to  tiwow  the  miad  «b  its  are- 
sources  by  tasking  it  ev«i  sone«« 
iwliat  beyond  its  atpparpnt  strength. 


,  .     ^  -     ^  ^    than  to  keep  it  on  an  inferior  level 

gLyi[.l^tr«*LT^;SSr^d    bycantinual«xx>u««Kiatk«. 

licentious  men  ;  or  by  .proving  that  'some 


idoUters  and  some  Atheists  hare  been 
blameless  in  their  external  conduct.  The 
real  points  to  be  determined  are  these  :^- 
irheHier  nations,  taken  at  large,  in  Which 
Christiamly  has  pt^yaSed,  or  m  which 
the  Bible  has  b^n  actually  read  and  re- 
garded by  the  mass  of  the  people,  have 
not  greatly  surpassed  in  morality  those 
nations  to  whom  it  has  been  whoQy  un- 
known, or  by  whom  it  has  been  Ittue  re- 
garded :  and  then, — ^whether,  if  any  num* 
ber  of  the  most  apparently  sincere  Chris- 


•%i^»%»%»»»»»«v» 


farewell  Discourse  to  the  CongregfH 
Hon  and  Parish  o^  St,  John's, 
Glasgotv.  By  the  Rev.  Edward 
Irving,  A,M,  some  time  AssistarU 
to  the  Eet>.  Dr,  Chalmers,  Glas* 
gow.  1822. 

We  notice  this  sermon,  not  with 
ihe  view  of  engaging  in  the  dis- 


tians  is  compared  with  an  equal  number     cussions  wtlidl  are  invited  by  some 


of  the  best  heathens  or  Deists,  they  wiU 
not  be  fovnd  to  possess  a  sort  of  fzrtne 
much  more  complete,  more  pure,  and 
more  bebefieent. 

*<  Maity  sophisms  consist  in  taking  for 
gfTsnted  the  very  point  to  be  proved. 
Thus,  if  it  be  argued  that  a  man  who  is 
just  ioA  temperate  need  not  concern  him^ 
self  with  matters  of  faith,  or  forms  Of 
religion,  because  a  just  mid  temperate 
man  is  virtiujuBy  and  therefore  must  al^ 
ways  be  the  object  of  the  Divine  favour. 
The  thing  to  be  proted>»— naniely,  whe« 
ther  justice  and  temperance,    without 


of  its  references,  nor  of  a  critical 
investigation  of  Xhe  merits  or  de« 
fects  of  its  style ;  but  for  the  pur- 
pose of  giving  such  share  of 
notoriety  as  we  may  be  able, 
to  the  composition  of  a  man  of 
talent,  who  has  recently  taken 
his  station  among  the  preachers 
of  our  own  metropolis..  And  the 
best  as  well  as  the  briefest  way  of 
eiFecting  this  intention,  will.be  to 


piety,  constitute  that  yi^ue  which  will  let  the  following  extracts  speak  for 

be  approved  by  God,  is  taken  for  granted,  themselves, 
by  calling  the  merely  just  and  temperate 

man,  vwtwna,  **  Let  the  youth  destined  for  the  holy 
<<  Sophisms  are  sometimes  framed  by  ministry  stand  aloof  from  the  unholy  in* 
assigning  a  wrong  cause  to  some  effect,  fluences  under  which  the  church  hath 
There  is  a  sophism  of  this  kind  when  it  fallen  ;  from  the  seats  of  power  and  pa- 
is said  that  Christiaiiity  l;ias  eiused  many,  tronagelet  them  stand  aloof:  from  the 


4$0        Reinew  of  Boots  :'^Orfne  on  Preaching  the  Gospd.     \^Ax}avir, 

boards  of  ecclesiastical  intrigne  on  both  2%e   Nature,  Obligation,  and  Be^ 

men  of  l^e  church  let  them  stand  aloof ;  ^fard^f  Preaching  the  Gospd: 

from  glozmff  the  public  ear,  and  pam-  „  "              j  i*  ^  j           xrv- 

pering  the  popular  taste,  with  unprofit-  «  '  Sermon,  ^delivered    tn    Ntk 

able  though  acceptable  matter,  let  them  Street  Meettng-house,  Guisgofv, 

stand  aloof:  and  while  thus  dissevered  an  Thursday,   5ih  April,  1822, 

ftom  fawmng,  intrigumg,  and  pandmng,  ^  ^y^   Annual  Meeting  rf  the 

let  them  draw  near  to  God,  and  drink  rr  •          ^    4L»     n^^^^^s:^^,,! 

inspiration  from  the  mUk  of  his  word ;  ^'"^    ^f    ^*^     Congregational 

and  though  poor  as  the  first  disciples  of  Churches  of  Scotland.     By  WtU 

Christ,  without  staff,  without  scrip,  still  Uam  Orme,  Minister  of  the  Got' 

like  the  first  disciples  of  Christ,  let  them  1^  Perth.    London  r  Hamilton, 

labour  in  the.  ministrv  of  the  word  and  '  Kaao 

in.  prayer    with    their   families,    their  ^o4Z» 

kindred,  their  neighbourhood,  the  poor  Ws  have  been  much  gratified  by 

who  will  welcome  them,  the  sick  who  ^{^  excellent  sermon.     It  contains 

jdeaire  them,  and  the  young  who  need  ^.u^^^  •^^•v,-  va^^n^Qi'foa  n!P  all  «iiph 

them— then  their  Mast^  wiU  find  them  ^^^^  P?™®  requisites  ot   all  sucn 

field  enough  of  usefulness,  though  the  compositions,  good  sense  and  sound 

church  should  deride  such  puritan  youth;  theology^  expressed  in  correct  and 

and  the  providence  of  God  Trill  find  them  fprcible  language.      Mr.  Orme  is 

in  food  and  raiment,  thongh  no  patron's  ^^  ^^^    ^^  school  of  English  style; 

eye  may  deign  a  look  to  such  friendless  ,     v                  i     •                 -   ^\J« 

youth ;  and  the  paradise  of  God  will  find  ne  has  no  neologisms,  no  instances 

them  an  eternal  reward,  though  the  world  of  affected  construction,  no  false 

should  cast  forth  from  its  fortunate  places  glare,  but  he  presses-  forward  in  a 

such  heavenly-minded  jouth.     Such  a  ^lanly  and    impressive    strain  of 

seed  would  make  the  church  once  more  .      -^            i          •  *     ^    i 

to  be  glorious.    One  such  youth  trained  Vigorous  and  consistent  eloquence. 

amidst  nature's  extremities,  and  hope's  His    statemepts    of  Gospel  truth 

obdurate  fastnesses — ^his  soul  fed,  not  on  are  freely  and  fearlessly  put  forth 

patron's  hopes  nor  fiivour's  smiles,  but  ^g  ^he  results  of  cautiOUs  inquiry 

upon  the  stern  resolves  and  heaven-ward  ,            •     ^«         ^     . ---^  -     ««ri 

enjoyments   of    an    apostle's    toilsome  and  conscientious  conviction ;  and 

callmg,— that  youth,  I  say,  w»»re  worth  nothing,  to  our  judgment,  can  be 

a  hundred,  and  a  hundred  such   were  more  accurately  conceived,  or  more 

worth  a  host,  to  revive  and  quicken  this  happily  expressed,  than  the  senti- 

ourland — the  land,  the  only  land,  of  a  ^\  ^       f  .      i    -^  *u«  iv.ii ««,;«« 

fi^  plebeian  church,  which  never  pined  «»eiit8  contamed  m  the  following 

till    she    began    to   be  patronized." —  passage. 

pp.  15,  16.  tt  fjpijg  preaching  or  instruction  of  Paul 
*'  Go  ye  to  the  cathedrals  of  our  was  characterized  by  great  sameness  of 
sister  church :  you  shall  find  a  bishop,  subject,  and  by  great  diversity  of  illustra- 
a  dean,  store  of  stalled  prebends,  priests,  tion  and  address.  The  subject  was  one 
singers,  and  officers  of  every  name.  — ^the  doctrine  of  the  cross.  This  was 
There  shall  be  all  the  state  and  dignity  ever  uppermost  in  his  thoughts,  and  con- 
of  office,  and  all  the  formalities  of  the  sequently  formed  the  darling  theme  of  all 
various  degrees  of  the  priesthood  ;  mag-  his  discourses.  '  The  Jews  required  a 
nificent  fabrics  withal ;  infinite  coUec-  sign,  and  the  Greeks  sought  after  wis- 
tions  of  books ;  unlimited  convenience  dom  ;  he  preached  Christ  crucified,  unto 
for  every  religious  enterprise,  and  uu-  the  Jews  a  stumbling-block,  and  unto 
bounded  command  of  all  the  means,  the  Greeks  foolishness ;  but  unto  them 
Inquire  what  is  done  by  these  digni-  who  were  called,  both  Jews  and  Greeks, 
taries,  irith  their  splendid  appointments.  Christ,  the  power  of  God,  and  the  wis- 
Prayers  are  said  each  morning  to  some  dom  of  God.'  He  saw  a  glory  in  tiib 
half-dozen'of  attendants.  Anthems  sung  subject  himself  which  filled  him  with 
by  trained  singers,  and  cathedra]  service  transport,  and  which  ever  impelled  him 
performed  each  Sabbath  by  well-robed  to  display  it  to  others.  In  addressing 
priests.  Ask  for  week-day  work,  for  the  his  countrymen,  in  standing  on  Mars- 
feeding  of  the  flock  from  house  to  house,  hill,  in  the  barbarous  island  Melita,  and 
for  the  comforting  of  the  poor,  for  the  in  the  metropolis  of  the  world,  he  had 
risitation  of  the  sick,  for  the  superin-  one  testimony  to  deliver,  only  one  sub- 
tendence  and  teaching  of  the  children  ;  ject  to  urge.  He  had  not-  one  doctrine 
all  assiduous  nourishment  of  the  flock  of  for  the  philosophers,  and  another  for  the 
Christ,  and  all  apostolical  earnestness  multitude.  He  said  the  same  things  sub- 
with  the  enemies  of  Christ — these  are  no  stantially  to  Festus  and  Agrippa,  to  the 
where  to  be  found."— pp.  33,  34. .          :  seller  of  purple,  and  to  the  PfaiUppian 
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Christianity,  satisfied  that  the  fari-_ 
ther  investigation  may  be  carried, 
the  more  firm  and  secure  will  be 
the    confidence    whidi    mankind 


jailor.  <  Repentance  toward  God,  and 
faith  toward  our  Lord  Jesus  Christ,' 
mvsrt  testified  to  all. 

*<  In  his  hands,  however,  the  preach- 
ing of  the  cross. never  degenerated  into 


tameness  or  common-place.    The  extent'  yf\W,  repose  in  its  authority.   There, 

of  his  *  knowledge  in  the  mystenr  .of  ^          indeed,  at  aU  times  been, 

Cnnst,    appeared  m  the  use  which  he  ,          £>  '     l^^  ^  ^x.                ^           ' 

-    -  and  we  fear  that  there  must  ever 


made  of  the  leading  topics  of  that  mys- 
tery. One  principle  pen^ades  his  whole 
system.  The  atonement  of  a  Divine 
Saviour  constitutes  its  life  and '  soul. 
Yet  it  is  never  introduced  twice  in  the 
same  connexion,  or  with  the  same  de- 
sign, or  in  the  same  form  of  expression. 
Every  man  is  addressed  suitably  to  his 
character  and  his  Circumstances.  The 
Jew  and  the  Greek,  the  barbarian  and 
the  Scythian,  the  bond  and  the  free,  the 
babe  in  Christ  and  the  perfect  man,  are 
each,  to  accommodate  a  phrase, '  spoken 
to  in  his  own  tongfue,'  and  all — '  in 
thoughts  that  bre4the,  and  words  that 
bum.* 

**  It  is  exceedingly  important  to  study 
this  simplicity  of  doctrine  and  variety  of     have  been  supplied  by  our  coun- 
illustration— to  divest  Christianity,  as    trymen  of  the  North,   and  their 


be,  men  of  feeble  and  perverse 
mind,  to  whom  these  inquiries  will 
supply  materials  for  sceptidsm  and 
sarcasm ;  but  their  malignant  gain- 
sayings  betray  t^e  root  of  bitter- 
ness, the  evil  heart  of  unbelief; 
and  we  are  not  to  be  stayed  ii^ 
our  career  of  triumphant  argument 
and  appeal,  by  the  sneers  of  af-« 
fected  moderation,  or  the  wrang- 
lings  of  intemperate  hostility.  Seve- 
ral valuable  contributions  to  this 
branch    of   theological    literature 


far  as  possible,  of  the  technical  garb  in 
which  she  has  too  long  and  too  often 
been  dressed — to  use  that  liberty  in  re- 
gard to  forms  of  expression,  and  the  rela- 
tive position  of  its  truths,  which  the 
apostles  themselves  employed — to  feel 
bound  by  their  example  and  authority, 
but  free  from  every  yoke  of  human 
bondage.  Let  us  teach  truth,  as  it  is 
taught  in  the  Bible— clearly,  freely,  and 
fully.  Let  the  magnitude  and  liberality 
of  the  Christian  system  be  studied.  Let 
its  facts  be  explmned  in  connexion  with 
their  design.  Le^  first  principles  be  fol- 
lowed out  to  their  grand  and  widely  ex- 
tended results.  Let  the  bearings  and 
harmony  of  all  the  parts  of  the  mighty 
plan  be  investigated.  Let  doctrines  be 
taught  practically,  and  practice  enforced 
by  evangelical  motives.  Thus  the  man  of 
God,  being  perfectly  instructed  himself, 
will  rightly  divide  the  word  of  life  to 
others.  While  maintaining  the  truth  as 
it  is  in  Jesus,  he  will  address  it  to  *  every 


character  for  shrewd  and  clear 
reasoning  has  maintained  itself 
fully  in  the  public^tiQns  to  which 
we  allude.  Among  these  chaQi- 
pions  of  the  faith,  Mr.  Thomson 
now  presents  himself,  and  we  hav^ 
derived  much  gratification  from  his 
small  but  seasonable  volume.  His 
process  of  argumentation  is  plain 
an4  ibrcible;  perhaps,  it  might 
have  been  advantageously  com- 
pressed into  a  smaller  compass, 
but  with  this  deduction,  and  with 
an  allowance  for  certain  pecu- 
liarities of  style  affected  by  soma 
of  the  modem  Scotch  divines,  we 
are  disposed  to  consider  these  ser- 
mons as  useful  au:;iliaries  in  an 
important  work.     They  are  nine 


man's  business  and  every  man's  bosom.' "    in  number,  and  all  from  the  same 


— ^pp.  15,  16, 

Of.  the  excellent  institution  in 
behalf  of  which  this  discourse  was 
preached,  some  account  will  be 
found  among  our  religious  intelli- 
gence. 


Sermons  on  InfideUii/.  By  the  Rev, 
Andrerv  Thomson,  A.  M.  Minister 
rfSi.George^s,  Ed^burgh,  24mo. 
5s.    LoQdon:  Cflidell,  1821. 

We  al\Vays   feel  pleasure  in  the 
discussion    of  the    evidences    of 


text,  Hebrews  iii.  12  :  *'  Take 
heed,  brethren,  lest  there  be  in  any 
of  you  an  evil  heart  of  unbeUtf^  in 
departing  from  the  living  God" 
This  admonition  is  justly  consi- 
dered by  Mr.  Thomson,  as  includ- 
ing the  intimation,  that  the  rejec- 
tion of  the  Gospel  leads  either 
directly  or  ultimately  to  apostacy 
from  God ;  that  to  discredit  Cliris- 
tianity  is  in.  reality  to  abandon 
religion  altogether ;  and  that,  how- 
ever speciously  its  real  character 


43S     Review  ^  Books  :'^Tftomso»h  S&mums  on  Infiddii^^    ^Avoust, 

may  be  disffoised^  the  evU  kmrt  of  wpnld  lead  im  to  expect,  that  whatever 

wnhdief  ism  its  esscntaal  qualities,  "?P«5*  *»»?/"«  f}^^ TT^a^ '^' ^i 

^A   ui    ;*.^.,U.ui^    -^^««2.««,««-  ginning,  it  would  graduaUy  degenerate 

and  Its    inevitable    consequences,  J^d  sewje  into  the  errors  and  abomina. 

^  practical  atheism/'  In  defence  tions  of  heathenism.  Christianity  res- 
and  illustration  of  this  position,  he  c««^  »«  fro™  heathenism,  and  if  wc  ex- 
appeals— 1.  To  the  history  of  Anguish  the  light  of  Christianity,  I  see 
♦T*.  ,  .  J  .  Ai.  'i.  not  how  we  can  avoid  the  mference,  that 
Deism,  as  contained  m  the  writ-  ^  ^^  darkness  of  heathenism  wc  musi 

mgs  of  Its  supporters — ^.    To  the  return.    This  is  the  final  and  unamdafale 

marking  features  of  modem  in-  result. 

fidelity — 3.   To  the  tendency  of  ,,  «.*      .t.     *,*       **     , 

♦»«»  ^lii^^tA^^  ^W,^U   «4^<i  «»«JL;<>.  There  might  remalQ  among  a  few  of 

the  ^jectidns  which  tiie  enemies  ^^  ^^^  enl^htened,  some  Sccasional 

of  the  cross  urge  agtoist  its  doc-  glimpses  of  religious  truth,  as  we  find  to 

trines — 4.  To  those  errors  of  judg-  have  been  the  case  in  the  pagan  world. 

ment  and  feeling,  which  may  be  But  the  degradation  of  t\ie  great  mass  of 

co«»de«d  as  the  njain^ngs  rf   {^r^g^Se^^LroTS'wIS^ht 

inndelity,  and  specincally  to      in-  Gospel  had  emancipated  them,  would  be 

oonsiderateness,   pride  of   under-  certain  and  complete.    This  retrograde 

Standing,    and   moral   depravity."  movement  might  be  retarded  by  the  ad- 

f  Tnder  thiq  fest  head     he  shows  vantages  which  we  have  derived  from 

unuer  uiis  last  neaa,  ne  snows,  ^j^^^      ^^^  ^^^  influence  we  should 

that  the  religion  of  nature,  such  as  continue  to  feel  long  after  wc  had  ccaied 

deists  in  their  Tain  eulogies  would  to  acknowledge  the  divinity  of  its  sonrce. 

set  it  forth,  is  liable  to  the  same  B«t  these  advantages  would,  by  degrees, 

objections  with  the  religion  of  the  ^""/^  *^«^,  ^^^^^T'  5^*1 "  '"f^  "J*^^" 

c  •'.    .                 1  ^i_  ^  ^1.        •     -I  of  speculation,  and  give  place  to  the 

Scriptures,  and  that  the  pnnciples  workings  of  fancy,  and  credulity,  and 

of  opposition  are  precisely  similar;  corruption.    A  r^e  might  s^  gbw 

he  proves  that  the  same  depraved  upon  the  high  places  of  the  earth  after 

feeling,  whidi  turns  from  thepurity  **»«  »J?»^  J^.  ^I*^*^^?  ^,  ^"""^^  ?°T"i 

«  .  1   °                  1 1      '•     ^  ^i_  «ind  the  brighter  and  the  lonirer  it  had 

Of  the  one,  would  rgect  the  mora-  ^y,^^^  tiie  more  gradual  woSd  be  the 

Jity  of  the  other ;  he  then  goes  on  decay  of  that  light  and  warmth  which  it 

in  the  ifoUowing  impressive  Ian-  had  left  behind  it.    But  every  where 

tniatwt^  there  would  be  the  sad  tokens  of  a  de- 

^^fu'ch,  we  apprehend,  to  be  tlie  na-  PJ^^.f  «7  J^i  ^'  \  '^Z^,^^'^ 

tunl  and  necess^  e&ct  of  abrogating  ^JWihght  might  be  protrwited  through 

Christianity.    Whatever  be  the  gS)m5to  the  course  of  many  geqerations,  and  stjl 

on  which  Ais  is  done,  it  would  appear,  f.^  "?^Wy  ^^  ^»8^^  ^  ^^e  to  read, 

both  from  the  nature  of  tiiese  gro^i  Jj*>"«?  ^'?^^'J^''7  °^*^^  wonders  of 
and  from  the 
ever  assumed, 


ject  of  giive  beUef,  or  as^  rule  of  hu-  sl^ade  would  thicken  after  shade  ;  every 

iian  conduct,  is  the  inevitable  conse-  "H^^eeding  age  would  co?ae  wrapped  m 

nuencc.     And  for  tiie  system  which  we  f  ^^Ff  ,?!,*  ^T"  ^^^'TlT^ 

JUl  have  tiirown  away,  we  must  lay  ^^^!  that  flood  of  glory  which  the  Gos- 

our  account    with    adopting  a  system  f^,"*  f^^P?'^^^  ?P?°  ^^  T^fiJ' '^''iS^ 

which  it  is  frightful  to  contemplate  even  ^  ^~*  ^"^  00"'^/''  ""P^^e^^'**  d«*' 

in  theory,  and  whose  visitations  on  the  °®^'  ""PP*  88— :J4. 
characterimd  condition  of  the  world,  it        jhe   particulars  to   vhidi  we 

T^^  "^^^^  '^'""'^  expression,  to  ^^^  ^^^^  referred,  will  afford  a 

"  But  Atheism  could  not  long  main-  general  notionof  the  way  in  which 

tmn  its  ascendancy.    This  volcano  of  Mr.  Thomson  has  treated  his  sub* 

misery  and  of  crime,  after  pouring  forth  Ject":  we  had  mackfidjui  instance  or 

its  tCTTors  on  Iii6  scene  of  human  ^,  \^    of  vame  M  intocreet  ststa* 
would  become  exhausted  by  its  own  de-  v*   ▼•s***^  *«   M*M»qw.i^wr  wmm- 

fltructive  eflbrte,  and  sink  wto  the  stiU-  ment,  but  a»  tiiey  are  not  of  any 

ness  and  the  dreariness  of  a  wide^spread  material. imporlumce^  V^  shall  P^ 

desolatioA.    Man  is  so  framed,  and  so-  them  by.     It  can  hardly,  be  neoes- 

^'u^in'^ISS;  *1^  aS  r^>  ^^  ,T  ^"^^^"^  r^^ 

all  the  knowledge  of  human  nature  with  K>r  ^8  ^  *W  our  ^eral  r^com- 

which  we  are  furnishm  by  experience  mendation  of  this  iisdiil  vcdiime* 
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I. 


The  General  History  of  the  Chris^  n^yed  by  evasions  and  misrepre- 

tian  Church,  frtm  her  Birth  to  sentations,  and  by  that  peculiar 

her  final  Triumphant  State  in  disposition  to   use  the  ina^k  and 

Hec^ven,  chiefy  deduced  from  the  P^^^^   which   continually  betrays 

Apocalypse  of  St.  John  the  Apos.  itself  among  Catholic  wnters.     On 

tie.   By  Sis.  Pastarini.—?rmtsd  the  whole  of  the  case,   however, 

iu  the  veax  1771.  ^^  *'*®  satisfied  that  our  feelings 

and  our  duty  coincide;   and  that. 

We  haye  constantly  kept  back  from  leaving  those  views  of  the  ques- 

the  discussion  of  what  is  usually  tionwnich  are  mingled  with  foreign 

termed  Catholic  Emancipation,  and  and  political  considerations,   it  is 

we  have  been  influenced  in  our  for  us  to  confine  ourselves  td  the 

determination  of  neutrality,  by  se-  theological   section  of  this  great 

veral  considerations.     In  the  first  argument. 

place  it  is  a  question  respecting  The  title-page  of  the  volume  be- 
which  dissenters  are,  we  believe,  fore  us  informs  the  reader  that  these 
very  much  divided  in  sentiment,  pithy  lucubrations  on  the  Apoca- 
and  we  could  not  therefore  feel  lypse  were  excogitated  by  a  Signor' 
ourselves  justified  in  stating  our  Pastorini.  The  fame  of  this  il- 
own  individual  opinions  as  those  lustrious  personage  never  having 
of  the  whole  body.  Then  it  is  a  reached  our  ears,  we  M'ere  unable 
point  on  which  there  seem  to  be  to  determine  whether  he  were 
great  difficulties  ;  if  it  is  to  be  cleric  or  laic,  Jesuit  or  Dominican, 
taken  as  an  affair  of  policy,  it  gentle  or  plebeian ;  but  from  this 
lies  open,'  of  course,  to  all  the  state  of  dubitation  we  were  re- 
statements and  counter-statements  leased  by  Amicus  Protestans,  and 
which  subjects  of  that  class  usually  by  a  certain  printed  circular,  of 
provoke :  if  on  the  contrary  it  is  which,  before  we  proceed  any  fur- 
to  be  determined  on  the  great  ther,  it  may  be  expedient  to  give 
principles  of  religious  liberty,  it  a  short  account.  It  is  called  ah 
may  be  settled  without  a  moment's  *'  Abstract  of  Letters  from  Ire- 
hesitation.  If  any  thing  could  in-  land,  in  Answer  to  Queries  re- 
duce us  to  break  through  a  reso-  specting  the  Causes  of  Disturb- 
lution  of  silence  which  we  have  ance  in  that  Country,  from  De- 
adopted,  as  much  from  inclination  cember,  1821,  to  April,  1822," 
as  from  prudential  motives,  it -would  and  it  was,  we  believe,  drawn  up 
be  the  bad  temper  ,and  the  bad  for  the  purpose  of  limited  circu- 
faith  which  have  been  manifested  lation,  particularly  among  mem- 
on  both  sides.  We  have,  for  in-  bers  of  the.  British  Parliament, 
stance,  been  recently  reading  a  pending  the  discussion  of  the  Ca- 
bulky  pamphlet,  entitled  *'  Letters  tholic  question  in  the  present  ses- 
to  William  Wilberforce,  Esq.  on  si  on.  Under  these  circumstances 
the  Roman  Catholic  Claims,"  by  we  have  no  intention  of  making 
Amicus  Protestans;  and  if  we  coald  any  comment  on  the  "Abstract" 
have  been  amused  by  prejudice  itself,  it  expresses  the  opinions,  of 
and  self-complacency,  galloping  the  writers  of  the  original  letters, 
along  in  a  furious  tempest  of  high-  and  its  value  must,  of  course,  en- 
sounding  but  unmeaning  words,  tirely  depend  on  their  impartiality 
most  assuredly  we  should  have  and  means  of  information.  From 
had  a  rich  feast.'  And  on  the  other  this  authority  we  learn  that  Signor 
side  we  have  been  continually  ans  Pastorini  was  a  mere  nom  de  guerre 
CeNo,  Mao*  No,  66.  3  K 
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nerlictine  Monk,  Eoraaii  Catiiolic 
Bishop^  titular  Dean  of  Wells,  and 
Vicar  Apostolic  of  the  Western 
District  in  England."  ^'  This 
work/*  it  is  added,  "  (first  printed 
in  1771>  without  name  of  place  or 
printer,)  has  been  ^anslated  into 
the  Latin,  French,  Italian,  and 
German  lifnguages.*'  We  are  fur- 
ther told,  mat  this  book  is  in 
highest  estimatio;Q  w^ong  the  sec- 
taries of  Rome ;  iqid  that  its  ex]^li- 
cations  of  prophecy,  some  of  which 
fiif.  the  downfall  of  Protestantism 
to  %\\e  year  1825>  are  at  this  time 
exciting  a  strqng  sensation  amopg 
the  Romanists,  especially  ^ong 
the  lower  orders  of  the  Irislti  po- 
pulation. 

The  reputation  of  this  curious 
volume  can  only  be  accounted  for 
on  tlie  ground  of  sectarian  par- 
tiality :  there  is  a  vagueness,  a 
palpable  and  intentional  evasive- 
ness, running  through  the  whole 
of  the  commditary,  which  is  to  us 
quite  ineconcileable  with  integrity 
of  motive.  If  the  modes  ot  ex-. 
planation  adopted  by  Walmesley  be 
tolerated,   we   will  undertake   to 


and  a  dcsiunfiation  of  trjemendous 
inflictions  upon  its  followers.    He 
represents  Christ  as  dividing  **  the 
history  of  his  Churc^  into  ^even 
periods,  in  each  of  which  he  de- 
scribes   three    different    sorts  of 
transactions,  under  the  respective 
seal,  trumpet,  and  vial,**  The  book 
scaled  "^ith  seven  seals  is,  accord- 
ing to  this  interpreter,   the  his- 
tory of  the  Church,  and  the  open- 
ing of  each  se^l  th^  disclosure  of  a 
certain  portion  of  ^at  history.  The 
trumpet  which  sounds  at  each  open- 
ing announces  disa;$trous  events, 
such  as  persecutions  md  heretical 
insurrections.   The  viala  imply  the 
vengeance  with  which  Christ  visits 
the  enemies  of  his  people.     In  all 
this  there  is  nothing  very  original; 
Iput  the  application  of  it  is  cer« 
tainly  well  worth  our  attention. 
The  first  period  of  the  history  of  the 
Church  includes  somewhat  more 
tha;i  three  hundred  years,  and  was 
'*  the  age  of  christian  perfection." 
The  s^ond,  which  laated  about  a 
century,  ipay  be  term^  *'  the  age 
of  heresy,"   in  which   Arianism 
threatened  to  crush  the  defenders 


extract  from  Isaiah  a  prediction  of    of  orthodoxy.     The  tbird,  which 
the  divine  mission  of  Mohammed,    begins  about  406>  aod  takes  in 


and  from  the  Apocalypse  a  clear 
attestation  to  the  inspiration  of 
Richard  J^rothers.  A  large  portion 
of  bis  book  h^  nothing  whatever 
to  do  with  his  real  object,  and 
seems  to  ns  only  calculated  to 
throw  dust  in  the  eyes  of  his 
readers.  Bossuet  and  Calmet  (with 
only  the  former  of  whom  we  pro- 
fess ourselves  acquainted  in  the 
present  case)  have  commented  on 
the  Apocalypse,  and  have  taken  the 
more  specious  method  of  limiting 
its  predictions  to  the  earlier  periods 


nearlv  220  years,  "  h  remarkable 
for  the  judj^epts  of  God  upon 
ancient  Roni^  ^ind  the  Western 
£mpire."  The  fourth  seal  dis- 
closes the  rise  of  I^lam^  apd  Death 
on  the  pale  horse  is  Mo^uumned 
and  his  successors ;  the  fourth 
trumpet,  with  its  terrible  effects, 
typifies  the  **  fatal  heresy  and 
schism  of  the  Greeks ;  the  fourth 
vial  is  ingeniou^j  ^plaiued  by 
the  employment  of  cannon  and 
gunpowder  against  Constantinople, 
and  by  the.  consequent  iall  of  that 


of  the  Christian  era^  explaining  of  city :  this  age  includes  the  history 

pagan  Rome  all  the  passages  which  of  the  Church  from  A.  D.  620  to 

by  Protestants  are  applied  to  Rome  1 520.     But  the  eXplsoMtioxi  of  the 

papaL     It  was  reserved  for  Wal-  £fth  seal  is  the  grax\d  effort  of  our 

mesley  to  venture  a  bolder  flighty  half-inspired  ii^cpx^l^r.     He  as- 


and  to  find,  in  this  grand  prophe- 
tic anathema  against  the  corrup- 
tions of  the  Christian  Churchy  an 


si^s  it  to  the  Kefoim/^tion,  and 
with  an  impudence  that  really  ex- 
cites our  ^dmirationj  c^^y  informs 
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his  readers,  that  the  souls  under  the  We  understand  this  well,   and 

altar,  slain  for  the  word  of  G^d^  we  will  sapply  what  this  worthy 

represent    the    Catholic   martyrs  Vicar    Apostolic    has     modestly 

who  perished  in  the  Lutheran  and  omitted.       **  The'   scourge    wiu 

Calvmlstic  persecutions !    The  re-  be  severe" — yes !   we  may  well 

prisals   of    the    Protestants    are  believe  it,  if  this  scourge  be  wield- 

spoken  ,of  as  unprovoked  mas-  ed    l^   ^e    same  effective    exe- 

sacre ;  and  while  the  most  faith-  cutioners  who  massacred  the  Al- 

less  reservaddns  and  exaggerations  bigenses,  revelled  in  the  high  fes<- 

are  uted  in  reference  to  their  con-  tival  of  St  Bartholomew,  dragooned 

duct,  and  to  the  differeni  instances  the  Cevennbis,  plied  the  racks  of 

in  which  Papists  fell  by  the  sword  the  Inquisition,  and  lighted  up  the 

of  war,  or  by  the  hand  of  the  exe-  fires  of  Smithfield.     But  we  trust 

cutioner,  not  a  whisper  of  con-  in  God  that  this  event  of  things 

demnation  is  breathed  against  the  will  not  be  permitted  to  overtake 

horrible  revelry  in  human  suffer-  his  genuine  church ;  that  she  who 

ing  which  seems,  in  former  times  is  the  mother  of  abominations  and 

at  least,  to  have  formed  a  distin-  heresies  will  not  be  suffered  to  re*» 

guishing  feature  of  the  Catholic  new    her   drunkenness  with  the 

creed.    Is  it  that  these  excesses  .blood  of  the  saints ;  and  that  the 

are  ff/iT/ approved  by  Rome  and  her  spirit  of  faith  and  love  will  per- 

children  ?     Is  it  indeed  true  that  vade  the  earth  and  destroy  every 

in  this  specific  respect  the  charac-  usurpation  of  the  rights  of  con* 

ter  of  Popery  is  unchanged  ?    We  science.     By   the  clumsy  artifice 

wiUjnot  press  this  question ;  but  of  doubling  the  assignied  period  ^ 

it  must  be  acknowledged  that  so  1 50  years.  Dr.  Walmesley  fixes  this 

marked  a  silence  on  jthis  point  is  consummation  so  devoutly  to  be 

ominous.     The  fifth  trumpet  dc-  Wished  by  all  true  sdns  of  Rome, 

notes  the  rise  and  progress  of  the  to  the  year  18^5.,  A  single  ex- 

Beformation ;  the  star  falUng  from  tract    connected    with    this    part: 

heaven ,  is  Luther,  and  the  locusts  of   the    subject,    will    suffice    to> 

are  Carlostadius,  Zuinglius,  Oeco-  shew  the  spirit  of  this  maligner 

lampadius,Melancthon,Bucer,Cal-  of  religious  truth,  and  to  display  ' 

vin,  Henry  VlII.  ctim  mullis  aliis.  the  miserable  falsehoods  to  which 

The  King,  the  angd  of  the  bottomless  papists    have    recourse    in    their 

pit,  is  ^he  devil,  who  is,  of  course,  wretched  warfare  against  the  ad- 

"  the  king  of  the  JRLeformation."  vocatesof  Gospel  doctrine. 

The  vial  connected  with  this  pe-  ^     .     ,,                     . ^i.i     *i  «*. 

•  J  •     ^i_    ■                         jy  r^  ^  "The  world  was   very  sensible,  that 

nod  IS  the  vengeance  of  God  on  ^j^.^^  ^^  established  his  church,  fifteen 

the  enemies  of  Popery;    and  re-  hundred  years  before  the  existence  of  the 

specting   this  awful  visitation  we  reformation,  and  that  he  had  communi- 

have  the  following  signiilGant  hint  cated  his  Spirit  to  hef,  by  which  he  hid 

..^      .  ,   ,.u.           ^              .1.  solemnly  promised  she  should  be  guided 

«  The  viia   bbttgr   poured   upon  the  through  ^  ages/    I  will  ask  the  Father, 

throne  «f  lfc«  fteosf,  it  flows  down  from  ^^^  Christ,  (a\ji  he  ioill  give  yoii  imoiher 

thence   over    his  whole  kingdom,    the  paraclete,  tliat  he  may  abide  with  you  for 

r^  of  the  reformation.     For,  Ais  fcw-  ^^    gpirit   of  tratH. And 

dm  hecame  dark,  and  they  gnawed  t/wir  ^^  ^^  j^^j^  ^^  ^J^i„gg^  (John  xiy. 
ton^ves  for  fain.  Bdt  with  respect  to  the  j^  j^ 2(5  5  iTie  reforming  teachers- 
nature  of  this  punishment,  wc  shall  be  ^^^  therefore  fifteen  hundred  years  too 
entirdy  silent, /md  leave  it  to  be  disclosed  ^ate  and  as  they  presumed  to  publish  a 
by  the  event.  We  shaU  only  renaark  thi^,  ^^j^^Vine  contrary  to  what  was  taught  (n 
to  judge  from  the  expression  of  the  text,  ^^  cliurcK,  its  novelty  became  its  own 
the  scourge  seems  to  be  severe,  and  ^e  condemnation.  Nevertheless  they  were 
m  extremely  sony  it  wiU  be  so  ill  re-  ^^j^^  ^  ^^^  it  ass  upon  mankind 
mvcd :  And  th^  blasphemed  the  God  of  ^^^  i)iiine  truth.  But  to  effect  this, 
KeaiKn,  because  of  their  ^ins  andwminds  (or  ^^^  ^^^^j^  j^^^^  ascertained  it  by  the 
■ores) ,  md  did  not  penance  for  thetr  works.  intervention  of  miraculous  works,  in  the 
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4$6    LkerartaRedivivat'^Pastorini's  General  History,  4>c»  \^AvGVsr, 

same  manner  as  the  apofltlcs  had  origi-  These  are  the  refuges  of  lies  to 

"^^II  ''T^^^A^"^^\^^^'     \^  which  our  antagonists  are  driven 

them  prove,'  saia  Tertullian,  speaking  -        ,    ,.          .,   *             ^,          , 

of  the  hereticks  of  his  own  time,  *  Let  ^^J  shelter ;  these  are  the  calum- 

them  prove  themselves  to  be  new  apos-  nies  which  "kre  put  on  record  as  a 

ties.'  .....  Met  them  produce  their  warning  to  the  wavering  that  they 

-miracles.'    (i.  de  vr^vip^  c  30.)     But  g^^^d     aloof    from     the     glozing 

the  Reformers  never  were  able  to  procure  'i-       jai_^-                 i.- 

^uch  a  divine  sanction.  speech,  and  the  tongue  speaking 

•<  To  supt)ly  this  defect,  and  to  acquire  falsehood  in  hypocrisy.    The  Sixth 

credit  to  their  new  systems,  what  mea-  Seal  seems  to  have*  given  prodi- 

»ur^  did  they  toke  ?    They  employed  an  ^^^^  trouble  to  the  worthy  Bene- 

artmce,  (we  arc  sorry  to  say  it,)  sue-  3-^-           t          i            -_.           - 

gested  undoubtedly  by  that  angtiaf  the  Y\         \        ^          *  strange  jum- 

bottnmless  pit  who  was'  their  governor  and  ble   with   the  Jews  and   Greeks, 

ICuide,  namely,  to  indulge  human  nature,  Mahometans  and  Russians  ;    "who 

by  gratifying  the  passions,  byallowmg  Antichrist  is  to  be  we  do  not  very 

such  freedom  and  latitude  m  the  practice  11                   i.jii.j.^t.^ 

ofvirtue,  as  religion  had  never  admitted.  «?a"y  comprehend,  but  the  two 

They  banished  at  once  all  those  mortifi-  Witnesses  are  to  be  Henoch  and 

cations,  which  distinguished  the  Chris-  Elias    who    are   to   re-^ppear     on 

tian  religion,  and  were  ordained  by  its  garth,  and  by  therr  preaching  to 

Author  as  the  pnncipal  exercises  to  ment  .„^„  .1,^   t™«  :««.«  ,^«»:»*«       o^i,-. 

eternal  life  ;  such  as  fasting,  abstinence,  *"^^  *°f  ^^^ «  ^^^  papists.    _  The 

confession  of  sins,  penance,  &c.    They  army  of  the  "  great  Antichristian 

pretended  that  all  these  practices  were  of  hero,"  whoever  he  may  be,  wDl  be 

no  signification^   that  they  were  even  a  most  terrific  assemblage,  since  it 

intolerable  c;pcroachments  on  Christian  ^-ii   ^^^^^'  «.  „   «,-«»  ^<^  «^    i.^- 

liberty,  andlhat  faith  klone  sufficed  for  \'^^  comprise  a  mass   of  no   less 

salvation.    By  these  means  they  let  loose  than    two     hundi'ed    millions,    of 

the  human  passions,  they  enfranchised  "  men  and  devils  in  human  shape/* 

man  from  all  constraint,  and  in  fine  they  The  number  of  the    Beast   is  at- 

t:.T'^X'^^  --7ir«  :?*ed  ^  the  word  Maometis  in 

dro$s :    thy  wine  is   mingled    with  water,  "le  Oreek  numeraUoD. 

(fsaiah  i.  22.)     For,   our  Saviour  had 

said  :  If  any  man  will  come  after  me,  let  him  }^    •••••••»••   40 

deny  himt^,  and  take  up  his  cross,  andfoU  a                                   •■ 

.  low  me.     (Matt.  xvi.  24.)     But,  instead  ^     ••••••...• 

of  the  thorny  way  of  self-denial  and  the  "     ....••••••   70 

cross,  they  opened  a  path  strewed  with  M     ••••• 40 

roses.    What  wonder  then,  if  so  many  E     •••••••••••      5 

took  them  for  their  guides,  and  espoused  fp                             qqq 

their  maxims  ?     Our  Saviour  again  tells  «      ••••••...• 

us,  that  narrow  is  the  gate,  and  strait  is  the  ~,      ••••••••••    1 0 

way,  that  leadeth  to  life :  and  few  there  are  2      •••.0«««a«  ^0 

that  fold  it»    (Matt.  vii.  14.)     On  the  con-  - 

trary^  the  new-gospellers  inforjn  us,  that  cqq 

the  way  to  heaven  is  broad  and  easy ; 

and  they  offer  to  conduct  us  through  it  — 

with  little  or  no  difficulty,  because,  say  t>   ^            i_                            -^       i» 

they,  our  Saviour  took  upon  himself  the  ^^^    ^®   have   gone    quite    far 

load  of  hardships,  that  should  have  been  enough    in    unravelling    this    mi- 

our  portion,  and  has  sustained  them  in  serable    tissue    of    folly    and    in 

-pur  stead.     But,  woe  t6  theni  that  sew  fotuation,  and  we  shall  take  our 

cufhums  under  every  elbow:  and  make  ml-  1             ^..      .^,    ^t     •   ^       ^-       ^1.  ^ 

lorn  far  the  heads  rf persons  of  every  age  to  leave  of  it  With  the  mtimation  that 

catch  smth.    (Ezek.  ziii.  18.)     thus  a  the  Seventh  and  last  Seal  denotes 

survey   pf  the   doctrine  and   practical  the  age  of  eternity,   and  that  in 

Sei^ VL^the  i^d^°^n^  ^^*  ^^^  reference  to  the  state  of 

p^upon  Aei/cLf^ter,I^orffngtp  heavenly  blessedness,   this  ortho- 

Che  criterion  Christ  has  given  us :  A  good  ^ox  interpreter  of  the  Apocalypse . 

tree  cannot  bring  forth  tvil  fruit,  neither  can  mentions  no  Other  qualification  for 

«^  mn«ir  bring  forth  goodfrtut.  .  .  . ,  .  its  enjoyment  than  the  perfonnance 

tVherefore  by  thetr  fruits  you  shaU  know  ^o  ^  *  1          i 

»»«m.  (MattfTU.  18^20.)-pp.  518-520.  *»^  V^  ^0*«« 
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Memoirs  of.  the  late  Rev.  Thomas  Goi'* 
drm^  of  YoHghal,  Ireland.  With 
Extracts  from  his  Diarif,  and  some 
of  his  most  interesting  Leitei's.  Is.  6d 
London:  Nisbet,  18'20. 

We  take  some  blame  to  ourselves 
for  unintentional  neglect  of  this  in- 
teresting^ little  publication.  It  be- 
longs to  that  truly  valuable  class  of 
memorials,  which  includes  the  bio- 
graphy of  humble,  zealous,  and  de- 
voted servants  of  the  living  God,  ' 
and  unfolds  a  series  of  labours,  un- 
distinguished, it  may  be,  by  the 
manifestations  of  dazzling,  but  un- 
profitable genius,  or  of  fastidious 
scholarship,  but  marked  by  the  pre- 
cious signals  of  the  divine  favour, 
attended  by  the  blessings  of  those 
who  were  ready  to  perish.,  and  re- 
corded on  monuments,  which  shall 
eternally  survive  the  crumbling  ele- 
vations of  human  vanity. 

Mr.  Gordon  seems  to  have  been 
a  sensible,  pious,  and  useful  la- 
bourer in  the  work  of  souls.  He 
was  born  in  London,  December  19, 
1781,  of  religious  parents,  and  at  the 
age  of  15,  became  seriously  im- 
pressed with  the  importance  of  di- 
vine things.  He  commenced  his 
career  of  usefulness,  by  engaging  as 
teacher  in  a  newly  formed  Sunday 
school,  since  known  by  the  name  of 
the  "  Fitzroy  Sabbath  and  Free 
Bay  School.''  In  1805,  by  the  libe- 
ral assistance  of  a  ''gentleman  in 
Scotland,'^  he  was  enabled  to  enter 
as  a  student  in  the  Academy  at 
Gosport,  and  we  cannot  give  a  more 
impressive  transcript  of  his  feelings, 
than  by  qootiug  the  extracts  from 
his  Diary  connected  with  this  event. 

'<  Through  the  abundant  goodness  of 
God  1  am  spared  to  the  present  moment ; 
and  his  sovereign  hand,  that  over-roles 
all  events,  has  brought  me  to  this  place. 
Here  would  I  raise  my  Ebenezer,  and 
desire  from  my  heart  to  bless  himt  who 
has  thus  conducted  me.  God  in  Christ 
is  the  portion  of  my  soul :  he  is  the 
supreme  object  of  my  love.  There  is 
none  in  heaven,  or  on  earth,  I  desire  in 
comparison  of  him ;  and  because  I  can- 
not enjoy  him  so  fully  as  1  desire,  nor 
serve  htm  without  sin,  I  long  for  that 
glorious  hour  when  I  shim  be  completely 
satisfied^  awaJdng  up  in  his  likeness.    1 


pant  after  conformity  to  hinu  I  would 
accept  it  as  a  token  for  good  that  God  has 
brought  me  hither  \  that  I  am  freed  from 
the  concerns  of  the  world,  from  the  hustle 
and  noise  of  London ;  that  I  here  enjoy 
leisure  for  reading,  meditatioui  and 
prayer,  and  hare  opportunity  for  im- 
proving my  talents  for  his  service.  Oh 
that  my  time,  my  idl,  may  be  spent  to 
the  glory  of  my  redeeming  God  !  What 
am  I,  tnat  I  should  be  employed  in  the 
service  of  such  a  Master  ?  Will  he  in- 
deed accept  of  my  service  ?  Oh  match- 
less grace  and  love !  that  he  should  save 
me  so  unworthy,  and  now  employ  me  in 
his  vineyard. 

«  June  17. — I  dread  the  time  when  I 
shall  have  to  speak  for  God  before  the 
people,  lest  that  the  fear  of  man  should 
possess  my  soul,  and  pride  should  keep 
me  from  placing  that  dependance  on  the 
all-sufficient  help  and  influence  of  the 
sacred  Spirit,  which  I  know  I  shall  need. 
O,  to  be  ever  sensible  of  my  own  weak- 
ness, and  to  look  up  with  humble  conii- 
dence  to  Him  who  has  promised,  <'  As 
thy  day  is,  thy  strength  shall  be." — "  All 
my  hope  is  in  God;  from  him  cometh 
my  help." 

**  July  13. — Last  Sabbath  spake  to  the 

people  at  S g  for  the  first  time ;  the 

subject,  '<  Whereas  I  was  blind,  now  I 
see  t"  found  my  mind  composed  and 
comfortable.  O  that  this,  the  first  fruit, 
or  small  beginning  of  my  labours  in  the 
Jjord's  vineyard,  may  be  followed  with 
great  service  and  abundant  uscfidness ! 
It  has  often  been  my  desire  that  I  may 
be  a  burning  and  shining  light :  this  leads 
me  to  cry  for  grace  to  keep  me  humble, 
little  in  my  own  eyes,  sensible  of  my 
weakness,  and  strong  only  in  the  Lord. 
May  the  love  of  Christ  be  the  spring  of 
all  my  actions,  his  glory  the  end,  and 
the  concerns  of  perishing  sinners  near  my 
heart*  I  find  pleasure,  and  1  hope  profit^ 
in  my  studies,  my  mind  expanding  and 
gaining  strength  :  have  reason  to  mousn 
over  l£e  weakness  of  my  memory ;  but 
while  I  earnestly  pray  for  every  gift  and ' 
grace  that  may  be  useful  to  others,  and 
comfortable  to  myself,  1  bless  God  for 
what  he  has  given  me  .  and  if  I  have  but 
one  or  two  talents,  I  would  seek  to  im- 
prove them ;  and  if  my  Lord  see  it  proper, 
he  will  give  me  more."^  I  wish  to  lie'  in 
his  hands,  as  clay  in  the  hands  of  the  pot- 
ter. Found  my  soul  refreshed^his  morn- 
ing at  a  throne  of  grace,  and  experienced 
that  it  was  good  to  be  in  his  house."— 
pp.  13,  14. 

In  Juno  1808,  he  landed  in  Ireland, 


Gnuolatian  to  Parents  tanid  the  Lu$  tf 
CMdsTen.     Tn  tivo  Diiemaitt,  (fir- 


Under  the  aaspices  of  the  Hibernian 
Sp6ibty,.and  entered  on  Hii^;^ork  at 
Youj^al,  where  he  was  ordained  to 
the  ,pastoral  charge  in  July  1810: 
In  May  1812,  he  married.  On  the 
28th  of  February,  1818,  this  holy  and 
iisefiil  minister  was  summoned  to 
bis  everlasting  rest. 


»%»«%»%%<w%>»» 


Hih  Injtuenee  6f  Proteftnnt  Miifiimr 
Arp  ^itablishfnent's.  in  dtveloj^ing 
the  Ptiysicai  antt  Moral  Coiidition 
of  ilan,  and  Elucidating  the  Dark 
Regions  of  the  Globe^  briefly  deli" 
neated.  With  a  Coloured  Mapy 
Exhibiting  the  progress  of  ChriS" 
Hamtp,  and  the  Professed  Religions 
of  Mankind.  By  Thomas  Myers^ 
A,M.  Quarto,  price  38.  Lon«> 
dbii,  1822. 

Missionary  Societies  are  now  as- 
auniiiig  An  importance,  which«  had 
it  been  predicted  twenty  jbars  back. 
Would  have  been  contemptdoa^Iy 
diiibeHeved.  A  kp\x\%  of  anxiety  for 
the  pi-esedt  Ahd  eternal  fblicify  of 
thdsb  who  sit  in  darkness,  has  been 
excitbd  in  iSnglaiid^  and  its  beiie- 
^cial  effect^,  under  the  divine  bles- 
sing, have  been  felt  in  ibe  remotest 
regions  of  tbe  earth.  Incidentally 
to  their  regnlar  labours,  the  circum- 
stances in  which  the  Missionaries 
have  been  fllaiDed,  have  enabled 
thetn  to  collect  a  considerable 
qiiabtity  of  yalbable  information, 
which  is  scattered  through  Such  a 
inass  of  Reports,  Aj^pendixes,  Chro- 
nicles, Suminaries,  and  Correspon- 
dences, that  it  becomes  perfectly 
exhausting  to  explore  the  endless 
labyrinth,  and  a  very  fair  portion 
oif  praise  would  be  the  due  of  the 
individual;  who  should  give  a  brief, 
butcompr^ensive  recapitulation  of 
the  leading  points.  Mr.  Myers  has 
done  so  much  of  this  as  consists  in 
describiiig  the  principal  features  of 
Missionary  exertion,  an'd  enome- 
fating  the  stations  occupied  by  the 
various  Societies.  A  coloured  map 
of  the  world  is  added,  in  which,  by 
means  of  distinct  tints,  a  represen- 
tation is  given  of  the  relative  extent 
of  the  different  religions  of  man- 
kind. The  red  dots  which  mark 
the  Missionary  settlements  are, 
however,  carelessly  managed,  they 
should  have  corresponded  in  nnrti- 
ber  and  position  to  the  places  they 
wcfe  intended  to  denote. 


Uvered  in  GigrLane  du^l,  tf'Ai% 
August  1821.  %  the  Rev,  Robert 
Moffat,  8vo.  Whitby:  Rodgers, 
1821. 

The  occasion  of  these  discourses  is 
stated  in  the  following  remarkable 
narrative. 

•*  On  Mwidaylast,  (23a  July,  1821,) 
about  9  A.  M.  Mr.  William,  son  of  Mr. 
Boyes  of  Whitby,  aged  1 7  »  going  to  New- 
castle in  one  of  the  tradcrs^  to  join  hi» 
ship  there,  five  youtha,  his  companions, 
went  with  the  vessel  into  thewoadt  to  sec 
him  off,  taking  a  small  boat  to  bring 
them  back.  After  parting,  they  stepjxsl 
into  the  boat;  bat  getting  under  the 
vessel's  quarter,  Mir.  Boyes  stepped  in  to 
clear  her,  when  she  immediately  iipset ; 
by  which  Mr.  Boyes,  with  Henry,  (aged 
13]  sdn  of  Mr.  George  Willis,  and  John, 
(agted  15)  son  of  Mr.  firown.  Collector 
of  Excise,  were  drowned. — ^The  other 
three  were  saved  by  clinging  to  the  boat 
— In  the  evening  se.veral  cobbles  went  off 
into  the  roads  to  grapple  for  the  bodies; 
and  about  six  p.  M.  tney  were  all  found, 
and  conveyed  home  to  their  disconsolate 
parents  for  interment. — I  regret  that  1 
should  have  to  add,  that  one  of  the  sur- 
vivors, Mr.  James  Muir,  is  since  dead. — 

**  lliere  are  some  circumstances  in  the 
case  of  Mr.  John  Brown,  for  whicli, 
upon  ordinary  principles  of  calculatiob, 
it  may  perhaps  be  difficult  to  account ; 
and  which,  by  his  sorrowing  mother,  I 
am  particularly  requested  to  mention<-~ 
They  are  as  follow — In  the  first  place ; 
the  day  immediately  preceding,  which 
wa^  Sabbath,  haying  been  sultry,  he,  his 
father  and  mother^  and  two  of  his  sisters, 
set  out  together  to  take  a  walk  on  the 
pier  in  the  cool  of  the  evening ;  when 
having  got  to  the  end  of  it,  he  suddenly 
disappeared,  and  was  at  last  seen  making 
his  way  rapidly  homeward — they  returned 
some  time  after,  and  upon  entering  the 
honse^  heard  him  up  in  his  own  room 
singing  the  following  Hues— 

*«  A  Saviour,  let  creation  sing, 
A  Saviour,  let  All  heavens  ring<— - 
tie's  God  with  uS,  we  feel  him  oUris : 
His  fulness  in  our  souls  he  pours — 
'Tis  almost  done — ^Tls  almost  o'er —  '^ 
We're  joining  them  who're  gone  before;  y 
We  then  shall  meet  to  part  no  more,  j 
We're,"  &c. 

<<  To  these  lines,  v^re  added  other  pas- 
sages of  a  similar  nature,  whic£  in  the 
course  of  the  evening,  he  was  overheard 
singing  by  himself. — Again,  next  morn- 
ing, the  morning  of  tlie  fatal  day,  and 
just  after  his  father  had  set  out  on  his 
coUecting  toiir>  here  called  a  rounds  be 


«epidied  U>  th«  Qifice,  aiid  tber«  upon  «    tbe  commpn  points  in  disrate,  ^r 
leaf  of  a  smsU  paper  book  which  he  was    t^^^n  C^n^rphn^epT  ^ad  t>iaseiiteriu 

wont  to  cany  in  hia  pocket,  wrotp,—     --' -- 

"*  John  Hallpress  Brown  died  this  day 
before  the  pr^ent  round !' — ^After  haying 
written  these  remarkable  words,  he  had 
attempted  to  obliterate  them,  by  croidng 
them  two  or  three  times  with  hit  pen, 
after  which  he  had  applied  hit  finger  to 
do  it  more  effectually,  and  last  of  all, 
had  torn  out  the  leaf  altogether,  leaving 
It,  however,  stiU  loete  in  the  book. — 1 
myself  si^w  the  book,  which  was  taken 
feom  his  pocket  after  he  was  drawn  out 
of  the  water,  together  with  the  writing, 
aad  whiph  after  lUl  was  perfectly  legi^ble 


It  is  decided  and  coqclu^iy^,  yet 
i^tates  the  objections  to  at^  E^t^^ 
blisfied  Church  in  away  iii^^t'  can 
hardly  give  offence.  tVp  ^^^^r^  U> 
it,  though  written  in  a  p]ain  and  fa-^ 
miliaf  manner,  the  ha^d  of  one  wipU 
si^ill^d  in  the  controversy,  ao^d  y^i^ 
cannot  but  recommpfid  it9  circula- 
tion. Pablication^i  of  tbif  l^ind  acfi 
highly  fliervice^t^^e  tott^^  c^use,  iS 
ttiey  d9  n^vtiupg  i^ore  thfui  pop^ii^p^ 
peQple  that  tfiero  is  i^u^thu^  tq 

-to  ^ese  re?»arkable  fiicts  is  to  be  added  ^^t  vagne  and  general  impressipa 

a  tAird,  namely,  the  unaccountable  hor-  ♦"•••. '«w*y»«#*»6y«M**«^iM|t».^»w« 

ror  withX/his  miS^as  seb^d,  after  ^^'""^^  Dwsenters,  which  i,.  per^ 

having  got  on  board  the  vessel,  expressed  ^*P»'  more  iiyurious  40  them  than 

as  it  WM,  in  strong  wishes  to  get  ashore  Wiy  cjearly  deftnedsen^imen^:  woiUd 


before  she  left  the  harbour ;  and  which 
nothing  but  the  charge  of  cowardice, 
reiterated  by  his  companions,  could  have 
prevented! — All  these  things  might  be 
accidental,  but  still  in  the  connexion  they 
are  ttnkmg,  and  will  never  be  forgotten 
by  those  whom  he  has  left  to  sorrow 
behind — but  every  reader  must  judge  for 
himself." — ^pp.  1 — 4. 


th^t  the  pomparatively  '  irealtby 
amoug  us  gave  extensive  circula- 
tion to  tracts  of  this  natur^ !  When, 
when  shall  we  awake  as  a  body, 
and  bestir  ourselyes  i^  t\ie  avowal 
and  niaiotenance  of  our  principles  ) 
Some,  indeed^  are  of  ppinibn  tnat 
Dissenters  are  sufficiently  alive,  asf 
it  is,  to  the  importance,  of  these 


The  sermons  themselves  ai-e  writ-    principles :  hut  this  is  by  no  mean^ 
ten  with  ability,  though  we  might    the  case ;  a  fatal,  and  w^  will  add. 


have  preferred  somewhat  more  of 
simplicity  in  occasional  passages 
which,  to  our  tastes,  display  a  little 
too  much  effoct.    Mr.  Mo£^t  illus- 


a   cTinunal  lethargy  characterizes 
their  behavioqr  in  reference  to  ihi^ 
subject.    Rarely  ar^  their  princ^ple^ 
„      ,    .  .       ,  publicly   adverted    to,    and   their 

tratcs  Rcvelatton  xxi.  4.  by  proving  youug  people  left  in  ignorance  con- 
—I.  Tha^t'*  the  death,  the  sorrQW,  cerning  them,  remain  open  to  the 
the  crying,  and  the  pain,  which  m  full  influence  of  worldly  respecta- 
that  better  world  shall  be  no  more,    tj^jty  jp  favour  of  the  EstabUsii- 

meut,  and  too  often  betray  tl^^t  they 
are  not  propf  against  its  power* 
But  Thomas  Johnson  would  fortify 
by  Christ,  the  second  Adam/'— 3.    them :    be  would  at  le^st  induce 
That  those  eviia  "  are  for  ever  done    them  to  pause  beforp  they  approach- 
away,  only  to  those  who  believe  in    ed  the  boundaries  of  conformity, 


were  introduced  into  this  by  nnJ,*-^ 
2.  *'  That  the  evils  enumerated  in 
the  text  are  for  ever  done  away  only 


Christ,  and  study  to  do  his  com- 
mandments, purifying  themselves, 
even  lyi  he  is  pore/'— 4.  '*  That  the 
operation  of  these  evils,  in  respect 
of  tim^,  of  manner,  and  of  every 
other  circumstance,  is  under  the 
control  of  heaven/'— 6.  "  That  the 
evik  cnomeirAted  in  the  text,  are 
not,  properly  speaking,  evili,  but 
real  b/ettings  to  the  people  of  God.^ 
—6.  **  The  evils  particularized  in 
the  ^^xt,  shall  jfbr  ever  redound  to 
the  ^Ipry  of  God 


or  gave*  in  any  naeasqre,  their  coun- 
tenance to  a  system,  which  seeks  to 
unite  the  discordant  materials  of 
a  teniporal  and  a  spiritual  king- 
dom, and  introduces  the  inQu^nce 
of  the  world  into  the  bosom  of  the 
church.  If  our  principles  will  not 
bear  the  lif^ht,  if  they  are  not  true 
and  scriptural,  let  them  be  neg- 
lected; let  us  evince  a  pusilla- 
nimity whenever  they  are  brought 
into  question }  but  if  ^Hey  are  in- 
deed the  pr^ncip.lei^.  y^hich  tliQ 
New  Testament  lays  down,  whicH 

ThopmfJf  Mmspu'i  reatmt  for  Dm^  received  the  sanction  of  Christ  and 
ing'fro^  the  Chuirch  ^  England —  his  apost(es,  which  were  distinctl}^ 
pp.  19.  Holdsworth.  24*  or  lis.  recognised  in  the  ^st  and  purest 
per  10€t.  days  of  Christianity,  and  in  defence 

This  little  tract  adverts  ta  most  of   of  which  some  of  the  best  and  ho* 
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tfaeir  lives  ;  then,  let  no  considera* 
tions  of  a  timid  policy,  or  of  a  cau- 
tious, worldly  prudence  prevail  upon 
lis  to  keep  them  in  the  back  ground. 
We  know,  that  in  making  these  re- 
marks, we  shall  expose  ourselves  to 
the  charge  of  bigotry,  but  we  know, 
at  the  same  time,  that  we  do  not 
deserve  it.  We  will  hold  the  unity 
<)f  the  spitit,  in  the  bond  of  peace, 
with  alt  who  love  the  Lord  Jesus ; 
btit  we  have  not  yet  learnt  to  trim 
between  truth  and  error,  or  to  sa- 
crifice the  convictions  of  our  own 
minds  at  the  shrine  of  a  spurious 
candour. 


%%*<*i«A%i%«% 


^  lie^t  men  of  this  country  laid  down    Steadfastmss  in  the  Lord  the  Joy  of  the 

Chnstian  Pastor,  A  Sermon,  preach- 
ed before  tlie  Middlesex  and  Hert- 
ford Union  (^Ministers  Sc  Chnrclm, 
on  Wednesday,  Sept,  5,  1821,  at 
the  lUv.  W,  Williams's  Chapel,  Ed-, 
monton.  By  the  Rev.  W,  Tlwrnai, 
of  Enfield.  -^  London :  Burton  and 
Smith.  1821. 

This  is  a  judicious  and  interesting 
sermon;   and  it  fully  justifies  the 
double  request  which  induced  Mr. 
Thomas  to  consign  it  to  the  press. 
From   1  Thessalonians  iii.  8,  9,  he 
cnqnires,  '*  1st,  What  are  we  to  un- 
derstand by  steadfastness    in  the 
Lord?— 2dly,  Whence  does  it  arise 
Tolyhymma;  or,  Select  Airs,  by  cele^    i!*^*  *£^«  steadfastness  is  the  Chris- 
brated  Foreigk  Composers,  ^pted    tian  Pastor's    joy  ?"--To    the  first 
to  English  Words,  tintter^ expressly    question  it  is  answered,  -  1.  A  warm 
for   tSis    Work    by   James    Mml    attachment  to  evangelical  truth- 
gimery.     Tiie  Mine  arranged  by    2.  A  regular  attendance  on  dmne 
C.  T/Hasse,    6s.  London.  ordinances--^  A  holy  deportocnt 

„;.         ..      ...        *!•     *•       r     X         in  every  walk  of  life — 4.  A  bold  and 

We  nohce  this  pubhcaUon  for  two  ,^^^,^3/  maintenance  of  our  Chris- 
or  three  reasons.  First,  it  is  the  jj^^  profession;  and -5.  AH  thi. 
work,  in  Its  literary  department,  at  y.  ^  ^  ^.jj^  uAabated  vigbur  and 
least,  of  a  man  whose  name  is  a    consfancv" 

guarantee  for_its  moral  and  poetical  ^o  the  second  qaestion  Mr. 
excellence.    Secondly,  the  music  is,    ^^^^^^g         „         j  "^     ,^1,^^   ^ 

^  r  ^%^I'^^^^  by  those  who  are  christian  Pastor's  joy  arises  "  from 
more  skilled  m  such  matters  than  beholding  the  fruit  of  bis  own  la- 
we  profess  to  be,  exceedingly  good.    boiir8."-2.  That  it  is  "  essentialtj 

^of'»    ^''fi!!'   ?w».         -"^T""*;  connected  with  a  supreme  concern 

stances  put  together  have    nduced  ^^  ^^^  honour  of  Christ,  and  the 

US  to  mention  a  work  not  altogether  advancement  of  his  kioffdom  "— 

in  our  usual  track,  since  it  may  be  <>   rpi,.*  :»  . : ,.  <.  r .  „ .' :. 

accei,tahle  to  some  who  fee.  it  a  ^f^lt'unKuch  drc«L^= 

&us  ih^ichThrair^r'i^e-  ^ini!  «£.?,-  itn  vi 

lody  with  ^exceptiona^ble  poetry.  J^&  b^" Te  ant^l^ion" 

JSirniro'ifLTecot  »   Hl-^«»  ■««»  glorious^oimorta. 

positions  ;  they  are  peivaded  by  a  *  ^' 
fine  tone  of  moral  feeling. 


\ 
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We  have  received  repeated  hints,  that 
the  renewal  of  our  long-neglected  "  Va- 
rieties," would  be  generally  acceptable. 
We  have  never  lost  sight  of  this  depart- 
ment ;  and  we  fully  intend  to  insert  oc- 
casionally a  few  columns  of  interesting 
miscellanea  under  that  head. 


The  Scriptures  will  receive  some  illus- 
tration fi-om  the  following  extract  from 
Belzoni's  Travels  in  Eg3^t,  x>n  the  value 
of  a  weU,  or  even  a  cup  of  water.  He 
describes,  iq  the.  most  forciUe  maimer. 


the  deplorable  miseries  to  which  the  tra- 
veller is  exposed  in  passing  over  the  arid 
sands  of  the  Arabian  wilds. 

'*  Many  perish  victims  of  the  most 
horrible  tiiirst.  It  is  then  that  the  value 
of  a  cup  of  water  is  really  felt.  He  that 
has  a  zensabia  of  it  is  the  richest  of  all. 
In  such  a  case,  there  is  distinction :  if 
the  master  has  none,  the  servant  will  not 
give  it  to  him ;  for  very  few  are  the  in- 
stances where  a  man  'will  Tcduntarily  lose 
hb  life  to  save  that  of  another,  particu- 
.huiy  in  a  camvan  in  tiie  de^rt,  w^ere 


people  are  Btnmgers  to  eacb  other.  What 
a  situation  for  a  many  though  a  rich  one, 
perhaps  the  owner  of  all  toe  cararana ! 
He  is  dpng  for  a  cnp  of  water — ^no  one 
giFea  tt  to  him-:-he  offers  all  he  possesses — 
no  one  hears  him — ^thev  are  all  dyin^— 
though  hv  walking  a  few  hours  farther 
they  might  he  sared:  the  camels  are 
lying  down,  and  cannot  be  made  to  rise — 
BO  one  has  strength  to  walk— only  he  that 
has  a  glass  of  that  precious  liquor  lives 
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we  may  rationally  aUo#  omniscience  to 
the  gn4t  Creator  of  this  and  all  things 
else.  For,  doobtlesi,  we  know  what  we 
do  remember;  and,  indeed,  what  we  re- 
membei:  not,  we  do  not  knoWi'*-^Fe<t* 
kam*t  AeibbM. 


Word  of  the  Lard^^**  The  title  <  Ward 
if  the  Lord,'  is  not  to  be  considered,  in 
the  modern  acceptation  of  the  term,  as  a 
mere  tound,  a  vibration  of  the  air,  and 
nothing  more,  but  as  that  living  medium 


to  walk  a  jnile  farther,  and  perhaps  dies     bet^eTn  the  mind  of  Jehovah  and  the  in- 


too.  In  short,  to  be  thirsty  in  a  desert, 
without  water,  exposed  to  the  burning 
sun,  without » shelter,  and  no  hopes  of 
finding  either,  is  the  most  terrible  situa- 
tion that  a  man  can  be  placed  in  ;  and,  I 


tellect  of  man,  without  which  there  could 
be  no  communion  between  the  two  na- 
tures. As  there  conld  be  no  reciproci^ 
of  ideas  between  man  and  man  without 
the  intervention  of  known  and  significant 


believe,  one  of  the  greatest  sufferings  that  ^^^^^  ^  ^j^^st,  being  the  thought  or 


a  human  being  can  sustain :  the  eyes  grow 
inflamed ;  the  tongne  and  lips  swell ;  a 
hollow  sound  is  heard  in  the  ears,  which 
brings  on  deafness ;  and  the  brains  ap- 
pear to  grow  thick  and  inflamed :  all  these 
feelings  arise  jrom  the  want  of  a  little 
water.  If,  unfortunately,  any  one  falls 
sick  on  the  road,  there  is  no  alternative ; 
he  must  endure  the  fatigue  of  travelling 
on  a  camel,  which  is  tronblesome  even  to 
healthy  people,  or  he  must  be  left  behind 
on  the  sand,  without  any  assistance,  and 
remain  so,  till  a  slow  death  come  to  re- 
lieve him.  No  one  remains  with  him, 
not  even  his  old  and  fitithful  servant,  as 
all  are  in  danger  of  perishing  of  thirst  if 
they  do  not  reach  the  neyt  well  in  such  a 
tunc." 


mind  of  the  Godhead  substantially  ex- 
pressed, is  the  common  connection  and 
point  of  unity  between  the  corporeal 
and  spiritual,  the  visible  and  invisible 
worlds." — Hone  SolUarid, 

Unifomity,-^**  God's  Book  is  the 
Christian's  act  of  uniformity,  and  every 
one  who  is  truly  a  Christian  is  a  confor- 
mist in  grace.  Here  is  a  uniformity,  in 
which  all  real  Christians  are  united :  and 
if  they  are  united  here,  in  the  name  of  re- 
ligion and  common  sense,  what  is  the 
profit  or  use  of  all  other  unions  or  dis* 
unions  ?" 


Origin  of  Church  Patronage, — */  In  the 
year  542,  a  council,  held  at  Orleans,  or- 
dered, that  if  any  person  desired  to  have 
Dmidicai  Stone  Ctrcto.— In  a  «'  Sketch    .»  parish  church  erected  on  his  estate,  he 


should  first  be  obliged  to  endow  it,  and 
to  find  an  incumbent.  Hence  the  origin 
of  patronages," 

Origin  of  Wafce*.— "  Gregory  the  First, 
reflecting  that  they  had  been  wont  to  sa- 
crifice to  demons,  and  in  their  sacrifices 
to  indulge  themselves  in  feasts,  he  di- 
rects that  they  might  be  allowed,  on  the 
day  of  the  church's  dedication,  or  on 
the  martyrdom  of  saints,  to  make  booths 
for  themselves  in  the  neighbourhood  of 
the  churchesi  and  enjoy  themselves  ii^ 
temperate  banquets." 

Cherubittu, — "  God  placed  at  the  east 
of  the  garden,  cherubims,  to  keep  the  way 


of  a  Tour  in  the  Highlands  of  Scotland," 
p.  72 y  in  commemoration  of  Druldical 
Stone  Circles,  we  find,  that  *'  stones  is, 
in  the  language  of  the  old  Highlanders,  a 
common  designation  at  this  day  for  Uie 
church,  or  place  of  worship." 

Memory."—* '  Of  all  that  belongs  to  man , 
you  cannot  find  a  greater  wonder  than 
memory.  What  a  treasury  of  aH  things ! 
what  a  record,  what  a  journal  of  all !  As 
if  provident  Nature,  because  she  would 
have  man  circumspect,  had  provided  him 
an  account-book  to  carry  alwi^s  with 
him ;  yet  it  neither  burthens^nor  tidces 
np  room*    To  myself  it  is  intsensible ;  I 

feid  no  weight  it  presses  with, .  ^o  others  of  the  tree  of  life.    The  cherubims  were, 

it  is  invisible;  for  when  I  cstiarf  all  with  of  all  other,  the  most  sacred  piece  of  fiir- 

me,  they  can  see  nothing  that  (  have.    Is  niture  in  the  tabernacle  and  temple,  and 

it  not  a  miracle,  that  a  man,  from  a  grain  were  emblems  of  something  very  sacred, 

of  sand  to  the  full  and  glorious  sun.  They  were  designed  as  a  sensible  repre- 

ahould  lay  up  the  world  in  his  brain ;  and  sentation  of  that  exhibition  of  the  divine 

may,  at  his  pleasure,  bring  out  what  part  glory  which  Ezekiel  saw  in  virion,  and 

he  lists,  yet  never  empty  the  place  that  which  he  knew  to  be  the  cherubims.    In 

Gontained  it,  nor  crowd  it,  though  he  them,  or  between  them,  was  the  throne 

should  add  more  ?     If  putrefactive  man  of  God,  the  throne  of  grace,  the  symbo- 

can,  undiscerned  and  unburthened,  bear  Ileal  representation  of  his  dwelling  with 

so  much  about  him  ;  if  so  little  a  point  men — a  sensible  representation  of   the 

as  the  least  tertia  of  the  brain,  the  cere- ,  whole  frame  of  the  constitution  of  grace, 

bellum,  can  hold  in  itself  the  notions  of  There  was  indeed  no  small  danger,  that 

such  an  immeasurable  extents  of  things,  man,  once  seduced,  might  fall  into  the. 
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f^               y^tmt  JJ^dKih.  9m^}^  4^  i^v^^n 

Hierefo?^,  he  vw  escpej^^  tUe  jai^p.  fqitftbVB  ^sswai^  #-     W  t^i9*  Wbk 

%iid:  4|riected  to  the  tr^^e  t?eQ  qf  li$  iji  tj^  ^i^eloflaly  aijp^r^i  ey^  ?ff ^u^  tii>«i»  I 

P^riidise  of  Qo4/'           '  \    '  sjid  now,  agnn,  wtueik  2»}l  t^  pov«r  W3|« 

Letter  of  Queen  Klizabeth  to  thfi  Bishop  of  devolvefi  into  t\^  Sj^ptti^    Ku>g>   &pd 

£(t^'. — Proud  Prelate,   I  understand  you  malignaot  party^  tb^  uiKradiog  Eqgland, 

are  backward    in    complying   witb   our  the  Lord  rained  uppi^  tbjem  such  9pa|es, 

agneement ;  but  I  would  have  you  know  as  the  enclosed  will  sbo7 ;  pnly  the  nar<' 

that  I,  who  made  you  what  you  are,  can  ratire  is  short  in  this,  <tbat  of  their  whole 

onmake  yon ;  and  if  you  do  not  forth-  ^rmy,   when  the  narr^Ure  w^  foamed, 

iHth  fulfil  your  engagement,  by  God,  I  tiot  five  of  their  whole  anuy  returned, 

will  immediately  unfrock  you.  Surely,  Sir,  th^  Xiord  is  gf4atXy  to  he 

Your'Sj  as  you  demean  yourself,  fe^edas  praised.    We  need  your  pr^yer^ 

Elizabeth.  in  tliis  as  much  as  ever ;  how  shall  we 

Frma  the  vtme  to  Henry  IV.  ef  France,  behave  ourselves  after  such  n^er^ies  ? 
«n  his  becwiiing  a  Catholic. — Alas !  what  What  is  the  Lord  a  doing  ?  What  pro- 
deep  sorrow,  ^Hiat  vehement  grief,  what  phecles  are  now  fulfilling  ?  Who  is  a 
tUghn  have  I  felt  at  my  heart,  fcnr  the  God  like  ours  ?  To  know  hi^  wiU,  to 
thinge  which  Morlante  hath  told  me  of  ?  do  his  will,  are  b^tb  of  him. 
Alas !  is  the  world  come  to  this  pass  ?  I  took  this  liberty  firom  biisinfi^  to 
Wta  it  posniile  that  any  worldly  matter  Qfdpttj  thus  in  a  word :  truly  I  am  ready 
should  niake  you  quit  the  fear  of  God  ?  to  serve  you,  and  the  restofoQjr  brethren, 
Can  we  expect  any  happy  issue  of  such  a  and  the  churches  with  yoi^.  I  am  a  poor 
hf^?-  Qfcpuld  you  think,  that  he  who  weak  creature^  a,Bd  not  vprt^  of  the 
"Mk  hitherto  with  his  own  right  hand  name  of  a  wonp ;  yet  accepted  to  serve 
qpjI^olii^A  and. preserved  yout  would  now  the  Lord  and  his  peofJe.  Indeed,  my 
lar^e  y^u  .^  -  It  is.  it  very  daQgerons  dear  friend,  between  you  and  me,  you 
tWpg  to  do  evU  that  good  may  come  of  know  not  me  :  my  weaknesses*  my  inor- 
it>  Yet*  I  hope,  4  aohsr  spirit  will  put  dinate  passions,  my  unsl^ilfulness,  and 
you  into  a  better- n»iiid.  In  the  meaa  eveiy  way  unfitness  to  my  work;  yet 
tiioe,  I  wSl  not  onut  to  nuke  it  a  pmcir  the  Lord^  who  will  have  mercy  on  whom 
pal  part  of  my  prayers,  the  recommend-  he  wil]>  doe^  as  yo^  see.  Pray  for  me. 
in^y9u  to  God^  beseeching  him,  that  the  Salute  all  Cluist^  friends  tho^h  un- 
lianos  G^  Esau  may  not  lose  you  the  know^. 

blessit^  of  Jacob.    Where^,  you  do  re-  I  rest  your  afFectionate  friend  to  serve 

ligiquslY  and    solemnly  offer  me   your  you,                                  O.  Crqjjwell. 

friendship  ;  I  know,  to  my  great  cost,  I  (Broohs^s  PuritoHS,) 

!iave  well  deserved  it ;  n«tber  should  I  Anecdote  (fJHr,  Denhartf,  an  Ametiam 

repent  that,  had  you  not  changed  your  Jllercftont.— The  ifoUowing  trftft   of  this 

Father.    Verily,  from  henceforth  I  can-  good  man's  charapter  is    given  by  Vt- 

jBOt  be  yft^P  sister  by  the  Father  5  for  the  Franklin : — *«  He  had  formerly  been  ip 

tratb  is,  I  shall  ever,  move  dearly  love  business  at^ristqi^  had  failed  in  debt  to 

and  honour  mine  own  Father,  than  a  a  number  of  people,   compounded  and 

false  and  counterfeit  one :    wmeh  God  ^ent  to  America :  there,  by  a  cUwe  ap- 

knovetb  very  well,  who,  I  beseech  him,  plioatiojB  to^bysinesa  as  a  menrhjuit,  he 

Mngyou  baok  agmatoabetter  n^in(t  iM;<|'iured  a  plenti^td  faartnnc  ii»  a  te 

Your  Sister,  if  It  be  alter  the  old  man-  y^ars.    Relxumiog  Ixr£iigl9itd  m  the  si^ 

ner ;  as  ibr  the  sewy  J  have  nothing  to  yf^  m^,  h»  invited  his  old  onedKfwp  to 

do  witb  it.                         l^izABETH.  ^  ^atertaaifnent,  at  which  he  thanked 

(Camden,)  them  fbr  tfawe  eiisy  composition  they  had 

htUteraf  Qlbter  CromwtUuthe  Uett,  J4)hn  favom»d  him  vith ;  and,  when  the^  ex- 

Cbdoa,  difted  October  2,  lfiS2.  poetad  noi^bAng  but  the  treat,  evsepy^  n^, 

Worthy  Sir,  and  my  Christian  Friend,  at  the   first  raoeve,    found    under  bis 

-^i  received  your's  a  £ew  days  mnce.    It  plAte  an  order  on  a  broker  for  the  fiill 

"was  welcome  to  me,  because  »gued  by  amount  of  the  vnpMd  renataiuder,  with 

you,  whom  I  love  and  honour  in  the  interest." — (FrMtUm^s  Memmt^) 

Lovdt  but  more  to  see  some  o£  the  same  Boorkawe, — He  nearer  regarded  cahuniiy 

fprdunds  of  our  adangs  stiiripg  in  you,  nor  detraction,  (and  Baerhaave  hinudf 

that  have  in  ajs  to  quiet  us  to  our  woric,  had  enemies,)  nor  ever  thought  it  oece^- 

AUd  support  us  therein^  whkh  iwtli  had  sary  to   confute  torn.     ^  They  are," 

gseat    difficulty   in  enir  engM^enaent  in  he  W9s  accustomed  to  say^ "  mere  sparks, 

Sootland,  by  reason  we  have  had  to  do  whtich,  H  you  refrain  fi^m  blowing,  wiU 

iRith  8ome>  who   w««.  I  veriiy  think  g»  oy*  of  themselves.    The  oasteffijc- 

9idly;  hot,  tbfoug^. weakness,  and. the  ^uairemedy  agmos^  aeandal,  is  to  /a»tr 

suhtiKy  of  Satoa,  involvsd  in  intenssts  -dmim  by  p^aeveBince  in  a  cguneof  wdl- 

agMnst  the  Loid  and  his  feoide..    Wdth  doing  ;  and  by.pcaying  to  God,  that  he 

what  teodemetfi  we  har^  ymeesded  nrath  would/cm^  iiiedistempeced  minds  of  thaw 

such,  and  that  in  sincerity,  our.^^pers,  who  traduce  i^|4  irii^  y^fi," 
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mi^mi  Md^em  i-^'iHkmmiii. 
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JHoTherton  Ac&demi^.  -^Tlie  Annual 
Meetfogs  connected  with  this  InBtitutioh, 
were  holden  on  the  25th,  26th,  and  27th 
Tdays  of  June. 

Hie  patrons  and  kubkctibfer^  mtt  oh 
TdesAay  evening,  at  the  Kmg*8  Head 
Tavefn,  in  the  Poultry,  Jo8e|>h  StOhard, 
tisq.  the  Treasurer,  in  the  chair ;  when  a 
report  rif  the  proceedings  of  the  last 
year  li^as  presented,  and  the  usukl  busi- 
liksk  of  the  Institution  was  transacted. 
On  Wednesday  morning  a  considerable 
number  6f  Ministers,  who  were  educated 
in  this  Seminaiy,  breakfasted  together  at 
tlie  King's  Hfead  tavern,  afkfer  which  they 
proceefdfed  to  the  Rev,  Joseph  Berry's 
Mefetirig^-housfe,  in  New  Broad  Street, 
where  the  Rev.  J.  B.  Innes,  of  Camber- 
well«  delivered  an  appropriate  sermon^ 
on  the  Dl^cnlties  and  Supports  peculiar 
to  the  Office  of  the  Christian  Ministry  ; 
«nd  OB  the  evening  of  th^  same  day,,  tw^ 
of  the.  senior  Students,  Messrs.  JacobsoB 
«nd  Morell,. delivered  orations,  the  first, 
op  **  the  Evils  (rf  Spurious  Chanty,"  and 
the  second,  on  **  the  Causes  of  Prejudice 
against  Religion.^' 

On  Thursday  morning  a  most  imme- 
Tpos  and  -respectable  company  of  mini- 
«iers  and  other  friends  to  the  IsstttutioA 
•assembled  at  the  Acalemy  at  Homerton^ 
to  witness  the  public  examination  of  the 
•students,  and  to  assist  in  l^^ing.the  first 
■stone  of  a  new  house  for  tiie  use  of  the 
AcaBemyi  Thcj,  usual  ex^miaaAjo^  was 
conducted  by  ihe  Rev.  Wm,  Ward,  of 
Stowjaarket,  and  the  Rev.  J.  B.  innes, 
>of  Camberwell:;  this  exapaination  was 
productive  of  gr^t  satisfaction  to  the 
friends  who  witnessed  it,  as  it  gave  a,mpl^ 
•testimony  to  the  improvemieat  of  the 
students,  and  a  most  encouraging  proS' 
jiect  of  their  becoming  duly  qualified  to 
discharge  with  honour  aiu  usefulness, 
t!ie  sacred  office  to  which  they  have  de- 
voted themselves.  .. 

The  company  present  next  pr<ooeeded 
to  the  site  of  the  new  building,  where 
they  were  met  by  a  large,  though  select 
and  most  gratifying  assemblage  of  ladies 
and  other  persons,  in  whose  presence  the 
first  ^ne  of  a  new  Academy-house  was 
laid,  by  thp  venerable  Tr^asurer^  Joseph 
•Sionard,  Esq.  assisted  by  Wm..  Halei 
£s(}.  the  Deputy  Treasurer,  £benez§r 
Maitlancl,  £sg.  the  I'reasurer  to  the  Con- 
giegadboal  Fund  6oard )  Samuel  Roj^in* 
son,  £$a.  ^hp  Architect ;  ai^  Mr,  JL^» 
the  ^iilo^.    Mr*  Stoiard  addressed  the 


pompany  in  a  short  speech,  exprettlte  nf 
his  benevolent  wishes  for  the  present  and 
pcrpetuiil  prosperity  of  this  valuable  Ih* 
stitutioft.  A  few  verses  of  an  apprnr 
priate  hymn  from  Dr.  Doddridge  trere 
then  given  out  by  the  Rev^  Wm.  Walr 
ford^  the  resident  tutor,  and  sung  by  the 
whole  company;  the  Rev.  Dr*  Winter 
next  delivered  an  address  peculiarj^ 
suitable  to  the  occasion,. standing  by  the 
stone  just  laid;  and  the  Re^.  Dr«  Smit^ 
the  theological  tutor,  closed  the  eere^ 
mony  by  a  very  aiumated  aad  «px>r»* 
priate  prayer. 

A  fter  the  business  of  the  day  was  te*^ 
minated,  about  sixty  gentlei^en  |^aito4)% 
of  a  cold  collation  in  the  Hall  of  tibe 
Academy ;  and  ei^oyed  a  delightful  coar 
viviality  in  the  expression  of  the  molt 
UbcraJ,  benevolent^  and  jpiow  ■eaMfm'MtfiL 

The  numerous  friends  of  the  Instiftiir 
tion  will  be  gratified  to  learn,  jthat  af 
least  half  the  sum  which  is  .nqvimtt  t# 
complete  the  important  undertaking  of 
the  erection  of  the  new  Academy » is  c«It 
lected  ;  and  that  the  building,  which  lias 
commenced  under,  aiuapices  so  propitioiiSi 
is  engaged,  to  be  completely  fini^ed  for 
the  reception  of  the  family,  by  Midiael- 
mas  182S.  In  looking  forward  to  tJi^ 
pexiod,  the  Committee  to  whose  care  the 
ejection  of  the  building  is  entrusled| 
earnestly  hope,  thift  through  tiie  aealovf 
exertions  of  the  benevolent  and  eiilji^« 
ened  Iriends  of  *  the  Institution,  they 
shall  be  enabled  to  open  it  firee  firom 
every  pecuniary  incumbrance,  and  4i9 
leave  it  the  unburdened  prap^^  of  te 
Society,  as  a  noble  monttmeat  .of  the 
disinterested  piety  and.^eal  of  the  #i(NElp 
ctnuforrnkts  of  the  present  age,  and  Att 
efficient  insJTument  in  the  hands  of  the 
great  Head  of  the  Church;  to^  whom  they 
humbly  devote  it,  for  promoting  the 
best  interests  of  mankind,  and  ^ontrl* 
buting  to  the  ^xt^sion  of  that  kingdons, 
which  is  destined  in  the  latter  days  to 
fill  and  bless  the  earth. 

Hoxton  Aeadem^r^^n  Tuesday,  July  2, 
1822,  the  Annual  Ex^tminalioti  of  the 
Students  of  Hoxton  Academy  was  htid 
before  several  ministecil  and  friends  0f 
the  Institution. 

Dr.  Manuel  wal  in  '^k  chair  fbf  IH^ 

Classical  aend  Oriental  departmedt ;  ^hW 

the  Rev.  Mr.  M<Farlane  in  .the  •aliiKlh 

'  ids  the  Beaes.fUeiileei^  PUikMnophtbal  )rihd 

TheotlogiGal  dejantiaeiAL      

The  Stadeuu  of  the  first  year  reail 
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pordoiia  of  Cicero's  Orations  in  Latin,     Hozton  Chapel :  Mr.  Dawson,  on  Com- 
and  ^sop's  Fables,  from  the  Collectanea    passion  for  the  Souls  of  Men ;  Mr.  Tip- 


Minora,  in  Greek.  They  were  also 
examined  in  subjects  connected  with  the 
Belles  Lettres.  The  students  of  Uie  se- 
cond year  read  in  Latin  some  of  the  Odes 
of  Horace,  and  in  Greek  a  part  of  Lu- 
cian's  Dialogues.  They  were  also  exa- 
mined on  various  subjects  connected  with 
Intellectual  Philosophy,  and  on  the  third 
book  of  Euclid's  Elements.  The  whole 
of  this  class  had  prepared  Essays  on  dif- 
ferent branches  of  the  Philosophy  of  tiie 
Mind,  some  of  which  were  read. 

The  students  of  the  third  year  were 
examined  in  Tacitus  and  Demosthenes. 
Several  of  them  read  Essays  oh  the  most 
important  topics  of  Biblical  Criticism. 
In  Hebrew,  they  were  examined  in  the 
Prophecies  of  Isaiah ;  and  in  Divinity, 
they  gave  a  faU  account  of  the  Lectures 
they  had  attended  on  the  Doctrine  of 
Original  Sin. 

The  students  of  the  fourth  year  read 
^art  of  Sophocles'  CEdipus  Coloneus, 
and  the  Chaldee  in  the  book  of  Daniel. 
They  also  underwent  an  examination  on 
the  Lectures  whiph  had  been  delivered  on 
the  Doctrine  of  the  Divine  Influence. 
•Both  in  this  and  the  third  class,  the  stu- 
dents answered  various  questions  pro- 
]K)sed  to  them  by"  the  Examiners  on  the 
subjects  of  their  Lectures  and  Essays. 

We,  whose  names  are  subscribed,  have 
n\uch  satisfaction  in  giving  our  full  at- 
testation to  the  attainments  of  the  re- 
^ective  classes  in  the  various  branches 
of  literature  above  stated.  A  laudable 
spirit  of  emulation  seems  to  prevail  among 
the  young  men,  and  though  different  de- 
grees of  talent  and  proficiency  were  ap- 
parent in  the  several  classes,  yef  they  all 
acquitted  tiiemselves  in  u  njanner  which 
reflected  oredit  on  themselves  and  on 
their  respected  tutors.  We  are  happy  to 
express  our  very  favourable  opinion  of 
the  students  who  have  finished  their  aca- 
demical course,  and  are  about  to  enter 


petts,  on  the  Practical  Tendency  of  the 
Doctrine  of  the  Atonement  ;  and  Mr. 
Sibree,  on  the  Day  of  Pentecost. 

On  Thursday  evening,  the  General 
Meeting  of  the  Subscribers  to  the  In&ti' 
tution  was  held  at  the  City  of  London 
Tavern,  Thomas  Wilson,  Esq.  in  the 
chair.  The  Meeting  was  addressed  by 
Dr.  Cracknell  and  the  Rev.  Messrai 
Thornton,  Yockn^,  Scott,  Dewhirst, 
Jeula,  Cooper,  and  John  Clayton,  joo. 
From  the  Report  it  appears,  that  during 
the  past  year,  seven  of  the' students  hare 
entered  on  stations  of  usefulness ;  four  of 
whom  have  been  instrumental  in  runng 
new  congregations.  Mr.  J.  Roberts  is 
settled  at  Melton  Mowbray ;  Mr.  Wilfiam 
Gear,  at  Market  Harborough ;  Mr.  J. 
Pain,  at  Homcas'tle,  Lincolnshire;  Mr. 
William  Evans,  at  Wymondham,  Nor- 
folk ;  Mr.  John  Wooldridge,  at  North- 
umberland Street,  Bristol ;  Mr.  John 
Anderson,  at  Market  Raisin,  Lincoln- 
shire I  and  Mr.  T.  Macconnell,  at  Rom- 
ford. 

Essex  Anntoenaries  ai  Colchester^ — ^The 
interesting  services  of  this  week  were 
commenced  by  the  private  meeting  of 
the  associated  ministers,  at  the  house  of 
the  kev.  J.  Savill,  on  Monday  afkemoon, 
July  8th,  when  the  Association  passed 
a  resolution  expressive  of  their  deep  re- 
gret for  thd  death  of  their  venerated 
brethren,  the  Rev.  Messrs.  R.  Stevenson 
and  S.  Newton,  and  requested  the  Rer. 
J.  Morison  to  undertidce  the  office  of 
Secretary,  vacated  by  the  lanaented  death 
of  the  former  gentleman,  to  which  he 
acceded.  The  evening  was  spent  in  a 
lengthened  conversation  on  ministerisl 
duties,  which  was  found  to  be  very  in- 
iBtructive  by  all  present.  On  Tneadsy 
morning  at  seven  o'clock,  the  ministers 
met  for  private  prayer  in  the  vestry  of 
Mr.  Savill's  meeting-house,  and  on  Wed- 


upon  important'stetions  in  the  church  of     wsdf y  haoming,  at  the  same  hour,  s 


Christ.  On  the  whole  we  are  much  gra- 
tified with  the  presetit  prosperous  state 
4>f  the  Institution. 

Wm.  Manuel,  D.D,  Chairman. 

J.  M'Farlane,  Chairman. 

Joseph  Brooksbank. 

Benj.  Cracknell,  D.D, 

Walter  Scott. 

Thomas  Cloutt,  M.A. 

Joseph  S.  Broo&sbank. 

John  Ely. 
On  Tuesday  evening,  a  Swmon  waa 
ptesched  before  the  ministers  .of  the  Hox- 
ton  Association,  at  the  chi^l  adjoining 
the  iUademy,  by  the  Rev.  Joseph  Tum- 
hvXl,  B.  A.  on  the  subject  of  Christian 
FeUoiv«htp. 

•  On  Wj^nesday  eyening,  three  of  the 
"ndents  delivered   short   discourses   at 


public  prayer-meeting  was  held,  winch 
was  numerously  attended. 

At  11  o'clock,  on  Tuesday,  the  An- 
nual Meeting  of  the  Essex  Congrega- 
tional Union  for  the  spread  of  the  Gos- 
pel in  the  County  was  held,  when  the 
Rev.  J.  Blackburn,  of  Fincbingfield, 
commenced  the  service  by  reading  and 
prayer,  and  the  Rev.  T.  Morell,  tutor  of 
Wymondley  Academy,  preached  an  ex- 
cellent sermon  ftom  Joshua  xiii.  1 .  After 
the  sermon,  Joseph  Patisson,  Esq.  of 
Maldon,  took  the  chair,  and  a  very  inte- 
resting report  was  read  by  Rev.  R.  Frost, 
of  Dunmow,  in  which  many  pleasing  in- 
stances of  success  were  narrated,  and 
new  spheres  of  usefulness  pointed  out,  on 
which  the  Committee  cannot  fully  enter, 
on  account  of  the  limited  means  they 
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yoaaea  to  prosecute. the  importfint  object 
of  this  Home  Mission.  Various  resolu- 
tions, ^^ressiye  of  the  opinions  of  this 
meeting,  were  proposed  and  seconded 
by  the  following  gentlemen :  the  Rev. 
Messrs.  J.  Bass,  C.  Beny^  J.  Herrick, 
J.  Blackburn,  W.'B.  Crathem,  Kemp, 
S.  Morell,-  Churchill,  jon.  and  J.  H. 
Hopkins.  The  Ker.  John  Jennings 
concluded  the  service  with  prayer. 

On  Tuesday  evening,  the  Rev.  Alger- 
non Wells>  of  Coggeshall,  preached  a 
most  appropriate  sermon  before  the  as- 
sociated ministers  and  a  numerous  audi- 
tory, from  Heb.  xii.  23.  <<  And  ye  are 
come— to  the  spirits  of  just  men  made  per- 
fect." Messrs.  Sevier,  of  Ridgewell,  and 
Burls,  o^  Maldon,  as  the  junior  members 
of  the  Association,  engaged  in  prayer. 

On  Wednesday,  July  10th,  the  Essex 
Auxiliary  Missionary  Society  held  its 
Annual  Meeting  at  Colchester,  in  the 
meetiug-house  of  the  Rev./  J.  Savill. 
The  Rev.  ^J.  Hunt,  of  Chelmsford, 
opened  the  service  by  reading  and  prayer, 
lae  Rev.  J.  A.  James  then  prc^hed  a 
most  impressive  sermon  firt>m  Isaiah 
xJ7.  23.  The  public  business  of  the  So- 
ciety then  commenced :  W.  H.  Pattisson, 
Esq.  of  \^tham,  being  called  to  the 
chair,  the  several  resolutions  were 
mored,  and  advocated  by  the  Rev. 
lliomas  Morell,  J.  Thornton,  R.  Frost, 
J.  B.  Pearce,  A.  Wells,  J.  Savill,  J. 
Blackburn,  and  J.  Carter,  and  S.  Daniels 
and  Joseph  Pattisson,  Esqrs.  The  meet- 
ing was  also  highly  gratified  by  an  ad- 
dress from  the  Rev.  Mr.  Harvard,  late 
Missionary  to  Ceylon,  from  the  Wes  - 
leyan  Society.  The  meeting  was  nume- 
rous and  highly  respectable,  an  excellent 
spirit  prevailed  throughout,  and  the  col- 
lection amounted  to  upwards  of  X^» 
Every  thing  indicated,  that  in  Essex  a 
spirit  of  zeal  and  liberality  on  behalf  of 
Missions  is  rapidly  extending. 

On  Thursday,  July  Uth,  two  Mis- 
sionaries were  ordained  at  Rocking,  in 
the  meeting  of  the  Rev.  Thos.  Craig. 
This  delightful' service  it  was  intended  to 
perform  in  the  meeting  of  the  Rev.  Johu 
Garter,  of  Braintree,  from  whose  church 
one  of  the  Missionaries,  the  Rev.  Mr. 
Crow,  was  sent  out ;  but  that  spacious 
place  of  worship  was  crowded  at  an  early 
hour,  and  numbers  were  still  pressing  in ; 
so  that  it  became  necessary  to  adjourn  to 
the  still  larger  House  of  God  in  Bocking. 
This  determination  was  no  sooner  an- 
nounced than  the  whole  multitude  flocked, 
^th  eager  haste,  to  Mr.  Craig's  meeting, 
which  was  almost  instantaneously  filled. 
The  Rev.  J.  Savill  commenced  the  ser- 
vice by  reading  and  prayer.  The  Rev. 
T.  Morell,  of  Wymondley,  then  preached 
amost  appropriate  sermon  from  Luke  x.  2. 
The  Rev.  Mr.  Craig  then  asked  the  usual 
questions^  which  received  most  delightful 


AM 

and  affecting  answers — ^ftrst,  from  Rev. 
Mr.  Crow,  of  the  Rev.  J.  Carter's  church, 
and  afterwards  from  Rev.  Mr.  Massie,of 
the  Rev.  Dr.  Wardlaw's  church  of  Glas- 
gow. The  immense  audience  was  most 
deeply  affected  by  this  very  impreasivo 
part  of  the  service.  The  ordination  prayer 
was  then  offered  up  by  the  Rev.  W. 
Chaplin,  accompanied  by  imposition  of 
hands ;  after  which,  our  devoted  young 
brethren  received  a  solen^n  charge  from 
the  Rev.  J.  A.James,  founded  on  Paul's 
affecting  words,  in  Acts  xx.  24 ; — an  ad- 
dress, which  neither  the  Missionaries,  to 
whom  it  was  immediately  directed,  nor 
indeed  any  who  heard  it,  w'Jl  soon  forget. 
The  service  then  closed  by  the  Rev.  J. 
Thornton  offering  up  fervent  prayer  for  a 
blessing  on  the  whole.  Our  young 
brethren,  whose  scene  of  future  labour 
will  be  in  the  East,  gave  every  proof  of 
being  fully  prepared  for  their  arduous 
work.  They  will  go  out,  followed  by  the 
affectionate  solicitude,  highly  raised 
hopes,  and  fervent  prayers  of  multitudes. 
All  who  "^re  present  at  their  ordination 
will  search  every  Chronicle  for  the  names 
of  Crow^and  Massie ;  and  may  no  tidings 
ever  reach  us  but  of  their  devoted  and 
successful  labours,  throughout  the  whole 
course  of  their  fives,  which  we  pray  God 
may  be  long,  and  honourable,  and  useful. 
A  collection  at  the  close  of  the  service 
produced  upwards  of  of^O. 


,  Hertfordshire  Central  Sunday  School 
Union. — ^On  Whitmonday,  May  27,  was 
formed  at  the  Old  Independent  Chapel, 
Ware,  the  Hertfordshire  Central  Sunday 
School  Union :  on  this  interesting  occa- 
sion, about  500  children  were  present, 
who  were  addressed  in  an  appropriate 
sermon  by  the  Rev.  T.  Pinchback,  of 
Hoddesdon.  After  divine  worship,  a 
public  meeting  was  held  in  the  same 
place  to  form  the  Union,  when  the  audi- 
ence was  addressed  in  short,  but  jpner- 
getic  speeches  by.  the  Rev.  Messrs. 
North,  Pavitt,  MasUn,  Edwards,  and 
Alcott.  The  services  were  thronged, 
and  excited  a  degree  of  interest  quite 
unusual  in  these  parts. 

Suffolk  Astociation.'^On  the  23d,  24th, 
and  25th  of  April,  1822,  was  held  at 
Sudbury,  the  5th  Anniversary  of  the 
Suffolk  Association  of  Dissenting  Mi- 
nisters and  Churches.  Mr.  Blackburn, 
of  Finchingfield,  presented  the  zeal  of 
the  Israelites,  in  the  erection  of  the 
Tabernacle,  as  an  example  to  Chria- 
tians,  in  disseminating  the  gospel,  firom 
Exodus,  xxxri.  5,  6,  7.  Mr.  Ward,  of 
Stowmarket,  in  recommending  village- 
preaching,  exhibited  the  conduct  of  the 
Apostles,  in  teaching  and  preaching  pub- 
licly, and  from  house  to  house,  from 
Acts>  V.  42.    Mr.  Sloper,  of  Beccles, 


U6                  Oei^km  I^U^gimi  ^^^Mt^Stcehms.  tAtjfhj^, 

an  angfel  flyittg  id  the'nrfrl^of  heaveli,  SdnoffHei-n  Affick. 

iMi  th^  ^veifissdn^  Qo8^d\,  f^lh  Ket,  l%e  •' Ydutfi's  Auiiilim^  Milftotiiiyjr 

xiv.  6,  7  9    sad  Mr.  LoWeCl^  «f  BH«to!,  I^^hsty,^  }tt  th^  iMte  plA^,  has  msed 

^  ^feifbrced  the  necessity  of  ^r«;fH*,  tbM  in    t)ie   ^eVe^   yehH   of  itft    ^£^(Mcd, 

man  labourers  mij^ht  be  6^nt  Ihto  tlr6  .i'lS^ff.  i7i).  3d.  , 

hnrest,  frbm  Lake,  x.  2.    S«imb  to  Cbtf  The  Edihbtit^h  ^li^oitt  TrhH  ho* 

foQ'owinlf  amoont  were  forwarded  to  iM  ei<e^y  is  rH  (ictiVe  op^rlitidh. 

TPreasurers  of  the^  Several-  Societies,  pa*  A   **  Seaman^s  Friend  iocidy"  mts 

tromsed  hy  th^  A8SDcifatioi¥.  formed  in  6'Ibs^o#,   13th  ICtaf ,  1822; 

£    rf.    i,  the  Lord  Piiovoht  in  the  cEaaf . 
Tb  th)^  Lohdbn  Misiionaiy  the  Teiifh  Annuid  Re(>ort  of  the  Corn- 
Society .  .  »«0    9  1#  fldttee  6f  Managfefaeiit  of  thte  TheblbgicJil 

To  the  Hibernian  Sddety  .     77    I     ^  Attfdeihy  At  Qi^ow,  ihider  the  care  of 

>To  the  Irish  Evangelical  So-                ,  Mr.  Ewin^  ihd  Dr.  Wardlaw,  ^veS  ft 

ciety  ....  * 46  1^    6f  cheering^  accotint  of  th^t  e^Tcellent  Insti* 

To  the  Mdrariah  Society  tbtion.    Sixteen  stndents-  are  resident, 

fcft  Missions  . 92  18    8^'  itifid  enjoying,  iii  a^ddltion  to  the  iiitirvic- 

To  the  Bajteist  Translatiotiik      9    8    9  tions  of  theiir  hi^y  quidified  tutors,  tbe 

To  the  JewftSdtiety  ....    12,  ff    0  aflfrfntd^es  6f  the  University  LetiAth, 

3«rHN  Haytkr  Cbx,  Secrietahf  fo  tjih  "  In  the  Adiideniy  ifsdf,  tlie  ciie^mary 

AUifcihtton4  AM  to  the  SiiffkH  ^M'cifefes   have  Ix^eh  rcgiilenrly  attbiided 

Societj)  iir  aid  if  M^otiSi  to,  of  hearingp  the  lectufds  of  the  tutors, 

>     •■■                            ^  sp^^illg    frdm    poHSonS   of    Sfcrfpture, 

prfcpkriii^  ahd  subniiltlng  to  db^efnitioh 

In  the  coiirse  of  the  lest  and  of  the  skeleloiis  of  sferriiofiS,  learidn^  Hebrew 

IH-eaent  month/  we  have  receited  froin  under  the  ^nior  tutor,  readii^tfte  Scrip- 

oiir  correspondents  in  Seotlatfd,  a  imin-  tnres  iri  the  original  language,  and  in 

ber  of  interesting  reports  And  cdmmuni-  th^  Se^tigint  afnd  yu^gate'  Verifioris,  as 

cations  relating  to  the  diffeiferit  institn-  \^ell  a»  dtfirittg»  stntimer,  i^Holis  of  tlfe 

tions  for  the  aJdvUBcemeflt-  of  the  great  Ghh^  a««  LatSh  Cla*Scs;     And  whilst 

cause.     We  were  prevented  by  preda  of  th<is  engaged  in  tile  Academy,  all  have 

matter  from  inserting  any  of  Iheto  iti  our  beten  p\irsuing  iht  different  departments 

July  Number,  awd  We  mtist  now  confine  of  literary  and  philosophical  study,  at 

ourselves  to  a  brief  and  general  notice.  the  University,  oV,  in  a  prepKratdry  way, 

We.  have  noticed  in  our  Review,  the  uiWer  private  teachers.    Atprt^nt,  three 

-sermott  preat^ea  by  the  Rev.  W.  Orine,  have  ehtferec^  tHe  ^^xitdl,  arid  three  tHe 

i6  bchiflf  of  Ihe  Congregational  Union.  Moral  Phifosdplty  clattsr;  tWo  the  Logic 

Thi*  mo^t  useful  Society  appropriates  iCsl  aiM  Senior  Gfeiek ;   tiiid  fife  the  Gieek 

fuWds  to  the  assistance  of  minislerd  and  and  LatiA,  in  dirffereAt  stages  of  progresi. 

cBlWCftes,  And  to  the  etf6ourageriicnt  o/  Sfevet-^l   are  at  the  sritne  time  en|a^ 

an  ocica^ional  but  etfectlve  itinerancy  in  with  Mathematltt  and  Elocution." 

dedtfttrte  districts.     It  will  be  recollected  We  i&6  grsftified  in  being  aMe  to  state, 

by  onr  readers  thut,  during  the  last  year,  thW  an  itinerancy  hasT  been  esf&felSAed  in 

Dr.  WardlaV  and  other  gentlemen  visited  tk  Isle  of  Man  jindei^  thte  patTonag*  of  a 

Eftgltfnd,  and  We  are  happy  to  find  that  ««   Congrega€idnftf    Iflnferaflt    Sdcieiy. " 

they  obtained,  irf  the  whole,  upwards,  of  Its  fii^t  nivfeting  itraA^^d  bi  Afhdl  Stttefet 

i'lOOO.    The  report  is  extremely  inle-  Chapel,  D^i^lwi,  We  of  M^i*-,  on  the 

Twisting,  27th  May,  1822. 

We  hai'te  also  beeh  furniShed-witfi  tie  t  -i  »  •  e  •> .-  r^  .  i  . 
Fifth  Report  of  *'  The  Sabbath  School  -^"f"'^  Prajfing  &>cieties,^H  is  pea- 
Union  for  SfcOtlattd,"  embracing  a  con-  ?*^^  to  understand  from  Scothmd,  that, 
siderable  variety  of  important  iSforma-  ]^  several  places,  young  people  associate 
tion,  and  gTvin/  a«  the  ^m  tottd  of  the  ^f  ^^^rjp''  ^^^  P/n>o8e  of  prayer,  praise, 

sdiodfe  Und  childi^n  uhderits  path)nage,  •  ll^u^^^TT^''^/^  l^S-'^ifi*^' 

9I«  schoote-55,86*  scholars.            ^  l^'^K'"'  ft?  Lowlands  aiid   HigWands. 

The  Thirteeritii  Ahnuaft  Report  df  tibe  Several  of  these  are  boys  who  have  6een 

Mana^riT  df  the  Nile  Street  artd  George  •  **  ^^^^^^  ^^°*"»  schools. 

Slxeeto  Cfiiqids'  Sabbath  School  Society,  The  <S^etf  (f  Ola^okf  tm  Ajr  mfet  at 

GWSgow,  detail!  a  series  of  actiVte  and  Glasgow  oii  the  Iwffi  df  A^rtV;    Mt. 

su^geatfiil    exertions  in    that    exeelleilt  Btimfe,  of  RllSyth,  MddeAfei*. 

'^w*'  An  oVerttarfe  WacS-  Kflfl  be^ri  the  SViiod 

The  GUfigow  <*  Society  for  pfortdtfng .  relative  to  the  Hoiidtirtfble  G.  Caritfng's 

Chriftfanity  among  the  Jews,"  extract*  Bill  to  enable  Cath^liiJ  Peerst*  alt  in  the 

its  statements'  from  the  Report  of  the  rtwtse  of  Lofd*,   a«*'fid^il^  tKW  the* 

Jj&t^n  A«wci«tion.  Syndd  ^hM  petStltttf  tftkhttt'it 

«*  A  short  naf««Ate  of  the  GfesgOW  Th*  Rev.  Jdhri  5fti&,  df  Si  Jafhcrf*^ 

MMoRrtty  £k>et0(y/'  8tftt«8  the"  f a<ft  t^  pttri^\  01iM|b^^  Wdi^' fUnf^M  tttr' 


motion;  it  was  opposed  by  Dr.  M'Far-  The  Irish  ReUgunu  Book  and  Tratt  So- 

ULDtp  supported  by  Mr.  Lapslie/  Mfr;  'dety  held  its  Annual  Meeting  in  Dablin, 

BunvitP»f4«t  EM:-  ^m,  ^^r.  F^ftping,  on  tjip  I5th  pf  4pr4,  ^d  WW  mo?|i  nu^ 

of  NSston,  Mr/M* Arthur,  Dr.  Hodg-  merously   attended.      The   Right   Hon. 

ton,  ahd  Dr.  McLean,  and  agreed  to  Viscount  Lorton  j^^sided.    The  Report 

iHthouta  division.                       '  of  the  proceedings  of  the  Society,  daring 

The  only  other  matter  waa  a  petition  the  past  year,  was  wcad  by  the  Rev.  Hen. 

froin  the  pariki  of  Neilston,  for  more  Moore,  from  which  we  learn,  that  ther 

chnrch  accommodation.      The    subject  sales  of  the  Depositary,  in  tiiat  period; 

Tfaa  ably  argued  by  Mr.   Fleming,   of  amounted  td^3,2»8  books,  and  388,94* 

Neilston,  and  the  want  of  church  room  tracts ;  and  that  26,897  tracts  had  been 

dearly  establi^cd.  issued  gratuitously  to  ga^s,  hospitals^ 

_,                _  &c.  making  a  total  of  365,846:  that  the 

Semona  to  Seam^  at  GUtsgifW,— Ofi  receipts  of  the   Society  have  amount- 

Sabbatic,  the  17lii  of  Ms^c^i,  public  wor-  ^  ^  ^,943.  and  its  expenditure  to 

ship  was  held  on  board  the  Awencap  ^3,807.  19s.  3d.    A  considerable  -num- 

brig  Momng  Star,  at  the  Broomieiaw  j^  ^f  ^^^  h^^^  ^^en  pubUshed. 
pf  Gia^goW)  at  half- past  s^ven  o  clock  m 

the  monupg>  and  ^t  fiya  o'clock  in  thf  The  Annual  Meeting  of  the  Heframlmi 

eveniqg.    Oo  Sfkbbath  the24t^,  wor^ip  .JHUe. Society  was  he^d  at  the  Rotwda, 

jras  hel4  at  the  .same  pUoe  and  faouin;  Dublin,  on  Thursday  the.lrSth  of  Apni| 

and  since  that  vessel  left  the  hafbaurj  the  Archbishop  of  Tu#jn  in  the  chur ; 

these  exescis^s  have  heon  coP^^u^  in  .and  was  very  numerously  and  respectably 

ti^  l^idipg  School;  Yppk  Stre.et»  a  large  attended.  .  His  Gmce  o^^eBcd  the  husir 

bnilding  i^joining  the  Quay.    It  is  hope^  ness,  and  the  Report  was  read  by  the 

some  more  penna^/^^  place  of  worship  Rev.  Mr.  Cariile,  and  stated,  as  usual, 

vill  b^  fitted  up  .soon,  a^  the  fiends  of  the  progpoess  of  Uie  Society,  which  ex- 

the  ma^isiire  look  witU  con^4pnce  to  tl»e  ceeded  Uie  precedent  of  all  foranev  years, 

well  known.  Iji^csJii^y  of  thp  Glasgow  Avoiding  fraotioas,    the    receipts  were 

public  for  ianie,  to  e^]fi  th^qn  (o  6t  up  ^679.  being  ;£1745.  more  than  the  f  re^ 

a  floi^tiag  cbap^  a|:  t^M^t  port.    Thenumr  ceding  year!  and  the  expeadituise  ^5S73. 

ber  pf  seamen  arc  supposed  to  be  frooi  The  issues  were  8701  Bibles,  aud  11,964 

30^  to  5Q4)»  many  of  Uiem  str,9ffgem.  .Testaments.    Since  the  formation  of  the 

/  Society^  the  amount  of.  both  has  bean 
295,695. 

In  Ireland  a  number  of  meetings,  va-  ji^g  Hibernian  Church  Missionary  Societv 

rying  in  their  importance,  have  rccenUy  ^^1^  i^  AnniwFsary  on    the    19th   of 

taken   ^lace.     The   Anniversaiy  of  the  ^pril  j  the  Archbishop  of  Tuam  in  tb^ 

Irith  Sunday  School  Society,  as  far  as  we  ^hair.      The   receipts  of  the  last  year 

can  collect  from  a  very  meajgre  report,  ^^jjg  ^2579.           *  ' 

seems  to  have  been  extremely  interesting;  '       .         * 

Lord  Roden  vas  in  the  chair,  and  many 

distinguished  individuals  came  forward 

to  express  their  conHal  Approbation  of  ^       d»at««  of  ministers. 
the  objects  of  the  Institution.     ««  The  The  Rev.  Jum^  Bokemeil   WiMbort^-- 
number  of  schools  which  the  Sodetjr  has  jhe   death  of  thig  aged  and  venera"ble 
assisted,   amounts   to   1558,   containing  ijervant  pf  Jesus  Christ  took  place  at  the 
156,255  scholars,  being  an  increase,  dur-  house  of  hia  son,  t^ie  Rev.  Timolihy  Wild- 
ing the  past  year,  of  205  schools  and  bore,  at  Penryn,  Cornwall,  on  t)ne  I4t^ 
20,655   scholars.      The   income   of  the  of  March,  1822,  in  his  80th  year;  hav/ing 
Societgr  during  the  past  year  has  been  been  "more  than  half  a  century  a  laborious 
;e3U43.  fo.  6d.-^«£'360.  was  contributed  and  an  eminently  useful  minister  of  the 
by  Asaociations  in  England,  and  j6:298.  Gospel.    Tliirty-six  years  of  that  period 
Irpm   S^Qtla^fl.      A  bequest  of  ^84«Q..  weie  spent  uath  the  Independent  church 
was  left   to  tlie  Society  by  Sir   Gilbert  at  Falmoujkh  ;   and  tiiirty  in  the  ralation 
King,   and  ^vijo^her  of  ^200.  by  Mrs.  of  pastor,  which  he  l^e^d  wi|;h  hiah  re- 
O'Donnell.    The   Society  has.  also   re-  gppct,  u^fifujpess;  a«d  corjifcrt,  tij}  thp 
ceived  aliber^  donation  of  10,000  Testa-  fi^gjt  Sal)bath  in  April,  1817,  when  tlirqugh 
ments    from  the    Britiish  and    Foreip^n  Reclining  health  »M  the  i^wti^a  of 
Bible  Society.    They  have  issued  during  affe,  he  resiffned  his  cha«ffe. 
the  samp  period,    1022   Bibles,  17,574  *                *                    * 
Testaments,    47,842   Spelling-books,   a  June  22d,  1822,  died,  after  a  severe 
auiaber  of  Alphabets,  &c. — Duripg  the  and  protracted  i^lnebs,  in'  the  74th  year 
year,    tbe  tot^   expenditure    has   been  -  of  his  age,  tiie  Rev.  Jo/tn  Gr^n,  for  many 
^2,947.  178.  7d."  years  the  humble  and  respected  pastor  tk 

Thl#  Meieting  W^^  held- April  17th,  at  tfaie  ohiirch  and*  congKegfition  meeting  at 

the  hwM^  JRoom.o^  4hQ  I?*4>l4tt  l«st>r  the  I«depend<»Jt  Qha^l,  St.  IVfory*s  OatA^ 

tution.  Nottihgham. 
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WORKS  PftVl*ABINO  FDR  THE  PRESS.  WORKS  RECElfTLT  PUBL18BED. 

The  Eenaint  of  lb«  Ute  Alex.  Leith  TfaeNecepntjofDiniitlDflveaMfortbe 

Rom,  A»  M.  of  Aberdeen,  with  a  Meaioir  of  further  extension  of  the  Croepel  at  Hone 

bio  Life,  in  one  Tolome.  and  Abroad  ;  a  Sermon  preaobed  before  tb« 

'    The  Life  and  Times  of  Daniel  Defoe,  with  Ministers  and  Charcbes  of  the  Hampshire 

an  Aocount  of  his  Writiogn,  and  Aneodotes  of  Ahsociatiou,  April  26»  XQ'i9,  and  pnblished 

aeveralof  hisContemporaries.  BjrW.Wiison.  at  their  request.   ByJohnBristow,  WiltOB. 

The  Rer.  James  Jojce  will  soon  publish.  The  Worlcb  of  the  Right  Hon.  Sir  CfasrIeH 

in  an  octavo  volume,  a  Treatise  on  Love  to  Hanborj  Williamfl,  K.  B.  from  Originals  io 

God,  considered  as  the  perfection  of  Chris-  possession  of  his  Grandson,  the  Right  Hoo< 

tian  Morals.  the  Earl  of  Essex ;  wi4h  Notes,  by  Horace 

A  Journal  of  a  Yojage  to  Greenland,  in  Walpole,  Earl  of  Orford.     In  three  vols. 

18:?],  by  Gapt.  Manby,  in  1  vol.  4to.  £X.  lis.  6d. 

Mr.  P.  W.  Watson,  of  Hull,  is  oolleoting  Twenty   Remedies  against   the  Fear  of 

materials   for   a   Dendrolo)(ia   Brilannica^,  Death.     jBy  the  Rev.  J.  Wilkinson,  of  Saf- 

(Trees  and  Slurabs  that  will  live  in  the  open  fron  Walden.     Now  edition.  18mo.  6d. 

air  of  Britain,)  to  be  published  in  8vo.  with  The  Practical  Works  of  Rev.  R.  Baxter, 

oolooped  plates.                                        ^  editedby  T.CIontt,  A.M.  8vo.  vols.2,3,4. 

Travels  into  the  Arkansa  Terrilory,  with  If  s.  each. 

Observations  on  the  Manners  of  the  Abori-  Lectures  on  some  imj^rtant  Doctrines  of 

gines ;  with  a  Map  and  other  Engravings,  the  Gospel.    By  T.  Raffles,  LIaD.  limine. 

ByT.  Nuttall.                             -  7s. 

Mr.  6.  Mantell  is  preparing  a  Desorip-  A  Speech  delivered  before  tbe  Gcaefsl 

tion  of  the  Strata  and  Organic  Remains  of  JVssembly  of  the  Ghorcli  o/ Scotland,  expla- 

Tilgate  Forest,  &c.  natory  of  the   measures  which  have  been 

A  Sermon,  preached  before  the  Northern  successfully  pursued  in  St.  John's  Parisli, 

Baptist  Ed acatien  Society  at  Bradford,    By  Glasgow,  for  the  extinction  of  itscompal- 

Rev.  B.  Godwin.  aory  Pauperism.      By  T.  Chalmers,  D.  D. 

Sermous  on  important  points  of  Faith  and  2s.  6d. 

Duty.     By  Rev.  R.  P.  Buddicora,  H.  A.  A  Second  Edition  of  the  Life  of  tbe  Rev. 

in  2  vols.  ISmo.  Thos.  Scott,  by  tbe  Rev.  J.  Scott.  8vo.  14«. 


ANSWERS  TO  CORRESPONDENTS,  &c 

GoMxnvxcAtiONS  have  been  received  this  month  from  Rev.  Messrs.  J.  Blackburoe— 

Thornton — Davies — Ryley. 
Also  from  A.  Allan — Amiens  Rustious — Mrs.  Scolt — Philodemos  —J.  Burn- — H.S. — J.E.R. 

We  have  to  apologize  for  two  or  three  important  errors  in  our  last  Number,  wbicli 
from  the  temporary  absence  of  a  gentleman  who  obliges  us  by  the  inspection  of  our  proofs, 
were  snjfered  to  remain. 

Page  56^,  For  Trial  read  Uriel. 

366,  ool.  S,  for  disappears  read  disappear. 

379,  col.  1,  for  the  native  urns  of  departed  mind,  read  tbe  votive  nrns,  &e. 
S9^,  in  our  notice  of  the  distresses  in  Ireland,  for  our  correspondent/  read  one 
oorrespondent. 

It  is  the  great  object  of  our  publication  to  maintain  the  principles  enforced  by  Amsuodes, 
bpt'We  feel  a  little  hesitation  about  inserting  the  direct  recommendation  of  bis  letter.  Mi' 
nisters  will,  in  such  cases,  be  the  best  judges,  and  we  are  not  inclined  to  inteHere» 

W.  W.  of  Manchester  shall  either  have  a  decisive  answer  next  month,  or  a  private 
communication  in  the  mean  timi^. 

It  is  with  much  regret  that  we  decline  inserting  the  communication  of  PhiloJcmas.  He 
might  have  seen  by  our  qualifying  note  that  we  adopted  his  first  with- reluctance ;  and  be 
will  be  aware  of  the  inexpediency  of  opening  our  pages  to  interminable  discusAion,  espe* 
cially  on  a  question  of  conjiiderable  delicacy.  We  come  to  this  determination  nnwilliogiy* 
for  his  paper  is  ably  wi'Ttten  ;  and  if  he  will  occasionally  favour  un  with  an  essay  on  more 
general  subjects,  we  have  no  doubt  that  we  shall  find  him  a  valuable  correspondent. 

We  do  not  see  the  <  numerous  faults'  of  the  paper  of  Amiens  B.  It  is  brief  aod  ad 
rem — two  rare  and  excellent  qualities.  The  preceding  paragraph  will  explain  the  reason 
of  its  non-insertion. « 

We  hope  to  procure  for  our  friend  J.  T.  the  intelligenoe  of  which  he  stands  ift 
need.    We  have  applied,  we  hope  successful ly,  to  more  than  one  exoellent  source*' 

MUet  in  our  next. 
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A  SERMON  TO  YOUNG  PERSONS. 


As  we  have  no  biographical  article 
ready  for  this  month's  Magazine, 
we  have  been  induced  to  supply  its 
place  by  the  following  quaint  but 
rich  production  of  the  old  school. 
The  siugidarly  neat  MS.  whichbears 
all  the  marks  of  being  genuine,  has 
been  attributed  on  triaditionary  in- 
formation to  Dr.  Bates;  but  this 
supposition  is  disproved  "by  the 
date  affixed  in  the  original  hand- 
writing. We  have  every  reason  to 
believe  that  it  was  written  by  one 
of  the  Puritanical  divines. 

A  NEW-YEAR'S  GIFT  FOR  YOUNG 
PERSONS,  ON  JAN.  1,  1703. 

'<  A  word- fitly  spoken  Is  like  apples  of 
gold,   in  pictures  of  silver." — ^Prov. 

XXV.  11. 

There  is  not  a  day  or  an  hour, 
not  a  we^  or  a  month,  much  less 
a  year  that  passes  over  our  heads, 
but  what  does  mdst  loudly  call  for 
our  deepest  gratitude  and  thank- 
fulnesst  and  most  strictly  chal- 
lenge us  to  be  seriously  engaged 
with  God  and  heaven. 

Who  is  it  that  we  ought  to  de- 
vote and  dedicate  ourselves  unto, 
but  that  God  in  whom  we  live  and- 
move,  that  God  from  whom  we 
had  our  beings,  and  by  whom  they 
are  preserved  unto  this  very  day  ? 
And  therefore  is  it  that  I  have 
givdn  you  all  an  invitatipn  to  meet 
me  here,  that  I  might  have  your 
hearts,  joined  with  mine,  in  a 
most  sincere  engagement  with 
God,  about  the  affairs  of  an  eter- 
nal state  and  world.  Called  you 
are  thjs  day  to  deal  serioudy  with 
your  own  hearts,  as  you  are  in  the 
presence  of  that  God  that  knows 
them  all.  C^ed  you  are  to  con- 
clude tbe  last,  and  to  begin  the  en- 
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suing  year  with  God ;  to  acknow- 
ledge him  in  all  your  ways,  to  ad- 
mire him  ki  all  your  concerns ;  to 
acknowledge  him  in  praising  for 
the  mercies  of  the  one,  and  pray- 
ing for  the  mercies  of  the  other ; 
acknowledge  him  in  lamenting  the 
sins  of  the  last  year,  and  in  watch- 
ing against  .them  for  the  year  to 
come.  Jhat  I  may,  by  the  bles-, 
sing  of  heaven,  be  instrumental  in 
assisting  and  directing  you  herein, 
1  must,  according  to  my  promise, 
present  you  all,  and  particularly 
you  that  are  young,  with  a  new- 
year^s  gifl ;  and  such  an  one,  in- 
deed, it  is,  as  may,  I  hope,  be  of 
eternal  advantage,  if  duely  im- 
proved. A  gifl,  indeed,  it  is  not 
for  your  bodies,  but  for  your  souls; 
not  to  please  your  fancies,  but  to 
gain  your  hearts;  not  for  time, 
but  for  eternity;  not  for  this 
world,  but  for  the  world  to  come. 

Do  you  inquire  of  me  whence  I 
had  it?  you  wil  soon  find  'tis 
taken  out  of  that  rare  treasure  of 
wisdom  and  knowledge,  the  Pro* 
verbs  of  Solomon ;  a  choice  jewel, 
indeed,  it  is,  pick'd  out  of  that 
spiritual  cabinet  of  grace  and  ex- 
perience, invented,  found  out  for 
us,  communicated  to  us  by  the 
wisest  of  men. 

"Do  you  again  inquire  of  me 
what  it  is  ?  in  general  you  have  it 
presented  to  you  in  the  words  i£ 
my  text.  A  word  fitly  spoken, 
a.  word  in  season ;  or  apples .  of 
gold  set  in  pictures  of  silver; 
which  was  a  thing  very  usual 
among  the  gentry. in  those  days  ; 
viz.  to  have  golden  apples  wrought 
in  silv^  net-work,  which  appear- 
ing very  grateful  tp  thefimcy>  very 
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entertaii^iiif  to  ihr  ey«,  and  one  withal^  distincdy  and  hj  ^em- 
of  the  rarest  curiosities  of  the  age,  selves;  which^  I  think  I  may 
the  wise  man  thought  he  could  not  say^  in  general  are  so  curious  and 
compare  so  valuable  a  gift,  as  a  entertaining,  so  pleasant  and  pro- 
word  in  season^  so  fitly  to  any  thing  fitable^  as  may  be  of  no  small  bene- 
else  as  this.  Thus  then  you  see  fit  and  advantage  if  duely  im-. 
in  general  your  new-year's  gift;  proved.  Was  the  eating  of  the 
'tis  apples  of  gold  set  ia  pictures  forbidden  fruit  the  cause  of  so 
of  silver.  much  misery  to  the  sons  of  men? 

Do  you  further  inquire  of  me,  and  may  I  not  hope  the  eating  of 

how  many  of  these  golden  apples^  this  cbmmanded  fruit,  the  receir* 

how  many  silver  pictures  you  are  ing  of  these  golden  apples,  may 

to  have  ?  be  the  occasion  of  as  much  happl- 

How  many,  alass,  how  many?  ness  to  many,  if  not  all  yoursouisp 
O,  that  you  were  but  ready  to  Was  the  farmer  of  these  an  occa- 
receive  as  many  as  I  am  able  to  sion  of  infecting  the  whole  race  of 
give,  even  as  many  as  I  could  find  mankind  with  such  a  dangerous 
scattered  upand  down  in  the  whole  disease ;;  and  shall  I  not  hope  the 
word  of  God.  But  designing  this  latter  may  be  some  way  instra- 
day  more  particularly  to  deal  with  mental,  by  the  blessing  of  God,  in 
ml  the  young  ones  here,  I  must  pointing  out  a  sovereign  tvmedy ) 
aco<Mrdingly  endeavour  to  observe  And,  O,  that  I  could  but  find  j^ti 
such  a  method,  to  address  myself  all  as  ready  to  receive  the  one,  as 
in  such  a  manner,  as  may  best  suit  our  first  parents  were  to  eat  the 
-the  temper  of  those  I  am  speaking  other.  As  ready  to  embrace  that 
tow  Young  persons  I  know  are  which  you  wil  find  csommanded 
for  things  short  and  sweet ;  few,  and  recommended  by  God,  as  they 
and  very  good ;  their  minds  don't  were  to  taste  of  that  which  was  so 
love  to  dwell  long  upon  a  thing,  positively  forbidden  by  him.  In 
and  their  fickle  memories  won't  order  to  this,  I  shall  proceed  more 
retain  much  at  a  time.  Because,  particularly  to  consider,  what  these 
therefore,  I  wil  not  overload  your  apples  are,  and  what  the  excel- 
heads,  or  give  you  more  than  you  leneys  of  them. 
,  can  conveniently  carry  away,  I  1.  Thefirstappleof  gold  I  shall 
ahall  confine  myself  at  present  to  present  you  withal,  is  an  early  re- 
allow  but  five  of  a  sort.  membrance  of  God  your  Creatour; 

Five  apples  of  gold,'^nd  ^ve  a  looking  towards  God  and  heaven 

pictures  of  silver.  betimes  in  the  days  of  your  yoath. 

And  because  I  would  deliver  0,'how  pleasant  and  delightsome 

myself  as  clearly  and -distinctly  as  is  this!  what  a  blessed^  what  an 

possible,  I  shall,  heavenly  sight  is  k  to  see  young 

I.  Consider  the  five  apples  of  persons,  eminent  for  religion-,  lo<^- 
gold.;  and,-  ing  like   old  expmeneed  Chris- 

II.  Consider  the  ^e  pictures  of  tians;  serving  God  in  tiieip  tender 
tiiver,  distinctly  and  by  themselves,  years ;  beginning  as  it  ^ete  their 

IIL  Condidertbem  idl conjunctly,  very  lives  with  God,  vod  no  sooner 

as  set  in  one  another.  entring  into  the  winrld,   but  ear* 

JV.  I 'shall  close  all  in  a  most  neslly  engaging  the  blessing  of 

aerlotts  applicatory  mamier,  con-  heaven  in  all  tl^  they  undertake 

cemfng  your  kind  acceptance,^  and  or  do.     This  is  what  I  am  sare 

due  improvement  of  what  i  shall  never  a  se«l  had  cause  to  repeat 

present  you  witlutl.  of,  wi»t  many  am^ent  ChristiiRS 

now  upon  eardi,  as  wel  as  many 

i.  To  eoMsider  the  a^^es  ^  eounent  saints,  m  heaven,   have 

Igold^  ^fbiA  1  shall  poesent  ycm  ab«Bdaiit  cause  to  betiia&kfolftri 
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'Tis  whst  some,  I  «iq  lure^  (O  that  and  you  that  I  am  more  etpedalljr 

I  could  say  many)  parents  at  this  speaking  to,  are  young.    Oh !  that 

day  have  cause  to  rgoyce  at;  what  there  were  but,  a  serious  spirit 

God  himself  is  wonderfully  de-  living    and    reigning    in  all  our 

lighted  in,  and  well  pleased  with ;  hearts.     O  my  soul !  what  mean^^ 

what  he  does^    with   the    gre^t-  est  thou,  O  my  vain  and  frothy 

est  earnestness,  reooromend  to  all  soul  i  Is  not  God  serious  in  calling 

young,  persons,  as  a  matter  of  the  upon  thee,  serious  in  entreating 

greatest  concern  and  moment  to  and  waiting  upon  thee,  and  wilt 

them.    Eccles.  xii.  1. — "  Remem«  not  thou  be  serious  ?      Was  not 

ber  thy  Creatour  in  the  days  of  Christ  serious  in  dying  for  thee } 

thy  youth,"  &c.    Whatever  thou  Is  he  not  now  serious  in  pleadings 

dost,  be  aure  forget  not  thy  God ;  with  God  for  thee  ?     And  wilt  not 

whatever  thou  thinkest  upon,  what-  thou  be  serious  ?    Is  not  the  blessed   , 

ever  thou  mayst  impress  upon  thy  spirit  serious  in  striving  with  thee^ 

mind,  whatever  thou  layest  up  in  Are  not  ministers  serious  in  preachy 

thy  memory,  thou  that  art  young,  ing  unto  thee  ?     And  wilt  not  thou 

let  me  beg  of  thee  as'for  thy  soul,  4>e  serious  ?     Are  not  death  and 

ta  remember  God  aboveall.     And  judgment,  heaven  and  hell,  serious 

for  thy  encouragement,   consider  things?     Is  not  eternity  itself  a 

the  promise  anneiEcd  to  it.     Prov.  serious  ^itig,  and  'wilt  not  thou  * 

viii.   17. — ^^  They  that  seek  me  be  serious?    Begone tiiou  careless, 

early  (says  God)  shall  find  me."  trifling  soul,  begone  thou  vadn  and 

You  that  are  young,  do  but  call  jesting  spirit.    Come,  O  my  God; 

upon   my  naine,   seek   my  face  come  with  thy  grace,  oome  wit^ 

early  and  betimes,  and  you  shall  thy  spirit  to  make  me  serious,  thy 

assuredly  find  me— Hue  to  be  your  '  spirit  to  keep  me  serious,  then  and 

God,me  your  merciful  and  gratious  not  til  then  shall  I  be  so. 

God,  me  to  bestow  my  grace  upon        3.  The  third  apple  of  gold  I 

you  here,  and  bring  you  to  xny  shall   present  you  withal,  is  aft 

glovy  hereafter.   ..  humble  heart — an  heart  entirely 

S.  The  second  apple  of  gold  I  set  against   any  thing  ef  pride, 

shall  presentyouwitbd,  is  aserious  truly  vile  and  unwordiy,  humble 

spirit,  a  mind  truly  seridis,  and  in  and  lowly  in  its  own  eyes.     This 

earnest  with  referoKe  to  God  and  ii  a  very  rare  jewel  indeed  for  all, 

ypur  soulsi     This  must  needs  be  but  more  especially  those  th4t  lore 

v^  welloome  to  a  truly  serious  young.    O,  tiiat  1  could  but  see 

heart,  and  very  seasonable  to  one  you  sdl  adorned  wit^  a  locket  of 

that  is  vain  and  frothy.     Sure  I  such/ jewels  about  the  neck  1  Who, 

am,  I  peed  go  no  &rther  than  my  alass !  who  can  paint  out  to  us  "die 

own  experience  for  an  evidence  to  glorious  excellencies  ?     Who  can 

the  trudi  of  this.     I  must  confess,  describe  unto  the  full,  the  plea^^t 

I  know  of  no  advice  more  proper,  taste,  the  sweet  and  curious  relisk 

no  new-year's  gift  more  useful  and  of  such  a  golden  apple  as  tliis  ? 

advantageous  than  such  a  golden  'Tis  this  that  makes  men  so  much 

^ple  aa  this.    Young  persons  I  like  saints,  so  mudi  like  ang^ 

know  are  too  apt  to  be  vain  and  and  glorified  spirits  above,  so^uch 

trifling  ;  too  prone  to  embrace  and  like  Jesus  here  up<»i  earth,  wfiose 

entertain  a  frothy  jesting  spirit,  constant  practice  and  doctrin  was 

and  'tia,  indeed,  rare  to  see  them  humility,  humility  of  heart.    'Tis 

truly 'Berious,  and  in  earnest  in  the  this  that  puts  such  a  i^ffkr&ic% 

affiurs  of  God  and  heaven.     And  between  a  child  of  Qod,  and  a 

hence  is  it,  that  they  mind  God  child  of  the  devil  here ;  a  Hfe  of 

BO  vasijre,  and  serve  him  no  better  heaven  and  a  life  of  h^  hei^safter. 

thaa  tkey  do.    I  myself  am  young,  'Tis  this  that  ie  so  pleasing  ufflo 
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Gt)d>^uch  a  sweet  smelling  savour  and  all  the  glorified  spiHts  there, 

in  the  nostrils  of  the  Almighty :  O^  my  God,  I  am  young  indeed, 

ftis  this  that  is  such  a  credit  to  but  lately  coine  into  this  world, 

rdigion,  and  adorns   the  doctrin  having  seen  but  little  of  it,  buf  yet 

of  godliness  which   we    profess,  eno',  alass  1  eno'  to  be  sick  of  it, 

This  that  is  so  profitable  and  ad-  eno'  to  make  me  desire  a  better 

vant^eous  to  ourselves,  and  gives  than  I  am  now  in.     Come,  O  my 

such  undoubted  evidence  of  our  blessed   Father,    come  with  thy 

being  exalted,  ami  crowned  with  a  soul  raising  grace :    come,^  O  my 

crown  of  life  and  happiness.  Matt,  dul  and  drowsy   soul :    come,  O 

xxiii.   12.     "  He  that  humbleth  my  dead  and  carnal  heart,  awake, 

himself  shall  be  exalted  ;*  viz.  in  rouse  up  thyself  from  these  clogs 

the  love  and  favour  of  God  here,  of  earth  and  clay;    take  a  walk 

and  with  saints  and  angels  here-  now  and  then  in  the  new  Jerusa- 

after.     James  iv.  6.—"  He  givcth  lem  above ;  take  a  view  of  all  that 

grace  unto  the  humble ;  yea,  abun-  immortal  life  and  glory  there ;  lay 

dant  measure  of  grace  in  this  world,  up  thy  treasure  in  heaven  ;  secure 

and  abundant  degrees  of  glory  in  thine  intrest  in  it,  thy  right  and 

the  world  to  come.     O,  my  God,  title  to  it;-dayly  and  delightfully 

is  humility  of  heart  so  pleasing  converse  with  it,  dayly  and  dili- 

unto  thee,  then  wil  I  take  encou-  gently  prepare  for  it. 

ragement  to  plead  with  thee,  and  5.  The  fifth  and  last  apple  of 

send  up  the  serious  breathings  of  gold  I  shal  present  you  withal,  is 

jhy  soul,  crying  out  day  and  night,  a  praying  soul — a  soul  seriously 

''  ever  more  give  me  o£  thy  heart  and  earnestly  b|eathin^  after  God. 

humbling  grace."  If  I  were  to  speak  from  my  own 

4.  The  fourth  apple  of  gold  I  experience,   in   concurrence  with 

shall  present  you   withal,   is  an  the  word  of  God,  and  testimony  of 

heavenly  mind — a  mind  truly  set  his  Spirit,  I  must  be  obliged  to 

for,   daily  conversing  with   God  give  a  very  high  character  of  sach 

and  heaven.     O,  that  I  could  but  a  golden  apple  as  this,  for  in  plain 

jsee  such  a  mind  as  this  in  every  terms,  I  must  say  I  know  it  to  be 

young  person  here.     How  should  good,  I  think  I  may  say  I  have 

J   rejoyce,  how  readily  should  I  had  a  taste  of  it,  and  never  found 

send  up  my  eccho's  of  praise  unto  any  grace  of  the  Spirit  have  a  more 

jny  God  above.     How  pleasant  a  comfortable  relish  than  this.     As 

sight  would  it  be  to  my  soul,  to  for  them  that  know  what  it  is,  they 

Mce  young  ones  running  after  hea-  wil,  f  am  sure,  necessarily  agree 

ven,   and   heavenly  things.      No  with  me,  that  it  must  needs  be 

sooner  come  into  this  world,  but  very  pleasant  and  delightsome  in 

begun    to    be    weaned    from  '  it.  all,  particularly  the  younger  sort. 

Wholly  out  of  love  with  it.  Raving  .  That  it  is  a  very  soul-comforting,  a 

an  holy  prejudice  and  antipathy  very  heart-rejoycing  sight,  to  sec 

against    all    the    vanities    of   it.  young  persons  often  g<Hng  to  the 

Having  their    thoughts    entirely  throne  of   grace,    bending   their 

set  upon  heaven.     Their- minds,  tender  knees  to  the  footstool  of 

their  hearts,  their  souls,  their  all  mercy, .  retiring    by   themselves, 

<»nversing  with  heaven.      Theu-  J)ouring  out  their  very  souls  in 

delight  irt  heaven;   their  desires  prayer,  and  crying  out,  "  Grace, 

after  heaven,  their  longing,  thirst-  grace,   mercy,   mercy,  free  grace 

ing,  panting,  breathing  for  God  and  mercy,  to  find  them  praying 

in  heaven.    "  Having  their.conver-  allways  with  all  prayer  and  sup- 

isation  in  heaven."     Phil.  iii.  20.  pHcjttioh  in  the  spirit."     Ephes. 

^Their  constant  stated  communion  vi.  18.  .Embracing  every  oppor- 

Mod  correspondenpe  with  heaven,  tunity  they  can  get  for  prayer; 
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to  hear  them'  set  up  that  holy  reSo-  my  heart.    O !  tlie  God-becoming 

lution  with  the  blessed  Psalmist^  justice  which  I  discern,  that  is  able 

Psalm   Iv.    17. — "  Evening    and  to  pardon  all  my  sins  for  the  sake 

morning,  and  at  noon,  wil  I  cry  of  Christ,  that  satisfied  for  them. 


aloud;"  to  see  them  beginning 
and  ending  every  day,  every  week, 
every  year,  every  particular  affair 
of  their  life  with  prayer ;  taking  a 
turn  every  mommg  and  evening 
toward  heaven's  gate,  entring  into 
the  closet  of  thiif  hearts,  shutting 
the  door  of  their  souls,  keeping 
out  all  the  vanities  of  the  world, 
"Praying  to  their  Father  in  se- 
cret." Matt  vi.  6.  With  since- 
rity and  seriousness,  with  humility 
and  meekness,  with  boldness  and 
constancy,  with  importunity  and 
earnestness,  storming  heaven  by 
their  prayers,  resolving  with  holy 
Jacob,  not  to  let  God  go>  til  they 
have  got  a  blessing. 

1.  The  first  picture  of  silver 
which  I  shall  present  you  withal, 
is  the  picture  of  God,  of  all  his 
glorious  attributes  and  divine  per- 
fections. This,  I  confess,  is  what 
cannot  be  drawn  to  the  life,  even 
by  angels  and  saints  above,  much 
less  by  such  a  pen  as  mine,  there- 
fore all  that  you  are  to  expect, 
must  be  only  some  dark  glimmer- 


Oh !  the  amasing,  the  soul-ravishing 
goodness  which  I  see,  that  is  suffi- 
cient for  my  thirsty  needy  soul.  Oh  I 
the  comforting,  the  heart-reviving 
truth  that  I  perceive,  which  wil 
fulfill  all  the  promises  of  grace  to 
me.  Oh  !  how  can  I  forbear  ad- 
miring ani  adoring.  Stop,  O  my 
soul,  how  shall  I  contain  my- 
self? the  sight,  alass  !  the  glorious 
sight  is  too  great,  too  glorious 
for  one  that  is  but  dwelling  in 
houses  of  clay  as  I  am.  Feed 
upon  it,  O  ye  glorified  spirits 
above ;  methinks  it  is  too  noble  for 
me. 

2.  The  second  picture  of  silver 
which  I  shall  present  you  withal, 
is  the  picture  of  religion — ^the  pic- 
ture of  the  work  and  service— the 
ways  of  God  and  heaven.  This 
is  a  silver  picture  indeed,  very 
fine  and  curious,  if  we  'must  take 
the  judgment  of  the  wisest  men, 
while  guided  and  directed  by  the 
Spirit  of  God.  Prov.  iii.  17.— 
"  All  the  ways  of  wisdom  are 
ways  of  pleasantness,  and  all  her 


ings,  some  fainf  resemblances  of  paths  are  paths  of  peace."  And  it 
sach  a  glorious  image,  and  no  is  what  all  of  us  shall  readily  find, 
more;  hut  yet,  I  hope,  so  much    if  we  do  but  take  a  ful  view  of  tl^is 


as  is  necessary  to  answer  the  ends 
I  bring  it  for.  Lift  up  your  eyes 
then,  don't  you  see  at  the  very 
first  glance  all  those  heart-ravish- 
ing attributes  of  the  Almighty 
God.  O!  how  amasing  and  as- 
tonishing !  how  beautiful  and 
comely  !  how  pleasant  and  ^  de- 
lightsome are  they !  how  do  they 
shine  and  glitter!  how  do  they 
dazzle  the  eyes  of  my  mind  to 
.behold   them,    or   look    towards 


which  now  lies  before  us.  Lift 
up  your  eyes  then,  and  your  hearts 
too,  you  that  are  young,  and  dili- 
gently attend  to  what  I  am  now 
about  to  present  you  withal. 

In  this  picture  of  religion,  look, 
don't  you  see  God  the  author  of  it 
— God  the  object  of  it — and  Gdd 
the  ultimate  end  of  it  ?  O !  blessed 
author — blessed  object — blessed 
end  indeed  !  Look  a  little  further, 
don't  you  see  all  the  commands  of 


them  !  Oh!  the  incomprehensible  heaven  written  down  there,  which 
wisdom  which  I  see,  that  i»  able  are  so  pleasant  and  profitable  ? 
to  direct  me  in  all  my  ways.     O  !     Look,  don't  you  see  his  blessed 


the  infinite  and  unlimited  power 
which  I  behold,  that  is  able  to 
protect,  me  in  all  my  concerns. 
O !  the  inimitable  holiness  which 
r  perceive,  thai  is  able  to  sanctify 


yoke  which  is  so  easy,  his  hea- 
venly burthen  so  light  and  com- 
fortable? Matt  xi.  30.  Look, 
don't  you  see  his  blessed  work, 
which  is  so  honourable?    Psalm 
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cxuS.    His  glorioat  service  which  treficherous  h^art,  as  the  sfiring 

is  perfect  freedom,    and  all  the  apd  center  of  all^  from  whence  all 

glorious  promises  of  the  gospel  the  rest  proceeds  ?     Matt.  xv.  19* 

annexed  thereunto?  Look  on  the  <Mie  hand,  don't  y<m 

Lift  up  thine  eyes,  lookja  little  see    a  stubborn   obstinate  will  i 

further  inward,  dost  thou  not  see  look  on  the  other  hand,  don't  you 

the  blessed  school  of  Christ,  and  see  a  blind  stupified  ccmscience, 

all   the  heavenly   lessons    taught  seared  as  with  an  hot-iron  ?  1  Tim. 


there?  Look,  dost  not. thou  see 
who  is  thy  Master,  Christ  himself; 
who  thy  fellow  scholars,  all  the 
saints  and  children  of  God,  some 
whereof  have  already  taken  their 
degrees,  and  are  now  gope  to 
heaven,  while  the  rest  are  all 
hast'ning thither?  What,  Oman, 
what  are  thy  thoughts,  what  is  the 
judgment  of  thy  soul,  concerning 
such  a  picture  as  this  ?  I  wil  not 
give  a  character  of  it  myself,  I 
leave  it  to  thy  own  conscience  to 
determine;  judge  forthysdf,  whe- 
ther it  be  not  a  picture  worth  thy 
taking  notice  of,  thy  serious  me* 
ditations  upon,  and  diligent  im- 
provements in^ 

3.  The  third  picture  of  silver 
which  I  shall  present  you  withal, 
is  the  picture  of  ourselves,  and  our 


iv.  2.  Look  strait  before  you, 
don't  you  see  a  mighty  swarm 
of  lusts  and  corrc^ions,  an  innu- 
merable army  of  wicked  thoughts, 
'Wicked  words,  wicked  actions, 
wicked  passions,  wicked  desires 
and  imaginations  ?  O I  doleful,  0 1 
black  and  dismal  picture  indeed! 
But,  O  happy,  happy,  thrice  happy 
they,  that  h^e  a  clear  siffht  of  it, 
an  humble'  scnrrow  for  U,  and«s 
serious  desire  to  fiy  out  of  them- 
selves, aind.seek  after  the  Great 
Phisitian,  £br  such  a  dangerous^ 
sudi  a  desperate  diseaM. 

4.,  The  fourth  picture  of  silver 
which  I  shall  present  you  witiuJ, 
is  the  picture  of  heaven — ^the  pic- 
ture^ of  .all  that  upper  world  of 
eternal  life  and  glory.  And  here 
I  (:annot  but  readily  joyn  in  with 


own  unwortbiness*-the  picture  of    the  Apostle,  and  apply  those  words 
all  the  parts,  powers,  and  faculties    in  1  Cor.  ii.  9.  to  our  present  case 
q{  pur  bodies  and  souls.    This,  I 
cooibss,  considered  in  itself,  is  far 
from  bearing  the  name  of  a  silv^' 


picture.  Yet  at  the  same  time,  a 
clear  sight  and  sense  of  this  may 
be  of  as  much  use  and  advantage, 
in  the  end,  as  any  other  picture 
whatsoever.  X«ook  then  here,  and 
you  wil  see  eno'  to  be  amased  and 


here.  ^'  Eyehaith  not  eeen,  nor 
ear  heard,  nwt  hath  it  entared  into 
the  heart  of  mitn  to  conceive  what 
are  the  things  whidi  God  hath 
prepared  above,  for  them  thai  love 
him  here."  We  are  but  on  this  side 
the  veil,  and  therefore  must  expect 
to  see  but  in  part, -and  know  but 
in  part.     And  yet,  though  we  see 


confounded  at  it.      Look,  don't    i»ut  in  part,  yet,  O  how  mudrdo 
you  see  at  first  view,    a  whole    we  see !  what  a  blessed  prospect! 

what  a  gloriousrwhat  an  heavenly 
tight,  have  we  before  o^  eyes! 
Ijook,  don't  you  see  the  glorious 
palace,  the  heavenly  Canaan,  the 
new  Jeruaakm,  the  splendid  court 
of  the  King  of  heaven  ?  Look  a 
little  further,  don't  you  see  the 
Great  God  himself,  the  mighty 
King  of  kings  orowned  with  a 
crown  of  life  and  immortality, 
seated  on  his  throne  of  glory  dioe? 
Loek,  den't  you  see  die  hieased 


body  of  sin  and  death  ?  Romans 
vii.  24.  A  corrupt  depraved  na*- 
ture  that  is  made  up  of  enmity, 
.averseness  against  God>  and  aU 
tluLt  is  good  ?  Attend,  don't  you 
see  all  the  faculties  of  your  souls 
clothed  with  sin  and  iniquity? 
Look,  don't  you  perceive  at  the 
first  entrance,  a  dark  reprobate 
mind,  a  wicked  sinful  soul  ?  Rom. 
i.  98.  Carry  your  eyes  a  little 
further  inward»  don't  you  see  in 
the  fniddJej  a  |uroiid^  hard,  fwd'  Jems  4nd  Scm  of  God,  the  Uetted 
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Spirit  and  Htfy  Ohost,  the  blestfed  see  tlie  innumerable  hosts  of  an|tels 
martyrs,  and  fiithers  of  the  cfanrch?  round  about  the  throne^  waiting 
0!  what  an  heavenly  choir !  what  fbr  their  command  to  go  fonh  and 
an  infinite    multitude  I    what    a  minister  unto  them  that  are  the 
mighty  army  do  I   see  by  these  h^rs  of  salvation?     Heb.  v.  24« 
my  eyes  of  faith!     Look,  don't  O,  blessed  and  glorious,   O,  de« 
you  see  them  all  seated  on  the  lightsome  and  heavenly  prospect  f 
blessed  throne  round  about  their  O,  crowning  picture  indeed,  which 
Father's   glory  ?       Oh !     blessed  points  out  the  way  whereby  w€r 
svreet  company   indeed  I     Look,  may  come  to  the  sure  possession 
don't  you  see  what  they  are  em-  and  enjoyment  of  all  that  we  have 
ployed  about ;  mind  a  little  longer;  seen  before.    Do  you  begin  to  long 
don't  you  see  them   sending   up  for  all  the  other  pictures?  do  you 
their  united  ve4ces  of  praise,  cry-  wish  to  h^ve  them  your  own  ?  get 
ing  out/' Hallelujah !  Hallelujah  1  but  this  one,  and  you  have  all. 
to  Him  that  sits  upon  the  throne?"  Did  you  before  see  the  picture  of 
Look,  don't  you  see  how  long  all  God  and  his  attributes?  look  here, 
this  is  to  last ;  what  a  mighty  con-  and  you  will  find  how  you  may 
tinuance  it  has,  even  to  eternity !  obtain  it,  and  make  it  your  own. 
Look  in  ibrward,  as  far  as  you  wil.        Did  you  see  the  picture  of  reli- 
you  see  'tis  infinity,  and  •never  wil  gion,  with  all  the  parts  and  excel- 
be  able  to  discover  an  end  ^    O  !  lencies  thereof?     Look  here,  and 
what  do  I  here  on  edith  !    Pardon  you  wil  find  how  you  may  come  to 
me,  Lord,  fbr  I  am  even  impatient  the  full  enjoyment  of  them.     Did 
til  I  get  to  this  blessed  place.  you  see  before  the  picture  of  yoiir* 
5.  The  fifth  picture  of  silver  selves,  and  your  sins?    Look  here, 
which  I  shall  present  you  withal,  you  wil  find  bow  to  be  delivered 
18  the   picture  of  the  throne  of  from  them,  and  set  at  liberty.   Did 
grace.     Now,  Sirs,  prepare  your-  you  see,  but  now,  the  picture  of 
selves,  summon  all  the  powers  and  Jieaven,  and  so  many  glorious  en«« 
faculties  of -^  your  souls  together,  tertainments,  so  much  blessed  com- 
for  I  am  now  about  to  give  you  a  pany  there  ?     Look  here,  and  you 
view  of"  that  which  exceeds   all  wil  see  the  God  of  mercy,  with  his 
that  you  have  seen  before.     Were  finger,'  pointing  out  thie  way  to 
all  the   finrmer  objects  never   so  obtain  it      Oh !  blessed,  blessed, 
delightsome  and  entertaiiting,  here  charming  picturet,  indeed  \     What 
18  that  which  is  more  curious  and  shall  I  call  it,  a  picture  of  silver, 
ravishing  than  all.     O  !   blessed  nay,  but  a  picture  of  gold.     Shall 
picture  indeed !                '  ,  I  call  it  a  picture  of  gold  ?  nay. 
Lift  up  your  eyes,  don't  you  s^  but  a  picture  of  jewels  and  dia- 
the  gates  of  the  city  of  refuge?  monds.      What   shaft    I   call  it? 
Look  a  little  ^ther  inward,  don't  Alass !  I  know  not-^a  picture  (ft 
you  see  the  mercies  seat,  and  the  diamonds !  nay,  but  a  picture  ^ 
Grreat  God  placed  there  ?     Behold  things  richer  than  I  can  eompre^ 
his  arms^  wide  open  to  receive  and  hend.     O,  my  God,  though  I  can- 
embrace  undtone   souls !     Hark !  not  comprehend  it  to  tire  fnH,  yet^ 
don't  you  hear ;   look,  don't  you  blessed    be    thy   name,   I   know 
see  that  blessed  voice  coming  out  enough  to  admire  it*— enough  to 
of  his  mouth,  saying,as  Matt.  xi.  28.  delight  myself  in  it — and  enough 
**  Come  unto  me  all  ye  that  labour  to  jiamt  and  breathe  affter  it. 
and  are  heavy  laden,  and  I  wil  give        Thus  have  I  now  giVen  a  shoH 
you  i«etfl/'    Turn  abo^t  yoinr  eyes,  account  of  the  materials  of  the  pi^e^ 
don't  yotteet  the  blessed  .Tesus  at  sent  which  I  have  made  unto  you, 
Ae  rigM  hand  of  God,  pleading  viz.  five  apples  of  goM,  ahd  fire 
Ibif  poorlsin6eM?'  Look>  dbA^tyDU  pietmei  of  sHver.    I  haVe  coilksi^ 
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dered  them  all  distinctly  and  by  vix.  a  young  tender  h^ut  aerioosly 
themselves^  that  I  might  give  you  -affected  witi^  and  solidly  meditat- 

all  the  more  dear  and  distinct  ac-  ing  upon  God  and  the  glorious 

count  of  the  nature^  excellency,  perfections  of  heaven  ;    making 

and  usefulness  of  them.      That  that  to  be  the  true  ground  of  re- 

which  remains  in  the  next  place  is  membring  his   God ;   not  actini; 

to  give -you,  according  to  my  pro-  from  a  meer  fancy  or  sudden  fit  of 

mise,  a  short  account  of  them  as  zeal  and  affection  and  no  more, 

considered    conjunctly,    and    cu-  but  from  his  fixed  deliberate  judg- 

riously  wrought  one  within  ano-  ment.  and  reasonings,   being  able 

ther,    which  wil  indeed   be  the  to  say,  therefore  do  I  remember 

finishing  work  of  my  new-year^s  God,  therefore  do  I  jthink  upon 

gift  that  I  have  prepared  for  you :  God,  because   I  see  that  in  bim 

viz.  apples  of  gold  set  in  pictures  which  is  worthy  to  be  thought 

of  silver.  upon,  that  which  is  worthy  to  be 

remembred,  and  infinitely  worthy 

III.  To  consider  the  ^we  apples  to  be  admired  and  adored. ' 

as  set  in  the  five  pictures  of  silver.  2.   The  second  apple  of  gold 

And  now,  Sirs,  now  prepare  your  which  I  did  present  you  withal, 

hearts  for  the  receiving  such   a  was  a  serious  spirit,  and  the  se< 

glorious,  such  a  ravishing,  such  an  cond  picture  of   silver  was  the 

entertaining  object,  as  you  wil  find  picture  of  religion ;   now  let  us 

this  to  be.     F<Nr  if  these  golden  put  these  toge^er,  and  see  how 

apples,  these  silver  pictures,  are  so  pleasant    and     delightsome   they 

glorious  when  considered  apart,  and  look.     A  serious  spirit  set  in  the 

by  themselves,  what  they  wil  be  if  picture  of  religion,  i.  e.  a  young 

joyned  together,  when  they  shall  person,  serious  in  matters  of  reli- 

unanimously  tend  to  advance  each  gion,  not  serious  out  of  a  sudden 

other's  beauty  and  splendour.    But  fancy  or  melancholy  humour,  but 

to  proceed  more  particularly :  really  serious  upon  solid  grounds 

1 .  The  first  apple  of  gold  which  and  reasonings,  because  the  nature 

J  did  present  you  withal,  was  an  of  the  thing  requires  it ;  serious, 

early  remembrance  of  God  your  because  the  God  the  Father,  God 

Creatour ;  and  the  first  picture  of  the  Son,  and  God  the  Holy  Ghost 

stiver,  was  the  picture  of  God  and  are  serious ;  and  all  other  things 

his  attributes :  now  let  us  but  set  belonging  to  religion  are  truly  se- 

these,  together,  and  see   what  a  rious  things,  and  not  a  meer  jest 

blessed  sight    they  make.       An  or  trifle,   as  too  many  vain  and 

early  remembrance  of  God  set  in  frothy  spirits  would  have  them  to 

the  picture  of  God  and  his  attri-  be. 

butes,  i.  e«  a  young  person  remem-  8.  The  third  apple  of  gold  which 
bring  God,  thinking  upon  God,  I  did  present  you  withal,  was  an 
and  at  the  same  time  forming  suit-  humble  heart ;  and  the  third  pic- 
able  thoughts  and  >apprehensions  .ture  of  silver  was  the  picture  of 
of  him,  and  of  all  his  glorious  at-  ourselves  and  of  our  sins.  Now 
tributes;  and  so  not  barely  re-  let  us  work  these  together  in  one 
membring  hun  as  God,  but  as  another,  and  see  how  joy  full  a 
such  a  God,  such  an  Almighty,  sight  they  wU  make.  A  young 
such  an  incomprehensible  God;  humble  heart,  set  in  the  picture 
as  infinite  in  himself,  infinite  in  of  self,  i.  e.  a  soul  truly  hum- 
all  his  divine  perfections,  infinite  bled  under  a  sense  of  its  own 
in  his  wisdom  and  power;  infi-  ease  and  condition;  humbled 
nite  in  his  holiness  and  justice,  because  it  sees  its  own  vileness 
infinite  in  his  goodness  and  truth*  and  unworthine^, '  its  own  cor- 
Oh!  how  pleasant  must  it  needs  rupt  depraved  nature^  its  .hai4 
be  to  behold  such  a  sight  as  thisi:  heart,    blind  mind,    filthy    soul, 
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soared  coftflcienoe,    vmh    wicked    hh  all  fised  fXpovk  dl^  tliMne  if 


though^ts,  nluifitudei  of  lusts  find  gnee.  He  Ho  sooner  fidls  down 
cottUptioRS ;  dl  Whidi  are  ceiu  upon  his  knees  but  his  soul  imm^. 
tainiy  eno'  to  make  and  keep  one  diatelj  takes  flighty  and  hastens  to 
humbk.  Oh !  what  a  rare  sight  the  city  of  refuge ;  he  no  sooner 
is  it  to  find  young  persons  begin  begins  to  pray^  but  h^  eyes  the 
betimes  to  see  all  this,  and  to  be  mercies-seat^  he  thinks  upon  the 
so  duely  affected  ¥rith  it  as  to  walk  armes  of  love,  he  pleads  the  metits 
humbly  with  God  under  a  sense  of  his' crucified  Saviour,  and  there- 
of it  fbre  does  he  pray.  O,  who  can  foi^- 

4. .  The  fourth  apple  of  gold  bear  being'  ravished  with  sudt  a 

which  I  did  present  you  withal,,  sight  as  this?    To  see  a  youtig 

was  an  heavenly  mind;  and  the  Cliristian  pleading  and  wrestling 

fourth  picture  of  dil  ver  was  a  pie^  in  sudi  a  manner,  and  with  sudi  a 

ture  of  heavto.     Nc^v  let  us  pot  quick  eye  of  faith,  whereby  he  is 

th^  togfithtf ,  and  see  how  they  able  to  see  deariy  all  the  piivi^' 

will  look.     An  heavenly  mind  se(  ledges  of  the  throne  of  grace. 
in  the  picture  of  heaven :  Le.  »       And  thus  have  I  now  endea^i 

mind  truly  heavenly  under  a  soHd  voored  to  set  all  these  golden  ap^i 

fixed  sense  ofthe  nature  and  happi-  pies  and  silver  pictures  togedie^: 

ness  of  heaven.    'Tis  not  set  upon  and  so  have,  according  to  my  first 

heaven,  from  a  meer  common  un«  design,  presented  you  with  apples 

(%ested  notion  of  heaven,  whidi  of  gold,  set  or  wrought  in  pictures 

eren  all  rational   creatures  have  of  silver,  or  silver  net-work^  what- 

more  qr  lees';    but  his  mind  ib  ever  you  please  to  caM  it.     Her6 

therefore  in  heaven,   because  of  you  have  them,  such  as  they  are, 

that  glance  it  has  got  of  it  ftom  eareluUy  knit  toge^er^  and  woven 

the  wonl  of  God.     His,  mind  is  in  witii  on^  ano^er.     Oh  !  happy, 

heaven,  because  he  sees  by  an  eye  happy,  blessed  heavenly  sight  in« 

offatth  Ids  God  there;  beeanse  he  deed !  O  blessed  new-yeai<s  gift! 

sees  his  Saviour  and  Sanetifieirthere.  O  glorious  pi^seuts  J  Oh,  how  att 

His  Bsind  is  la  heaven,  because  he  ^ey  stuck  with  diamonds,  beset 

sees  what  a  glotioos  place  it  is,  wiUi  jewek  and  perles,  glittering 

what  bleeped  eomfMmy  they  have>  with  spangles  of  gold !  O,  iHio 

what  blouetd  work  they  are  en-  can  jiaint  ant  «  ttvie  ptetui^  of 

gaged  ia,  atid  to  whM  a  blessed  them  I  Who  can  be  able  to  de* 

eternity  it  willodntittse.  Oh!  hap*  scribe  them  «d  lifti,  and  glvt  a  re^ 

PJ,  hapi^,  heart-lavishing  sight  semblancedf  a3ltheeitcellencies  of 

iadeed,  to  see  young  persons  ar-  them  !    Were   all  the  apples  of 

rived  to  such  an  heavenly  frames  gold  and  pictures  of  sHver  so  ex* 

gsoun^d  upon  such  soMd  reasons  eellent,  when  considered  apart  sLnd 

as  tbna  by  thems^ves,  what  are  they  now 

5.  The  Cfth  and  last  apple  of  when  put  together  f  Were  they  all 

gold  wfaieh   I  did   present   you  so  transeencfently  excellent,  when 

^ithtd,  was  a  praying  soul ;  and  put  together  lind  set  in  drde^  by 

^  fifth  picture  of  silver  was  the  each  oth^,  Wh^t  wil  they  be  if 

6'ctore  of  &e  throne  of  grkce.  tlv^y  were  idl  entirely  united  Into 

D#  tf  wedobutjoynthes^llke^  oiie — ^all  thi^  golden  apples  ihto 

*iae  together,  we  shall  soon  find  one  golden  ap|^— «iH  the  silver 

^hat  a  ravishing  sight  t^ey  make,  pictures  into  one  picture  ;    sknd 

A  praying  soid  set  in  the  pieture  bmh  these  knit  and  woven  one 

•f  the  throne  of  grace,  i.  e.  a  y^ung  with  another.     Stop,  O  my  soul  { 

iool  praying  to  God  with  his  heatt^  ^t  thou  hast  soared  ^  h^h  as  '^ 

hb  liiind,  histhou^ts,  his  ^l^rss^  posi^le  for  the^  io  go';  the  mh* 
CoNo.  MAtt.  Np.  57.  3  N        • 
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ject  18  too  deep  for  thee  to  under-  set  in  the  picture  of  religion  ? 

stand,  too  great  for  thee  to  com-  What  of  an  humble  heart,  set  in 

prehend.  the  picture  of  our  selves?  What 

And  thus  have   I  finished  my  of  an  heavenly  mind,  set  in  the 
new-year's  gift,  and  having  made  picture  of  heaven  ?    What  of  a 
you  such  a  present,  may  I  have  praying  soul,  set  in  the  picture  of 
leave  to  ask  you  how  you  like  it,  the  throne  of  grace  ?  And  to  put 
and  what  you  will  do  with  it?  You  but  one  question  more  to  you, 
have  already  heard  what  it  is,  and  What  are  your  thoughts  of  all 
I  .wil  leave  it   to   yourselves  to  these  put  together,   made .  up  in 
judge  of  the  usefulness  and  excel-  one  new-year's  gift,  which  I  now 
lency  of  it;     Do  but  use  it,  try  it,  freely  and   heartily  present  yon 
taste  and   see  how  you  like  it.  wjthal?     Judge,    Sirs,    for  your 
What  think  you  of  all  the  golden  selv^,  J  appeal  to  your  own  con- 
apples   I   have  given  you?    Are  sciences;   I  know,   I  am  sure,  if 
they  not  very  pheasant  and  de-  you  are  not  blind,  you  cannot  but 
lightsome  ?    I  have  indeed  pre-  like  it  and  be  well  pleased  with  it 
sented  you  but  with  a  few,   yet  'Tis  not,  I  confess,  usual  for  per- 
they  are  the  choicest  I  could  meet  JBons  to.  commend  what  they  give, 
withal  in  the  whole  word  of  God.  but  I  hope  you  will  pardon  me 
Sirs,  what  are  your  thoughts  of  when  I  tell  you,  I  do  not  commend 
them  ?    What  *  Uiink  you  of  the  n^yself,  but  the  treasure  whence  I 
worth  and  excellency  of  them  ?  had  it,  which  I  am  sure  contains 
What  are  your  thoughts  of  an  nothing  that  is  mean  or  indifferent 
early .  remembrance  of  God  —  a  I  have  been  very  busy  for  your 
looking  after  yoiir  Creatour  be-  sakes,  searching  into  that  spiritoall 
times  ?  What  think  you  of  a  se-  cabinet  of  heaven,  the  treasure  of 
rious  spirit?  Wl^at  of  an  humble  God's  word  and  my  own  expe- 
heart?  What  ofan  heavenly  mind?  rienoe,  that  I  might  pick  up  the 
And  what  of  a    praying  soul  ?  best  and  choicest  jewels  to  present 
Again,  what  thipk  you  of  all  the  to  you,  my  dearest  friends.   I  vil 
silver  pictures  whidi  I  have  now  not  make    any   apolc^ry  for  the 
presented  you  withal  ?  What  of  meanness  of  the  thing,  for  I  think 
the  picture  of  God  and  all  his  there  is  no  need.    WiUiout  a  corn- 
attributes,    which    shows  us  his  pliment.  Sirs,  'tis  the  best  I  conld 
amasing glory  and  splendor?  What  meet  withal,  and  if  I  had  one  a 
of  the  picture  of  religion,  which  thousand  times  better,  for  your 
gives  us  a  taste  of  the  many  excel-  sakes  I  would  not  grudge  it  you. 
lencys  and   advantages    thereof?  'Tis  true,  it  is  but  plain  and  homely 
What  of  the  picture  of  ourselves,  dressed,  but  yet  the  design  is  great 
which  shows  us  the  danger  we  and  noble ;  and  I  can « very  well 
are  in,  and  the  necessity  we  are  satisfy  myself  with  this,  that  the 
under  of  a  cure?  What  of  the  pic^  present  itself  is  in  its  own  nature 
ture  of  heaven,  which  shows  you  so  rich  and  costly  that  it  needs  not 
the  cure?   And  above  all,  what  of  .to  be  set  off  by  any  thing  that  I 
the  picture  of  the  throne  of  grace,  can  do«    J  am  very  well  satisfied 
that  shows  you  how  to  obtain  the  of  the  excellency  of  it ;  I  know  it 
cure  you  are  in  such  need  of?  is  good,  f^nd  I  am  sure  it  will  be 

Again,  what  think  you  of  all  for  your  good  if  duely  improved, 

the  golden  apples  and  silver  pic-  I  give  you  nothing  but  what  I 

tures  joyned  together  ?  What  are  know   to  be  good,  what  I  have 

your  thoughts  of  an  early  remem-  known  to  be  for  my  good  and  for 

brance  of  God,  set  in  the  picture  the  good  of  many  others,  who  ace 

of  God  ?  What  of  a  serious  spirit,  either  now  shining  in  grace  here, 
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or  in  glory  above.    I  give  you  the    cutting  thought  must  it  needs  be 


very  best  advice  that  ever  I  found 
to  myself^  and  that  has  been  a 
means  of  doing  me  the  most  good. 
I  give  you  nothing^  but  what  my 
God  has  given  me,  what  I  for  ever 
desire  to  acknowledge  and  adore. 

To  conclude  therefore — ^this  then 
is  the  present  I  have  made  untd 
you,  which  now  lyes  before  you — 
you  that  are  yqung  to  begin  as  it 
were  your  very  life  withal;  you 
that  are  elder  to  begin  this  year 


unto  me,  to  consider  the  danger 
of  your  case,  when  J  see  what  a 
mighty  dependance  the  cause  of 
God  and  the  interest  of  religion 
has  upon  you,  you  that  are  the 
rising  generation,  to  succeed  in  the 
place  of  your  fathers.  I  cannot 
but  here  rank  myself  with  you,  as 
I  am  one  not  very  unequal  in  age, 
one  that  helps  make  up  a  part  of 
the  rising  generation  as  well  as 
yourselves.     We  have  all  need,  I 


withal,  ^and  your  life  too  afresh,  if    am  sure,  to  stir  up  our  selves,  to 
you  have  not  already  begun  it  for    be  diligent  and  serious,   for  the 


God.  Judge  you  whether  it  be 
not  a  true  word  in  season,  a  very 
proper  gift  to  begin  the  year 
withal.  Can  you  begin  it  better 
than  with  an  early  remembrance 
of  God  set  in  the  picture  of  God  ? 
Better  than  with  a  serious  spirit 
set  in  the  picture  of  religion  ? 
Better  than  with  an  humble  heart 
under  a  sense  of  our  sins  ?  Better 
than  with  an  heavenly  mind  set  in 
the  picture  of  heaven  ?  Or,  better 
than  with  a  praying  soul  set  en- 
tirely upon  the  throne  of  grace? 
But  because  I  would  not  willingly 
leave  you  til  I  have  in  some  mea^ 
fiure  prevailed  with  you,  1  shall 
add  one  word  more  by  way  of 

IV.  Application. 

And  now  having  given_you  as 
short  and  plain  account  as  I  could 
of  my  New-year's  Gift,  I  would 
beg  leave  Co  address  myself  unto 
you  in  a  more  close  and  applicatory 
manner ;  you  I  say,  you  in  parti- 
cular that  are  young — and  I  beg 
you  may  b^  intent  and  serious 
while  I  am  now  engaging  with 
you — ^you  that  are  young,  that  are 
but  just  rising  up  in  the  world,  I 
must  tell  you  (for  I  know  it  by 
experience)  your  condition  is  much 
more  dangerous  than  that  of  tnany 
others.  The  devil  is  more  busy 
with  you,  corruptions  are  more 
strong  and  prevalent  in  you,  and 
the  world  does  more  easily  get  its 
advantage  over  you  than  many 
others.    Now^Sirs,  what  an  heart* 


very  life  of  religion  does  in  a  great 
measure  (under  God)  depend  upon 
us — upon  me  as  a  minister,  and 
upon  you  as  private  persons.  Our 
fathers  are  gone  off  the  stage  apace, 
and  those  that  remain  cannot  live 
long.  It  has  oflen  been  a  very 
melancholy  thought  to  me,  to  con- 
sider how  few  of  our  antient  mi- 
nisters are  lefl — how  many  are 
gone  from  an  unworthy  world — 
and,  consequently,  how  much  work 
there  is  already  cut  out  for  all  the 
succeeding  generation  that  are  in 
the  same  station  with  my  self. 
And  should  it  not  be  the  same 
with  you,  ta  think  how  many 
brave  old  experienced  Christians 
are  gone  from  hence,  having  took 
their  flight  to  a  better  world,  and, 
as  it  were,  recommended  all  the 
concerns  of  religion  to  the  care  of 
such  as  now  remain,  and  are  grow- 
ing up  among  us.  The  more  of 
the  old  ones  there  are  gone,  the 
more  lies  upon  our  hands,  and  so 
much  the  more  work  have  we  to 
do.  'Tis  but  a  little  while  and 
all  wil  be  removed  from  us,  and 
then-^  the  whole  cause  of  God  wil 
lie  upon  us,  and  must  undoubtedly, 
in  all  humane  probability,  sink  and 
die,  if  we  are  not  made  instru- 
mental in  the  hands  of  God,  for 
the  .  maintaining  and  supporting 
of  it. 

O  then.  Sirs,  that  you  would 
but  give  me  leave  to  expostulate  a 
little  with  you-;  O  that  you  wouW 
but  patiently  attend  unto  me,  while 

SN2 
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1  atn^come  to  exhoft  and  entwt  ih^t  I  epf^ecf  yon  should  )prtflei^ 
come  Co  b?  earnest  and  importa-  m^  wifb  anoih0r^  and  if  you  vil 
nate  with  yqu  about  the  afikirp  of    but  give  me  leave  to  b)e  ray  ewn 


your  souls. 

Come,  indeed^  I  am  with  a  word 
of  advice,  which  I  think  cannot  be 
altogether  unseasonable. — Come  to 
treat  you  with  apples  of  gold  set 
in  pictures'  of  silver. — Come  to 


dioser,  I'll  tel  you  what  it  is  that 
wil  be  most  pleasing  to  me,  and 
most  profitable  unto  yoiij  and  that 
is  your  kind  acceptance  and  se- 
rious improvement  c^  what  I  have 
given'  you.     What  can   I  desire 


present  you  with  an  ear-ring  of    less,  or  what  can  you  give  me  that 
gold,  with  an  ornament  of  fine    is  less  tliao  this  ?   And  wil  you  be 


gold^^-'-come  I  am  this  day  to  be  a 
«uitor  to  all  your  souls — O  that  I 
qould  but  compliment  you  into  an 
bdy  life !  O  that  I  had  but  the 
tonfipe  of  the  learned,  whereby  I 
might  know  how  to  speak  a  word 
kk  season. — Isa.  L  9-  O  that  I 
had  but  the  language  of  angels, 
the  eloquence  of  serfqphims  and 
cberubiros  there,  to  ravish  your 
hearts !  O  that  I  had  but  the 
charming  rhetorick  of  heaven  to 
allure  your  souls !  Certainly  I 
would  not  spare.  O  that  I  could 
but  prevail  with  your  hearts,  gain 
upon  your  afiections  this  day. 
Qive  me  leave,  therefore,  to  argue 
with  you  from  the  justice  and 
equity  of  the  thing  I  am  pleading 
&r;  111  make  my  appeal  unto 
your  very  selves,  whether  I  am  now 
unreasonable  in  my  request  or  not 
I  have  now  you  see  made  a  pre- 
sent of  a  new-year's  gift,  and  I 
would  only  be  so  free  as  to  tel  you 


so  unkind  and  disingenuous  unto 
me,  and,  much  more,  so  severe  and 
hard-hearted  to  yourselves  as  to 
deny  me  this  ?  Should  any  of  yon 
make  a-present  unto  me,  1  should 
not,  I  think,  be  so  rudCr  so  ungrate- 
full,  so  void  of  commoni  cmlity 
and  breeding,  as  to  rejeet  it  with 
scorn  ffad  contempt.  And  I  would 
have  so  favourable  opinion  of  you 
here,  as  to  think  I  sdiall  not  have 
any  reason  to  complain  of  such 
treatment  as  this  from  you. 

To  sum  all  that  I  have  said,  1 
would  only  tel  you,  that  as  I  have 
carefully  laid  before  you  a  present 
this  day,  so  that  you  may  idl  live 
in  the  diligent  improvement  of  it» 
has  been,  and  shall  be,  the  constant 
prayer  of  one  that  is  most  seriously 
concerned,  for  the  welfare  of  pre- 
tious  souls  in  general,  and  modi 
more  of  young  ones  in  particular. 

Dec,  30,  1703. 
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DUELLING. 


The  most  unaccountable  anomaly 
of  the  social  system  in  modem 
times,  is  to  be  found  in  that  irra- 
tional perversion  of  sentiment  by 
which  passion  and  prejudice  are 
constituted. the  approved  judges  of 
personal  wrong,  and  which  refers 
the  award  that  should  lie  only  in 
t!he  scales  of  justice  and  consci«ice» 
to  the  arbitrement  of  the  bullet  or 
die  sword.  We  know  the  groimd- 
m  which  this  unhallowed  custom 
is  maintained;  we  ba^e  kom  ^ 


impatient  auditOTS  of  the  wretched 
sophistry  by  which  this  shedding 
of  "  brother's  blopd"  is  i>ot  merely 
palliated  but  applauded,  as  the 
test  oi  honour  and  the  corrector 
of  offences  which  the  la^  frauBot 
reach ;  as  that  "  balance  of  power," 
by  which  the  system  of  society  is 
kept  in  harmony^  and  the  weak 
secured  against  the  encroacfamenta 
and  brutal  violence  of  the  stroi^« 
We  have  been  told,-«Hind  we  have 
turned  with  di^^st  finoin  the  thinly 
veiled  apokgy  tx  Ueod'— of  IM 
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"  ohattity  of  honour  whid>  fadu  a  fwnmi  4>f  what  any  bff  f9iuid«i«d 

stain  Uk#  i|  woittid;"  ef  th«t  fiae  as  the  luitbomed  puliilicatipn  of 

lensitiveiieai  of  spirit  whicfa^  m  ti^  r^ceot  ^al  pf  Mr»  8ti|art  for 

avoidance  of  diigraee>  would  ''ca<-  t^e  murder  of  $ir  Ale^iondar  B^t^ 

counter    darknese   aa    a  bride*"  well.      The   evidence   baa   been 

Unluckily  for  this  specious  tw*  takeo  with  the  Uto^pst  care,  the 

biage,   it  baa  no   aubstratum  of  speeches  of  Counsel  are  under^ 

truth  to  suppcMTt  it    The  advo-  stood   t<>  hevf   been  revised   by 

cates  of  tibia  sgratem  have  raised  a  themselves,  giid  the  wqy  in  w|4cp 

showy  auperatrueture^    biit  it  is  it  has«  alt^getber^  been  got  up,  ep<- 

"  buOt  onsUibble;"  we  have  only  titles  this  Ileport  to  our  utmpfit 

to  toa<^  llie  foundation  and  it  coniideoce  in  its  accuracy ;  but  in 

lapses  into  ruin«  this  import^t  document  we  have 

The  very  prfneiple  of  Ae  cua-  kx>ked  in  vain  (or  that  (con^bina^ 
torn  is  false»  and  die  mode  of  ita  tion  of  Sar  luid  Bench  in  €0|idem« 
enibreement  ia  easeiHially  unjuat  nation  of  diielling  which  we  had 
It  is  s^fmpii  or  aaauaaed  ^that  af^*  ae^cipated.  Instead  of  t^is  we 
fronted  honour  can  only  be  re*  find  sometbinf  yery  like  va  ex- 
deemed  by  the  jeopardy  of  life>  preea  juridictd  sanation  of  the 
and  that,  if  life  be  lost,  it  matters  practice ;  the  Court  aeeraed  to  be 
not  wh^her  the  loser  be  the  in-  ehanged  from  a  Tribune)  of  Law, 
jured  or  the  injurious  party»  It  ia  to  a  Council  of  Honour ;  and,  ex- 
taken  for  granted  that  a  diarge  of  cepdng  an  attempt,  quite  in  oppo- 
falsehood  or  diahoneaty  is  to  be  sition  to  the  usual  modes  of  legal 
met,  not  by  the  investigation  of  ita  discrimination^  yet  confirmed  by 
reality,  bet  by  an  aj^ieal  io  the  the  tenor  oi  the  diarge  of  the  Ix>rd 
sword;  and  in  the  prosecution  of  Chief  Justice  Clerks  to  negative 
that  af^peal,  the  civilian  and  the  the  imputation  of  ma)iGe>  the 
soldier,  the  man  of  tranquil  habits  whole  course  of  the  trial  may  be 
and  the  practised  bravo  who  splits  said  to  be  nearly  an  unbroken 
his  Indlet  on  the  edge  of  a  knife,  chain  of  elaborate  apology.  The 
are  placed  on  a  leveL  If  its  con-  fiivourable  dbarge  did,  indeed, 
sequences  were  less  tragical^  tiiia  turn  mainly  upon  tiie  want  ci 
ridiculous  assemblage  of  contradio*  proof  as  to  malicious  intention, 
tions  might  move  our  mirth,  but  and  so  far  as  it  may  be  supposed 
when  it  is  put  forward  as  an  indis-  to  have  influenced  the  verdict  of 
pensable  law  of  social  intercourse,  the  Jury,  tlie  latter  may  be  said 
that  {Krivate  persons  are  to  he  the  to  have  been  founded  on  the 
avengers  of  their  own  wrongs,  that  failure  of  the  indictmenj  in  this 
an  often  imaginary  injury  is  to  be  particular ;  but  it  is  quite  clear 
resented  to  a  n^ortal  issue,  and  thai  that  the  general  iiupreesion  on  the 
the  right  to  life,  wfaidi  even  the  minds  of  the  whole  court  was  that 
gieat  political  body  claims  only  the  encounter  was  Inevitable,  and 
under  the  strictest  limitations,  is  that  Mr.  Stuart  was  so  situated  in 
separately  poasesaed  by  every  iiv-  respe^  of  his  antagonist  as  to 
dividuid  of  that  incorppration,'^  have  incurred  reproach  and  in« 
we  are  roused  to  a  stronger  feeling  famy  had  he  not  challenged  him 
of  indignation  against  the  miaera-  to  die  bloody  field.  We  are  far 
ble  infatuation  that  would  thus  from  intending  by  these  observe- 
aacrifice  the  peace  and  happiness  tions  to  make  the  case  of  Mr. 
of  men  to  a  depraved  and  mis-  Stuart  appear  in  an  unfavourable 
chievoua  definition  of  honourable  light;  it  waa  one  of  deep  provo- 
ebaraeter.  eatbn;  he  had  been  insuked  in 

We  hare  been  led  to  the  painful  the  moai  grass  and  vulgar  manner, 

ceBaidenlian  of  tUa  nl^iact  by  the  and  is  the  world's  code  af  honour. 


463  On  Duelling.   ^  [[Septbiiber, 

submission  and  degradation  would    purer  and   more  influential  sys- 


have  been  convertible  terms.  But 
we  feel  it  right  to  put  on  record 
our  firm  and  earnest  protest  against 
the  principles  on  which  he  actedj 
and  against  the  plausible  and  dan- 
gerous' sanction  which  the  course 
and  the  event  of  his  trial  have 
given  them.  Not  merely  as  fol- 
lowers of  Christ,  but  as  men  and 
dtizens,  as  husbands  and  parents 
and  friends^  we  reprobate  this 
atrocious  custom,  and  feel  deep 
sorrow    that    any    circumstances 


tems  of  religion  or  law,  and  in  no 
way  to  the  existence  of  a  regular 
code  of  private  vindication,  how- 
ever fairly  and  fearlessly  adminis- 
tered. 

Single  combat  is  said  to  be  ne- 
cessary as  a  proof  of  personal  cou- 
rage ;  we  apprehend  that  it  is  ra- 
ther to  be  deemed  an  evidence  of 
the  want  of  a  higher  and  more 
genuine  species  of  intrepidity. 
Many  a  coward  goes  trembling  to 
the  field,  agitated  by  a  dastardly 


whatever  should  be  permitted  to  fear  of  death,  but  urged  forward 
veil  its  wickedness  and  its  folly.  by  a  still  more  despicable  appre- 
Mr.  Cockbum,  in  his  eloquent  hension  of  the  contempt  of  a  mis- 
speech  in  behalf  of  the  defendant,  deeming  world.  We  remember  a 
permitted  himself  to  assert  that  case  in  which  a  reckless  and  un- 
when  the  imputation  of  cowardice  principled  duellist,  who  had  come 
is  '^  borne  quietly,  the  character  off  victorious  from  repeated  en- 
counters, was  at  last  found  guilty 
by  a  jury:  no  sooner  was  the 
verdict  pronounced  than^  with  a 
shriek  which  thrilled  every  breast 
with  horror,  he  fell  senseless  on 
the  ground ! 

The  only  legitimate   principle 
on  which  an   individual   can  be 


of  a  British  gentleman  is  gone, 
and  Mr.  Jeffrey,'  among  other  pal- 
liatory  comments,  spoke  of  duelling 
''  as  a  corrective  to  greater  immo- 
ralities, and  a  preventive  of  greater 
crimes,"  referring  at  the  same 
time  to  assassination  as  invaria- 
bly prevalent  where  single  com- 
bat has  been  rigorously  prohi-  justified  in  perilling  life  is  pro  arts 
bited.      Alas  !    for  that  state  of    etfocu,  or,  in  other  words,  for  the 


society  in  which  foul-mouthed  ri- 
baldry is  considered  as  disgracing 
not  "  him  who  gives,"  but  "  him 
who  takes"-^in  which  the  charac- 
ter of  a  gentleman  is  identified 
with  a  constant  readiness  to  vio- 
late the  laws  of  nature  and  the 
commands  of  God — and  in  which 
a  ferocious  and  vindictive  spirit  is 
an  indispensable  requisite  for  a 
respectable  standing  amcmg  our 
fellow  men.     Nor  can  we  allow 


defence  of  Law — Divine  and  So- 
cial. This,  as  it  appears  to  us, 
supplies  at  once  the  only  ground 
on  which  the  lawfulness  of  war 
can  be  maintained,  and  the  dis- 
tinct rule  by  which  it  is  limited ; 
and  we  could  dte  illustrious  ex- 
amples of  its  successful  and  blame- 
less application.  But  the  despe- 
rate practice  of  which  we  are  now 
writing,  supersedes  all  law,  and 
resolves  it  into  passionate  and  vin- 


any  greater  force  to  the  argument    dictive  impulse,  restricted  only  by 
of  Mr.  Jeffrey.     It  is  a  mere  as-    certain  conventions  as  vague  and 


sumption,  unsupported  by  the 
slightest  proof,  and  undeserving 
of  a  serious  refutation.  It  would 
be  easy  to  give  instances  on  a  large 
scale  of  nations  where  duelling  and 
assassination  have  been  alike  un- 
known, and  of  others_ where  they 
have  both  been  practised.  The 
absence  of  the  latter  atrocity  is  to 


unsettled  as  the  authority  whence 
they  emanate.  This  authority  is 
Opinion,  the  great  Diana  of  the 
world's  worship;  the  oppressive 
despotism  under  which  the  world's 
votaries  are  content  to  crouch; 
the  ''  false  Florimel"  which  the 
knights-errant  of  the  world  are 
eagerly  ptiruiing.      Yet  on  this 


be  ascribed   to  the   presence   of    most. unsubstantial  of* 'fbiindatioDs, 
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do  the  advocates  of  duelling  ulti«    to  oonstrasn  the  acquiesceboe  of 


mately  rest  its  defence  or  its  pal- 
liation. Honour— the  honour  at 
least  of  which  we  are  now  speak- 
ing— is  nothing  inore  than  the 
estimation  in  which  certain  por- 
tions of  a  man's  character  are  held 
by  public  opinion.  And  what  are 
those  parts  of  character  thus  brought 
into  notice  ? — Does  honour  imply 
purity  of  heart — meekness  and 
lowliness  of  mind — ^love  to  God 
and  man  ?-*-Nothing  of  these^  and 
least  of  all^  the  last.  Nor  does  it 
really  demand  the  absence  of  those 
vices,  of  which  the  imputation  re- 


belligerent  monarchs  in  its  awards 
the  ultima  ratio  regum  would  lose 
even  the  slender  plea  that  it  now 
puts  forward ;  there  would  be  an 
appeal  to  law  superseding  the  ap- 
peal to  arms.  But  in  civilized 
society  tliere  are  courts  where  ag- 
gressors may  be  impleaded:  the 
aggrieved  may  demand  redress 
with  the  fair  certainty  of  obtaining 
it  in  all  cases  of  real  injury,  and 
no  others  can  claihi  a  moment's 
thought.  Hence  then  appears  the 
entire  distinction  between  public 
and  private  war;  the  former,  if 


quires    such    bloody    retributioh.    justifiable,  can  only  be  so  firom  the 
There  are  many  who  pass  current    absence  of  any  other  mode  of  pro- 


as men  of  high  and  enviable  qua^ 
lities,  who  have  no  other  plea  for 
their  standing  in  society  than  their 
readiness  to  fight  any  one  who 
may  question  their  title  to  it  Let 
it  not  be  forgotten  that  this  same 
public  opinion  which  in  one  coun- 
try calls  for  an  open  and  unim- 
peachable hazarding  of  life  in  de- 
fence of  honour,  in  another  stimu- 
lates the  insidted  individual  to  re- 
venge his  ai&ont  by  arsenic  or  the 
kni^. 


curing  redress  for  specific  en- 
croachment or  infliction,  but  in 
the  latter  instance  there  are  tribu- 
nals of  justice  for  the  protecticm 
and  vindication  of  the  injured 
citizen,  and  this  is  enough  to  de- 
stroy all  similarity  between  the 
cases,  and  all  pretext  for  violating 
the  peace  of  society  by  licensing 
private  feuds. 

But  if,  on  grounds  of  reason  and 
expediency,  we  are  justified  in 
consigning  this  absurd  system  to 


Mr.  Jefirey  cited  the  opinion  ot    contempt ;    and  if,  as  a  violation 
Dr.  Johnson  that  duelling  consi-    of  morality  and  law,  we  are  called 


dered  as  *'  private  war"  was  justi- 
fiable on  the  same  principles  as 
war  between  nations.  We  are, 
assuredly,  no  advocates  for  war  in 


on  to  express  our  unqualified  ab- 
horrence of  its  fiagitiousness ;  lan- 
guage fails  us  when  we  endeavour 
to  describe  the  feelings  with  which. 


any  form,  but  it  is  impossible  not  as  Christians,  we  regard  this  des- 

to  perceive  that  this  is  a  mere  perate  outrage  on  the  word  and 

sophism  resting  on  the  simOarity  the  presence  of  God.     In  delibe- 

of  terms  where  the  facts  are  wholly  rate  defiance  of  the  injunction  of 

unlike.      War    between    nations  nature  and  of  heaven  to  do  no 

arises  from  the  uon-exii^nce  of  murder,  does  man,   for  a  breath 

any    supreme    controling    power  of  imaginary  insult,  present  him- 


enfordng  the  rigid  and  peaceable 
observance  of  international  law: 
but.  in  the  case  of  war  between 
individuals,  it  is  not  only  in  viola- 
tion of  law,  but  in  the  face  of  a 
competent  authority  strong  enough 
to  enforce  its  provisions  and  to 
exact  its  penalties.  Jf  there  were 
an  Amphictjonic  couit  in  Eu- 
rope, supported  by  an  armed  force 


a^lf  to  the  murd^ous  arm  of  his 
fellow,  and  raise  his  own  vindic- 
tive hand  against  his  brother's  life. 
Eternity  is  suspended  on  the  event 
of  an  hasty  word ;  the  most  frivo- 
lous wrangle  may  destroy  body 
and  soul ;  a  look  may  send  an  im- 
mortal being  to  his  final  audit, — 
the  murdered  murderer  finds  him- 
self in  a  moment  beneath  the  eye 
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0f  Ood^  and  bacoiries  tbe  hopeless  of  the  world;   who  are  p^e  to 

jkvy  ofthe  ttndjiiil^iroFmand  thA  despise  the  triie  dignity  of  man, 

fire  that  never  shall  be  quenehed.  the  lowly  and  humble  mind,  as 

Whefi  the  late  deeply  regretted  the  eriterion  of  a  deg^raded  cha- 

John  Scott,*  with  the  knowledge  racter—- let  such  be  admonished  by 

and  b^ter  feelings  inculcated  by  the  fate  of  Johii  Scott^  and  ding 

pious  parents  and  a  religious  edu*  to  Him  whose  GrosfYel  is  the  ever- 

eation,  suffered  himself  to  foe  be<*  lasting  bond  of  peace  and  goodwill 

ttstyed,  by^  false  sentiments  of  ho^  ateong  mankind, 
noiur  and  courage,  into  that  trans*        Aug.  12/A. 
action  which  took  from  society  an  ^v**.%»„.v<^ 

,  ornament,  from  his  friends  a  most 

pleasant  ami  valuajile  connection,  ON  THE  GOVERNMENT  OF  THE 
and  from  his  family  their  beloved  TONGUE, 
protector,  what  must  have  been  Rbason  and  speech  are  the  gifU 
his  sensaetions  as  he  lay,  during  which  distinguish  man  from  the 
the  few  days  mercifully  given  him  inferioir  creatures  with  which  we 
fyt  tecollection  and  repentmce^  are  surrounded,  and  on  ^be  due 
on  his  dying  bed.  Though  a  man  improvement  ixkd  right  use  of 
of  kindest  and  most  humane  dispoii  these  gifts  in  a^  great  metoure  de^ 
sitions,  and  though  warned  against  pend  both  our  happiness  and  use- 
the  world's  fatal  deceptions  by  fulness.  Volumes  have  been  writ*- 
eariy  instruction  in  the  ways  of  ten  oh  the  government  of  the 
wisdom,  he  had  entered  the  field  tongue,  and  yet  neither  ancient 
of  bk>od  on  his  own  challenge,  and  «iges  nor  modem  moralists  have 
he  had  fallen,  in  the  very  act  of  exhausted  the  subject.  Nor,  in- 
seeking  the  destruction  of  a  felbw  deed,  is  tiiere  sdid  ground  to  con- 
creature  whom,  under  different  dude  that  much  positive  good  has 
cslrtofmstanoes,  he  would  have  risk-  been  effected  by  the  pointed  sen- 
ed  his  life  to  save.  The  remem-  tentious  maxims,  or  the  lengthened 
bnUieei  of  his  happy  chydhood,  his  discourses,  of  those  who  have  di- 
Skuple  prayers-^but  we  will  not  xeeted  their  attention  to  this  in- 
pursue  this  track,  we  will  leave  it  teresting  topic.  It  is  not  my  de- 
to  our  readers  to  imagine  the  work-  s%n  in  the  present  paper  to  enter 
ifigs  of  his  spirit  in  that  hour  of  i^pon  any  oopious  or  ccNnpnehen- 
agony,  when  a  lacerated  body  ave  discussionk  The  men  6f  the 
and  a  restless  conscience  comlnnA  world,  .Who  have  all  their  passions 
lo'  inlKct  tortures  in  comparison  roused,  all  their  pl^snres  and 
with  which  the  rack  had  been  a  pains  produced,  by  the  things  of 
bed  of  ease.  this  li&,  will  continue  to  speak,  as 

If  there  be,  among  our  younger  ^cll  as  act,  acscoi^ding  to  the  prin- 
iteders,  amy  who  are  indulging  eipiles  and  motives  by  which  they 
what  is  commonly  termed  a  high  are  habitually  influenced.  Itwouki 
Spirit^  who  in  despite  of  a  rdi-  be  as  foolish  to  expect,  by  any 
gious  education  and  the  privileges  means  and  efforts  whatsoever,  to 
0f  a  pious  parentage,  are  cherish-  ,draiv  a  sober,  chaste,  and  hdy 
ing  the  mean  aspirings  of  an  irri-  conversation  ftom  carnal  and  ri- 
teMe  and  ambitious  imagination;  ^ious  men,  as  to  suppose  it  pes- 
who  are  spurnnig  at  tlie  tranqfiil  sible  to  procure  a  dear  and  sido- 
blesbings  oi  home>  and  panting  to  brioua  steeam  from  a  pntrescent 
«l^igie  with  the  noise  and  tumult  pool,  the  receptade  of  every  thing 
>..<  -I  ■     • — • < b^^  noxious  and  offensive.    Multitudes 


*  Pertwrtially  kiio#n  to  the  writer  of    ^^^  "«*  »  ahnoet  all  flacel^  who 
these  remaAs,  daily  pomr  oat.  torrents  of  grass, 
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inipunty^  profaneness,  falsehood^  coffers  which  ought  to  emulate 

and  calumny,    without  restraint,  and  ehrich  his  neighbours^  the  in- 

and  without  a  blush.     But  even  telligent  man  who  shuts  himself 

persons  professing  a  serious  re^  up  in  obstinate  and  sullen  reserve 

gard  to  Christiaitity,  who'  Would  merits  at  least  equal  reproof;  for 

deem  it  disreputable  to  hold  in-  knowledge  is  of  far  more  value 

tercourse  with  those  whose  mouths  than  money.      But  instances  of 

are  full  of  cursing  and  bitterness,  such  reserve  are  rare,   comp^ed 

do  not  appear  to  be  ^fficieivtly  with  the  opposite  extreme.    ^'  Go* 

sensible  of  the  obligations  unde^  ing  fVom  nouse  to  house,"   rays' 

which  they  are  laid  to  guard  and  Bis(hop  Taylor, /'tattlers  and  busy 

regulat^  their  words,    ^anif  man  bodies,  which  are  the  rust  of  idle* 

among  you  seem  to  he  religious,  and  liesi^,    as  idleness  is  the  rust .  of 

bridletk  not  his  tongue,  this  mans  time,  are  reproved  by  the  Apostle." 

reUgum  is  vain.     It  were  to  be  Verbosus  makes  sreat  pretensions 

wished,  that  the  passage  of  Scrip-  to  religion;  and  if  it  consisted  ih 

ture  just  recited  might  have  its  much  talking,   those  pretensicW 

full  weight  upon  those  professors  eould  not  be  fairly  called  in  ques*' 

who  are  so  notoriously  chargeable  -tion.  He  neither  reads  nor  thinks, 

with  loquadty,  frivolity,  censori-  but  runs  from  place  to  place,  to 

ousness,    or  flattery.     I  mention  collect  the  petty  passing  incidents 

these  as  only  a  few  of  the  count-  of  the  day,  and  to  disperse  theip^' 

less  evils  which  arise  from  inat-  with  his  own  additions  and  co« 

tention  to  that  discipline  which  pious  comments,  through  the  town, 

Christianity  enjoins  in  reference  The  art  of  compresmng  muUum  in 

to  this  subject.  parvo  has  been  highly  commended ; 

A  due  government  of  the  tongue  but  Verbosus,  so  far  from  making 

would  cure  the  loquacity  so  pre-  any  attempt  to  abridge  his  tlurice* 

valent  in   some  professors  of  re-  told  tales,   seems  anxious  to  am-* 

ligion.     It  is  said  that  in  China  piify  them    with    every  drcumf 

excessive  talkativeness  in  a  woman  stance  and  appenda^,    however 

is  by  law  considered  a  sufficient  incongruous,  which  can  be  seized 

ground  of  divorce.     This  law  is  and  hooked  in  for  the  purpose, 

certainly   somewhat  severe ;    and  When  others  are  speaking  in  com<» 

yet,    after    enduring  the    incon-  pany,  he  appears  less  to  be  listen* 

venienee  to  which  we  are  subject  ing  to  what  they  say,  than  watch* 

from  people,  whose  heads,  to  use  ing  and  waiting  for  the  first  pause 

the  quaint  but  apt  similitude  of  which  may  afiord  him  an  oppor? 

an  old  divine,  are  like  a  bell,  in  tunity  of  giving  his  o[Aiion ;  and 

which,  there  is  nothing  but  tongue  sometimes  his  impatience  breidca 

and  emptiness,  we  are  tempted  to  through  the  rules  of  politeness.  an({ 

wish  that' some  statute  could  be  decorum^  by  direct  and  rude  inter* 

enacted  to  punish  such  offenders,  ruptions,  Verbosus  cannot  be  safe* 

of  both  sexes.     But  we  shall  pro-  ly  trusted  with  any  matter  of  con. 

bably  hear  the  eager  cry,  *  What  t  sequence ;  for  sucn  is  his  love  of 

shall    we    bind    ourselves    down  Udking,"  that  as  it  would  be  imV 

to  monkish  tadturnity  V     By  no  possible  for  him  one  hour  to  keep' 

means;   men  of  information  and  siletice,    so  it  would  be  liext  iSi 

christian  expMenCe  are  cujpable  impossible    for    him    to    keep   a 

if  they  are  not  coAamunicative.   A  secret, 

great  poet  has  said,  A  reasonable,  not  to  say  a  rigid 

*'  Be  nireards  of  advice  on  ho  pretence,  government  of  the  tongue,  would 
**  For  tbe  worst  ararice  is  that  of  sense.",  cut  off  much  frivolity  Which  npnf 

And  if  the  miser  ife  blameworthy',  prevails  among  professors'  of  tt^ 

who  locks  up  that  wealth  in. iron  Hgion.  -    It  is  certainly  possible, 

CoNO.  Mao.  No.  $?.  SO 
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and  not  hsB  desirable^  to  blend 
suavity  with  piety;  and  a  Chris- 
tian may  infuse  into  his  conversa- 
tion an  agreeable  and  chastened 
pleasantry^  without  incurring  either 
blame  or  danger ;  yet  the  rule  of 
the  Apostle  should  never  be  for- 
gotten>  Let  your  speech  be  always 
with  grace,  seasoned  with  salt,  that 
ye  may  know  how  ye  ought  to  an^ 
swer  every  man.  Cheerfulness  en- 
livens^ levity  dissipates  the  mind  ; 
cheerfulness  gives  discourse  a  brisk 
and  sprightly  flow,  levity  dashes 
it  into  feculence  and  froth.  Fo/a- 
iilis,  though  a  minister  of  the  gos- 
pely  in  the  hours  of  relaxation  and 
social  intercourse  affects  to  play 
the  wit  and  the  humourist.  He 
has  a  fund  of  anecdotes,  jesti9^  and 
repartees,  which  are  able  to  make- 
"  even  thick-lipped  musing  melan- 
choly to  gather  up  her  face  into  a 
smile,  before  she  is  aware."  He 
delights  to  pourtray  eccentric  cha- 
racters, to  describe  the  peculiari- 
ties, mistakes^  misapprehensions^ 
and  blunders,  of  sects  or  indivi- 
duals; and  when  conversation  has 
taken  a  sober  and  rational  tura^ 
he  is  too  apt  to  throw  in  some 
ludicrous  incident  or  expression, 
which  entirely  changes  the  sub- 
ject. Yolatilis  is  often  praised  as 
a  very  pleasant  companion  by  those 
who  have  witnessed  his  power  ^f 
keeping  the  table  in  a  constant 
roar.  But  do  his  flights  of  fancy, 
Actions  stories,  and  humourous 
conceits,  befit  the  sacred  character 
he  sustains?  Who  does  not  see 
in  all  this  a  glaring  inconsistency, 
which  cannot  fail  to  injure  and 
degrade  religion  ?  Surely  Vola- 
tilis  would  do  well  to  bridle  his 
imagination,  and  spare  his  wit  in 
company,  if  be  means  to  serve  the 
great  cause  in  which  he  is  en- 
gaged. 

A  candid  and  cautious  govem- 
nient  of  the  tongue  would  prevent 
4iat  censoriousness  to  which  many 
professors  of  religion  are  given. 
''Judge  not  that  ye  be  not  judged." 
^  Speak  evil  of  no  man."   The  sa- 
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cred  writers  are  wont  to  put  a  ne- 
gative upon  those  things  which  are 
not  absolutely  unlawful  in  diem- 
selves,  but  which,  through  fre* 
quent  abuse,  are  made  the  causes 
and  occasions  of  much  evil.    It  is 
so  in  this  instance.     What  is  cor- 
rupt in  principle,  or  criminal  ia 
ccHaduct,  ought  to  be  marked  with 
our  disapprobation ;  and  if  this  is 
not  sometimes  done,   by  a  tacit 
acquiesi;ence  we  become  partakers 
of  other  men's  sins.    While,  how- 
ever, it  is  a  duty,  and  may  prove 
useful,   to  condemn  those  words 
and  actions  which  have  clearly  a 
pernicious   tendency,    a  pushin|f 
forwardness  to  do  this  is  too  aft 
to  generate  a  cynical  and  acrimo- 
nious spirit,  the  very  reverse  of 
the  christian  temper.     Criio  has  a 
large  acquaintance,  and  yet  there 
is  scarcely  one  who  does  not  oilea 
feel,    and  always  fear,   the  pun- 
gency of  his  censures.     His^eye  is 
keen  and  quick  to  discover  iaults, 
and  his  tongue  is  as  prompt  to 
publish  and  aggravate  them;  yet 
so  much  envy  and  ill  nature  every 
where    prevails^    that    he    never 
wants  persons  who  lend  a  willing 
ear,  and  a  hearty  sanction,  to  his 
animadversions.   Crito  runs  eager- 
ly to  hear  every  new   prea(£er, 
and  tlien  in  decisive  language,  and 
with  a  dictatorial  air  and  manner, 
passes  his  judgment  upon  hiro.  If 
any  one   is   spoken   of    in  high 
terms,  he  is  sure  to  turn  the  at- 
tention of  the  company  to  some 
defect,   blemish,   or    impropriety, 
intentionally  brought  forward  to 
lower  the  individual   thus  com- 
mended.    It  is  but  a  trite  remark 
to  say,  that  men  are  prone  to  ex- 
tremes ;  and  in  nothing  is  the  jus- 
tice of  this  remark  more  verified 
than  in  the' use  made  of  that  little, 
yet  important  member,  the  tongue. 
While  one  is  chargeable  with  de- 
traction, another  glides  into  flat- 
tery.     Blandina   expresses  great 
dislike  to  cavillers,    to    captious 
critics,  and  all  the  wholesale  and 
petty  dealers  in  slander.     She  de- 


1822.]]  On  the  Marriage  Ad, 

lights  to  look  on  the  fair  side^  to  and  enforce  it. 
give  a  &vour^ble  estimate  of  cha- 
racters, and  not  only  to  throw  in 
some  grains  of  allowance,  but  also 
a  pretty  large  sprinkling  of  in- 
cense. Practised  in  eulogy,  she 
has  sometimes  painted  in  such  at- 
tractive colours,    the  talents,  ac- 
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If  any  thing 
could  be  said  or  done  to  check 
the  everlasting  talker,  to  chastise 
and  to  sober  the  frivolous  trifler, 
to  soften  tiie  vough  asperity  of  the 
dogged  cynic,  or  to  act  as  a  cor- 
rective upon .  the  wheedling  fiat* 
terer,  the  beneficial  results  couM 


tions,    virtues,    and    manners   of    not  fail  amply  to  recompense  the 
certain  persons  of  her  acquaint-     well-meant  and  arduous  efibrt. 


ance,  that  strangers  have  been  led  August  6,  18S2. 
to  expect  a  combination  of  pre- 
eminent excellencies,  where  they 
could  find  only  common-place  qua- 
lities. Blandina,  though  pro^ss- 
ing  to  hate  adulation,  oflen  carries 
ber  compliments  so  far,  that  the 
modest  begin  to  blush,  and  men 
of  rigid  honesty  and  plain  dealing 
to  frown. 


Amicus  B. 


%%»^i»%%%»» 


THE  MARRIAGE  ACT. 

There  can  be  no  question  as  to  the 
sacredness  of  the  marriage-union; 
it  is  fenced  and  guarded  by  reli- 
ff ion  and  by  awful  sanctions ;  and 
Its  bond,  though  it  may  be  broken, 
can  never  be  loosed.     God  hath 


Now,    is  it  not  possible  to  be    joined  the  married  pair,  and  no- 
firm  and  faithful,  meek  and  gentle    thing,  but  its  fatal  vioktton,  can 


in  spirit,  sincere  and  impartial, 
kind  and  candid  in  speech,  with- 
out mixing  and  ministering,  in  the 
cup  of  fellowship,  either  the  ga^ 
and  bitterness  of  censure,  or  the 
luscious  ingredients  of  flattery? 
Who  is  not  disgusted  with  the 
crudities  aiftl  acrimonies  of  Crito  ? 
Who  is  not  sickened  and  surfeited 


annul  the  contract. 

But  although  in  this  view,  and. 
in  respect  of  those  whom  it  con- 
nects, wedlock  is  invested  with  all 
the  sanctity  of  a  religious  tie,  yet 
in  its  dependence  on  law  and 
magistracy,  it  demands  to  be  con- 
sidered only  as  a  matter  of  civil 
regulation  and  protection.     It  is 


with    the    honied    sweetness    of    a  right  of  nature,  to  which  the 
Blandina  ?     It  may  be  necessary    savage  and  the  civilized  man,  the 


both  Jto  condemn  and  to  com- 
mend; but  while  the  one  should 
be  without  harshness,  the  other 
should  be  free  from  adulation. 

Convinced  as  I  am,  and  as  every 
thoughtful  observer  of  mankind 
mttst  be,  that  an  attention  to  those 
rules  which  sound  evangelical  mo- 
ralists have  laid  down  for  the  go- 
vernment of  tlie  tongue,  would 
prove  more  useful  than  all  the 
warm   discussions  which    agitate 


orthodox  and  the  heretic,  have  an 
equal  claim;  and  hence,  were 
there  no  other  ground  of  argu- 
ment, may  be  triumphantly  re- 
futed the  sophistry  of  those  who 
have  involved  it  in  all  the  sub- 
tleties and  all  the  mystery  of  a 
sacramental  rite.  Hence  too  ap-P 
pears  the  folly  of  those  who  have 
blended  with  sounder  views  of 
legislation  on  this  subject,  the 
prejudices  of  the  canon-law ;  and 


our  countrymen  about  modes  of    this  last  error,    mixed    up  with 


national  polity,  I  have  yet  at  pre- 
sent only  touched  upon  this  in- 
teresting theme  with  the  utmost 
brevity.  It  will  afibrd  me  great 
pleasure  to  see,  in  the  pages  of 
the  London  Christian  Instructor, 
something  on  the  subject  which 
shall  more  fully  develope  and  il- 
lustrate,   as  well  as    recommend 


relics  of  feudalism,  and  enforced 
by  proud  and  selfish  feelings,  has 
multiplied  provisions  and  exclu- 
sions, until,  as  is  always  the  case 
in  complicated  legislation,  the 
penalty  defeated  its  own  inten- 
tion. 

In  the  marriage-code  of  £.ng« 
land,  as  it   stood    previously  to 
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July    212^     18SS|    (it    is   foreign  and  ^  Difisenters,  to  it9  injurious 

from  our  prissent  purpose   to  go  and  oppressive  character, 

farther  back^  or  to  enter  into  the  But  we  must  previously  rg&r 

boqiparison  of  the  Scotch^  English,  for  an  instant,  to  an  absurdity  in 

fmd  Continental  systems)  there  was  its  construction,  which  appears  too 

much   that  was   wise  as  well  as  obvious  to  be  intentional,  though 

much  that  was  injurious.     In  the  at  the  same  time  the  oversight  is 

limitation  of  complete  divorce,  to  almost  too  gross  for  mere  negli- 

the  last  and  most  criminal  viola-  gence.      The  new   Act  provides 

tion  of  the  matrimonial  bond,  it  is  for  the  repeal  of  the  former  on  the 

entitled  to  the  highest  approba-  22d  July,   1822,  while  it  defers 

tion;    but   the   tedious  processes  the  commencement    of  its    own 

and  the  ruinous  expences  through  operations  until  the  Ist  day  of  the 

which  the  injured  party  was,  and  following    September.      We   are 

indeed,  still  is,  compelled  to  pass  'quite  at  a  loss  to  comprehend  the 

before  he  can  be  loosed  a  vinculo  motive  of  this  intercalary  period  of 

matrimonii,  are  indefensibly  and  lawlessness;    its  expediency  may 

flagrantly  unjust.     But  the  most  be  quite  clear  to  senatorial  capa- 

intolerable  evil,  and  that  which  cities,  but  to  ours  it  seems  a  most 

pressed  for  an  immediate  remedy,  unaccountaUe  and  anomalous  pro- 

lny  in  the  facilities  which  were  ceeding.      If  from  July  22,  to 

a^rded    for    the   dissolution    of  Septen^ber  1,  there  be  no  naces- 

itnarnage  ih  cases  where  either  of  sity    for    the    existence    of  any 

the  contracting  parties  had  been  statute  on  this  subject ; — ^if,  during 

und^  age  at  the  time  of  the  union,  that   term,    the    nation    may  be 

The  express  object  of  ^6  Geo.  II.  safely  consigned  to  a  species  of 

c.  53,  was  the  better  preventing  o/*  civil  outlawry,  and  abandoned  to 

Clandestine  Marric^^es ;   and  this  the    capricious   guidance   of  the 

Act  was  supposed  to  be  rendered  ecclesiastical  law^    we   arp  quite 

necessary  by  the  ease  with  which  unable  to  imagine  any  reason  for 

designing  and  unprincipled  indi-  the  curtailment    of   the  time  to 

viduals  were  enabled  to  ensnare  so  brief  a  limit ;  if  to  remain  thus 

the  young  and  unsuspecting.     In  for  six   weeks   be  wise  on   any 

order  to  accomplish'  this  preven-^  sound   and   tenable    ground,  the 

tion,  the  marriage  of  minors  with-  same  principles  would  apply  to  a 

out  consent  was  rendered  nearly  perpetual  suspension.     We  know 

impracticable;  and  almost  all  cases  that  this  abeyance  of  the  statute 

of  wedlock  destitute  of  such  sane-  has  already   been    productive  of 

tion  were  declared  nuU  and  void,  extreme  inconvenience. 

to  all  intents  and  purposes  what--  Without  passing  seriatim  through 

soever.     The  severe  provisions  of  the  divisions  of  the  Act,  and  \vith- 

this  Act  afforded,  as  might  have  out  giving  any  opinion  concerning 

been      anticipated,     innumerable  the   retrospective    enactment,   or 

openings    for    evasion,    and    the  noticing  the  whole  of  the  objec- 

great  evils  and  injustice  which  ar^  tionable  matter  which  applies  to 

acknowledged  to  have  arisen  from  Dissenters  only  in  common  with 

'  such  provisions,  rendered  it  abso-  their    fellow-citizens ;     we    shall 

Wely  necessary    to   abrogate   so  pass  at  once  to  the  eighth  clause, 

mischievous   a  measure,    and   to  which  provides  for  the  ascertain- 

siibstitute  a  more  effectual  and  less  ment  of  the  age  of  the  parties, 

oppressive  system.     The  result  of  and  mainly  hinges  on   the  pro- 

ihis  necessity  now  Hes  before  us  in  duction  of  the  baptismal  register, 

the  Act,  3  Geo.  IV.  c.  75;  and  or  a  substitute  for  its  preferable 

^e  are  anxious  to  call  the-atten-  testimony.      We    object,   indeed, 

tion  of  our  readers,  as  Englishmen  strongly  to  that  section  ^icfa  en? 
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acts  that  bdth  the  man  and  woman    ^  ^^  groands  of  such  knowledge  or 


sh^  respectively  nwke  oath;  hitherto 
the  female  has  been  allowed  to 
remain  passive  in  these  transao* 
tions;  she  has  been  pennitted  to 
shrink  into  the  retirements  of  her 
delicacy,  until  the  moment  when 
required  to  pledge  her  faith  before 
legal  witnesses.  But  now  she  is 
dragged  forward  to  irksome  pub- 
licity, made;,  subject  to  oaths  and 
unjust  penalties,  and  entangled 
in  complicated  procedures  from 
which  she  has  been. hitherto  cour« 
teously  and  wisely  exempted.  We 
object,  moreover,  to  the  multipli- 
cation of  oaths  and  witnesses  and 
personal  appearances,  as  tending 
to  make  intncate  and  difficult  that 
which  cannot  be  too  much  simpli- 
fied, independently  of  its  increas-  individual  and  the  extract  to  swear 
ing  that  which  we  regard  as  one    that  they  fit  one  another,  and  d£ 


belief;  and  iu  all  cases,  except  cases  of 
special  licences  to   be  granted  by  the 
Archbishop  of  Canterbury  and  his  officers, ' 
according  to  the  proviso  for  that  purpose 
in  the  said  Act  of  the  twenty-sixth  year  of 
King  George  the  Second,  oath  sh^l  also 
be  made,   by  each  of   the  parties  for 
whose  Marriage  a  licence  shall  be  sought, 
of  the  residence  of  such  parties  for  the 
space  of  four  weeks  inunediately  before 
the  granting  of  suc|i  licence,  according  to 
the  sdd  Act  of  twenty-sixth  year  of  J^ng 
George  the  Second." 

This  clause  strikes  us  as  being 
fraught  with  peculiar  vexations 
and  hardships  to  the  Dissenters 
at  large.  Independently  of  the 
little  annoyances  of  making  the 
correctness  of  the  f'  extract*'  to 
depend  on  some  witness  who  is  tp 
be  sufficiently  acquainted  with  the 


of  the  worst  evils  of  our  present 
legislative  system,  the  necessity 
for  swearing  one's  way  through  all 
the  fenced  interposed  by  statutory 


compelling  distinct  evidence  on 
oath  to  all  the  circumstances  rela- 
ting to  the  application,  this  pro* 
vision  goes  the  length  of  making 


law.  Without,  however,  dwelling  the  marriages  of  a  large  class  of 
on  these  points,  important  as  they  Dissenters  to  depend  on  the  (Nroof 
may  be  deemed,  we  invite  atten-  of  a  negative  by  oath,  and,  ulti- 
tion  to  the  following  provision : —    mately,  on  arbitrary,  and  even  on 

hostile  Will.  Beside  the  numerous 
body  of  Baptists,  there  are  many 
congregations  of  Independents 
whose  baptismal  registers  have 
been  either  lost,  or  kept  in  the 
most  slovenly  manner  imaginable. 
All  this  must  be  stated  and  sworn 
to ;  and  not  this  only,  but  proved 
to  the  satisfaction  of  the  person 


**  If  both  or  either  of  the  parties  shall 
be  alledged  to  be  of  the  age  of  twenty- 
one  years,  such  licence  shall  not  be 
granted  until  there  shall  be  produced,  to 
the  person  from  whonv  such  licence  shall 
be  required,  an  extract  or  extracts  from 
the  register  of  the  baptism  of  such  parties 
or  party  so  alledged  to  be  of  the  age  of 
twenty-one  years,  if  such  register  shall 
be  in  England,  and  can  be  found;  and 


each  of  such  extract*  shall  be  proved  /y.^^   ^^^^    ^J^^    licence    shall    he 

apon  oath,  by  some  other  person  or  per-  ^        r."     ^     .u^       r  r^  ti^ 

was,  to  be  a  true  extraS  from 'such  sought  ;—U>  the  satisfaction,  per- 

register,  and  to.rdlate  to  the  baptism  of  haps,   of  some  person  who  shall 


the  party  to  whom  the  same  shall  be 
alledged  to  relate,  or  according  to  the 
belief  of  the  person  making  such  oath  ; 
bat  if  such  register  shall  not  be  in  Eng- 
land, or  cannot  be  found,  then  such 
licence  shall  not  be  granted,  unless  such 
fact  shall  be  proved  upon  oath  to  the 
satisfaction  of  the  person  from  whom 
such  licence  shall  be  sought,  and  unless 
some  person  or  persons,  having  know- 
ledge of  the  party  or  parties  so  alledged 
tp  l)e  of  the  full  age  of  twenty-one  years, 
shall  make  oath  of  the  fact  that  such 
party  oV  parties  is  or  are  of  that  age  to 
the  knowledge  or  belief  of  such  person  or 
persons  so  nuddng  oath  as  aforesaid|  sta- 


chuse  never  to  be  satisfied.  In 
many  instances  this  important  per- 
sonage is  a  country  surrogate ;  and 
that  ecclesiastical  officer  is  fre- 
quently a  clergyman:  now  sup- 
pose the  case  that  this  delegate  is 
at  variance  with  his  dissenting 
parishioners,  and,  as  not  rarely 
happens,  that  he  is  on  the  qui  vive 
for  opportunities  of  teazing  them  ; 
what  a  delightful  opportunity 
would  it  offer  of  gratifying  his 
enmity  and  his  love  of  power. 


I 

4n^                          The  M0Mi  Patif^Ttee.  HSbptembeii, 

#lMitf  Hf  luckfess  (Souple  pivsented  of  either  nght  or  expediene]r-    By 

diefttselvies  before  him  to  prove  tikis  kw  if  ar  penfiyless  itic^vkteid 

tlie  non  existenee  of  a  bftpttsmid  many  anotber  jiodsessed  of  liffge 

registef.     Thej.  state  their  ease,  estatEW,  and  in  the  previoin  steps 

l!he  ecefesdastie  is  dissatisfied;  they  coriimit  peijury  nnknoWfi  to  that 

tender  their  witness,  the  judge  is  other,  the  innocent  is  nstilcted  in 

still  dissatisfied;  and  thi^  vague  the  whole  of  property,  while  the 

and  unmcaniiig  word  toHrfoiction  offender  returns  only  to  primitive 

has  gfven  hktt  an  nnqtiestionaUe  poverty.     The  forfeiture  of  pos- 

authority  to  throw  all  manner  of  sessions  faa»  hitherto  been  applied 

hindrances   in   their    way*      But  ofdy    to    extreme   violations    of 

without  recurring  to  suppositions,  law,  but  here  we  have  it  wantonly 

how^e#  borne  out  by  analogical  dragged  m,   where.   In  oeuntless 

faets.   We  pcHnt  to  An  clause  as  instances,  it  must  involve  guiltless 

glaringly  injurious,  and  as  opeiK>  families  ia  min,  and  send  misery 

kig  a  way  for  multiplied  vexations,  through  successive  generations  of 

A  register  may  have  existed  and  their  descendants, 

disappeared,  and  it  may  be  most  We  have  but  touched  on  these 

difictfk  to  bring  forward  a  witness  points,  sinee  it  will  be  snifieient 

"Wfatf  ean  depose  to  both  hs  ex-i  to  have  called  the  attention  of  our 

istenee  and  disappearance  in  such  readers  to  the  mischievons  efaarac- 

st  wa^  as  U^  satisfy  a  licenser.     Or  ter  and  tendency  of  this  act.  It  is, 

it  may  actually  exist,  and  yet  be  we  believe,  fuUy  admitted  by  all 

inaccessible — ^what  substitute  will  parties  that  it  requires  alteration 

be  admissible  in  that  event  ?  and  amendment ;  but  it  is  hardly 

But  there  is  another  clause  of  necessary  for  us  to  remind  oer 

Such  uinperalleied  harshness  that  dbsenting  brethren,    that  unless 

we  dare  not  trust  ourselves  to  give  ^ey  are  on  the  alert^    their  in- 

it    its   due  qualification.      After  terests  and   comforts  will   be 

eiiae^g  that  the  usual  penalties  danger  ^ the  council'^ 
ineurred  by  perjury  shall  apply  to 
those    who    forswear    themselves 
tinder  the  provision  of  this  statute. 

It  proceeds  thoughts  ok  psalm  acii.  12. 

**  The  righteous  shall  flovrish  as  a  palm- 

<*  And  if  the  person  convicted  of  such  tree." 

offence  shall  be  one  of  the  persons  who  •■«-                   i.       n     • 

Aall  hare  contracted  marriage  by  means  «lANY  are  the  allusions,  the  lUus- 

of  such  licence,  such  person  shidi  forfeit  trations,  and  the  figures  of  speech, 

and  lose  to  the  King's  Majesty  all  estate,  used  in  the  Bible  to  convey  spiri- 

"^^^^^'J^r^^il^^r!^'  P'^'^'j  ••"*  t"al  ideas  and  sacred  things  to  the 

advantage,  which  sucn  person  may  derive  •   j       oii    .  t    n              .  ** .       ^ 

from  or  be  entitled  to  by  virtue  of  such  ?*^™.      Ihat  beiore  us  is  singular 

marriage,  and  such  forfeiture  shall  and  in  beauty,  and  well  adapted  to  its 

may  be  disposed  of  in  such  manner  as  to  designed  purpose. 

hi.  Majesty  shall  seem  m  5  imy  grant  of  The  palm-tree  is    of   smffular 

forfeitures  or  other  matter  or  trnmr  to  the  «      *^           -,        ***_"*     VT^   i 

contrary  notwithstanding."  excellence,  and  may  be  called  the 

tree  of  wonders.     Perhaps  it  is 

This  is,  by  confounding  guilt  the  most  useful  and  profitable  of 

with  innoeence,  to  violate  the  first  all  the  trees  of  the  blooming  or- 

principles  of  legislation ;  it  is  to  chard,  or  the  wide  extended  forest 

visit  the  crime  of  the  husband  on  l.  The  palm-tree  takes  no  re- 

the  wife,   of  thte  parent  on  the  pose,  it  bears  fruit  every  raontfa ! 

children :  it  is  to  take  away  pro-  Thus  righteous  men,  through  the 

perty  over  which  the  lawgiver  has        ,.„ ^  „    ^ — ; 

L^   ;.*-*    «.».*..»..i      .^A    fL   i^a:^  •We  recommend  all  whom  it  may  con- 
no  just  controul,    and   to  inflict  ^ern  to  read  the  Act  for  themseliis-it 

pmuahment  without  the  sanction  costs  only  rizpeo^e. 
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THE  MORAL  PALM-TREE. 


n9i.'2                         Tie  iSoni  Patm-Tree.  i?! 

efficaqrof  divine  graee^  they  bring  ever  to  perfeedon.    In  lids  oar* 

forth  much  fruijL     They  deWse  ticular  the  ooniparison  is  striking* 

liberal  things  daily.  The    righteous    ^nerally    thrire 

2.  Palm-trees    vary    in    their  best  in  a  low  station,  in  the  soil  of 

spedesy  there  bekig  different  sorts,  humility.    The  Christian  who  ha» 

sight  at   least.     Thus    believers,  flourished    as   a   palm  in  a  low 

vary  in  degree  one  from  another  |  situation  in  the  world,  has  been 

lome  are  more  and  some  are  less  found  to  lose  much  of  his  beauty 

beaatifui;  some  more  and  others  and  excellence  when  elevated  to* 

kn  fruitful;  some  more  and  otlien  rank  in  life  and  to  a  high  station 

leM  healthy  and    strong.  •^  See  in  the  world.     If  you  rise,  "  be 

Bom.  xiv.  1,  S«  not  high-minded,  but  fear." 

$.  The  nut  barca,  which  this  7*  Palm-trees  are    exposed    ta 

tree  bears,  is,  in  its   juice  and  injury  by  means  of  cattfe,  whidft 

quali^,    refreshing,     wholesome,  rend  the  tender  bark,  and  it  is^ 

and  very  useful  in  fevers.     Thus  found  necessary  to  Jence  them  in» 

the  righteous  are  very  useful ;  by  Now   the   Lord  has    surrounded 

their  prayers,  their  counsels,  and  the  righteous  with  walls  of  salva* 

their  conduct,  .tliey    not    unfre*  tion,  and  underneath  are  the  ever* 

qsently  abate  the  fever  of  sin-^  lasting  arms.     Satan  confessed  the 

a  worse  fever  never  raged.  security  of  Job,  and  said  to  God, 

4.  If  the  roots  of  the  palm-tree  ''  Hast  thou  not  made  a  fencr 
happen  to  touch  the  sea,  or  any  round  about  him  f" 

hrackish  water,  the  fruit  whidi  It  is  credibly  reported  that  the 
it  then  bears  is  very  much  int-  palm-tree  alcme  is  sufficient  to 
fnved.  Thus  in  regard  to  the  build,  to  rig,  and  even  to  freight 
true  believer,  the  righteous  man,  a  ship  with  bread,  wine,  water,  oil, 
let  him  be  planted  in  the  neigh-  vinegar,  sugar^  and  other  oom*- 
bourhood  of  adversity,  let  his  roots  modities !  Thus  the  righteous  ane 
be  steeped  in  the  waters  of  afflic-  rich  in  divine  graces,  and  in  good 
tion,  it  will  be  found  on  a  just  works.  They  reprove,  rebuke, 
comparison  diat  the  fruit  he  may  and  exhort;  they  help  the  poor 
then  bear  is  far  superior  in  quality,  and  pray  for  the  rich.  They 
and  sometimes  more  abundant  in  sympathise  with  the  afflicted,  and 
quantity  than  in  the  days  of  his  comfort  the  mourners.  They  feed- 
higher  prosperity.  The  branch  in  the  hungry— ^refresh  the  wesry-— ^ 
the  vine  which  bears  some  fruit,  and  help  all  mankind. 
"  he  purgeth  that  it  may  bring  The  palm-tree  is  sometimes  in- 
forth  more  fruit"     So  said  Jesus,  jured  by  a  certain  species  of  black 

5.  Of  the  leaves  of  the  palm-  worms,  which  are  said  to  eat  their 
tree,  the  natives  of  India  form  way  into  the  very  heart  of  liie 
umbrellas  to  screen  them  from  the  tree.  Thus  the  righteous  are  fro*  • 
scorching  rays  of  die  sun,  or  de»  quently  injured  by  unhallowed 
fend  them  from  impending  tor-  passions,  and  by  temptations  that 
rents  of  rain.  The  righteous,  are  ever  aiming  at  the  hearts 
under  God,  aOt  screen  the  wicked  Some  of  the  finest  palms  have 
from  impetiding  torrents  of  flaming  sufficed  material  injury  by  these 
wrath.  •—  Perhaps  Lot,  righteous  black  worms,  these  strong  tem^ta* 
Lot,  was,  £6r  a  length  of  time,  an  tions. 

umbrella  to  Sodom  and  Gomorrah  ;  There  is  in  the  palm-tree  a  part 

and  Noah,  for  129  years,  an  un^  of  distinguished  excellence,  cidled 

brella  to  llie  world.  palmito;  it  is  the  innermost  eye  of 

6.  Pakn^trees  flourish  best  on  the  tree,  far  exceeding  in  quality 
low  gnmndfl.  On  hDls  they  sd^  the  richest  milk ;  it  is  exquisitely 
dom  come  to  maturity  —  scarce  ddicions  to  the  taste.    Thus  in  a 
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righteous  man  tbcre  is  a  quality/  phets  and  apostles ;  this  preserved 

a  certain  principle  which    gived  the  martyrs,  the  persecuted  Wal- 

excellence  to  all  he  is  and  all  he  denses,    the  reformers,  the  2000 

has ;    that  principle   is  sincerity,  ejected  ministers,  and  the  nume- 

"  godly  sincerity."  Yes,  his  words  rous  French  refugees.     The  righ- 

and    actions    bear  the  stamp   of  teous  man,  however  poor,  or  per- 

integrity.      His    matter    of    re-  secuted,  or  despised,  ranks  with 

joicing,    in  sufferings  and   under  the  excellent  of  the  earth,  as  the 

false  accusations,  is  the  testimony  palm  with  the  first  and  finest  of 

of  his  conscience.     For  he  labours  trees.     This  is  the  man  to  be  re- 

to  maintain  a  conscience  void  of  spected.    The  majesty  of  his  prin- 

designed  and  wilful  offence,  both  ciples,  and  the  purity  of  his  ac- 

before  God  and  man.     Insincerity  tions,  render  him  like  the  stately 

is  a  mark,  a  proof  of  hypocrisy ;  cedar  on  Mount  Lebanon :  a  tree 

it  is  an.  evidence  of  unrighteous-  of  righteousness,  the  Lord's  own 

ness.     If  there  were  no  current  planting. 

coin  there  would  be  no  counter-        The  palm  is  said  to  rise  high, 

feits,  no  hypocrites.  to  fifty,  sixty,  and  even  to  a  hun- 

The  finer   boughs,    and    even  dred  feet.     It  seems  to  present  its 

leaves    of   the    palm-tree,    when  fruit  towards  heaven^    and  make 

made  up  with  a  wick,  serve  the  an  ofiering  ^   Grod.      Thus  the 

purpose  of  a  torch,  to  give  light  righteous  mount  upwards ;  they 

around.     Thus  righteous  persons  rise  in  their  affections,  desires,  and 

are  said  to  be  lights  in  the  world,  lums,  towards  God  and  heaven* 
By  their  conversation  and  pxample        The  palm  is   regarded  as  an 

they   give    illumination  to  them  emblem   of  constancy,    being  aU 

who  walk  in  darkness,    and  are  ways   green.      Constancy  is  one 

pursuing  the  by-paths   of   error  property  of  the  righteous:   they 

and  sin.  hold  on  their  way,    and  do  not 

Some  palm-trees  are  said  to  draw  back  to  perdition, 
produce  leaves  called  oUias.  These  The  palm  is  tiie  emblem  of 
leaves  are  of  such  a  texture  as  to  JruilfnlnesSy  as  it  bears  fruit  every 
serve  the  purpose  of  paper  and  month.  Now  Jesus  Christ  said  to 
books.  With  a  style  of  pointed  his  disciples,  "  I  have  ordained 
iron  the  natives  can  impress  fair  you  that  ye  should  go  and  bring 
characters,  and  Write  swiftly  and  forth  fruit,  and  that  your  fruit 
legibly,  without  using  ink  of  any  should  remain." 
kind.  What  a  singular  provision.  The  p^m  is  an  emblem  of  po' 
when  our  manufactured  paper  was  tience.  Oppressive  weights  may 
unknown !  >^ow,  observe,  the  t>e  hung  oq  its  branches  without 
righteous  are  formed,  by  grace,  to  hindering  its  growth,  or  prevent- 
8uch  a  texture,  as  to  receive  the  ing  its  thriving.  Thus  the  Chris- 
fairest  and  finest  impressions,  un-  tian  often  thrives  most  under  op- 
der  the  ministry  of  divine  truth,  pression,  and  in  circumstances  of 
2  Cor.  iii.  3.  trial. 

That  the  fruit  and  foliage  of  the        The  palm  is  an  emblem  of  vk' 

palms  may  not  be  injured  by  rend-  tory;  and  in  it,  as  su^h,  we  may 

ing  storms,  nature  hath  provided  read  the  future  glory  of  the  rigfa- 

some  of  the  strongest  bandages,  a  teous.     This   world's    couqueriNrs 

sort  of  o^nvas  which  holds  them  bore  it  in  their  ovations^  amid  the 

&rm.     Thus    the    righteous    are  acclamations   of    the    multitude; 

united  and  bound  together,  by  the  but  the  soldiers  of  the  ctcat  shall 

ties  of  love,  a  spiritual  and  divine  bear  it  in  the  triamphs  of  eternity, 

afiection  which  is  strongcE*  than  amid  the. songs  of  l4eredeeiiiad« 

^ieath.-     This  proteebid  the  pib»»  .-  *  ;  .   <•.       .-j 
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FROM  MONTGOMERY'S  SONGS  OP  ZION. 


PSALM  LXXII. 

Hail  to  the  Lord's  anointed  1 

Great  Dayid's  greater  Son ; 
Hul,  m  the  time  appointed. 

His  reign  on  earth  begun ! 
He  comes  to  bleak  oppression. 

To  let  tlie  captive  free ; 
To  take  away  transgression. 

And  rule  in  equity. 

He  comes,  with  succour  speedy. 

To  those  who  suffer  wrong  ; 
To  help  the  poor  and  needy. 

And  bid  the  weak  be  strong ; 
To  give  them  songs  for  sighing, 

llieir  darkness  turn  to  light, 
Whose  souls,  condemn'd  and  dying. 

Were  precious  in  his  sight. 

By  such  shall  He  be  feared, 

While  sun  and  moon  endure .; 
Beloved,  obey'd,  revered ; 

For  He  shidl  judge  the  poor. 
Through  changing  generations, 

Wil£  justice,  mercy,  truth. 
While  stars  maintain  their  stations. 

Or  moons  renew  their  youth. 

He  shall  come  down,  like  showers 

Upon  the  fruitful  earth. 
And  love,  joy,  hope,  like  flowers. 

Spring  in  his  path  to  birth  . 
Before  Him,  on  the  mountains,    ' 

Shall  Peace  the  herald  go  ; 
And  righteousness  in  fountuns 

From  hill  to  valley  flow. 

Arabians  desert-ranger. 

To  Him  shall  bow  the  knee  i 
'  The  Ethiopian  stranger 

His  gloiy  come  to  see ; 
With  offenngs  of  devotion, 

Ships  from^  the  isles  shall  meet. 
To  pour  the  wealth  of  ocean 

In  tribute  at  his  feet. 

Kings  shall  fall  down  before  Him, 

And  gold  and  incense  bring ; 
.  All  nations  shall  adore  him. 

His  praise  all  people  sing ; 
For  He  ^all  have  dominion 

O'er  rivJDT,  sea,  and  shore. 
Far  as  -the  eagle's  pinion. 

Or  dove's  light  wing  can  soar. 

For  Him  shall  prayer  unceaung. 

And  daily  vows,  ascend ; 
His  kingdom  still  increasiiitg^ 

A  kii^om  without  end  • 
The  mountain-dews  shall  nourish 

A  seed  in  weakness  sown, 
MThose  fruit  shall  spread  and  flourii^ 

And  shake  like  Lebapan. 

O'er  cvenr  foe  victorious. 
He  on  his  throne  shall  reftt. 

From  age  to  age  more  glorious, 
AU-blesring  and  all-blest » 

Cong.  Mao.  No*  57« 


The  tide  of  time  shall  nevet 
His  covenant  remove ; 

His  name  shall  stand  for  ever ; 
That  name  to  us  is — Love. 


PSALM  CXXXIV. 

Bless  ye  the  Lord  with  solemn  rite^ 
In  hymns  extol  his  name. 

Ye  who,  within  his  house  by  nighty  ' 
Watch  round  the  altar's  flmne. 

Lift  vp  your  hands  amid  the  place. 
Where  bums  the  sacred  sign. 

And  pray,  tiiat  tiiua  Jehovah''s  face 
O'er  all  the  eartii  may  shine. 

F^om  Zion,  fit)m  his  holy  hill. 
The  Lord  our  Maker  send 

The  perfect  knowledge  of  his  wiU« 
Salvation  without  end. 


PSALM  CXLVIIL 

Heralds  of  creation  cry, — 
Praise  the  Lord,  the  Lord  most  high  j 
Heaven  and  earth,  obey  the  call. 
Praise  tiie  Lord,  the  Lord  of  all. 

For  He  spake,  and  forth  from  night 
Sprang  the  universe  to  light ; 
He  commanded,^-Nature  heard^ 
And  stood  fast  upon  his  word. 

Praise  Him,  all  ye  hosts  above. 
Spirits  perfected  in  love ; 
ISun  and  moon  your  voices  raise. 
Sing,  ye  stars,  your  Maker's  pruse* 

Eartii,  from  all  ihy  deptiis  below^ 
Ocean's  hallelujahs  flow ; 
Lightning,  vapour,  wind,  and  storm. 
Hail  and  snow,  his  will  perfprm. 

Vales  and  mountains,  burst  in  song  ; 
Rivers,  roll  with  praise  along  ; 
Clap  your  hands,  ye' trees,  and  hail 
*God,  who  comes  in  every  gale. 

Birds,  on  wings  of  rapture,  soar^  > 

Warble  at  his  temple-door ;  , 
Joyful  sounds,  from  herds  and  flocka. 
Echo  back,  ye  caves  and  rocks. 

Kings,  your  Soverdgn  serve  with  awe  % 
Judges,  own  his  righteous  law ; 
Princes,  worship  him  wixh  fear ; 
Bow  the  knee,  all  people  here. 

Let  his  truth  by  babes  be  told. 
And  his  wonders  by  the  old ; 
Youths  and  maidens,  in  your  prirae^ 
Learn  the  lays  of  heaven  betime. 

High  above  all  height  his  throne^ 
Excellent  his  name  alone.; 
Him  let  all  his  works  confess  ;  . 
Him  let  every  being  blest. 
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Christian  FeUotvship,  or  iJ^e  Church 
Member* s  Guide ;  to  which  is 
added,  a  Pastoral  Charge,  deli- 
vered to  the  Rev.  Thomas  James, 
at  the  time  of  his  Ordination  in 
City  Chapel,  London.  By  J.  A. 
James.  l2mo.  price  5s. — Lcm-* 
don:  Westley,  1822. 

We  always  attend  to  Mr.  James, 
whether  in  the  pulpit  or  in  print, 
with  peculiar  pleasure.  We  do 
not,  indeed,  always  entirely  agree 
with  him  in  matters  of  taste,  but 
as  a  preacher  we  think  him  emi- 
nently gifted  with  what  has  al- 
ways appeared  to  us  the  highest 
quality  of  eloquence — force;  and 
as  a  writer,  with  a  happy  combi- 
nation of  energy  and  feeling. 
Without  deviating  in  the  smallest 
degree  towards  either  cant  or  cold- 
ness, the  Scylla  and  Charybdis  of 
injudicious  adventurers  in  reli- 
gious composition,  he  maintains  a 
^  most  impressive  style  of  evangeli- 
cal address,  blending  the  soundest 
practical  admonition  with  a  rich 
strain  of  gospel  instruction.  We 
could  not,  of  course,  but  be  highly 
gratified  at  finding  a  subject  of  so 
much  impoftance  as  that  of  Church 
Fellowship,  taken  up  by  one  so 
competent  to  the  task;  nor  have 
our  anticipations  been  disappointed 
by  the  perusal  of  the  very  interest- 
ing work  before  us. 

At  first  sight,  as  nothing  can 
really  be  more  simple  than  the 
construction  of  a  Christian  church, 
so  nothing  can  appear  less  difficult 
than  the  adjustment  of  the  claims 
and  duties  of  the  different  officers 
and  members,  from  the  pastor  to 
the  catechumen  ;  and  nothing,  in 
fact,  would  be  easier,  could  we 
confine  ourselves  to  the  plain  die- 
tates  of  the  word  oi  God ;  but  un- 
happily human  wisdom  and  human 
passions   intrude  themselves   into 


a  business  in  which  tliey  have  no 
concern  whatever,  and  that  which 
is  in  reality  the  plainest  of  all 
questions — How  has  Christ  consti- 
tuted his  church? — becomes  the 
most  complicated.  Volumes  of  all 
sizes,  from  the  folio  to  the  Elzevir, 
have  been  written;  ink  and^ tem- 
per have  been  miserably  wasted; 
and  the  affair  stfll  remains  unset- 
tled :  sects  and  parties  go  on  mul- 
tiplying, and  the  unity  of  the 
church  seems  in  danger  of  becom- 
ing a  jest  and  by-word. 

Such  publications  as  that  now 
under  review,  must,  we  should 
hope,  contribute  somewhat  towards 
the  diffusion  of  a  better  feeling. 
Without  arrogance,  and  with  very 
little  of  the  ex  cathedrd  style  of 
expression,  Mr.  James  maintains 
a  firm  and  decided  tone  both  of 
monition  and  rel^uke,  whidi  can- 
not fail  to  produce  a  salutary 
effect,  while  his  affectionate  ex- 
postulations will  tend  to  reclaim 
the  erring,  and  to  confirm  the 
well  disposed.  A  vein  of  sound 
reasoning  pervades  the  Whole,  and, 
in  general,  we  have  had  to  admire 
the  discretion  with  vrhich  he 
touches  on  certain  points  in  his 
subject  that  require  considerable 
delicacy  as  well  as  decision  in  their 
treatment. 

The  work  consists  of  nine  chap- 
ters— On  the  Nature  of  a  Christian 
Church — On  the  Nature  and  De- 
sign of  Church  Fellowship — ^The 
Privileges  of  Membership — The 
General  Duties  of  Church  Mem- 
bers in  their  Individual  Capacity — 
On  the  Duties  of  Church  Members 
to  their  Pastors — Duties  of  Church 
Members  towards  each  other  — 
The  Duties  of  Church  Members  io 
the  Members  of  other  Christian 
Societies — The  Duties  of  Church 
Members  in  their  peculiar  Cha- 
racter and  Station. 
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The  ninth   chapter  contains   a     minate  admission  of  persons  of  all  cha- 


number  of  important  comments  on 
miscellaneous  subjects.  Amid  so 
much  valuable  matter,  we  find  a 
difficulty  in  chiising  illustrative 
specimens,  and  on  looking  over 
our  marked  passages,  we  find  them 
so  numerous  that  we  might  dis- 
pense with  any  other  article  in  our 
reviewing  department,  were  we 
to  insert  them  all.  We  shall  first 
extract  the  spirited  compendium 
of  reasons  for  dissent. 

"What  might  he  termk  the  general  ^}^  temple  of  truth  not  only  the  founda- 

principles  of  dissent  are,  the  all  suifi-  ^^  "  ^  ^  T*^'**^  *?^  defended,  bttt 

ciency  and  exclusive  authority  of  the  «v«7  pomt  and  every  pmnacle."— -p.  13, 

.  Scriptures  as  a  rule  of  faith  and  practice  t     -.u     /•      *u    u     ^              i_ 

in  matten  of  reli^on ;— the  consequent  '      ^",*'^®  fourth  chapter  we  have 

denial  of  the  right  of  legislatures  and  found  much  valuable    instruction 

ecclesiastical  conventions  to  impose  any  on  the  personal  character  of  church 


racters  to  the  Lord's  table." — pp.  11, 12, 

'*  Away  with  that  morbid  InsensibiHty 
which  exclaims  '^  It  is  of  no  consequence 
whether  a  man  be  a  dissenter  or  a  church- 
man, provided  he  be  a  Christian."  Such 
a  spirit  is  a  conspiracy  against  the  throne 
of  truth,  and  is  the  first  step  towards  a 
complete  abandonment  of  the  importance 
of '  right  sentiments.  Admitting  that 
error  is  to  be  measured  by  a  graduated 
scale,  who  will  undertake  to  fix  upon  the 
point  where  harmless  mistakes  end  and 
mischievous  ones  begin.  Every  thing  re- 
lating to  religion  is  of  consequence,     in 


rites,  ceremonies,  observances,  or  inter- 
F<^tation8  of  the  word  of  God,  upon  our 
belief  or  practice; — the  unlimited  and 
inalienable  right  of  every  man  to  ex- 
pound the  word-of  God  for  himself,  and 
to  worship  his  Maker  in  that  place  and 
manner  which  he  deems  to  be  most  ac-^ 
cordant  with  the  directions  of  the  Bible  ; 
—the  utter  impropriety  of  any  alliance 
or  incorporation  of  the  church  of  Christ' 
with  the  governments  or  the  kingdoms 
of  this  world  ; — the  duty  of  every  Chris- 
tian to  oppose  the  authority  which  would 
attempt  to  fetter,  his  conscience  with 
obligations  to  religious  observances  not 
enjoined  by  Christ.  These  are  general 
principles  of  dissent  which  lead  a  non- 
conformist to  separate  from  all  national 
establishments  of  religion  whatever. 

**  But  there  are  also  ^arttcu/ar  reasons 
relating  to  the  church  of  England.  She 
teaches  in  her  prayer-book  and  canons, 
many  tMngs  which  we  do  not  believe ;  as 


members,  and  on  the  too  frequent 
deficiency  among  them  of  religious 
knowledge.  Mr.  J.  rebukes  most 
emphatically  the  infirmity  which 
would  merge  knowledge  in  expe- 
rience, and  urgently  recommends 
that  Christians  should 

"  Set  apart  time  not  only  for  reading 
but  studying  the  Scriptures ;  let  them  read 
theological  books  which  explain  and 
prove  the  doctrines  of  the  Gospel ;  let 
them  commit  to  memory  the  admirable 
definitions  of  these  doctrines  contained 
in  the  Assembly's  Shorter  Catechism; 
let  them  attend  upon  the  preaching  of 
the  word  with  a  view  not  only  to  be  com- 
forted, but  to  be  instructed.  The  ex- 
clusive object  for  which  some  persons 
hear  sermons  is  to  obtain  alittle  com- 
fort. They  sit  waiting  and  watching  for 
some  sweet  and  savoury  assurance,  some 


for  example,  that  baptism  is  regenera-  „  ,  u     i    •  j  '        i  .       \     • 

tion ;  that  her  bishops  have  the  power  of  ^^^^  *',^''T''  ^«^^f"«*^  consolatory  topic, 

conferring  the  Holy  Ghost  in  the  ordina-  «*"!?  ^7?^^  «PP^**  ^J'^^  .?.Pf  1?*IIN*"^. 

tion  of  ministers  aid  the  confirmation  of  "°^*^  *^*  ^T""^'  u^^ •  ^^'""^  ^"^^^^J  ""^ 


the  young  j — that  her  priests  have  power 
to  absolve  sins; — that  all  who  die  go 
to  heaven,  whatever  was  their  previous 
character.  She  practices  liturgical  forms 
of  worship  which  we  deem  less  edifying 
than  extempore  prayer ;  while  her  liturgy, 
though  in  many  respects  so  sublime, 
scriptural,  and  devotional,  abounds  with 
vain  repetitions,  l^he  multiplies  offices 
in  her  communion  beyond  ail  scripture 
precedent,  'till  she  has'  quite  secularized 
her  nature  and  appearance.  By  her  sys- 
tem of  patronage  she  has  taken  from  the 
people  their  just  right  to  elect  tjj^eir  own 
pastors,   and   deprived    herself   of  th^ 


every  thing  else ;  the  minister  may  have 
given  the  clearest  elucidation  df  some 
dark  and  doubtful  passage,  the  most 
profound  discussion  of  some  sublime 
doctrine,  the  most  masterly  defence  of 
some  disputed  truth,  but  to  the  mere 
comfort  hunters,  all  this  is  nothing  else 
than  the  husk  or  the  shell,  which  is  to 
be  cracked  and  thrown  away  for  the 
kernel  of  a  little  Christian 'experience. 
From  such  sermons  they  go  home,  with 
hungry  and  cheerless  appetites,  com- 
plaining that  they  have  found  it  a  lost 
opportunity." — p.  31 . 


^eans  of  preserving  a  faithful  and  holy  ,  T^^  following  chapter,  on  the 
ministry ;  and  she  has  corrupted  the  Claims  of  pastors,  contains  higoLy 
communion  of  the  saints  by  the  indiscri-     important  matter.     There  is  much 

3P2 
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justice,  as  well  a9  much  pungency,     on  the  meagre  provision   which 
fc  •_  ^i-  _  /»_ti  _  _-• 1 — .._-.;  —  many  congregations  feel  themselves 

justified  in  making  for  the  wants 
of  their  pastor.  They  are  pithily 
described  as  loving  him    dearly 


in  the  following  exhortations. 

<'  Church  members  should  therefore 
be  tremblingly  altTe  to  the  imporUnce 
of  defending  tbeir  minister's  character. 

Thjr  .hould  neithCT  expect  »<>  ««  Wn»     vith   tfieir  lips,  but  hating  him 
perfect,  nor  hunt  after  bis  imperfections.  ..  ,.        ^  t*^J   .  t    ^  ®    «ti. 

When  they  cannot  but  see  hia  imperfcc-  .  cordially  with  their  podiets.  It 
tionSy  imperfections  which  after  all  may  be 
consistent  with  not  only  real,  but'eminent 
piety,  they  should  not  take  pleasure  in 
either  magnifying  or  looking  at  them ; 
but  make  all  reasonable  excuse  for  them,  - 
and  endearour  to  lose  sight  of  his  infir- 
mities in  his  virtues,  a&they  do  the  spots 
of  the  sun  amidst  the  blaze  of  radiance 
inth  which  they  are  surrounded.  Let 
them  not  be  the  subject  of  f  onyersation 
even  between  yourselves,  much  less  before 
your  children,  servants,  and  the  world. 
It  you  talk  of  his  faults  in  derision,  who 
will  speak  of  his  excellencies  ^th  ad- 
miration? Don't  look  at  him  with 
wspidorif  but  repose  an  honourable  con- 
fidence in  his  character.  Do  not  make 
him  an  offender  for  a  ^ord,  and  refuse  to 
him  that  charity  and  candour  of  judg- 
ment, which  would  be  granted  to  every 
one  else.  Do  not  magnify  indiscretions 
into  immoralities,  and  exact  from  him 
that  absolute  perfection,  which  in  your 
own  case  you  find  to  be  unattainable. 
Beware  of  whispers,  inuendoes,  signifi- 
cant nods,  and  that  slanderous  silence 
which  is  more  defamatory  than  the  broad- 
est accusation." — 'pp.  55,  56. 


« 


Especially  guard  Against  those  creep  - 
ing  reptiles  which  infest  our  churches, 
and  arc  perpetually  insinuating  that  their 
ministers  do  not  preach  the  Gospel, 
merely  because  they  do  not  eternally  re- 
peat the  same  truths  in  the  same  words ; 
because  they  do  not  allegorise  and  spiri- 
tualize all  the  facts  of  the  Old  Testament, 
until  they  have  found  as  much  Gospel  in 
the  horses  of  Pharaoh's  chariot  as  they 
can  in  St.  Paul's  epistles ;  and  becai^se 
they  have  dared  to  enforce  the  moral  law 
as  the  rule  of  a  believer's  conduct.    This 


is  Curious,"  says  Mr.  James,  "  to 
hear  how  some  persons  will  en- 
treat of  God  to  bless  their  minister 
in  his  basket  and  his  store,  while 
alas !  poor  man,  they  have  taken 
care  that  his  basket  should  be 
empty,  and  his  store  nothingness 
itself"  The  chapter  on  redproaJ 
duties  is  truly  excellent ;  the  ne- 
glect of  them  well  discriminated 
and  forcibly  reproved;  and  their 
strict  observance  eloquently  im- 
pressed. 

**  Christians  often  lie  on  beds  of  sick- 
ness for  weeks  and  months  successively 
without  seeing  a  fellow  member  cross 
the  threshold  of  their  chamber  door. 
How  often  have  I  been  shocked,  when 
upon  enquiring  of  the  sufferer  whether 
such  and  such  an  individual  residing  in 
their  neighbourhood  had  been  to  vint 
them,  it  has  been  said  in  reply,  *  Oh ! 
no  Sir.  I  have  now  been  stretched  on 
this  bed  for  days  and  weeks.  My  pain 
and  weakness  have  been  so  great,  that  I 
have  scarcely  been  able  to  collect  my 
thoughts  for  meditation  and  prayer.  The 
sight  of  a  dear  Christian  friend  would  in- 
deed have  relieved  the  dull  monotony  of 
this  gloomy  scene,  and  the  yoice  of  piety 
would  have  been  as  music  to  blunt  my 
sense  of  pain,  and  lull  my  troubled  heart 
to  short  repose;  but  such  a  sight  and 
such  a  sound  have  been  denied  me.  'No 
friend  has  been  near  me,  and  it  has  ag- 
gravated sorrows  already  heavy,  to  be 
thus  neglected  and  forgotten  by  a  chnrch, 
which  1  joined  with  the  hope  of  finding 


antinomian  spirit  has  become  tiie  'pest  of     amongst  them  the  comfort  of  sympathy. 
«,-«„  «i»«-^i:«-       T*  ;=  ♦I.-   ».«»:  .v.:-       But  alas !  alas  I  1  find  them  too  moch 


many  churches.  It  is  the  most  mis 
chievous  and  disgusting  of  all  errors.  If 
the  heresies  ilrMch  abound  in  the  spiritual 
world  were  to  be  represented  by  the 
no^ous  animate  of  the  natural  world, 
we  could  find  some  errors  that  would 
answer  to  the  vulture,  the  tyger,  and  the 
serpent,  but  we  could  find  nothing  that 
would  be  an  adequate  emblem  of  antino- 
mianism,  except  by  a  creation  of  our 
own  we  had  united  in  some  monstrous 
reptile,  the  venom  of  the  wasp  with  the 


occupied  with  the  things  seen  and  tem- 
poral, to  think  of  a  suffering  brother,  to 
whom  wearisome  nights  and  months  of 
vanity  are  appointed.'  How  could  I 
help  exclaiming,  <  O  Christian  lore, 
bright  image  of  the  Saviour's  heart, 
whither  hast  thou  fled,  that  thou  so 
rarely  visitest  the  church  on  earth,  to 
shed  thine  influence  and  manifest  thy 
beauties  there.'  There  have  been  ages 
___  ^  ^       oi  Christianity,  so  historians  inform  us, 

deformity  of  the~  spider"  andtiie  sUme  of     IS  ^.*^'?^  brotheriy  love  prevailed  amongst 

the  snail." ^pp.  56  57.  Christians  to  such  a  degree,  that  fearless 

„*     *  '     I      \  y  1.     .         of  the  infection  diffused  by  the  most  ma- 

We  are  restrained  by  our  limits     ugnant  and  contagious  disorden,  they 

from  inserting  the  spirited  satire     have  ventured  to  the  bed  side  of  their 
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lH«thren  expiring  in  the  last  stages  of  the     it  ig  worse  than  hyperaritical  to 


plague,  to  admjmster  the  consolations  of 
a  hope  fun  x  of  immortality.  Tliis  looa 
lore ;  love  stronger  than  death*  and  whidi 
many  waters  could  not  quench.  It  was 
no  doubt  imprudent,  but  it  was  heroic, 


note  down  every  petty  offence 
against  oorreetiiMS  and  discretioni 
some  such  failures  we  have  de- 
tected, but  they  are  hardly  of  inl- 


and circulated  far  and  wide  the  praises  of    -vr»««-««««  ^..^»  Jk  A*«  ^^r^^ifiL  •«^«4^^ 
that  dear  name  which  was  the  secret  of    g?"^**"?®  enough  for  specific  notice. 


the  wonder." — pp.  65,  66, 

Large  as  our  extracts  have  been, 
and  it  is  with  difficulty  that  we 
have  refrained  from  making  them 
still  larger,  we  must  find  room  for 
one  more. 

*'  Unfortunately  for  the  interests  of 
our  prayer  meetings,  the  brethren  wbo 
lead  our  devotions  are  so  outrageously 
long  and  dull,  that  after  enjoying  the 
first  half  of  their  prayers,  the  congiega-^ 
tion  are  anxiously  wuting  for  the  close  of 
the  other  half.  We  are  often  prayed  into 
a  good  frame,  and  then  prayed  out  of  it 
again  by  those  who  extend  their  supplica- 
tions to  the  length  of  twenty  or  five  and 
twenty  minutes  at  a  time.  A  prayer  on 
these  occasions  should  rarely  exdeed  ten 
mhutes.  I  do  most  earnestly  recommend 
this  to  the  consideration  of  those  brethren 
who  are  in  the  habit  of  engaging  in  pub- 
lic prayer.  Devotion  ends  when  weari- 
ness begins.  Brevity,  fervour,  and  va- 
riety are  the  qualities  which  all  should 
seek.  It  is  also  to  be  regretted,  that  the 
prayers  are  so  much  alike  in  the  arrange- 
ment (f  their  parts.  Each  individual  seems 
tQ  think  it  necessary,  tliat  he  should  pur- 
sue a  regular  routine.  How  much  more 
edifying  would  it  be,  if  one  were  to  con- 
fine himself  to  one  topic,  and  the  next 
were  to  enlarge  on  what  the  preceding 
one  had  omitted.  If  a  person  feels  hia  c^^^^  ^z*  f/:^^  ,  a^;„„  Tm^;t»*:^,»  ^r 
mind  impressed  and  dra^  out  by  any  ^^^*  of  Zion;  being  ImiattOfiS  of 
-  -  -     -  Fsalms.   By  James  iVIofnigomery, 

12mo,  pp.  153.  London :  Long- 
man and  Co.  1 822. 

That  magnificent  assemblage  of 
Lyric  compositions  which  forms 
the  Hebrew  Psalter,  seems  to  defy 
every  attempt  at  adequate  metrical 
imitation.  The  most  literal  is,  in 
many  respects^  the. most  success- 
ful translation;  and  the  uncouth 
strains  of  Sternhold  and  Hopkins^ 
not  only  put  to  shame  the  bald 
stanzas  of   Nicholas    Brady  and 


There  is  one,  and  one  only,  that  w^ 
shall  permit  oui^lves  to  mention. 
In  the  fourth  chapter  we  fear 
that  the  closing  observations  are 
calculated  to  give  offence,  as  some- 
what  influenced  by  Mr.  James's 
own  peculiar  views  of  politics.  In 
matters  of  taxation,  "  fidse  returns" 
are  inexcusable,  inasmuch  as  they 
are  a  direct  violation  of  truth ;  but 
when  he  speaks'  of  "  the  will  of 
our  Parliamentary  repres^tatives,'* 
he  must  be  aware  that  he  enters 
on  debateable  ground.  The  pre-- 
vious  pages  contain  noble  senti- 
ments in  noble  language,  on  the 
subject  of  civil  government ;  and 
if  by  "  evading  the  payment  of 
taxes,"  he  only  means  **  false  re« 
turns,"  and  the  use  of  "  contra- 
band articles,"  no  rightly  judging 
Christian  will  refuse  assent;  but 
some  of  his  observations  9eem  to 
take  a  larger  view,  and  to  trespass 
on  ground  where  no  man  is  justi- 
fied in  authoritatively  impugning 
the  sentiments  of  another. 


^*^*%«i%^«(« 


particnlar  subject,  let  him  confine  him- 
self to  that  subject,  and  not  suppose  that 
his  supplications  will  be  unacceptable 
either  to  God  or  man,  because  he  has  not 
brought  in  the  sick,  the  church,  the  mi- 
nister, the  nation,  the  King,  the  world, 
&c.  &c.  How  affecting  and  impressive 
would  it  be  to  hear  a  brother  sometimes 
confine  his  whole  intercession  to  his  mi- 
nister's usefulness ;  sometimes  to  the 
church ;  sometimes  to  the  spread  of  the 
Gospel  in  the  world.  See  a  most  ad- 
mirable lettenof  Mr.  Newton's  on  this 
subject  in  his  Omicron.*' — ^pp.  49,  50. 

We  should  not  act  up  to  the 


spirit  of  our  critical  avocation,  if    Nahum  Tate,  but  may  stand  their 


we  dismissed  Mr.  James  without 
something  in  the  way  of  finding 
fault.  We  shall  not,  however,  be 
tedious  on  this  point ;  where  there 
h  so  much  that  is  truly  admirable. 


ground  against  the  more  polished 
and  dextrous  mechanism  of  Mer- 
rick's versification.  The  abrupt-, 
ness,  the  loftiness,  the  inspired 
majesty  of  the  bards  of  Zion,  are 
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at  mtdk  direot  variance  with  the  feelings  which  the  name  of  Mont- 

trim  and  bi^nced  systems  of  mo-  gomery  is  sure  to  bring  with  it. 

dem  metre^  as  to  set  at  nought  the  From  the  pen  of  that  pare,  and  in 

fbeble  «flbits  of  average  rhymesters^  the  only  true  meaning  of  the  term^ 

and  dieir  fair  transfusion  into  equi-  high-minded  man, nothing  haspro- 

valent  language  seems  to  demand  ceeded  that  can  auffuse  the  chedi 

file  intervention  of  some  more  kin-  of  modesty,    or  alarm  the  most 

dred  genius  than  has  yet  addressed  scrupulous  piety.     That  genuine 

himself  to  the  ^task.     If  any  man  philanthropy  which    can    spring 

be  intellectually  equidto  this  noble  irom  no  other  source  than  the  re- 

~  work,  it  is  Lord  Byron ;  were  his  newed  mind,  glows  in  all  his  com- 

pow^ul  and  lofty  mind  disciplined  posftions;  genius,  controuled  and 

and  sublimed  by  high  communion  enriched  by  a  devotional  spirit, 

with  the  Divine  Spirit ;  were  his  i>reathes  in  the  music  of  his  **  liv- 

imagination,  like  that  of  Milton,  iog  lyre."     His  faults,  for  he  has 

*'  nigh  sphered  in  .heaven,"  and  them,  and  no  one  knows  it  better 

his  heart  kindled  by  holy  affections  than  himself,  are  forgotten  in  the 

and  emotions;  he  and  he  alone  predominance  of  his  excellences, 

could  give  full  expression  to  the  and  he  stands  the  highest  Among 

poetry  of  the  Old  Testament.    His  the   few    popular    poets    of  the 

Hebrew  Melodies,  though  a  care-  day,  whose  productions    are  di&- 

less,  and  on  the  whole  an  unsuc-  tinguished  by  the  unequivocal  re* 

eessfiil  essay, -contain  passages  of  in-  cognition  of  Christian    principle. 

tense  beauty  and  grandeur,  deeply  This  indeed  is  a  very  peculiar  and 

tinged  with  that  wild  and  myste-  delightful  feature  in   Mr.  Mont- 

rious  character  which  pervades  the  gomery's  writings ;  of    whatever 

prophetic  inspirations  of  the  muse  kind  or  class  they  may  be,  they 

of  Judea.     The  heart  sinks  at  the  are  remarkable  for  an  unaffected 

contemplation    of   the  dark  and  infusion  of  religious  feeling,,  and 

wayward    moods  of   this   potent  even  in  the  political  summary  of 

spirit ;  for  what  can  be  more  de-  his  newspaper,  we  have  frequently 

)n*essing  to  a  rightly  judging  mind,  been  struck  and  edified,  by  the  un- 

than  the  sight  of  transcendent  fa-  forded  introduction  of  some  manly 

culties,  fitted  for  the  noblestlabours  and  impressive  appeal  to  evangelt- 

and  the  loftiest  aspirations,  findingr  cal  authority. 

a  depraved  delight  in  meanness  When  such  a  man  as  this  pre- 

and   impurity.      We  quote   from  sents  himself  before  us  as  the  inJi- 

memory,  as  emphatically  appHca-  ter  of  a  good  matter ,   we  lend  a 

ble  to  his  Lordship,  the  striking  willingattention  to  one  from  whom 

lines  in  which  the  wretched  Der-  we  expect  so  much,  and  we  have, 

mody  pourtrayed  his  own  moral  in  the  present  instance,  been  amply 

and  mental  features.  repaid.    We  have  no  wish  to  as- 

„     ,     ,            ,            „      ,  sign  to  these  simple  and  beautiful 

He  who  the  ... .  I^ysowell  couldform,  «  a/^««.a  "  «  v.;^k/»  ^^^u  4.K««  ♦k»t 

AVas  Passion's  slave,  was  Indiscretion'^  ^?"S\  ^  ^'^^""l  merit  than  that 

child.  which  they  may  lairly  claim;  but 

Now  earth-enamonred,  grovelling  with  we  shall  use  a  restrained  language 

the  worm  ;  of  eulogy,  when  we  give  it  as  our 

^c  ^ISf^'P**""^'  *^*  wonderful,  opj^ion  that  they  approach  much 

nearer  than  has  been  hitherto  ef- 

It  is  a  relief  to  our  feelings,  that  fected,  "  to  the  ideal  model  of  what 

we  are  called  upon  by  the  present  devotional    poferas,   in  a    modem 

small,  but  interesting  volume,  to*  tongue,  grounded  upon  the  subjects 

turn  from  this  view  of  the  subject,  of  ancient  psalms,  yet  suited  for 

to  the  more  gratifying,  as  well  as  Christian  edification,  oi^ht  to  be." 

more  elevating,  associations  and  Their  language  is  delightfully  easy 
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and  unafifectod,  their  mdocly  ex-    to  their  darling  lusts;  neither  iii: 


quisite,  their  seatiment  evangeli* 
ca],  and  their  decoration  rich  with- 
out violatiiig  simplicity  of  taste. 
We  shall  not  insert  any  extracts  in 
this  plaee>  as  we  have  idready  given 
them  a  more  convenient  and  ap- 
propriate  arrangfsment  in  our  poeti- 
cal department.  They  will  speak 
for  themselves,  and  we  are  sure 
that  tbey  cannot  fail  to  inq>ire  a 
wish  to  possess  the  attractive  little 
volume  whence  they  have  been 
taken. 


Pro(^s  qflnspiraiioH,  or  the  Grounds 
of  Distinction  hetfveen  the  New 
Testament  and  the  Apocryphal 
Volufne,  occasioned  by  the  recent 


any  age  have  such  proofs  been 
withheld.  A  revelation  from  God 
has  been  altogether  denied ;  all. 
information  has  been  rejected  bufti 
that  which  the  light  of  nature  is^ 
supposed  to  aSbrd ;  and  every  rulef . 
of  duty  neglected,  a  compliance, 
with  which  does  not  a{^>ear  to  bcf. 
productive  of  present  advantage. 
But  those  who  have  carried  to 
such  lengths,  their  unholy  specu- 
laticms,  have  been  so  often  refuted 
in  argument,  and  the  evil  tendency 
of  their  doctrines  has  been  so 
clearly  seen,  that  none  but  the> 
most  daring  and  presumptuous  of 
mankind  can  be  found  to  fbllew 


^  such  dangerous  leaders.     Infide- 

pdiik^ion^o^^^^^  %  ^^    assiimed  a  less  ternfic 

Nen>  Testan^ent,  by  Hone.     By    ««P«5*'   V"^    proposed  an    appa-  • 

renuy  safer  way  to  cnmuial  mdul- 

gence.      Instead  of  denying  the 
authenticity  of  the   New   Testa- 
ment, and  the  truth  of  its  namu*  ' 
tions,  thus  flying  in  the  fiice  of 
every  rule  whereby  we  appreciate 


the  Rev.  Thomas  Renneil,  B.  D. 
F,  R.  S.  Vicar  of  Kensington. — 
London:  Rivington,  1822. 

No  one  who  contrasts  the  disposi- 
tions of  man  in  his  fallen  state. 


with  the  nature  of  that  system  of    human  testimony  and    judge  oi 
religion  and  morals  known  by  the    the  value  of  history,  the  sceptic 


name  of  Christianity,  can  be  sur- 
prized at  the  frequent  and  violent 
opposition  the  latter  meets  with  in 
the  world.  So  totally  opposite  is 
the  purity  of  the  Gospel  to  man's 
corruption  and  depravity,  that  if  it 
had  not  been  maintained  and  ad- 


admits  that  the  record  conceming 
Christ  is  substantially  true;  that 
such  a  teacher  did  come  into  the 
world,  and  close  a  benevolent  life 
by  a  cruel  death:  that. his  disci* 
pies,  the  apostles,  wrote  the  hts«- 
tory  of  his  life  an4  sufferings,  as 


vanced  by  some  more  than  human-    well  as  the  epistles  attributed  to 
agency,  we  surely,  in  this  distant    them ;  and  that  they  were  enabled 


age,  could  never  have  heard  of  it, 
unless  as  a  subject  of  fabulous  tra- 
dition or  curious  speculation.  With 
principalities  and  powers,  and  spi- 
ritual wickedness  in  high  places, 
the  humble  fishermen  who  held 


to  work  miracles  in  confirmation 
<^  their  doctrines.  But  that  these 
writers  were  divinely  inspired  and 
directed  by  the  spirit  of  God,  is 
contemptuously  denied.  Their 
history  may  be  correct,  as  tar  as 


forth  a  system  as  intolerant  to  Jiuman  fallibility  will  allow ;  theii' 
licentiousness  as  it  was  mortifyihg  opinions  may  be  those  of  wise  and 
to  pride,  would  have  contended  to  judicious-  men  ;  and,  more  than 
no  ^rpose,   had  they  not  been    this,  their  injunctions,  when  they 


under  the  special  guidance  and  di- 
rection of  the  King  of  kings  and 
Lord  of  lords.  In  no  age  of  the 
church  have  men  been  wanting 
who  required  some  more  than  or- 
dinary proofs  of  the  divine  origin 


appear  to  be  good»  we  shall ,  do 
well  to  follow:  but  to  imagine 
they  were  not,  hke  other  men,^ 
liable  to  err,  is  to  entertain  an  idea^ 
altogether  groupdless,  .   ^ 

Such  are  the  <^iniona  of  many 


andauthorityofasystem  so  inimical^  in  the  present  day,  opinions  wfaii3h,> 
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it  would  seem  could  never  have 
existed  at  once  in  the  same  mind. 
For  that  the  apostles  were  divinely 
commissioned  to  work  miracles  in 
confirmation  of  their  doctrine,  and 
yet  were  not  secured  from  error, 
in  declaring,  and  maintaining,  and 
enforcing  that  doctrine,  is  mani- 
festly absurd.  If  they  were  gifted 
with  miraculous  powers  in  order 
..to  command  attention  and  secure 
belief  in  what  they  might  say,  it 
foUows  that  their  words  must  have 
l^n  prompted  by  that  Spirit  who 
gave  such  extraordinary  means  of 
confirming  them.  Unless  they 
were  secured  from  the  possibility 
of  error,  the  miraculous  power  of 
God  might  have  been  made  sub- 
servient to  the  establishment  of 
fidsehood,  thus  defeating  his  own 
-purposes.  It  could  never  have 
been  left  to  chance  or  to  human 
wisdom  to  decide  what  the  pen  of 
the  apostle  should  indite,  when 
every  word  was  indelibly  stamped 
as  true  by  the  miraculous  power 
deputed  to  the  writer,  and  by  the 
'^  finger  of  Grod  himself  established 
beyond  the  possibility  of  doubt. 
If  the  apostles  were  permitted  to 
assert  what  they  pleased,  and  con- 
firm it  by  supernatural  means,  then 
indeed  God  does^'  give  his  power 
to  another." 

It  is  in  vain  to  assert,  that  mi- 
racles were  wrought  only  on  par- 
ticular occasions,  and  that  though 
they  did  give  weight  to  the  wchrds 
of  the  apostles,  yet  their  writings 
received  no  such  confirmation; — 
for  we  must  remember  that  the 
latter  were,  to  absent  Christians, 
<»ily  what  the  former  were  to 
those  immediately  around  the 
speakers.  All  came  with  equal 
authority,  as  from  men  to  whom 
the  Almighty  had  given  supema^ 
tural  powers,  and  thus  in  an  ex- 
traordinary manner  signified  his 
approbation  of  their  proceedings. 
We  do  not  find  (hat  mighty  works 
•were  wrought  on  any  particular  • 
occasions  when  more  than  ordi- 
nary confirmation  might   be  re- 
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quired;  they  were  performed  as 
opportunity  offered,  and  the  re- 
membtance  of  them  was  alwap 
fresh  in  the  minds  of  the  people. 

Nor  is  it  to  be  supposed  that,  in 
the  books  of  the  New  Testament, 
there  is  •  any  mixture  of  inspired 
and  uninspired  writing.  If  the 
apostles  were  gifted  with  the  power 
of  working  miracles  in  order  to 
confirm  their  testimony,'  we  can- 
not imagine  that  in  part  of  what 
they  wrote  or  spoke,  they  were 
under  the  guidance  of  the  spirit 
of  God,  and  in  part  followed  only 
the  dictates  of  their  own  wisdom. 
We  might  then  have  had  a  mix- 
ture  of  truth  and  error — of  the 
oracles  of  God  and  the  fiuides  of 
men ;  and  yet  all  coming  as  equally 
confirmed  by  the  power  of  Him 
"  who  cannot  lie."  If.  miracles 
confirm  any  part  of  the  apostle's 
doctrine,  they  must  alike  establish 
the  whole ;  and  to  conceive  that 
the  Divine  Being  would  entrust 
to  faUible  men  powers  which 
should  secure,  to  whatever  they 
asserted,  the  stamp  of  His  autho- 
rity, and  yet  leave  to  their  own 
discretion  what  they^  should  pub- 
lish as  thus  coming  from  himself, 
is  to  attribute  to  him  a  total  want 
even  of  the  wisdom  common 
among  men. 

Yet  obviously  as  this  idea  is 
opposed  to  the  voice  of  reason^ 
and  to  the  equally  plain  testimony 
of  all  writers  who,  ftom  the  age  in 
which  they  lived,  had  the  best 
means  of  ascertaining  the  fiict,  it 
is  a  notion  entertained  by  many  in 
the  present  day ;  and  if  we  admit 
that  there  are  some  who  conscien- 
tiously reject  the  inspiration  of  the 
Scriptures,  we  must  also  express 
our  suspicion  that  intellectual 
pride,  or  licentious  indinations, 
weigh  with  not  a  few.  To  be- 
lieve indiscriminately  whether  we 
comprehend  them  or  not,  all  the 
assertions  contained  in  the  sacred 
volume,  without  being  allowed  to 
exercise  the  right  we  so  generally 
claim,  of  comparing  the  prahabili' 
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ties  with  the  improbabilities  of 
every  fact^  and  examining  with 
the  most  rigid  scrutiny  the  argu- 
ments that  may  be  suggested  for 
and  againfi(t  every  position,  is  cer- 
tainly '  mprtifyitig  to  the  pride 
of  human  reason^  and'  as  unpa- 
latable to  A  licentious  taste,  as 
that  unaccommodating    morality^ 

which  enioins    the    acknowledff-     ,  ,^  ^     .1.  ^   .      . 

_,     .      £»  lu      J*   •  ^u     •*.     ^     letter,  many  under  that  iignatu 

ment  of  the   divme  authority  of    appeared,  piportmg  to  have  be^ 

every  scriptural  precept. 

That  Mr.  Hone's  object  in  pub- 
lishing the  Apocryphal  Scriptures 
with  the  received  books  of-  the 
sacred  canon,  was  no  other  than 
to  sink  the  latter  in  popular  esti- 
mation, by  putting  them  on  a 
level  with  writings  undeniably  the 
unaided  productions  of  fallible  men, 
we  presume  cannot  be  questioned. 
If  he  be  really  ignorant  of  the  dis- 
linction  which  has  always  existed 
between  them,  we  recommend  Mr. 
Rennell's  book  to  his  attentive  pe- 
rusal; he  will  there  find  the  sub- 
ject treated  in  a  clear  and  com- 
pendious manner,  and  satisfactory 
evidence  produced  from  the  writ- 
ings of  Eusebius,   Irenaeus,   and 
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<'  The  writings  of  the  Apostles,  and  of 
the  Apo8t]es  alone,  were  received  as  the 
word  of  God,  and  were  separated  firom  all 
others,  by  that  most  decisive  sp^ies  of 
authority,  the  authority  of  a  general,  an 
immediate,  and  an  undisputed  consent. 
Thxa  will  appear  the  more  satisfactory  to 
our  minds,  if  we  take  aa  example  front, 
the  age  in  which  wc  live.  The  letters  of 
Junius,  for  instance,  were  published  at 
intenrals  within  a  certain  period.  Since 
the    publication  of   the  last  authentic 

ure  have 
written' 
by  the  same  author.  But  this  circum- 
stance throws  no  obscurity  over  the  mat- 
ter, nor  is  the  canon  of  Junius,  if  I  may 
transfer  the  term  from  sacred  to  secular 
writing,  tnvolved  thereby  in  any  difficulty 
or  doubt.  If  it  should  be  hereafter  in- 
quired, at  what  time,  or  by  what  autho-» 
rity  the  authentic  letters  were  separated 
from  the  spurious,  the  answer  will  be. 
that  such  a  separation  never  took  place  ; 
but  that  the  canon  of  Junius  was  deter- 
mined immediately  after  the  date  of  the 
last  letter.  To  us  who  live  so  near  th» 
time  of  publication,  the  line  of  distinc- 
tion between  the  genuine  and  the  spurious 
is  so  strongly  marked,  and  the  eridence. 
of  authenticity  on  the  one  side,  and  ol^ . 
foii^ery  on  the  other,  is  so  clear  and  c&Or 
'vincing,  that  a  formal  rejection  of  the 
latter  is  unnecessary.  The  case  has  lonjg 
since  been  determined  by  the  tacit  con- 
sent of  the  whole  British  nation,  and  no* 
man  in  his  senses  would  attempt  to  dis-* 


others  who  lived  neatest  to  the    P^**^ 

.postolic^tinjes.  Aat^the  books  of    o/^fc^'^'sST^c^r'^^^S.^ 

Juniua  was  known  to  none,  he  could  not, 
therefore,  of  himself  bear  any  testimony 
to  the  authenticity  of  his  works;  thie 
authors  of  the  New  Testament  werie 
known  to  all,  and  were  especially  carefiit 
to  mark^  ta  authenticate,  and  to  distin- 
guish their  writings.  The  author  of 
Junius  had  no  personal  character,  which 
could  stamp  his  writings  with  any  high  or 
special  authority:  whatever  proceeded 
fronf  the  Apostles  of  Christ,  was  knm&' 


the  New  Testament,  as  now  re- 
ceived, were  the  only  writings 
then  considered  to  be  the  produc- 
tions of  the  apostles. 

We  trust  that  an  attera{)t  so 
likely  to  succeed  in  deceiving  the 
ignorant,  (for  them  only  it  is 
likely  to  deceive,)  has  met  with  an 
early  check,  ana  we  shall  rejoice 

at' the  extensive  circulation  of  the    -diately  regarded  as  the  offspring  of  an 
work  before  tis.    '  It  is  gratifying     exclusive  inspiration.     For  the  canon  of 

Junius^  we  have  nd  external  evidence, 
but  that  of  a  single  publisher :  for  the 
canon  oi  Scripture  we  have  the  testi- 
mony bf  churches  which  were  visited* 
Bishops  who  were  appointed,  and  con- ' 
verts  innumerable,  who  were  instructed 
by  vthe  Apostles  themselves.  It  Was^ 
neither  the  duty  nor  the  interest  of  amy 
one,  excepting  the  publisher,  to  presence 


to  percesive,  that  while  *'open  ene- 
mies" and  '*  insidious  friends^  are 
straining  every  nerve  to  under- 
mine that  religion  which  forms  the 
strangest  bulwark,  and:  the  best 
ornament  df  our  country^  th^  able 
and  known  defenders  of  Chris- 


tianity  ^e   no<t  sleeping  at  their  the  volume  of  Junius  frotn  spurious  addi- 

posts;   and  "that,  notwithstanding  ^ons:  to  guard  the  integrity  of  the;si. 

11     ^    1^         *.     *.u          *:^         *  -cred  vt^lttitner  was  the  bounden  dtity  of 

all  oppostton,  truth  contmues  to  ev*y  Christian,  who  believed  AatHa 

tnumplL.  words  were  the  worda  ot  eternal  li£&. 

Mr.'  Reftmell  says,                       ,  4<  jf^  ^hea,  notwithstanding  these  mwI 

Cong.  Macl.  No,  57-  §  Q 
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the  scieis^ific  adventurer  to.,  pro* 


oth^r  difficulties » which  might  be  adduced  ^ 
the.  cnncm  of  Junius  is  established  beyond 
contrbrerfnr  or  dispute,  by  the.  tacit  con- 
tent of  all  who  live  in  the  age  in  whicl( ' 
it  is  written :  there  can  be  no  reason  why 
the  eanun  oi  Scripture,  under  circum- 
stances ilifinitely  stronger,  should  not 
have  been  determined  in  a  maimer  pre- 
cisely the  same." — pp.  1 39 — 14 1 . 

'  W^  da  not  hqsitate  to  recom- 
mend this  work  to  general  atten- 
tion ;  and  we  hope  that  wherever 
t^e  insidious  poison  wbich  Hone 
would  ]n8tiHsfelt,.ui.Mr.  EennelFs 
book  there  may  he  found  the  anti- 
dote. We  would  Suggest,  that  in 
case  of  another  edition,  he  should 
look  a^ii>  at  page  8,  and  see.  whe- 
ther there  be  not  a  petilio  prineipii 
in  hh  reason in]^  from  St.  Paul's 
words,  "  AU  Sqripture  is  given  by 
inspiration  from  God/'  The  point 
in  dispute  is  St»  Paul's  infallibility, 
but  without  assuming  this,  the 
argument  drawn  from  analogy 
fails  to  the  ground.  However, 
the  work  is,  on  the  whote,  well 
calculated  for  usefulness,  and  will 
prov^  highly  valuable  to  those  who 
h^ye  not  the  means  of  noore  fully 
investigating  the  subject. 


^«»%^^^<%^/V%%% 


Trftpels  in  Soulh  Africa,  under" 
taken  at  the  request  rf  ike  London 
Misstonary  Socie^ ;  being  a 
Narrative  of  a  Secpnd  Joum&f 
ifk  the  Interior  tf  that .  Countty. 
E^  the  Rev.  John  Campbell, 
Maps  and  Centred  Plates,  2 
vols: '^vo,     London:    Westley, 

Mr«  Campbell  has  so  many  of  the 
best  natura}:  qualifications  of  a 
traveller,  that*  we  much  regret  his 
delioiency  in  those  artificial  pre* 
partitions,  which  the  attention  of  a 
few  mondis  would  have  enabled 
him  ea^ly'tg  acquire.  We  have 
felt  this  tlie^  moire  since  the  first 
volume  of  Mr.  Burchelf^  ekborate 
and  ostentatious  publication  fell  in- 
to our  hands.  '  mr.  B.  started  with 
evc;^  ^Ay^s^\fi,ge ;  be  was,  a  man 
of  flcience^  ami  tlextroo^  m  a)t 
those  nanipulationfi  whicli  enable 


cure .  and  preserve  the  different 
specimens  of  ammal>   vegigtabl^ 
and     mineral    production.       Hi^ 
route  was  regularly  settled  by  ob- 
servation;  and  his  map,  thpugh  it 
displays  none  of  those  skilful  com-  . 
binations  which  abler  mejx  would 
have  derived  frona  inquiry  and  ijo-^ 
ference,  is  valuable  from  it3  accu^ 
racy  and  extent.     And  yet,  not- 
withstanding all  th^se  advantages 
on  Mr.  Purchell's  sid?,^  Mr.  Camp- 
bell's is  by  far  the  more  interest- 
ing book  of  the  two : — what  then 
wgujk^   it   have    been^j,  if  to   his 
shrewd  simplicity  of  iiarraJtion  he 
had  sup^rackled  the.  ornaments  gf 
systematic  knowledge.  It  is,  how- 
ever,k  quite  in  vain  to  regret,  in 
the  present  iustaijiije^  what  is  now 
irreparable ;  and  w^  shaJI^  there- 
fore,  instead  of  censuring  Mr.  C. 
^ox  what  he  has  left,  u^idou^^  pro- 
ceed briefly  to  state,  witlj^  merited 
praise,    what  he  has^  sucoessfuUy 
performed. 

■  On  the  1 0th  of  D wemter  1818, 
Dr.  Philip  and  Mr.  Campbell  saikd  . 
from  Li^^rpool,  and  on  Fel?u  26, 
1819>  reached  the  C^p^.  cd^  G.ood 
Hope.  Yerv  wiseljr,  Mr»  C,  ha^ 
said  but  little  about*  Cape  T^wijp, 
arid  what  may  be  termed  the  home 
part  of  the  colony  ;  and  afte.r  stat- 
ing that  it  was  deemed  expedient 
for  Dr.  I^hilip  to  remain,  at .  the 
Cape,  he  carries  us  over  the  in- 
termediate and  often  described 
ground  with  such  rapidity,  that 
in  the  64ljti  page  we  find  ourselves 
at  Lattakbo.  We  shall,'  Boiafe.ver, 
pause  by  the  way,  to  cite.  ^  CQU|Ie 
of  extracts,  which,  if  we,  do^nqt 
much  mistake,  wijl  show  that  Mr,- 
Campbell  can,  when  h^,  pleases, 
describe  with  good  effect. 


*<  At  six  in  the  evening"  (Jan.  29, 
1820,  at  Heit  BiTcr  Ktoof  )V*«  we  iwh 
ceeded  up  the  Kloof,  wh^cb.is.  a  loi^, 
serpentine  defile  or  nairow  oai^,  be- 
tween high  and  steep  moijnt^ii)^^  The 
scQi^ery-  was  extremely- gm(n<tiiBd«  In-' 
tenQ9tiog»  ^09^9  mariwd  )^]!.st«fMii^. 
cliffs,  rugged  rocks,  and  syfvr^lLAuf, 
mouBtainji   of  great  €Lev^\^qig^^  .  7]i^ 
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1)ases  were  cohered  witli  mimosa  trees,    way  to  the  bfearts  of  thete  ijpno- 


the  fi6#ers  of  which  appeared  like  innu 
inerable  golden' balls  suspended  from  the 
hiaadies.  The  Hex  Klver,  with  rum* 
hling  noise,  was  heard  forciog  its  way 
along  the  juiigfle :  aad  what  rendered 
the  vHId  and  singular  scenery  still  more 
interesting  at  that  time  was,  that  the 
hearBQB  were^beiaiitifaUy  iUttminated  by 
the  setting  sun  at  one  end  of  the  pass, 
tfnd  the  full  moon  in  serene  and  ck)ud- 
less  ma|esty  was  seen  rising  at  the 
other."— pp.  6,  7. 

• 

At  a  subseqtrent  station  on  the 
banks  oi  the  Gamka   River,    he 


rant  peojpile,  ft  is  no  small  object 
gained  to  have  given  a  check 
to  their  marauding  expeditions; 
though  even  with  respect  to  this 
particular,  Mateebe's  anxiiety  to 
procure  muskets,  was  a  suspicious 
circumstance.  A  curious  conversa- 
tion between  this  chief  and  Mr/C. 
is  given  at  length,  but  is  too  long 
for  insertion  here.  To  the  ques* 
tion,  whether  his  people  were 
happier  or  better  in  consequfetice. 
gives  the  following  rich  picture: —    of  the  preaching  of  the  Mission- 

'<  The  beauty  of  innumenble  mimosat    *«««>  Mat^cbe.  replied— '^  AH  are 

pleased  with  the  Word,  but  we 
cannot  comprehend  it;  we  are 
glad  we  have  the.  means  of  know- 
ing it;  we  can  nojwr  sleep  well." 
Munameets,  an  ui^cle^of  the  chief, 
acknowledged  and  lamented  tbe 
darkness  and,  depravity  of  lii$ 
heart,  and  expressed  a  hope  that 
God  would  answer  his  prayer. 
After  a  visit  to  Old  tattakpo,  Mt. 
Campbell  and  his  party  proceeded 
to  Meribohwey,  the  chief  town 
of  the  Tammaha  tribe^  Leebe> 
the  King,  Tvho  ^'  appeai^ed  to  be 


In  Blossom  was  charming,  and  their:  fra* 

^ance   delightful^  The  ground  which 

wdii  not  occupied  by  these  river-orna- 

l&ents  e^ibited  a  surface  strewed  t^ith 

broken  slate ;  and  the  soil  appieared-  to 

be  a^  mixture  of  sand  and  clay,  sending 

forth  here  and  there  small  tiifts  of  fea 

thcred    grass,    and    low    brown    sickly 

bashes.      Many   lizards   were    running 

About  in  v^aiious  directions.     A  wtde- 

«preadiag  >mimqsa,  standing  by.  Itself  a 

little  way  off,  attracted  my  attention  by 

the  liveliness  of  its  green  foliage  and  the 

iitmrber  of  the  floWers  with  which  it  was 

studd^^^  AUd  w^ich  glittered  ifn  the  sun 

like  to  many  newly-ocdoied  guineas.     It 

consisted  of  -seventeen  long,  shoots  pro-  _ 

deeding  from  one  ancient  stump ;   the    above    sixty  years   of  age^    v$ry 

drtrtimfererice  of  die  ground  which  it    |,i^k     with  a  white  beard^    and 

flbaded   measured  stxty-six  steps :    our  , '        •   1 1  j  »»  j 

cattte  were  feeding  aronnd,  coveys  of    ^^^^^  wrinkled,      secmed^a  ma«> 

pheasants  were  flying  over  it,  l^utterflies    of  energy  and  decision.     He  gave 

of  great  beauty  were  extracting  their    them,    on  the   w^ole,    a  friendly 

food  frtfm  its  hpneyed  treasures,   Mid     reception,    and  expressed  himself 

desirous  that,  teachers  should  re- 
side^ with  his  nati^ri ;  ^  for  the 
bones  of  the  ankaals.  whiqh  they 
miglit  throw ,  away,  the  childreli 
would  ppund  down  and  ^at;  ^sxk^ 
At  Xattakoo,  Mr.  Campbell  xuet    the  skins  of  the  ^limdis  U>ey  lshot> 

with    ^  friendly  reception    from    the  men  could  eat."     When  .thejr 

Mateebe,  and  Ending  there  Kossie,    reached  Mashow>  they  found  tbei): 

the  King  of  Mashow,  a  city  still    old   friend  Kos^e   ready  to  jgivfe- 


Uiut^ds  of  various  hues  were  enjoying  its 
shade.  Those  persons  only  can  appre- 
ciate such  an ,  assemblage  of  the  most 
beautiful  objects  in  ttatiu*e,  who  have 
met  With  them  as  we  have  in  the  midst 
of  a  dearert.*' — ^pp,  15,  16. 


ferth^r  to  the  northward,  he  avail- 
ed himself  ot  the  opportunity  to 
prepare  the  way  for  a  future  mis- 
sion to  his  people.  The  mission- 
ary settlement  at  Lattakoo  seems, 
as  might  have  beeix  expected, 
to  have  had  as  yet  but  Httle 
effect  on  the  natives :  some  good 
has,   notwitTistanding,   been  pro- 


them  a  cordial  greeting ;  though, 

'<  Not  being  circumcised,  he  could  w$t 
assume  the  governmient,  but  his  undfe 
Maquotoo  (not  the  oracle  of  that  name) 
ruled  on  his  behalf  tijl  he  should  be  cir^ 
<^umcised.  His  youtiger  nnde  MiUigalie^, 
who  s  ^a  handsome  lookii%  m^n;  d^- 
^ised  KossiiB '  pn  account  of  *his  snq^ii 
stature  and  mild  temper,  and^pncluded; 
tliat  his  mental  powers  were  d^ifectwc^. 


^     *-j  ^^d  ^\,     '         i.  *    ^.r        /»     He  therefore  iaSplrCd  at  the  Sovereignty' 

duced;  and  if  the  great^truUis  of    ^Uas^f^  ^^d,  bn  thfe  dekth  ^f  athia<^- 

the  gospel  have   not  found  their    ccros,  he  privately  took  th«  breast  of 

3Q2 
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tbBt  aidmal,  which  was  tantamonnt  to  hit 
declaring  himself  king.  KcMne  pretended 
not  to  observ^e  it,  but  soon  after,  with 
the  advice  .of  some  of  the  captain^  he 
seized  a  number  of  calres,  the  propertf 
of  Mnngallee,  which  he  carried  off  and 
lodged  in  his  own  cattle  kraall,  and  placed 
l^mself  at  the.  door,  daring  Mnngallee  to 
take  them  away.  Mnngallee,  finding 
npon  inqniry  that  the  friends  of  Kossie 
were  more  nnmeroos  and  powerful  than 
he  had  supposed,  thought  it  prudent  to 
overlook  the  capture  of  his  calres.  Ever 
since  this  occurrence  the  power  of  Kossie 
has  not  been  disputed.  He  lately  married 
a  female  named  Sekantshai." — Vol.  i, 
p.  180. 

The  want  of  provisions  at  this 
and  at  other  places  in  Afiica  seems 
to  be  distressingly  severe ;  not  so 
much,  we  imagine,  from  the  ste- 
rility of  the  eml  or  the  scarcity  of 
water,  as  from  the  idleness  and 
improvidence  of  the  natives.  A 
few  minutes  labour  almost  '^  broke 
their  arms,"  and  they  seem  to 
have  desired  communication  with 
the  missionaries  chiefly  from  the 
advantages  of  their  musquets  in 
hunting.  They  appear  to  be  in 
transitu  from  the  hunter-state  to 
more  settled  and  civilized  habits, 
and  retaining  much  of  the 'wild 
and  thoughtless  character  of  the 
^nrmer,  not  to  have  yet  become 
accustomed  to  the  steady  and  per- 
severing system  necessary  for  the 
completeness  and  security  of  the 
latter.  All  kinds  of  flesh,  in  all 
stages  of  putrescence,  they  devour 
with  an  eager  relish  which  takes  no 
thought  for  the  morrow ;  the  pro- 
vision which  would  afford  a  suffi- 
ciency for  several,  days  is  by  these 
greedy  barbarians  consumed  at  a 
meal.  At  length,  in  May  1820,  Mr. 
Campbell  reached  Kurreechane, 
the  capital  of  the  Marootzees,  a 
town  probably  containing  sixteen 
thousand  inhabitants,  and  situated 
about  one  hundred  and  seventy 
miles  northerly  from  Mashow, 
The  government  at  this  time,  \t^ 
consequence  of  the  minority  of  the 
regular  chief,  was  in  the  hands  of 
a~  Regent,  Liqueling,  who  seems 
to  have  been  a  man  of  spirit  and 
ability.      The  general  aspect  of 


TravdsimS.  Afiiea.  [^^ptcmbes, 

things  in  this  place,  presented  a 
&r  greater  appearance  of  comfort 
and  neatness,  than  the  travellers 
had  hitherto  witnessed ;  there  was 
even  an  occasional  display  of  taste 
in  the  ornamental  colouring  of  the 
houses.  Iran  and  copper  are 
smelted,  and  the  smiths  work  dex- 
tnmsly  considering  the  inferiority 
of  their  tools.  At  this  point  it 
became  a  serious  qoestimi  whether 
it  were  prudent  to  proceed  farther 
into  the  interior.  Mr.  Campbell 
had  already,  acting  upon  informa- 
tion occurring  in  the  course  of  bis 
journey,  penetrated  much  deeper 
into  the  African  continent  than  he 
had  primarily  intended,  and  events 
had  hithoto  fully  justified  the 
wisdom  of  his  decision.  Here, 
however,  there  seemed  but  little 
prospect  of  advantage  in  pushing 
onward.  He  had  been  strongly 
and  repeatedly  cautioned  against 
trusting  himself  in  the  hands  of 
Makkabba,  the  ferocious  chief  of 
the  Wanketzens,  a  powerful  tribe 
to  the  westward  ;  northward  and 
eastward  he  had  no  special  induce- 
ment to  extend  his  researdies; 
his  Hottentots  began  to  exhibit 
symptoms  of  uneasiness,  and,  after 
much  deliberation,  he  prudently 
determined  on  returning.  After 
a  peetso,  or  assembly  of  the  chiefs 
for  the  purpose  of  deliberatiqp, 
which  was  conducted  with  much 
ceremony,  dancing,  and  speedi- 
making,  and  the*  result  of  which 
was  very  satisfactory  to  Mr.  Camp- 
bell, he  left  Kureechane  on  the 
12th  of  May. 

Mr.  Campbell's  return  was 
marked  by  many  interesting  in- 
cidents, but  as  it  was  principally 
over  grcund  previously  known, 
we  shall  not  extend  this  article  by 
further  details.  It  remains  only 
for  us  to  express  our  opinion  that 
the  whole  of  this  enterprize  was 
conducted  with  wisdom  and  dis- 
cretion. Wherever  there  was  a 
fair  opening  for  pressing  forward, 
it  was  embraced,  and  the  most 
was  made  of  every  opportunity  to 
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prepare  the  natives  for  the  reGqp-  .  of  this  kind^  has  called  forth  a 
don  of  missionaries^  Preaching  tolerably  numerous  broody  of  which^ 
conducted  through  the  medium  of  as  far  as  our  knowledge  extends^ 
interpreters  must^  of  course,  always    the  present  is  neither  the  best  nor 


be  extremely  imperfect;  but  no 
season  seems  to  have  been .  ne« 
glected,  and  every  method  of  sug- 
gesting to  these  poor  heathen  the 
main  truths  of  the  Gospel  was 
diligently  employed.  We  rejoice 
that  so  much  has  been  done;  we 
bless  God  that  he  has  been  pleased 
to  make  an  apparently  plain  path 
for  the  civilization  and  evangelizing 


the  worst.  We  have  read  it  with 
some  interest,  and  shall  try  to  give 
our  readers  an  outline  of  its  con- 
tents. 

*  In  the  evening  of  a  cold  day, 
in  March/  a  stranger  makes  his- 
appearance  at  '  the  Red  Lion  Inn 
at  Tewkesbury.'  He  is  intro- 
duced to  some  gentlemen  by 
whom  he  is  invited  to  supper,  and 


ot*  the  Africans^  The  character  of  during  a  few  days  residence  gets 
the  missionary  seems  to  be  held  in  acquainted  with  some  very  ami- 
esteem  by  them,  and  though  they  lable  and  pious  people,  attends  a 
may  as  yet  be  insensible  to  the  Bible  Society  Meeting,  and — ^falls 


importance  of  their  errand,  yet 
their  minds  seem  to  have  imbibed 
no  prejudice  against  the  glad 
tidings  of  salvation.  In  God's 
own  good  time  he  will  accom- 
plish his  own  work;  and  till  that 
time  shall  conae,  we  are  willing  to 
wait  in  faith  and  patience. 

We  have  omitted  to  mention 
the  sketches  of  native  biography 
interspersed  by  Mr.  Campbell. 
Though  necessarily  imperfect,  they 
are  a  well  judged  addition  to  the 
main  narrative^  and  throw  con- 
siderable light  on  the  important 
subject  of  personal  and  national 
character. 


*<k%^kv%*%%* 


No  Enthusiasfn;  a  Tale  of  the 
present  Times.  In  irvo  Volumes 
%vo,  price  \%s» — London.  West- 
ley.  1822. 

We   have   before    expressed  our 


in  love.  All  this,  however,  is  but 
in  the  way  of  introduction,  since 
the  author  is  so  unmindful  oT 
Count  Antony  Hamilton's  recom- 
mendation —  commencez  au  'amu' 
mencement — as  to  postpone  his 
beginning  until  the  fourth  chapter, 
where  we  learn  the  previous  his*- 
tory  of  Falkland,  the  person  who 
enters  so  abruptly  on  the  scene.. 
His  father,  an  amiable,  but  negli- 
gent, person,  had  placed' unlimited 
dependence  oh  a  rascally  steward^ 
who  had  ultimately  contrived  to 
get  possession  of  the  whole  of  the 
family  property  when  old  Falk- 
land died,. leaving  a  widow,  a  son, 
the  hero  of  the  present  tale,  and 
two  daughters,  to  struggle  with 
the  consequiences  of  his  impru- 
dence. Young  Falkland,  a  young 
ntian  of  excellent  qualities  and  ad- 
vantageous exterior,  set  off  for 
London,  for  the  purpose  of  con- 


opinion  respecting    this   class  of    suiting  a  relation  of  the  family, 

publications,  and  we  now  repeat    '  a  solicitor  of  great  eminence,  Mr, 

it;  nothing  has  occurred  to  calL^ Sturdy  by  name,'  concerning  the 

from  us  any  remission  of  our  dis-    state  of  affairs. 

like  to  novels  in  general,  and  to 

religious    novels     in     particular. 

Fiction,  we  cannot  help  thinking, 

is  but  an  ill  chosen   Vehicle  for 

truth,  and,  least  of  all,  is  it  a  fair 

medium  for  saving   truth.      The    ha^  seemed  almost  gigantic.    He  was 

vorld,  however,  seems  to  be  of  a    ^^^^\  ^"^  *  »^'  9^  ^1°*I»««'  "^^^^  ^«J 
i-rt.'^  .     '   ^        j^,  ^  formerly  perhaps  been  black,  although 

ditterent  senUment,  and  the  patro-    j^g  tarnished  appearance,  and  patches  of 
Oage  which  it  has  given  to  works    snuff  and  powder,  made  it  difficult  to 


«  Sturdy  was  a  man  about  sixty  years 
of  age,  with  a  broad  impenetrable  face, 
in  which  the  mouth  was  not  the  least 
prominent  feftture;  remarkably  thick- 
set, and  of  a  height  which,  if  his  bulk 
had  not  been  correspondent  to  it,  would 


^^^ne'i^ith^^erlndn^ifsbrigittiillAie.     With  Mb  he  eiidM  the  ^^cfusi^n  md 

He  kppoMi  to  be  nraca  less  stn^mw,  in     retired  to  rest ;  Bbty^ltowever,  Woft  bfe 

Jbis  ^«B^y  of  4^6gaiice  1^i|ui  of  eaae,  aad     had  entered  into  ouidiy  ^s^tiote  for 

tlie  permcioAs  fashion  of  iigafuret  seemed     amending  his  counfe  of. life  in  Tarions 

*i»  Be  totally  ekcluded  from  the  style  6f     pft'rticulaf&,  in  which  it  struck  him  as 

W^abfltaor^ts.    He  wJis  snrrounded  by  efionebus.    **  For,"  argued  he,  **^I 

'|ra|erB^  isv  tatfusr  bihried  in  them ;  and  on  -oondemn  this  poor  ihaA'a  doctrine,  imd 

.Falkland^  .addressiBg  hiiB>  presented  a  .depend,  oa.  my  own  deeds,  it  w  snreW 

hanid  which  perJiaps  had  sometimes  come     incumbent  on  me,  to  see  tiiat  those  deeds 

in-contaQt  wUh  soap  and  water,  t^ongli     wiirbear  the  weight  I  impose  on  them- 

eertainlyit  sotae  nteiOte  sera  df  )Ah  life.       I  fnust  nt  all  events  be  ^e^rtain  of  tte 

"  Sit  ye  do«m,  Ocfa^  Fftlkhuid,  i^t  gaiety  of  i»y  own  fotmdMS^nv"  —Vol.  i. 

yedown/'  said  the  lawyer,  *  <  I'm  glad  to  pp.  104,  195. 

see  you  in  London. — Here,  Marshall,"  ^^  ^  v^.. 

jVinging  a  bell,]  «*  let  this  note  go  to  the  UnluVjkiiy  for  tftis  Self- satisfying 

City-^4tod— At !    I  read  y6ur  poor  fe-  detfeiiniTiati&tl    of    5^4lkland's,  he 

&<*:»*  ^tii  to  the  'pitfper— Eh  ?--A*e  g^^ff^^^  hifti'self,  on  the  very  next 

'tiiose  costs  talced  m  the  Excheqner ? —  .^^^    ,.   ^  vj:,,w««  «^«4^  e:i^,^Air   ♦« 

Oh!  and  mind  Heywood  don't  forget  to  ^^^   at  A  dintier  \nth  StUtdy,  to 

enter   that  record  for  t«al— No,  no,  get  woeflilly  drunk.     On  this  oc- 

^r.  l^alkhitf^,'*^  continue  he,  observit^  easton  ire  tiieets  a  yotiilg  barrister, 

tbAtmlr  Ure  made  a  motion  to  %*etice,  tiaYned  Clfiftnentsbn,  t^hOiie  chaVac. 

when  l^e  fonnd  bis  fneAd  bo  much  en-  ^       •     excefedin^V  xV'ell  conceived 

,gaged,  "  at  ye  down,  Tm  not  busy—  ^^^^  ?  exceeamgiy  wen  conceivea, 

only  whenever  I  happen  to  ^e  absent  for  '^^^  ^^  altogether  the  most  imeVeSt- 

A  dAy—ckW  kt  Silvester's  too  tOr  that  ing  thin^,    by  far,   5n   the  whole 

TWiveyance— I  dan'ft  Imagine  the  reason,  tjook.     Clem-entson  iS,   Itt  thfeoly, 

*nt  I  always  find  that  no  Imslness  is  evar  Jntimately  acqtiamted  wtth  the 
Jiaif  so  pressMg  a^  a  marriage  settle-.     -^.^  '^.•.       .      -i.         i 

ment."  thifigs  pertainmg  to  salvation ;  m 

"  All  'this  "and  a  gre&t  deal  more  was  5s  a  decided   ai^d  clignif^ed  advd- 

ileliveiied  in  a  filotv  and  measured  tone  of  cate,  on  all  occasions,   ^nd  in  all 

voiccandseemed  tobethemeredfedt  fcompanie^,     for     evangelical    re- 

ofgreatpressof  busme^s,  and  to  havem  *.   .  *^        ».      ,.«      .^        ^^i.  ^  ^ 

itnot  aparticle  of  ostentation."— Vol.  i.  ^^g^^^l    Dis    life    iS   Without  re- 

pp.  89-^91.  proatb,     and    hi$    acknowledged 

llie  result  of  his '  conversation  character  thjt  of  an  Hmiabk  and 
with  this  original  is  a  promise  on  JJigWy-giftfd  man.  But  \dth  all 
the  part  of  Sturdy  to  inspect  his  ^^^^  nrestiniable  advantages,  hiS 
papers,  and  a  half  determination  ^^^^IJ  ^t  "^c^^J'i?^^>  ^^^  he  knows 
on  his  own  to  engage  in  the  study  ^ndfbelshisiViisjery  anddatiger.  His 
of  the  law.  He  subsequently  de-  eloquence  m  behalf  of  Chri^iipity 
termines  on  this  pursuit,  and  is  isthatof  theheat!,ffotof  the^fen^w- 
introduced  hy  the  solicitor  to  a  ea  «»Jna ;  ne  js  de^ly  convbced, 
barrister  of  eminence.  Durinjr  and  wisely,  honourably,  and  bene- 
the  interval,  attendii^  divined  -Volently  urgent  to.wm  others  to 
vice  at  an  episcopal  chapel,  he  ^¥  ^^™^'  °^  ^^  ^  ^^^^  cordial  con- 
hears  an  evangelical  sermon,  which  \^^^^^^  >  ^^^  ^'^h  all  this,  while 
thougli  quite  distasteful  to  his  *^^®  expostulatmg  «ei^h  other*, 
•feelings,  hangs  unaccountably  On  ^!^^  ^'l^  ^  ^%^  ^»^^  carrying 
lis  mind,  and  one  '  uncouth  ^^^  profession  of  tlie  Gos)ptfl  into 
phrase,'  in  particular,  excites  in  **l*,  highest  ranlis  of  society,  to 
him  wonder  and  disgust.  ^^^^^   ^^^  ^^^^^  procifffed  him 

ready  acbcfes,  he  IS  the  sl^dvfe  of  an 

"  By  the  d^ofc  of  the  laW,  shtil  hb  «ccusinff  tonseience    ntid  ni  dan- 

^esh  be  justified."      "  TWs  is  ve^  accusing  conscience,  ana  in  dan- 

aingnlar,"  Aougirt  he ;  «  tf  t^e  a»e  n^  ^^  ®^  ^'^  »  castaway.  An  las^o- 
jnstified  by  the <ieedl(  of  thelat^,  by- what  crate  soch  ^s  this  Vai  bf  the  high- 
deeds  arc  vns  justified  f  It  is  Evident,  est  value  to  Falkland ;  and  by  hi> 
however,  the  preacher^  himself  t^at^er  ^efeng  aided  by  circnmytanm, 
ft£  miay  stn^^  thinks  otherwise ;  else  why  -i,  .  iJ.»  i^  .  ^Zj  i.»  TV7  A 
flhonld^he  be  so  eai«ful  to  perform  the.^  *^^  lightness  and  Wesfeedness  cJf 
deeds  of  th«  law  himself,  or~to  adopt  g^^  verfty  ^re  grjidually  Tin- 
^is  own  phraseology— in  his  own  Jkskr  fcJdted  td  11*6  iihiiwis  intpifi^r.   Ih 
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the  mettititne^  the-  youtij^  tnaii' 
commences  hi/s  legal  studies,  under 
the  direction  of  Mr.  Ratoliffe^  the 
barrister,  to  whom  he  had  been 
recommended  by  Sturdy,  who  in- 
troduces him  to  his  agreeable  and 
accoi^plisbecl  family,    and  Falk- 


the  aw»  andL  waa  gvadjmJIy  «WarimUf|w : 
tQ  the  kind  ajad  vexy  judic^oii^  pbstrr^-, 
tionf  of  Ms  frl£(^d.  Clemeatsoo  did  not. 
attempt  to  enter  into  any  lengthened  or 
formal  diacnaiioa  of  the  subject,  8ti|l> 
leas  did  he  endeavcMir  to  detniAC  a  aiogte 
particle  from  Falkland's  aenA?  of  $uili.. 
He  rather  sought,  by  various  short  argu- 
^       .  ,        .  ,  ments,  and  pointed  texts  of  scripture,  to 

l^nd  lo9e8  hut  UtiJe  time  in  falling     eatabliaii  that  coavictiob,  aa  the  baais  of 


in  love  with  the  youngest  daugh- 
ter.— But  we  are  entangling  our- 
selves. t<?o  deeply  in  the  mazes  of 
the  stojry»  and  rausil  make  shorter 
work  whh  the  aSait  than  thia  sort 
of  detail  is  leading  us  into.  Falk- 
land's suit  against  th^  unjust  ^tew-* 

ard  goes  on.  prosper^^usly^  a  part        . ,  ,  , ,    „ 

of  the  property  is  extricated,  and        Clementson*  li^w^ver,  am^d  aU  • 
proceedings  are  vigorously  pressed    ^^,  plenitade  of  knowledge,  r^ 
forward  for  the  recpv^ry  of  the  re-    ™?!"«;^  y^.  pofs^wion,  poor>  and' 

while  his  friend  out$ttipped  hiigi  in 


hii.  hapa  of  pardon^  '  Remember,'  said 
he»  <  our  Sariour'a  words,  *  I  came  to 
seek  and  to  saTe-^who-^tftem  that  were 
iott.' '  Our  hero*B  mind  was  gveadnr 
comforted,  and  bta  friend  returned  withv 
htm  to  the  hotel,  where  they  dined  in 
private^  Falkland  apc^e  Uttle,  but  it  was- 
evident  that  hb  w^Ie  soul  was.  fiUed  by 
his  reflections/*— Vol.  i.  pp.  2I8>— ^220l 


maifideri  Nor  do  the  salutary 
workings. of  his  mind  abate;  hav- 
ing been  much  struck  by  a  search- 
io^  senoppL-  which  he.  had.  heard  at 
th^  old  plAQe>  he  n)f^la  with  Cle* 
tneatson^  Mcho 

*'  Ha4  neisw  tiU  this,  moment  appeared 
to  ODF  hero  in  hb  true  character^  He 
ent^iFed  at  once.  Into,  hlji  dbteeas.  Hte 
fOj^ikpitnlated  and  ankcged  .upon  tbato^ 
PVQB.  whji;!^  bad  90t  .muck  struck,  kia 
fn«ad  in  tii»:  Bermon,  and  Falkland  felt 
&iul  espKeased  consbklfiQ&.at.  seeing  the 
s<MQe  yie^«8.  enleitail^  by. two  mea  of 
siwh.  diffierent  haJ)il»>  im^inatioas^  and 
pu»alls. 

"  *  Thft  yiewa  must  be  the  aame^'  re- 
pUed  Clentfintoon^  ^  iu.  all,  since  .where*. 
e^  tbejr  exiat,  they  aca  the  work  of  one 
and  the  seif^same  Spirit.'   : 

'* '  0  tell  me/  exclaimed  Pa^skuid, 
Where  tbajt  Spirit  is  to  b»£ound !' 


the  race  of  glory,  aQ  opportunity 
offering  of  entering  into,  political 
life,  he  quitted  the  bar,  and  en- 
tered the  Mouse  of  Commons,  in 
chase  of  the  Iqw  i^pbitjons  of  the 
pres^H  world.  Falkland's  ne^wly- 
acquired  principles  compelled  him 
'  to  give  up  his  attachment  to  Rat- 
.  cHj^'a  daughter;  and, .  Hberat/^d. 
from  all  prcif««aion4  eafigagoments^ 
he  set  off  on  his  jdunaey  toShrews- 
bdry,  to.  attend  the  trial  which  was 
to  determine  his.  claioi  to  the  rer^ 
maiiid^r  of  his.  patrioaony.  On.  hia 
route,  he  enters,  as  before  stated^ 
the  inn  at  Tewke^bpry,  and, .  in 
tKe  course,  of  hia'  brief  sojourn 
there,  the  fading  image  of  Jaq^ 
Ratdtffe  ia  finally  expelled  from 
"*Iu  prayer,  FaUdand-^  hnmblp..*his  imagination,  by  the  greater 
fer^nt  ptw^  to  the  God  whosemtn.     i^^eline^and  consistent .  pi^ty  af 


buta.it  latitat  he  heareth  prayer,  in  the 
DaB^  of  t^a^  Snvi^uf  ^i^:  has  6f^  tp 

retjfler  it  i^jEJcJ^ittl./  . 
"  Talklknd's  lips  quivered,    and   he 

could  jiist  lirtictflate,  *  LohJi  save  nie.* 

**  <  0(a>3r  add,  4ay  frtend,'  l^epUed  €le« 


£U2^  EUh^no.  .    Wheja  we  hatV.4:. 
said  that,  the  hero  of  the  tale  re- 

» 

.covers  his  property  and  marries, 
after   some   queer  and   not  vefy 


U8 taiie fH wiOfc,, apd.iyihnlF talkaw j»hfl  :      -^"^  W Qan^qt  thus_dismi§* Cle- 

iQat)£^.'  mtntsoiii^.    His  political  debiil^  un-. 

**  So  saW.  he  took  hia.arm  in  the    ^der  tbe^  auspices  of  the  Duke  of 

most  aflfecftteite^  nianner,;  Md  led  him     Cleveland,  was  brfljiknt  t)ut  mo- 
foraohoar'tnto'tlto7irft;-  This 'dayv walk    wc;.ys;*<*nu>  w«q  ui^viany,  u^i,.  luu 

^^^9g»i^mnvMwd\^i^t,.  ^^^'^^''l''  »  ^f  4^ ^?,  c^^^seaueiwrp 

'*^^*)J»W'...^^fl*^/«J*»HT«^  «xi?osure.^.^.«#on  irf  j^  hot; 


€99      Bemem  f^ Books  z^No  Enthmnammi  a  Tak,  S^.  [[SEPTEMdet^ 

%id  tstnted  atmosphere,  termi- 
nated in  a  consumption,  and  the 
fears  which  shook  him  on  his 
dying  couch  are  strikingly  pour- 
trayed;  we  must  make  room  for 
a  few  extracts  from  the  death-bed 


scenes. 

«<  Oh  FslUand !  In  wbat  a  deluaon 
bare  I  wntted  my  life  1  The  scales  are 
now  fallen  from  my  eyes,  and  what  ab- 
solute nothingness  do  I  perceire  all  the 
objects  to  be,  which  I  have  so  long  made 
it  my  unceasing  study  to  attain." 
^  **  I  rejoice  to  hear  yon  say  this,  my 
friend.  It  is  the  first  step  towards  fixing 
your  affections  on  pleasures  of  a  more 
.  enduring  substance." 

"  It  is  now  too  late,"  said  the  other  : 
<<How  can  I,  with  this  feeble  remnant 
of  strength,  redeem  the  errors  of  a  whole 
life,  passed  in  delusive  hopes  and  pros- 
pects ?  What  possible  ground  can  I 
have  to  hope  that  after  wasting  my 
strength  on  bubbles  I  should  now  he  im- 
pressed with  realities  .>" 

**  None,  certainly,"  answered  Falk- 
land, *<if  the  measure  of  the  Divine 
Being's  goodness  were  proportionate  to 
our  deserts.  But  is  there  not  a  tincture 
of  self-righteousness  in  that  remark  ?" 

<<  I  hope  not,"  replied  Clementson  ear- 
nestly, **  for  if  I  cherish  that  spirit,  I  am 
indeed  past  recovery.  But,  my  friend, 
mine  is  not  a  common  case,  it  is  not 
the  case  of  one  who  has  spent  his  life  in 
profligacy,  and  is  arrested  in  the  wane  of 
it  by  the  powerful  convictions  -of  the 
Spirit — I  have  long  known,  and  in  my 
heart  valued,  the  doctrines  of  the  gos- 
pel. I httveknown  the  necessity,  and  I 
think  there  have  been  times  at  which  I 
have  eiperienced  the  influence  of  the 
Spirit's  aid.  And  I  have  iset  myself  de- 
liberately to  resist  his  operations  on  my 
soul."— Vol.  ii.  pp.  275,  276. 

**  I  have  tampered  with  my  convic- 
tions, till  religion  has  become  a  buuoess 
to  me.  I  have  approached  her  most 
sacred  recesses  with  the  light  hand  of 
presumption  ;  and  now  that  I  would  re- 
call a  8em«e  of  awe  to  my  mind,  famili- 
arity has  barred  the  admission  of  it. 
Oh  !  it  is  an  awful  thing  to  trifle  with 
conviction !" 

«  It  is  indeed  awful,  Clementson ;  and 


and  his  whole  frame  bespoke  pertvr- 
bation  and  anxiety.  Falkland  thooglit 
he  was  dying,  and  rang  the  bell  for  as- 
sistance. Clementson  raised  himself  in 
bed  by  a  sudden  effort,  and  wildly  ex- 
claimed, «<  Oh  Falkland !  it  can't-it 
can't  be  true— I'm  still  deluded- Mise- 
rable, miserable  wretch!" 

**  My  dear  Clementson,  this  is  die 
suggestion  of  the  enemy.  Disregard  it. 
Pray  against  it—struggle  against  it.  God 
has  b^n  very  good  to  you.  He  has 
given  you  to  see  your  sins  in  their  rui 
coloiur,  and  he  has  pointed  you  to  the 

Eropitiation  for  sin.  Rest  on  him.  IVdst 
im.  He  asks  no  more.  Oh  pray  ag«o8t 
this  device  of  Satan — ^this  last  shsip, 
but  I  trust  feeble  and  ineffectual  effort, 
of  his  rage  and  malice. 

"  Pray  with  me,  Falkland." 
«  Falkland  knelt  down  by  the  bed- 
side, and  uttered  a  short  but  fervent 
prayer,  suited  to  his  friend's  aituation. 
ClemeUtson  joined  mentally  with  the 
most  intense  devotion,,  and  repeated 
AMEN  at  the  close  of  it,  with  a  depth  of 
feeling  in  which  his  whole  aool  seemed 
to  be  poured  out. 

.  <'  He  then  lay  quiet,  and  in  a  kind  of 
doze,  for  about  an  hour.  Falkland  ap- 
proached the  bed,  thinking  he  was  asleep. 
He  opened  his  eyes,  but  could  scarcely 
articulate.  <<WeIl!"  saod  ow  Hero— 
"all  well?" 

"  Well  indeed/'  he  feeUy  acdmBed 
— "  They  are  all  gone— «Il>-a]l — **  He 
waved  his  hand  to  cNir  Hero  to  nast 
him  on  his  pillow.  FSalUaBd  dM 
and  then,  daspii^ 

a  last  eflbrt,  he  tried  to  vepeat  one  of 
Newton's  hvmns,  but  Ids  atre^itk  friled 
him.  His  ups  became  pwilfcrd-  Falk- 
land applied  a  wet  haadkcickicf  to  dien, 
which  revived  him  lor  a  ■MMsent..  *  There 
is  forgiveness  with  tkee,*  itpualul  he 
faintiy.  « Oh !  my  fnrMf  fm  fw 
givenessV 

"The last  wovd 
emphi 
sank 
piled  in  Falkland'a 

Impressive  and  cssestiailj  true 

as  those  passi^ies  »«^  ve  fed  an 

uncomfiutable  wmsiliuii  at  recol- 

lecting  tiiat  they  sbb  Mxed  up 


so. 


wRh  fictioii,  widi 

far  be  it  from  me  to  lessen  your  sense  of  nients,  and  scenes 
responsibility.  But  why  do  I  seek  to  ^^  y^^^^  |^^^  ^„ 
impress  you  with  these  deep  convictions  r 


Snivly  not^to  plunge  you  into  despur 
Ho^  Oemaitson— what  were  we  reading 
on  Sunday  ?"  '  There  is  forgiveness 
with  thee.'  <  There  is  a  fountain  opened 
for,'  an  sorte  of  <  uncleaimess.'  Wash 
Aen,  my  fineod,  and  be  dean."— p.  279. 

The  dose  is  thus  described: — 
His  rjtM  fl^aied  wildly,  his  pulsewas 
his  breadung  was  haid. 


we  have  been  thus 
analysis  and 
think  die 
finnness  of  Falkland  and  the  inde- 
of 


.  But 
our 
we 
the 


i* 
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Davids  Teares. 
We  are  unable  to  give  any  account 
at  present^  either  of  the  author, 
printer,  or  date  of  this  little  volume, 
since  our  copy  has  been  robbed  of 
its  title  page,  by  some  of  those  un- 
hallowed pilferers  who  have   no 
mercy  on  the  curiosity  or  the  fas- 
tidiousness   of   future  possessors. 
If  we  should  learn  more  respecting 
it  hereafter,  we  will  take  an  oppor- 
tunity of  communicating  the  result 
of  our  inquiries,  but  we  are,  unfor- 
tunately^ at  this  moment,  Mdthout 
the  means  of  reference,  and  can 
say  nothing  more  of  its  form  and 
substance,  than  that  it  is  a  small 
thick  duodecimo,  containing  about 
560  pages,  rather  coarsely,  but  not 
incorrectly,   printed.      The  type 
and  orthography  would  induce  us 
to  date  it  somewhere  about  the 
middle  of  the  seventeenth  century ; 
9nd  we  infer  from  certain  vague 
expressions  in  the  address" to  the 
reader,  that  the  writer  lived  about 
thfe  time  of  the  CdmmoYiv^ealth ; 
the  following  passage  contains  a 
general  intimation  of  his  situation 
and  sentiments,  and  he.  elsewhere 
speaks  of  the  Stsir-chatnber  as  of 
an  existing  tribunal. 

■  '<  I  have  here  undertaken  a  difficult 
taske,  in  writing  upon  these  high  parU 
of  Scripture.  I  did  put  forth  two  of 
these  Ptalmei  at  the  first,  for  an  assay ;  as 
hefore  I  did  the  like  in  mjr  Sanctuaiy, 
And  finding  some  acceptation,  I  have 
now  added  a  third  :■  and  intend  to  pro- 
ceeds in  some  of  the  rest.  And  wherein 
I  finde  no  encouragement  from  others,  I 
will  remaine  satisfied  with  mine .  owne 
contentments.  For  by  entertayning  my 
Noughts  in  these  sweet  retreits,  how 
many  tediou^t  ^d  Mvolous .  cogitations 
We  I  avoyded"?  How  many  indignities, 
and  discontentments  have  I  thereinburied? 
Let  others  hungerly  hunt  after  favour 
and  wealth,  the  common  drudgery  of  the 
world,  let  them  spend  their  spirit  and 
bonesty  in  uncivill  underminings..  I  de- 
^  and  pray,  that  this  heavenly  harmony 
may  alwayes  ring,  in  my  eares;  that  I 
may  close  the  last  period  of  my  life  with 
one  of  these  songs  of  Sion." 

Nvjiqidd  Zimri  pag^  fe 
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This  volume  contains  comments^ 
or  rather  a  series  of  meditotions* 
on  the  6th,  32d,  and  130th  Psalms* 
and  altogether  conveys  a  rather 
advantageous    impression  of  the 
author's  talents  and  piety.    Those, 
indeed,  who  would  expect  to  find 
much  of  acute  discrimination,  pro* 
foundandrich  illustrations  of  Sorip-^ 
ture  and  divinity,  or  pithy  exposi- 
tions of  evangelical  sentiment,  may 
save    themselves    disappointment 
by  neglecting  a  work  which  is 
by  no  means  distinguished  for  any 
of  these  high  qualities.     Its  theo- 
logy is  apparently  sound,  though 
of  a  somewhat  ^superficial  order; 
it  can  boast  little   of  vigour  or 
of  sustained  eloquence;   there  is 
in  it  nothing  of  luminous  reason- 
ing, nor  is  its  composition  of  a  very 
original  cast  in  respect  either  to 
conception  or  expression.     Amid 
aU  these  negatives  the  reader  is 
perhaps  beginning  to  suspect,  that 
there  can  remain  but  little  room 
for  positive  and  substantial  good 
qualities;  there  are,  however,  some, 
as  we  shall  probably  be  able  to 
show.     In  the  first  place,  there  is 
much  feeling,  sometimes  very  forci- 
bly expressed,  pervading  the  book. 
Secondly,    there  is  frequently  a 
great  deal  of  beauty,  mixed  with 
some    quaintness,    but  with  less 
alloy  of  coarseness  and  bad  taste 
than   we    usually  meet   with    in 
writers  of  this  class  and  age.    And, 
thirdly,  the  language  and  train  of 
sentiment  are  mellowed   and  en- 
riched  by  that  precious  rust   of 
venerable  antiquity,  which  would 
render  a  much  worse  book  palata- 
ble to  us.     The  passage  which  we 
now  insert,  contains  a  somewhat 
larger  proportion  of  conceits  than 
can  be  taken  as  a  fair  average  of 
his  style,^  though  in  other  respects 
it  illustra'tes  our  preceding  esti- 
mate. 


<t 


R^ntance  is  a  baptisrae  of  feares ; 
3R 
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andthe  greater  that  our  faUhathbeene,  the  and  horror,  **  fedra  approaching^ 

greater  luual  be  the  torrent  of  our  tearei.  hopes  abandoninff,  ittstice  threaten- 

It  is  naturall  to  men,  that  their  lamenta-     .    ^  ^ ^ ^^  iLJl«^«.;««..  «T;fKin 

tion  be  in  some  sort  answerable  to  their  ^^g.  vengeance  expecting;  within, 

losse.  But  my  losse  hath  beeae  so  great,  agony  and  anguish  ot  soul ;  witn- 

that  no  teafes  are  sufficient  to  lament  out,  terrours,  discoiisolation,  dread, 

them,  I  have  lost  the  grace,  and  favour  ^^j  j  almost  hellish  darkness  of  de- 

of  God ;  I  have  lost  his  righteousnesse ;  I  .      „_j^    ^          j^   ^^   f^y^^, 

have  lost  both  his  feaie,  and  his  lo%:e,  o^*"^*          **  ^7*" 

I  have  lost  mine  owaesoul.  Out  wretch !  mg  tine  personification. 

What  can  I  be  sayd  to  have,  when  I  have  ««  Oh  I  what  a  cruel  enemie  ie  fbakb  ? 

lost  both  God,  and  my  selfe.    How  ob-  s^ee  marcheth  with  innumerable  troupes 

durate  is  my  heart?  how  dull,  how  dead  j^  ^^^  traine,  ranged  in  order,  armed  at 

is  my  soule?    how    is  my   conscience  ^\\   poynts,   and  shaking   their  terrible 

cauterized,  and  seared,  if  for  so  great  instrumenta  of  death.     lustiee  carrieth 

losses  I  cannot  weepe  ?     The  soul  which  jjjg  ensigne  before  her,  despaire  soundeth 

is  sensible  of  a  needle's  point,  shall  it  ^^  \q^^  alarme  ;  disconsolatioa,  trcm- 

not  Weed  at  the  strokes  of  lances,  and  bUng,  distrust,  with  all  the  curses,  and 

swords?  I  can  weepe  for  losses  in  ray  threats  of -the  law,    with  all   the  ex- 

temporall  estate,  for  loese  of  worldly  amj^es  of  God's  weighty  wrath,  present 

kindred  or  friends  I  easily  fall  to  immo-  i^e  first  charge.     She   marshalieth  all 

derate  weeping :  and  can  I  not  open  a  creatures  in  squadrons  against  us ;   «U 

vcinc  of  teares  when  I  have  lost  the  riches  qu^  friends  she  draweth  to  her  part ;  our 

of  heaven?  When  I  have  lost  both  God,  ggcret  thoughts  she  mustereth   on  her 

and  my  selfe  ?    Assuredly,  teares  are  so  gj^jg.    She  has  a  thousand  treacherous 

precious  a  liquor,  tliat  wc  should  not  inteUigences  within  our  owne   bosome, 

spend  them  for  ordinarjr  matters.    But  which  await  but  houre,  and  occasion  to 

if  not  for  other  things,  if  not  for  God,  surprise  us.    Thus  aduancing  her  selfe  in 

yet  am -I  bound  to  bestow  teares  for  my  tjig  ppide  of  her  power,  with  a  high,  and 

9dfe.     If  for  nothing  else  I  may  weepe,  jiorriblc  voyce  she  cried  unto  me. 

yet  it  is  lawfull  to  weepe  for  my  selfe.  i<  Come  foorth  thou  fugitive  !  Come 

For  in  all  other  matters  teares  are  lost,  thou  detected^  thott  reUeUd  traitour  I  tell 

in  case  they  be  not  spent  for  our  selues.  jq^n  "V^^etch !  Where  now  is  thy  assur- 

«  Oh  I  that  I  could  weepe  an  ocean  of  ^^^  >   ^ho  shall  defend  thee  ?   whither 

teares;  to drownemv  sorrow, to  drowoe  wilt  thott retire?"   ....    — ^K>.  174, 

my  shame.     Oh !  that  I  could  resolue  ly^^ 

my  bowels  into  teares.    So,  so  this  is        .  * . 

right.     Sob,   O   my  heart,   until  thou  «<  xhe  earth  casteth  thee  up,  heaven 

doestake:  shower  downe  more  plenty  of  receiveth   thee   not;  God  is  displeased 

teares,  O  my  eyes  I  set  your  selves  on  with  thee,  and  all  creatures  are  bent  to 

float  m  a  fuUUde  of  teares.    As  uncleane  oppresse  thee.     Goe  to  then,   abandon 

vessels  must  be  first  scoured,  and  then  hop^^  ^^  yeeld  thy  selfe    captive  to 

washed :    so  my  impure   soyled  soule,  despayre.    Thou  hast  no  other  remedy 

must  be  first  well  rubbed  with  griefe,  agmnst  thy  feares, but  to  relinquish  hope: 

then  washed  with  teares ;  and  so  happily  q^^^  ^  y^^^^  ^^  ^3^  will  no  longer 

it  wUl  appeare  beautiliiU,  and  faire.    For  torment  thee ;  for  whosoever  hopeth  for 

,   teares  are  nothing  worth,  if  they  proceed  „<j  «ood,  he  feareth  no  evill. 

from  a  softnesse,    and    tendernesse   of  <c  'fbese  wotds  she   doubled  with  a 

nature,  and  not  from  a  heart  attached  terrible  voyce,  and  aU  the  hoste  cryed 

with  gnefe.    They  must  be  the  sweat  of  ^^^^  Despaire,  and  die. 

the  soule,  labourmg  m  sorrow  r   they  «t  ^^e  is  me !  I  am  undone.     Ahe 

must  be  the  bloud  of  a  wounded  con-  wretch  that  I  am  I     Which  way  shaH  I 

science  :    they  must   be   drops  from  a  ^^^^^  ^  ,    Whither  shaUI  flie  ?    What 

heart,  pierced  with  gnef.  —pp.  61—63.  ghall  I  doe?   I  am  assailed  with  feares. 

The  writer  however  snmetimpR  ^  ieare^  I  am  betrayed,  my  enemies  are 

inewnier,nowever,  sometimes  witiiin,  and  without.    Who  shaH  ddiver, 

goes  beyond  this,   ami  shows  that  who  shall  defend  me.*  Wrm  as  a  naked 

when  he  fairly  tasked  the  powers  tree  in  a  wide  plain,  b^ften  with  many 

of  his  mind,  he  was  able  to  achieve  Wtter  stormes  r  I  am  as  drie  open  ground 
a  high  ascent  towards  the  noblest    P^^<^  7^**^  the  burning  beamea  of  the 

-4.-.if^    *•...,                .  sunne :   1  can  finde  none  to  protect  mc. 

Style  of  sentiment  and  expression,  none  to  comfort  me,  and  my  owne 
In  his  exercitations  on  the  4th  strength,  and  courage  utterly  fiuleth. 
verse  of  the  d2d  Psalm,  he  has  an  Out  ala^  ?  who  so  Uveth  in  feaie,  he  is 
uncommonly  spirited  description    ^ly  condemned,  daily  under  the  execu- 

«P  A><>»  AA«»  ««««^«^,.«.:-  Ik-  tioaershand:  no  man  is  assured,  whom 
"^Z^-.  After  representing  him.  an  evill  conscience  holdeth  in  feal«.  O! 
self  as  in  the  depths  or  distress    who  isabktoendnv  these conftuioDs? 


1«K0 

Mlio  ean  eyther  reiABt»  or  role  the  rio- 

leoce  of  these  fearen  ? 

*'  Thus  whilest  I  was  ready  to  have 
yeilded  my  selfe  to  the  tyranny  of  dcs 
pare;  Ice,  Paith  from  heayen  did  sud- 
dainly  cast  a  glorious  beame  of  her 
beauty  upon  me;  aad»  wifch  a  sober 
sweetnesse  began  in  this  sort,  partly  to  re  - 
proue,  and  partly  to  instruct  me. 

"  What?   (sayd  she)  Art  thou  such  a 
novice  in  my  schoole  ?   such  a  faint,  and 
raw  souldier  in  spirituall  combat  ?   Hast 
thou  no  more  dexterity  in  handling  thy 
i^eapous  ?  Come,  stand  up,  take  courage ; 
1  will  teach  thee  both  thy  fence  and  thy 
figbt     Come,   (I'  say)    and  looke  thy 
teiTour  in  the  fece :   It  seemeth  a  serpent 
to  devoure  thee,  but  be  not  dismayed,  step 
boldly  to  it,  and  take  it  by  the  tayle,  and 
it  will  forthwith  turne  to  a  rod  of  cor- 
rection.     What?    Art  thou  bo    much 
afrayd  of  feare  ?  which  is  so  highly  com- 
mended ?  which  is  so  straitly  commanded 
to  thee  ?     God  loveth  feare ;    He  ac- 
cepteth,  he  preserreth,  he  honoureth,  he 
blesseth,  he  never  forsaketh  them  that 
feare  him.    Feare  is  the  beginning  of 
rigeteousucsse,  the  first  step  to  wisdomc 
It  bringeth  with  it  judgement,  and  righ- 
teonsnesse.    It  expelleth  sins :    It  is  the 
bridle  of   sinnes ;  it  is  the  sword  that 
cutteth  in  sunder,  not  onely  the  sinewes, 
but  the  very  hartstrings  of  sixme." — 
pp.  178— 181. 

The  whole  of  this  passage  is 
well  worth  citation;  the  motives 
for  despairing  of  God's  mercy,  as- 
signed by  Fear,  and  the  counter- 
acting reasops  for  trust  and  con- 
fidence, urged  by  Faith,  are  en- 
forced with  great  energy  and  feel- 
ing, but  at  a  length,  which  has 
constrained  us  to  abridgement,  and 
only  allows  us  further  space  for 
the  close  of  the  animating  appeal 
of  Faith. 

''  All  the  sins  of  the  world  are  more 
eafflly  consumed  by  the  mercy  of  God, 
then  is  a  drop  of  water  in  a  hot  fiery 
fomace ;  ^en  a  sparke  of  fire  is  ex- 
tingoished  in  the  sea.  Doe  but  apply 
now  this  mercy  to  thy  sinnes ;  and  the 
infinitenesse  q||he  one,  must  needs  con- 
sume the  midM|de  of  the  other. 

<<  But  loe/ne  hath  already  applyed 
herselfe :  she  hasteth  to  meete  thee ;  she 
hath  alreadv  kissed  thee  ; '  she  holdeth 
thee  close  m  her  embracements.  Yea, 
when  thoa  didst  fall,  she  was  present 
with  thee  (albeit  thou  diddest  not  dis- 
ceme  so  much)  she  layed  her  hand  under 
thee,  to  keepe  thee  fhun.harme,  and  to 
rayse  thee  againe.  Thou  art  a  ressell 
both  brittle,  and  weake ;  thou  nrast 
needs  hare  baeae  dashed  to  pieca,  or 
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mnch  bruised  with  thy  fsli;  anlesse 
mercy  had  layd  under  her  hand.  This  is 
a  great  signe  that  thou  art  elect ;  but  it 
is  not  allr  For  mercy  hath  not  onely  pre- 
served thee  from  the  harme  of  sinne,  but 
ahe  hath  turned  thy  siime  to  thy^good. 
For  thereby  she  hath  made  both  thee 
more  humble  in  thy  opinion,  and  more 
heedim  in  thy  waies.  The  fall  of  the 
reprobate  is  like  the  fall  of  an  elephant, 
they  rise  not  againe,  but  imprudently 
make  light  esteeme  of  their  sinnes,  and 
sometimes  with  a  flinty  forehead  boast  of 
them :  but  though  the  elect  fall  into  the 
bottome  of  the  sea,  yet  the  same  whale 
which  swallowed  them  up,  must  againe 
cast  thenTupon  the  land. 

'*  Arise  therefore,  and  strengthen  thy 
heart :  thou  hast  found  how  weake  thine 
owne  forces  are  :  humble  thy  selfe  under 
the  Almighty  arme  of  the  Lord.  For 
humility  is  the  foundation  of  all  vertues, 
the  lowest  ground-worke  of  repentance. 
Humble  thy  selfe  therefore  with  sorrow 
for  thy  sins  past,  and  circumspection  for 
thy  life  to  come.  If  thou  canst  so  hum- 
ble thy  selfe  with  sorrow,  then  never 
feare ;  this  sorrow  is  the  greatest  joy  to 
a  godly  minde  that  can  be ;  the  more  of 
this  sorrow  thou  findest  within  thee,  the 
lesse  cause  thou  hast  to  feare.  And  to 
this  examination  now  I  leave  thee,  to 
what  degree  of  submissive  sorrow  tiiou 
canst  descend;  for  assuredly,  to  the 
same  pitch  of  assiveance  thou  shalt  be 
exalted. 

"Tliis  said,  she  glancetli  glorious^ 
into  heaven."— pp.  185—187. 

We  acknowledge  our  partialitj 
for  our  old  writers ;  they  had  more 
origiqality  of  mind,  and  less  timi- 
dity of  phrase,  they  went  deeper 
into  their  own  thoughts,  and  drew 
more  from  their  own  characters 
thau  we  of  the  present  time.  We 
have  here  before  us,  haearding  a 
judgment  only  from  the  present 
work«  one  of  inferior,  though  cer- 
tainly not  of  the  lowest  stature, 
among  those  intellectual  Anakim, 
and  yet  we  would  undertake  to 
fumisli  a  cento  of  pregnant  and 
sparkling  sentences  from  this  little 
book,  t£at  should  give  zest  and 
popularity  to  a  modem  octavo,  if 
skilfully  mixed  up  with  the  baser 
matter.  We  cannot  close  this  arti« 
de  more  appropriately  than  with 
a  passage  borrowed  from  the  ad- 
dress "  to  the  reader,"  which  forma 
the  overture  to  this  vi^ume*  ^'  The 
ooQipoaitiBDtiif  ancimit  times, 
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I  reverence  and  admire ;  they  doe  inhabit.  We  have  ever  thoughlFtliiit 
not  only  satistie,  but  astonish  mee.  the  glorious  era  of  Christianity, 
I  see  thein  not  to  the  depths  but  which,  from  its  emphatically  great 
I  see  them  so  farre,  that  I  conceive  and  permanent  effects  has  gene- 
the  farthest  reach  of  our  age  can-  rally  obtained  the  distinction  of 
not  neerely  approach  them."  the  Reformation,  has  afibrded  a  de- 
Since  writing  the  above,  we  cisive  and  singularly  brilliant  evi- 
have  learnt  that  this  book  was  dence  of  the  dose  and  indeed  inse- 
written  by  Sir  James  Hayward,  parable  connexion  to  which  we 
the  author  of  several  historical  have  alluded.  If  we  observe  at- 
works,  for  some  unguarded  ex-  tentively  the  period  immediately 
pressions  in  one  of  which  he  in-  preceding  that  eventful  epoch,  we 
curred  the  penalty  of  imprison-  shall  see  that  a  graduJed  but  pro- 
ment.  He  was  knighted  by  James  I.  gressive  illumination  had  prepared 
and  died  in  162  7*  He  wrote  the  minds  of  serious  and  re- 
beside  the  present,  a  religious  trea-  fleeting  men  for  that  important 
dse,  mentioned  in  the  first  extract,  change  ;  that  God  "  knockt  once 
and  another  of  which  we  cannot  and  twice,  and  came  again,  open- 
recollect  the  title.  ing  our  drousie  eye-lids  leasurely 

by  that  glimmering  light  which 
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WicUf  and  his  followers  disperst^; 
A  Memorial  of  the  Reformalion,  ^nd  stUl  taking  off  by  degrees  the 
(chiefiy  in  England)  and  of  Bri^  inveterat  scales  from  our  nigh- 
tains  DeUverances  from  Popery  ^risht  sight,  purged  also  our  deaf 
imd  ArbUrari/  Power,  since  that  ^^rs,  and  prepared  them  to  attend 
Time  to  the  Year  X7l6,  Bif  his  second  warning  trumpet  in  our 
Benjamin  BenneU.  —  Jjondon i  grandsires  days."*  The  revival 
8vo.  1717»  of  Greek  literature,  the  increasing 
The  intimate  connexion  between  attention  to  science  in  general,  the 
intellectual  and  moral  light  might  gradual  loss  of  reverence  to  school 
afford  matter  of  most  profound  and  divinity,  and  the  Nugce  Ecclesias- 
delightful  speculation  to  minds  of  Ocie  of  Aquinas,  and  the  Irrefra- 
philosophical  research.  That  such  gab^e  Doctor,  but  above  all,  the  in- 
a  connexion  exists,  the  slightest  vention  of  printing,  (which  con- 
knowledge  of  the  character  of  veyed  the  most  refined  thoughts, 
man-^the  first  glance  on  the  fea-  the  very  life  and  genius  of  the 
tures  of  general  history  will  abun-  wise  and  learned,  into  the  minds  of 
dantly  evince.  We  cannot  exa-  the  multitude,  there  to  become  the 
mine  the  Scriptures  of  God  with-  seeds  of  actions,  and  the  primum 
out  at  once  perceiving  that  the  mobile  of  all  their  energies ;)  had 
assumption  of  this  connexion  lies  » removed  from  the  minds  of  many 
at  the  basis  of  many  of  the  mo^t  that  film  of  ignorance  and  preju- 
sublime  and  pathetic  descriptions  dice ;  "  than  which  no  greater 
of  the  apostacy  of  the  human  race,  enemie  to  the  finding  of  truth ; 
contained  in  those  divine  treasures,  which  being  pure  and  single  in 
and  that  its  belief  alone  can  ra-  his  owne  nature^ an^author,  ap- 
tionally  account  for  the  manifest  peareth  not  but  to  ft  deare  and 
irregularities  observable  in  the  sincere  understanding,  whom  nei- 
soul  of  man,  where  wrecks  of  no-  thejr  the  fumes  of  fierie  passions  doe 
ble  and  elevated  principles,  and  misten,  nor  sinister  respects  or 
twilight  conceptions  of  glorious  prejudices  sway  downe  on  either 
and  eternal  truths,  prove  at  once  side  from  the  pitch  of  just  intc- 
the  original  grandeur,  and  the  now  gritie."f  In  exact  proportion  as 
humiliating  and  melancholy  ruin  *~MUtm, 
of  the  stately  palace  which  they  f  Sand^  Europe  Sptcukm. 
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the  principles  of  the  reformation        The  three  leading  histories  of 

became  more  extensively  diffused,  the  great  event  which  forms  the 

and  its  influence  felt,  did  the  mind  subject  of   the    present   volume, 

of  man  recover  its  intellectual  elas-  as  far  as  that  event  operated  in 

ticity,  and  the  master  spirits  of  our  own  country,    are   those   of 

Europe  arose  from  the  long  sleep  Fuller,  Heylin,  *and  Burnstt. 

of  burbarism,  shook  off  the  tram-  We  shall  not  be  supposed  to  under* 

mejs  which  had  bound  them  down  rate    the  real    value    of  FuUer'i 

to  an  implicit  surrender  of  their  work  if  we  say  of  it,  in  the  words 

rational  faculties,  and  claimed  once  of  the  learned  Bishop  NicceUon,  in 

more  to  be  regarded  as  men.     We  his    English   Historical    Library, 

hazard  but  little  in  affirming  that  that  '*  even  the  most  serious  and 

the  mental  character  of  a  nation  most  authentic  parts  of  it  are  so 

will  be  found  to  rise  in  an  exact  interlac*d  witli  punn  and  quibble, 

parallel  with  the  influence  which  that  it  looks  as  if  the  man  had  de-  " 

those   principles    have    obtained  sign'd  to  ridicule  the  annals  of  our 

amongst  them.     Let  the  attentive  church  into  fable  and  romance/' 

observer  of  national  character  weigh  Ftdlef's  tact  was  anecdote ;  laugh- 

the  truth  of  this  reflection  in  his  ing  was  the  business  of  his  life, 

examination  of  the  relative  literary  and  the  whole  scope  of  his  wri- 

tone  of  England,  Germany,  Hoi-  tings  seems  to  have  been  to  make 

land,  and  the  other  protestant  states  it  the  business  of  his  readers  alsow 

of  Europe,  with  that  of  Spain  and  His  volumes  are  now  scarce,  and 

Italy;    and  though   France   may  kors  de  ported  of  common  bo(^ 

appear,    on    the  first  glance,   an  worms,     Peier  Heylin,  the  next 

exception  to  the  accuracy  of  this  historian  of  the  reformation,  was  a 

rule,  yet,  let  it  be  remembered,  man  of  a  different  cast.     No  mirth 

France  has  ever  had  much  of  the  seems  to  have  disturbed  his  nni- 

spirit  of  the  reformation  and  of  the  form  malignity,  except  it  were  the 

true  principles  of  liberty,  working  occasional  sneers  of  bitterness  and 

in  the  minds  of  her  population;  sarcasm.      If  Fuller  were  excep- 

and  we  could  even  adduce  the  au-  tionable  on  account  of  his  unceasing 

thority  of  papists  to  prove  that  jocoseness,  yet  his  was  the  smDe  of 

that  spirit  was  a  great  and  leading  mnocence  and  good  humour ;  but 

cause  of  the  taste  for  literature  Heylin's  unwonted  mirth  is  the 

which  was  once  so  distinguishing  grimace  of  diabolical  revenge,  et- 

a  trait  in  the  catholic  dergy  of  nltiiig  in  the  supposed  ruin  of  its 

that  kingdom.*  antagonist    Heylin's  grand  design 

■ appears  to  have  been  to  calumniate 

♦  "  As  to  that  which  we  aUedged,  Calvin  and    the  nonconformists  : 

that  no  such  lewd  deportments  were  to  ^^  ^Yie  credit  of  uniform  attention 
be  found  amongst  our  ecclesiasticks  in.-,.       .  .,  a   'a  a! 

Franc«,the  court  very  wisely  replied,  that  «>  "»"  aun  must  be  awarded  to 

for  that  we  might  thank  the  protestants,  him.     Happily  his  calumnies  are 

for  that  it  was  only  their  presence  that  ■ ■ 

maintained  the  Uarniney  modesty,    and  burning   zeal   of   the    ecclesiasticks   is 

reserved  carnage  of  3ie  clergy  of  the  tum'd  to  lukewarmness,  their  devotion 

Gallican  i^ivSilk'y  and«that  if  they  once  grown  cold,  and  their  application  to  their 

should   be  forced  to  quit  the  country,  ttudia  become  very  flat  and  languithing, 

(for  the  King's  design  was  afaready  known  So  that  at  present  they  are  seldom  found 

here)  we  should  soon  see  all  sciences  and  at  their  books,  but  for  the  most  part 

virtues  exil'd  with  them.      This,   Sir,  ranging  from  one  house  to  another,  upon 

agrees  incomparahly  well  with  what  some  pretence  of  encouraging  and  confirming 

persons  of  quality  of  the  Roman  commu-  their  new  perverts,  and  boasting  them- 

nion  have  of  late  freely  owned  to  me,  selves  for  great  <^tors,  with  what  they 

that  they  begin  already  in  France  to  per-  have  learnt,  at  a  time  when  they  wereforc*d 

ceive,   that  since  the  protestants  have  vpon  by  the  learned  toritings  trnd  close  or- 

beeu  banish*d  thence,  and  that  they  be-  guingsofthe protestant  ministers  "^^JyEmil" 

lieved  them  far  enough  from  them,  the  Tianm^s  Letters  from  Ita^,  SvOt  p.  50. 
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mrell  known^  and  have  long  slept  predecessors,  the  ejected  ministen. 

(their  requiem  sang  by  the  unani*  Besides  this    work,   Mr.  Bennett 

mous  sufirage  of  succeeding  and  wrote  a  small  work,  in  defence  of 

discerning  ages,)  in  that  peaceful  the  statements    here  laid  down, 

obsouritj  which  has  been  the  com-  against  the  objections  of  a  cer- 

mon  grave  of  the  fame,  and  the  tain  high-church  writer;  Christian 

works  of  their  originator.  Burnetts  Oratory,  m  2  vols. ;  a  book  much 

work  is  too  wel]  known  and  ap«  esteemed  by  all  serious  Christians, 

preciated  to  need  our  recommen-  and  of  which  an  Abridgment  was 

dations.     All  impartial  men  have  published  by  the  late  Samuel  Pd" 

bestowed  on  I>iin  ^^ii*  praise ;  but  tner ;  and  a  piece  entitled  IretU" 

though  his  faithfulness  and  general  cum» 

accuracy  will  ever  secure  him  a  No  very  accurate  analysis  will 

{>lace  fn  all  extensive  and  regular  be  expected  from  us  of  a  work 
ibraries,  yet  the  volume  and  cost*  whose  well  known  body  of  infor* 
liness  of  his  labours  will  prevent  mation  renders  it  as  unnecessary 
their  becoming  a  vehicle  of  infor-  as  its  abridged  form  renders  it 
mation  to  the  great  proportion  of  difficult  to  compress.  The  au- 
our  countrymen.  In  the  article  thor  commences  his  work  by  a 
before  us  we  have  a  portable  and  lucid  account  of  the  spiritual 
well  adapted  volume  for  general  nature  of  Christianity,  and  of  its 
usefulness.  It  is  sudi  a  work  as  dependence  alone  upon  the  Scrip- 
a  dissenter,  and  indeed  any  friend  tures  of  God.  He  shows  the 
to  the  noble  principles  of  religious  gradual  declension  of  the  primi- 
and  political  liberty,  may  oonfi-  live  church  from  the  simplicity 
doitly  appeal  to  as  a  fiiir  and  and  spirituality  of  this  belief,  and 
equitablehistory  of  the  great  event  pourtrays,  in  some  striking  in- 
of  which  it  treats,  and  as  an  stances,  the  dreadful  gloom  which 
unanswerable  defence  of  the  prin«  pervaded  Christendom  in  the  ages 
dples  which  led  to  that  event.  "  immediately  preceding  the  time  of 
Bet^amin  Bennett,  the  author  of  the  reformation,  from  the  secular 
this  excellent  compendium  of  his;*  naiture  of  the  societies  then  usurp- 
tory,  was  bom  at  Wilsboro*,  in  ing  the  name  of  Christian  churches^ 
licicesterslure,  in  l674vand  studied  thus  fi>nning  a  judicious  prefroe 
for  Uie  ministry  among  the  Dis-  to  the  histoiy  of  that  importast 
senters  at  Mr.  Woodhouse-s  aca*  epoch.  The  history  that  follows 
demy.  He  commenced  his  ministry  is  suecinct«  but  embraces  all  the 
at  Temple-hall,  near  the  place  of  leading  and  charactoristic  points, 
bis  birdi ;  but  in  1 699  succeeded  both  of  the  principles  of  the  Ref<Mr- 
the  venerable  Dr.  Gilpin,  author  of  mation  and  of  the  focts  which 
the  Treatise  on  Temptations,  &c.,  occurred  as  consecutive  to  those 
in  the  charge  of  the  Presbyterian  principles,  together  with  a  short 
Church  at  Newcastle^upon-Tynei  view  of  the  different  fdans  by 
In  that  situation  he  deceased  in  which  the  opposing  party  has  en- 
the  yew  1 726,  leaving  behind  him  deavoured  to  stop  the  progress  of 
a  character  for  piety  as  a  Christian,  the  reforming  powei^,  and  the 
and  exemplary  fidelity  as  a  mi-  many  evident  instances  in  whidi 
mster,  which  has  seldcvn  been  the  Lord  has  manifested  his  hand 
surpassed.  He  appears  to  have  in  restraining  the  anti-christian 
been  a  man  of  extensive  and  accu-  violence  whidi  has  threatened  the 
rate  learning,  and  of  great  research  overthrow  of  this  and  the  neigh- 
in  history.  In  his  religious  opi.  bouiing  nations,  since  their  on* 
nions  he  was  a  Calvinist,  and  a  bracing  the  reformed  religion, 
dose  imitator  of  the  fervid  and  There  has  been  ^n  edition  sub- 
primitive  piety  of  his  immediate  sequent  to  that  whose  title  stands 
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at  the  head  of  this  article,  but  And  so  zealously  intent  was  he  about 

both  editions  are  become  rare,  and  *^®^  things,  as  if  the  whole  of  religion 

the  u.trin.ic  merit  «f  the  volume  SS^J;t.^J^t^,Kh"o^^«.^^t 

requires,  and  we  hope  will  soon  comply  with  his  injunctions,  or  withstand 

demand,  a  reprint.     As  a  short  his  humour  therem.    Mr.  Chancey,  mini- 

and  clear  account  of  that  glorious  "tcr  of  Ware,  In  Hejr{f(n-(/iWre,  was  brought 

event  from  which  we  derive  aU  t?^  ^t  ^'^^  commissioii,  for  opposing 

««viM    iTioi^    .Tc  u«;«iT«,    •*»  the  making  a  rail  about  the  communion 

our  religious,  and  a  great  portion  table  in  his  parish  church,  and  was  there 

of  our  civil  liberty,  and  to  which  pronounc'd  guilty  of  contempt  of  ecclesi- 

Britain  is  doubtless  indebted  for  wtical  government  and  of  schism ;  sus- 

much  of  her  envied  superiority  to  P^"*^f*  ^'^"^  )^  ministiy,  conWd  in 
.1,  .  ^.  '^  ^i_*  "^  •  sreat  costs  of  suit,  and  imprison  d  till 
neighbouring  nations,  this  cpi-  |e  paid  the  same,  or  recanted.  Mr. 
tome  will  ever  be  considered  as  Sherfield,  Recorder  of  Saritm,  and  a  Jus- 
unequalled  by  any  volume  of  the  tice  of  Peace  for  the  same  city,  felt  un- 
sarae  size  which  our  language  der  the  like  discipline.  It  seems  he  took 
/r  1  ^  !•  '^  -11  1  .offence  at  a  picture  m  their  church, 
affords.^  Our  limits  will  only  which  was  of  God  the  Father,  represented 
allow  one  or  two  short  extracts,  as  in  a  window  of  painted  glass,  as  an  old 
specimens  of  the  style,  and  of  the  in^n  in  a  blue  and  red  coat :  to  which 
pleasing  variety  of  anecdote  intro-  »°™®  ?^^  women,  when  they  pass'd  by, 
duced  into  theie  inte..sting  page..  J^^.t^^d  lo'^^J^rther-^*: 'tS^ 

In    speaking    of  the    arbitrary  courtesies,  answered,  It  um  to  their  God 

measures    of  Charles    I.    and    his  tn  the  glass  untidow:  Mr.  SheHUld  being 

Ministers   he  says  justly  offended  at  this  foolish  supersti- 

'           ^  *  tion,  mov'd  the  parish  at  a  vestry,  that 

"  Besides  these  manifest  and  gross  ^t^^S^^  »l*y«  Uberty  to  take  away  these, 

invasions    upoa  the  civil  rights  of  the  P^^f^^^^  P'^*""J!?'u*^  P"'  "t"^^*^  ^^"" 

subject,  sundry  steps  were  taken  in  the  ^"^  *^f  "^"V.T^m  '**?  Pf™*^*^?^  """tX 

conduct  of  the  church,  and  the  manage-  f  °*  ^' .^'^J  '^«  ^^^"^e  "  *1<^^«  5  for  wjiich 

ment  of  ecclesiastical  affairs,  that  Sot  '*^*>   S?.^"'^  presumptuous  reformer 

only  disgusted  particular  penons,   but  was  call  d  to  an  account  in  the  Star  Cham^ 

slannTthc  greatest  part  of  the  natioa.  5fr».af.<^««  ^,?t.^?S?  ^^  f^!"^  *?  ^! 

'TU  known  that  A.BUhop  Laud  was  at  the  d»«P^i'»e  of  the  Church  of  EngUmd,  and 

head  of  these  affairs.    He  had  so  much  encoiira^ng  such  as  oppos'd  its  Govern- 

the  ascendant  in  the  King's  Caa«cU,  that  ™«^.*  "'^^f  ^^^  revercpd  Bishops ;  lepre- 

if  the  King  in  the  throne  was  mater  »ef  i°ff'  that  he  had  unlawfully,  riotously,, 

than  he,  yet  according  to  his  word  was  ^l'*^  prophanely  broke  down  tluU  gUm  win^ 

aU  the  people  rul'd.    But  alas !   what  a  '^"'*^''  ^f?  °^  ^«»,  ^*J«»?  »  Govern- 

perfect  PhaetonWBB  he,  driving  the  chariot  T".*,'  ^*  *  u  ?^'^<^^™»0"'  ^«  7"  ^- 

80  furiously  as  to  set  all  on  fire,  or  rather  P**^^  7°™  ^®^°«  Recorder,  fin  d  five 

like  the  -niorist's  tail  of  a  comet,  delupng  ^«»*;ed  pound,  and  bound  to  his  good 

these  poor  nations  in  confusion  andblSod.  behaviour :   others  were  suspended  and 

One  notable  contrivance  he  had,  which  excommunicated,  for   speaking  agwnit 

afterwards  admirably  serv'd  his  purpose.  'S**^«»  ^^  crucifixes,  m  was  Mr.  John 

He  provided  a  Ibt  of  ecclesiastical  per-  ^^^^y  ^  minister  in  Gloucester ;  and 

sons  (which  was  presented  to  the  King  whereas  the  corporation  had  settled  an 

by  Buckmgham)  in  two  columns,  distin-  ^"^  o^  twenty  pound  per  ainum  upon 

guUh'd  by  the  letters  O.  and  P.,  the  one  ***">'  ??  consideration  of  his  dUigeacc  m 

standing  fororthodox,  the  other  for  pun-  Pjeaching,    ami  numerous  fiimily;  the 

tan,  (the  one  being  elect,  the  other  re-  ^*y°'  ^^  Aldermen  were,  on  this  very 

probate,)  by  which  means  he  hoped  to  account,  prosecuted  at  the  couacxl  table, 

bring  the  church  into  good  hands,  and  ^^  }^^«^  commission,  and  at  last  had  a 

fiunish  himself  with  tools  to  work  by ;  ^J"*  unpos^d  upon  'em ;    nay,  it  seems 

and  what  innovations,  and  indeed  desola-  *^«  *°?T  Bishop  earned  his  resentment 

tioas  he  made,  during  his  pontificate,  1$  ^J'^'^^  **  *»®"fi^^*»  t^*  **«  "^^^  ^ 

too  well  known.     He  commanded  the  »'»"W  *he  poor  man  so  nrach  as  to  teach 

communwn  table  k>  be  set  altar-wise,  to  be  w^^ool,  or  practice  phyaick,  for  the  sup^ 

mU'd  in,  requiring  persona  to  bow  to*  portof  his  wife  and  chUdien."— 162-165. 

wards  it;  provided  candlesticks,  tapeci.  We  shall  close  our  extracts  with 

copes  for  adminutering  the  saorament  j  the  foDowinff  anectlote  of  the  cde- 

nad  a  large  crucifix  over  the  high  altar  i  K»«^-wi    T.i^^    i^4F^;^    :«  ♦!,«  a  . 

and  in  &  windows  of  his  ciippel,  thi  o»ted  Judge  Jeffries,  in  the  As; 

pietwre  of  God  hinue^,  in  the  form  of  an  old  «*«»  ^t  1085. 

man,  with  a  glory  round  about  ms  head.  <<  A  number  of  young  men  in  the  towa 
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of  Newcastle  *  (about  twenty)  met  toge-  '*  The  offenders  (some  of  idkom  arefoimd 
ther  once  aweek  for  mutual  assistance  and  in  court,  and  others  of  them  brought 
improvement  in  religion ;  for  which  pur-  in  by  the  Sheriff)  are  presented  before  his 
pose  they  spent  some  time  in  prayer  and  Lordship's  tribunal :  such  as  know  his 
conference;  having  subscribed   a  paper  Lordship's  character^  will  easily  imagine, 
containing  rules,  for  the  better  ordering  (and  some  will  remember  it),  with  how 
such  a  Society,  and  the  work  to  be  done  much  indignation  and  contempt,  he  would 
in  it,  taken  out  of  a  book  of  Mr.  Itaac  look  down  upon  these  young  men.    Que 
Ambrose,   One  of  the  Society,  upon  what  of  them,  Mr.  Tfiomas  Vemer,  who  had  but 
inducement  he  best  knows,    turns  in-  a  mean  aspect  at  beat,  (and  the  work  he 
former,  and  having  a  copy  of  this  dan-  was  taken  from  made  him  appear  at  that 
gerous  paper,    urith  the   names  of  the  time  meaner  than  ordinary),  his  Lord- 
subscribers,  makes  a  discovery,  and  the  ship  was  pleas'd  to  single  out,  no  question 
whole    matter    was    laid  beforn    JuJge  to  triumph  over  his  ignorance,  and^tbeie- 
Jeffries  at  the  Assizes ;  by  wliich  it  ap-  by  expose  all  the  rest.    Can  you  read, 
pear'd  to  his  Lordship,  that  about  twenty  sirrah,  says  he  ?     Yes,  mv  Lord,  an- 
young  phanaticks  met  together  weekly,  swers  Mr.   Vemer ;  reach  him  the  book, 
to  pray  and  talk  about  religion,  &c.    His  says  the  Judge  ;  the  clerk  reaches  him 
Lordship,  whose  business  lay  as  much  his  Latin  Testament.    The  young  man 
with  such  as  these  as  with  felons,  re-  begins  to  read.     Matt.  vii.  1 ,  2.  (it  being 
solved  to  make  examples  of  them.   When  the  first  place  his  eye  lit  upon,  without 
he  was  prepared  to  proceed  against  them,  any  design  in  him,  as  he  affirm'd  after- 
he  ord^r'd  the  doors  of  the  court  to  be  wards) ,  Nc    iudicaie,  ne  judicemini,  j^ 
lock'd  up,  and  kept  lock'd  till  such  of  Construeit,  sirrah,  says  the  Judge;  which 
the  young  men  as  were  in  court  were  he  did  :  Jtidge  not,  lest  ye  be  jud^d,  for 
secur'd ;  and  at  the  same  time  dispatched  with  what  judgment  ye  Judge,  ye  shdi  he 
the  Sheriff,  with  the  proper  officers,  to  judged  :  Upon  which  'tis  said,  his  Lord- 
^apprehend  the  rest ;  the  doors  being  still  ship  was  a  little  struck,  and  sat  in  a  panic 
kept  clos'd,  which  made  no  small  noise  for  some  while,   (and  he  bad  occasion, 
and  stir  in  the  town.     His  Lordship,  as  methinks,  to  pause  more  upon  it  in  the 
his  manner  was,   began  to  breath  out  Tower  a  few  years  after.) 
threatening  against  the  Dissenters ;  and  <*The  issue  of  the  matter,  in  short,  was 
whereas  some  of  the  elder  of  them,  with  this,  that  the  young  men,  though  never 
whom  his  Lordship  would  have  taken  an  tried,  were  sent  to  jail,  where  they  biy 
'  occasion  to  have  talked,  were  withdrawn  above  a  year,  (i.  e.  from  the  Assizes  in 
from  the  town;  he  said.  He  would  take  1683,  till  the  first  Assizes  after  the  death 
the  cubs,  and  that  would  make  the  old  foxes  of  King  CharieSf)  when  they  were  called 
appear,  upon  and  set  at  liberty,  with  this  repri- 

— mand  by  the  Judge,  Go  and  sin  no  mare, 

''  *  These  young  men  were  Dissenters,  lest  a  worse  thing  come  unto  you ;  adding, 

and  had  the  occasional  services  of  Mr.  that  the  King's  coming  to  the  throne  had 

Leaver,  a  nonconformist  minister  in  the  sav'd  all  their  lives." — ^pp.  289 — 291. 
neighbourhood. 
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^Senes  of  Sermans  on  the  Nature  and  ness,    and  soand  judgment.    His 

'     Effeeti  of  RepentaMe  and  Faith,  discourses  are  well  adapted  toin- 

By  the  Rev.  J.  Carlisle,  AsmtanL  struct  and  edify  Christians,  tocor- 

mniiter  in  the  Scots  Church,  St.  red  many   latent  and  pernicious 

Mary's  Abbey,  Dtti/in.— Longman,  errors,  and  to  show  tbe  connexion 

1  vol.  dvo.  between  evangelical  doctrine  and  a 

These  sermons  merit  oor  4'ecom-  holy  life.    In  the  absence  of  regular 

mendation,  both  for  the  plainness  pastoralinstraction,  or  in  the  coarse 

of  their  style,  and   their  general  of  family  reading,  we  know  of  few 

accordance  with  the  apostolic  doc^  voiamesHbetter  adapted  for  nsefol- 

trine  upon  the  momentous  subjects  ness,  especially  to  an  audience  of 

of  which  they  treat.    The  preacher  some  education.    We  could  have 

appears  to  us  to  display  a  happy  wished  that  the  preacher  had  more 

combination  of  simplicity,  earnest-  frequently  and    fully   applied  the 
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sabject  as  he  proceeded  to  the  con-    trations,  yet  he  confessed  hefoand 


sciences  of  his  hearers  and  readers. 
InstrDction  is  not  to  be  the  sole  ob^ 
ject  of  a  preacher  of  the  g^ospel. 
The  conviction  of  sinners,  and  their 
conversion  to  God.  should  he  uni- 
formly produced  in  every  discourse. 
We  do  not  mean  to  insinuate  that 
Mr.  Carlisle's  sermons  are  not 
adapted  to  this  end,  but  simply 
that  they  would  have  pleased  us 
better,  and  been  more  likely  to 
be  g^cnerally  useful,  if  they  had 
been  rather  designed  to  enforce  the 
duties  of  faith  and  repentance  upon 
unbelievers  and  formalists,  than  to 
discuss  those  doctrines  with  theo- 
logical accuracy.  We  cannot  but  ex- 
press our  warm  approbation  of  the 
views  which  Mr.  C.  generally  incul- 
cates f  At  page  86,  however,  w« 
meet  with  a  sentiment  respecting  a 
preparation  of  the  heart  for  the 
outward  call  of  the  gospel,  which 


it  a  most  difficult  thing  to  allure 
and  engage  the  attention  of  children* 
If,  however,  this  object  is  attain* 
able,  surely  no  means  should  he  left 
untried,  no  efforts  unemployed  to  at- 
tain it.  Mr.  F.  has  the  happy  art 
of  attracting  the  young,  and  deeply 
interesting  their  minds  in  those 
things  which  belong  to  their  present 
peace  and  eternal  happiness.  Often 
has  he  in  a  surprising  manner  ri- 
veted the  attention  of  Sunday  School 
children,  generally  distinguisbed  for 
their  carelessness,  cold  indifference, 
and  stupidity;  and  often  has  he 
been,  even  at  an  early  hour  of  the 
morning,  surrounded  with  a  -vast 
crowd  of  juvenile  auditors,  all  lis- 
tening with  intentness  and  apparent 
seriousness  to  his  affectionate  coun- 
sels and  faithful  warnings. 

In  this  useful  manual  the  author's 
chief  intention  seems  to  have  been, 


we  cannot  reconcile  either  with  fact  to  open  and  display  the  allurements 
or  scripture.  *•*  A  change  must  be  and  snares  to  which  youth  are  ex- 
wrought  on  the  soul  itself  before  posed,  espeoially  in  cities  and  popa- 
&ny  external  call  (ian  reach  it.''  lous  towns,  and  to  recommend  reli- 
We  conceive  that  God  gives  en-  gion  both  as  the  surest  defence,  and 


trance  to  his  word  into  the  heart, 
when  it  is  'preached,  and  that  the 
divine  energy  upon  the  heart  is  si- 
multaneous with  the  call,  or  Jt  is 
by  the  ea|l  itself  that  God  works 
the  change,  as  an  instrument  in  the 
hand  of  an  all^skilful  operator.  Per- 
haps we  have .  mistaken  Mr.  C.'s 
meaning.  The  passage,  however, 
deserves  bis  revision.     With  this 


slight  exception,  we  find  nothing  in    them. 


the  richest  source  of  consolation 
and  enjoyment.  He  makes  no  at- 
tempt to  introduce  the  doctrines  of 
Christianity  in  a  connected  and 
systematic  form,  though  they  are 
the  basis  of  his  hortatory  addresses* 
The  first  ten  chapters'  of  the  book 
relate  to  the  varions  temptations  . 
and  devices  of  Satan,  and  the  dire-  ' 
ful    consequences    of    yielding   to 


Mr.  C.'s  serpions  contrary  to  sound 
doctrine,  and  we  can  cordially 
commend  the  volume  to  the  atten- 
tion of  onr  readers. 


As  a  specimen  of  Mr.  Fletcher^s 
manner,  we  shall  give  a  short  ex- 
tract: 


V  %^v«^>v%  w«/« 


*'  Some  afHicted  young  person  may 
take  up  this  little  work  into  his  hands^ 
who  is  discouraged  in  every  possible 
A  Spiritual  Guardian  for  Youth,  way,  by  his  parents  and  relations,  from 
being  the  Subttanee  of  Sermons  cfc-  attending  the  house  of  God.  They  may 
livered  at  the  earhj  Morning  Lecture  not  only  refuse  him  countenance,  but 
in  the  Summer  of  1821,  in  Alhimi  they  may  actuaUy  forbid  him.  When 
Chapel,  Moorgate.  By  the  Rev.  they  have  foui^  that  he  has  been  sitting 
Alehmdpr  Fletcher.     :  m  the  house  of  God,  and  not  m  the  seat 

of  the  Bcomful ;  that  he  has  been  st^nd-> 
One  of  the  most  important  depart-  ing  in  the  way  of  saints,  and  not  in  the 
ments  of  a  Christian  Minister's  la-  ^*y  o^  sinners ;  that  he  has  been  walking 
hour,  is  the  care  and  due  culture  of  }^  f  J®  «<>""««?  <>f  *J«  righteous,  and  not 
therising^eneration ;  and  webelieve    fJ^^^  counsel  of  the  ungodly,  they  have 

^wpubg^teaeher^^^^^^^^  SSCSri^r  tt"y  t^te^^^^^aranT^ 

given  more  tim^andAttwition  to  this  proached  him ;  they  have  poured  upqn 

work,  tli^*i  the  worliiy  author  of  the  i^im,  ^poh  their  own  chUd,  their  own 

book  befQWMfc:   The  late  Mr.  Cecil  gon,  their  own  flesh,  every,  opprobriowi 

possQS^ed  ^.mte  odgiBality  of  mind,  name,  every  degrading  epithet,  which  an 

and  a  rich  variety  of  ideas  and  illus-  inhuman,  nay,  which  an  infernftl  malig- 
CoNO.  Mao.  No.  57.  3  S 
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mVf  c^nld  invent  and^employ  I  In  adcfi- 
tion  to  thiS)  ■  father  and,  mother  hav« 
united  in  issuing  their  commands,  that 
he  sKoiild  no,  more  frequent  the  holy 
saactukry.  By' divine  grjtce  he  has  nohly 
persevered.  If  his  impious  parents  put 
into  his  hands  a  cup  of  bitter. suffering, 
in  the  sanctuary  his  heavenly  Father  put 
into  bis  hands  a  cup  of  salvation ;  if  in 
the  house  of  an  earthly  father  he  has 
been  assaulted  by  reproaches  and  exccra> 
tions,.  in  the  house  of  his  heavenly  Fa- 
ther, he  has  been  solaced  by  spiritual 
blessings,  and  by  the  accents  of  a  most 
tender  regard  4  if  at  home  he.  has  shed 
tears  of  grief,  in  the  sanctuary  he  has 
shed  tears  of  joy;  if  in  tiic  first  his 
heart  has  throbbed  \irith  anguish,  in  the 
second  it  has  glowed  with  the  fire  dt  ce- 
lestial expectaticm;  if  he  has  great  losses 
he  has  .also  great  gains  ;•  if  he  has  great 
privations  he  has  great  enjoyments ;  if 
he  has  great  sufferings,  he  has  a  great 
reward."  '      - 

As  wc  advance  the  work  becomes 
more  iuteresting)  and  we  could 
quote  many  passages  that  breathe 
the  warmest  spirit  of  piety  and  be- 
nevolence, Mr.  F.'  introduces  a 
few  brief  allegorical  descriptions, 
but  In  these  be  is  not  very  saooesis« 
ful ;  his  forte  is  plain  direct  search^ 
ing  address.  In  the  frequent  re- 
eurrence.  of  pointed  questions  and 
answerSj  suddea  transitions  from 
femUiar  and  trite,  to  dignified 
and.  uncommon  comparisons,  long- 
drawn  contrasts,  quaint  images  and 
phrases.  Mr.  F.  often  reminds  us 
of  Gurnall>  Brookes,  and  other 
writers  of  the  17th  century. 


%'%'»%»%»'%i»%%-% 
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a  small  proportion  of  incident, 
there  are  mingled  large  and  satis- 
factory statements  of  Christfan  ex- 
perience, and  the  sanctifying  and 
sustaining  influence  of  divine  grace 
is  happily  efxemplified.  Miss  Burton 
appears  to  have  been  a  female  of 
good  sense,  and  distinguished  piety; 
and  her  situation  a»  an  instructress 
of  youth  afforded  her  opportunities 
of  inculcating  on  her  pupils  the 
great  truths  ofthe  Gospel.  This  doty 
was  conscientiously  drschai-ged,  and 
her  efforts  seem  to  have  been  s:reatly 
blessed.  The'  exceryrts  from  her 
diary,  and  the  selections  from  her 
eprstolary  correspondence,  evince 
her  habitual  anxiety  that  she  might 
be  enahled  to  detach  herself  from 
the  world;  and  to  live  nigh  to  God. 
Her"'  heart  was  renewed,'  her  course 
stesKly,  and  her  end  peace. 


Memoirs  of  the  late  Miss  Mary  Ann 
BurtoUy  of  Kentish   Tofvn;    with 
.     copious ^Extraets  from  her   Diary ^ 
and  Selections  from  her  Correspond- 
ence^    12mo.  5s.  6d.     London : 
Burton  and  Smith,  1822. 

We  are  ailways  dispoised  to  treat 
publications  of  tfais  kind  with  con- 
siderable indulgence.  Whenever 
the  indications  of  pious  character 
are  strbngiy  marked,  and  consis- 
tency of  conduct  is  steadily  main- 
tained, though  there maybenothing * 
of  novelty,,  and  Httle  that  is  inte- 
resting in  the  vicissitudes'  of  the' 
life,  therein  still  something  gained 
in  the  way  of  edification,  when  the 
formatiop  and  progress^  of  religioiks 
prinoipte  ia-  clearly  "develbpfed.--- 
AmoAg.  works  of  tbid  class,  the' 
present  volume  claims  to  rank;  with 


'  a  I 


Institutes  of  Theology  ;or  a  concise 
System  of  Divinity,  with  ajteference 
under  each  article  to  some  of  the 
principal  Authors  who  hate  treated 
of  the  subjects  particftlarly  ank 
fuUy,  By  Alexander  Ranktiij  D.J), 
one  of  ^ the-  Ministers  of  Glasgow. 
London :   Longman  &nd  Co.  8vo. 

148. 

These  Institutes  of  Theology  are 
designed  to  supply  what  Dr.  Ranken 
thinks  is  not  to  be  found  either  in 
Latin  or  English;  a  compendium 
of  Divinity,  "  with  particular  refer- 
ences under  every  article  to  larger 
treatises  on  it,  and  so  arranged  as 
to  enable  the  student  to  observe 
and  compass  the  whole  in  its  rela- 
tive order."  That  Dr.  R.  has,  in 
his  preface,  pointed  out  some  con- 
siderable imperfections  in  most  of 
the  systematic  writers  on  Theology, 
is  undeniable,  and  that  a  jadicl^s 
well  arranged  system,  accompanied 
with  copious  indexes,  and  /Mr^ttfu/ar 
references  to  authors,  would  be 
highly  useful,  is  not  less  certain. 
But  ^e  ar6  not  satisfied  that.  Dr. 
R.  has  adopted  the  best  plan  for 
aoch'a  work.  That  he  possesses  a 
highly  respectable  share  of  learn- 
ing is  obvious,  froan  the  books  be 
has  read,  and  the  :use  he  make^'of 
them:  but  we  are  decidedly  of  opi- 
fdon  that  instead  of  snrpasshi^  his 
precursors^  he  hail  not  eqWirffed 
many  of  theni,  either  iii  the  larraiige- 
'  ment^or  thie,  exeoirtiw  of  th*  plaii.  ' 
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The  work,  as  was  to  be  expected 
from  a  man, of  Dr.  Ranken's  cha- 
racter, is  generally  correct  and  or- 
thodox, bat  appears  to  us  to  be  ill- 
arranged,   not  sufficiently  compre- 
hensive, and  oftpn  incorrectly  and 
carelessly  (composed.      The   intro- 
ductory part  struck  us  as  eminently 
dull  and   common   place*     Some 
other  parts  of  the  volame  are  exe- 
pated  in  a  better  style,  and  may  be 
pernsed  wltli  advantage  ;   though 
the  whole  is  far  too  loose  aiid  ill- 
digested  to  be  of  much  use  to  those 
who  have  carefully  perused  either 
Dwigbt  or    Doddridge.    We  con- 
ceive the  student  of  theology  will 
still  feel  something  upjon  thp  plan 
of  Doddridge,    but  stript    of  the 
scholastic  forms,  to  be  a  deside- 
ratum. But  sMch^n  work,  when  it  is 
executed  with    success,   must    be 
done  by  a  man  of  eminent  discri- 
mination,   acuteness,   and     taste ; 
qualities  which,  we  regret  to -say, 
are  not  pre-eminently  conspicuous 
in  the  present  volume.    The  work 
is  divided  into  ten  chapters  with 
the  following  titles.     Of  Religion^ 


^^Oftht  Evidences  of  Inspiratiott-^Qf 
the  Doctrines  of  Scripture — Of  Re' 
demption — Of  the  Doctrines  of  Grace 
'^Ofthe  Ordinances  of  the  GospeL 


»'%»»<^i»%%<% 


The  Parental  Instructor;  or  Advice 
to  Youth.  Extracted  from  Governor 
MefviWs  Letters  to  his  Children^ 
hy  John  Buhner,  Price  2d.  Lon- 
don: OfTor.  1822. 

Mr.  Bulmer  some  time  since  pub- 
lished an  excellent  little  manual 
for  juvenile  readers,  founded  on  the 
early  experience  of  President  Ed- 
wards, which  has  been  sanctioned 
by  the  Committee  of  the  Sunday 
»l$ehool  Union.  In  the  present  cheap 
and  neatly  printed  tract  he  has 
comprised  the  valuable  and  pithy 
remarks  of  the  worthy  Governor  of 
Peudennis  Castle.  Mr.  Melvill 
was  a  man  of  sense  and  piety,  and 
singularly  conscientious  in  his  deal- 
ings with  his  children ;  hence  there 
is  a  peculiar  weight  in  bis  parenJbal 
instructions,  of  which  the  beneficial 
influence'  will  be  extensively'  Mk 
through  the  medium  of  this  Well- 


0/  Natural  Religion^Of  the  Neces-    jadged  pub'lieation.     Mr.   Bu!mer 
sity  of  a  Divine  Revelation—Of  tite     has  done  his  part  very  judiciously. 
History  of  Revelation—Of  Inspiration 
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Braxen  lf(0acf5;-~Mechanlsm  has  often 
been  em|)loyed  to  imitate  the  movements 
and  tiie  sounds  of  living  animals,  and  it 
has  even  pretended  to  emulate  the  opera- 
tions of  mind — -we  say  pretended,  for  it  is 
now  perfectly  well  known,  that  the  ma- 
chinery of  the  celebrated  Automaton 
chess-player,  was  guided  by  an  adept  in 
that  complicated  game.  Vaucanson  con- 
structed a  skilful  flute-player ;  and  many 
of  ^  our  readers  have  probably  seen  witn 
high  gratification,  the  exquisite  work- 
manship, aiid  easy  attitudes  and  motions 
of  the  conjurer,  an^  the  female  musician 
of  MaiUardet.  lu  the  following  inven- 
tion, however,  all  these  artful  construc- 
tions seem  to  have  been  completely  out- 
done, and  the  peculiarities  of  human  arti- 
culation to  have  been  successfully  orga- 
nized,.. 

Towards  the  close  of  the  last  century^ 
the  Abb6  Mical, .  a  Frenchman^  coa** 
slructed  two  brazen  heads  of.  colossal 
proportions,  which  pronounced  with  a 
strong  and  sononms  voice»:  and  dislnict 
ixticidatjioiy  aasnesof  mgulair  pkrases;'' 
He  accomplished  this  difficult  task,  by 


the  operation  of  two  kinds  of  machinery. 
Having  carefoUy  analysed  the  different 
effects  of  the  simple  utterance  of  sound, 
.  he  applied  the  principles  of  his  observa- 
tions to. a  well  adjusted  mechanism^  and 
seems  to  have  produced  two  distinct 
classes  of  articulationy  the  one  consist- 
ing of  phrases,  the  other  ot  syllables. 
The  first  was  accomplished,  on  the  plan 
of  the  barrel  organ,  by  means  of  a  cylin*- 
der,  which,  while  it  gave  whole  sentences, 
marked  correctly  the  intervals  and  pro* 
sody  of  words.  The  second  was  effected 
by  a  system  of  level  keys,  which  put  in 
motion  different  portions  of  machinery 
80  contrived  as  to  pronofxnce  all  the 
syllables  of  the  French  language^  aim-* 
{dified,  and  xeduced  to  a  snmll  number,; 
by  an  ingenious  method  peculiar  to  the 
Abb^  MicaL  .  With  aiittie  practice  ami 
skill,,  the  fingers  might  have  discoursed 
as ..  eloquentiy  as  the  tongue.  A  poem 
might  have  been  placect,  like  a  music 
score,,  upon  this  verbal  harpsichord,  and 
recited  to  the  end  bythe  ^brazen  head; 
Hie  invention  wasi'oflbted.  In  '1782>  to* 
the  French  Government,  which  refused  to 
SS2 
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.  .  purchase  it,  and  tlic  poor  Abbe,  in  de-    glitter,  and  darting  out  fiery  sparks  of  a 
spair  and  overwhelmed  with  debts,  broke     light  delightful  and  terrible*;  he  fills  the 
his    machinery    in    pieces.     He    died,     righteous  with   joy,    the  wicked  with 
wretchedly  poor,   in   1789.     After  all,     alarm.     Mean  while  I  see  the  ministers 
how  mighty  is  the  interval  between  in-     of  the  abyss,  who  with  horrid  look,  with 
rentive    genius,    and   creative    power ;     the  glory  of  saints  and  martyrs,  make 
man  may   frame  words  by  machinery,     game  of  the  Caesars  and  the  Alexanders, 
but    the  smallest  gleam  of  intellect,  is     telling   them   how    conquest    over  self 
beyond  his  productive  range.     In  all  the     differs  from  conquest  of  the  world.    I 
discoveries  and  coastructions  of  human     see  fame  ynt\\  her  crowns,  and  her  palms 
skill,  there  is  a  point  where  we  must  ex-     underfoot,  tossed  aside  atnidst  the  wheels 
claim.     **  Sistimus  hie  tandem  !**    But  the     of  her  chariots.     Finally,  I  see  the  great 
thoughts  and  energies  of  the  Divine  Being    sentence  issuing  from  the  mouth  of  the 
expatiate  in  infinity.     Let  then   these     Son  o^^God.     I  see  it  in  the  form  of  two 
proofs  of  human  power,  which  fill  the     rays,  one  of  salvation  and  tl^e  other  of 
mere  philosopher  with  self-complacency,    danmation ;  and  as  I  trace  them  flying 
bear  the  Christian  a  higher  flight — up  to     downward,  I  perceive  their  fury  impinge 
the  very  throne  of  God.  upon    the  eleqiental   frame,    and   with 

The  Last  Juc?g«cnt..-The  following  tremendous  thunderings  dissipate  and 
splendid  piece  of  description,  extracted  ^^ll^  ^l'  ^  ^^e  the  lights  of  parajUse, 
from  Burton's  description  of  the  a^ti-  «?^  ]*>«  fiumaces  of  the  abyss,  dividing 
quities  of  Rome,  is  a  translation  of  part  f^  darkness  which  has  fallen  upon  the 
of  a  letter  written  by  the  celebrated  ^"Jf^^f  the  air;- so  that  the  thought, 
Arctino  to  Michael  Angelo  Buonaroti,  which  represents  to  my  imagination  the 
who  was  then  employed  on  his  stupendous  destruction  of  the  last  day,  says  to  me, 
picture  of  the  Last  Judgment.  Not  ^  ^  ^*?We  and  are  afraid  m  contem- 
Lving  had  an  apportunity  of  inspecting  P^^}^  *^e  work  of  Buonaroti,  how 
the  pSnting  itself,  Aretino  gives  a  loose  ^J*  we  tremble  and  be  afraid,  when  we 
to  his  fancy,  and  represents  it  as  pour-  «\*^1  ^^^^Id  ourselves  judged  by  Him, 
-trayed  Jn  his  own  imagination.  The  ^^^  """^^^  ^  J^^ge  us ! 
letter  is  dated  Venice,  Sept.  15,  1537,  Augustine's  AfQf^ier.— Augustine,  in  his 

«« In  my  opinion  you  ought  to  be  satis-    third  book  of  Confessions,  as  given  in 
fied  with  having  surpassed  every  one  else     Milner's  Church  History,  mentions  the 
in  your  other  works  ;  but  I  perceive,  that     following  anecdote  of  his  mother  Monica, 
with  the   termination  of  the   universe,     which  may  be  considered,  especially  when 
which  you  are  now  employed  in  painting,     connected  with  the  future  conversion  of 
you  think  to  surpass  the  commencement     ^er  son,  as  a  remarkable  encouragement 
of  the  world,  which  you  have  already    to  the  prayers  of  parents  for  then:  chil- 
painted :  that  your  works  surpassed  by    dren :  —  "I  remember    (says  -Austin,} 
themselves,  may  give  you  a  triumph  over    that  she  entreated  a  certain  bishop  to 
yourself.    Who  would  not  be  dismayed    undertake  to  reason  me  out  of  my  errors, 
in  applying  his  pencil  to  such  a  terrific     He  was  a  person  not  backward  to  attempt 
subject  ?     I  see  a»ticBrist  in  the  middle     this,   where  he  found  a  doiule  subject 
.of  the   crowd  irith  a  semblance,  which     *JBut  your  son-  (says  he)  is  too  much 
none  but  you  could  conceive.     I  see  the     elated  at  present,  and  carried  away  with 
terror  in  the  countenances  of  the  living  :     the  pleasing  novelty  of  his  error,  to  rc- 
I  see  the  symptoms  of  extinction  in  the     gard  any  arguments,  as  appears  by  the 
fiun,  the  moon,  and  the  stars.     I  see  fire,     pleasure  he  tekes  in  puzzling  many  ig- 
and  air,  and  earth,  and  water,  as  it  were,     norant  persons  with  his  captious  ques- 
yierding  up  their  spirit.     I  see  nature  at     tions.     Let   him  alone ;   only  continue 
a  distance  confounded,  concentrating  her  .  praying  to  the  Lord  for,him  ;  he  will,  in 
barrenness  in  the  decrepitude  of  age  :  I     the  course   of  his   study,   Aiscover  his 
see  time  dried  up  and  trembling,  who     error.'    All  this  satisfied  not  my  anxioiis 
being  come  to  his  utmost  limit  is  seated     mother;    with  floods  of  tears  she  per- 
on-a  withered  trunk ;  and  while  I  per-     listed  in  her  request,  when  at  last,  be, 
ceive  the  hearts  in  every  breast  agitated     *  I»ttie  out  of  temper  on  account  of  her 
by  tiie  trumpets  of  the  angels,  I  see  life     importunity,   said,   *  Begone,  good  v  o- 
and  death  overwhelmed  by  the  horrible     »»» >  it  is  not  possible  that  a  child  ot 
confusion ;  for  the  former  is  labouring  to     such  tears  should  perish.*     She  has  often 
resuscitate  the  dead,  the  latter  is  prepar-     told  me  since  that  this  answer  impressed 
ing  to  overthrow  the  living.    I  see  hope     ^^er  like  a  voice  from  heaven." 
And  despair  conducting  the  ranks' of  the         Archetype  of  the  Bible  Society. — It  is 
good,  and  the  crowds  of  the  wicked:  I     recorded   that   in   the    third    century, 
see  the  theatre  of  clouds  coloured  by  the     many  manifested  their  zeal  for  the  Holy 
rays  proceeding  from  the  pure  fires  of     Scriptures,  by  the  care  they  took  to  have 
heaven,  upon  which  Christ    is    seated     accurate  copies  of  them  multiplied  every 
amongst  his  hosts,  burrounded  by  splen-     where,   and  at  sdch  moderate  prices  as 
dour  and  by  terron;*     I  see  his  face    |vndcre4  them  of  easy  purchase ;  as  also 
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to  have  them  translated  into  yarious  lan- 
guages, and  published  in  correct  editions. 
Many  of  the  more  opulent .  Christians 
contributed  generously  a  great  part  of 
their  substance,  to  the  carrying  on  of 
these  pious  and  excellent  undertakings. 
Pierius  and  Hesychius  in   Egypt,   and 
Lncan  at  Antioch,  employed  much  labour 
in  correcting  the  copies  of  the  Septua- 
gint;  and  Pamphilus  of  CsBsarea  labour- 
ed with  great  diligence  in  works  of  the 
same  nature,  until  a  glorious  marlyrdom 
finished  his  course.     Origen  surpassed 
all  others  in  diligence  and  assiduity ;  and 
his  famous  Hexapla,  though  almost  en- 
tirely destroyed  by  the  waste  of  time, 
will,  even  in  its  ft*agment8,  remain  an 
eternal  monun^ent  of  the  incredible  ap- 
plication with  which  that  great  man  la- 
boured to    rcimove^  those    obstructions 
which  retarded  the  progress  of  the  Gos- 
pel.— Mosheim. 

China,— ^In  some  respects,  there  is  in 
the  Chinese  a  simplicity  of  character  to 
whirh  we  have  no  parallel  in  the  West. 
As^soon  as  night  has  succeeded  the  de- 
parture of  the  sun,  Pekin  is  a  desert ;  not 
a  passenger  is  to  be  seen  in  the  streets ;  • 
all  have  retired  to  rest ;  not  an  assembly, 
a  ball,  or  an  evening  theatre,  is  to  be     -  .       . 
found  in  the  city.    «  These  (said  one  of    allowing.—         ,    ,     . 
'-  ■  -        -     '  A«iig  approached   the   commnnion- 

4  he  made  many  several  lowly  bow- 
and  coming  up  to  the  side  of  the 


they  went  rotmd  the  church  in  proces- 
sion, saying  the  100th  Psalm;  after  that 
the  i9th  Psalm ;  and  then  said  a  form  of 
prayer,  and  concluding,  '<  We  consecrate 
this  church,  and  separate  it  unto  thee,  as 
holy  ground,  not  to  be  profaned  any 
more  to  common  \\w,** 

After  this,  the  Bishop  being  near  tbe 
communion-table,  and  taking  a  written 
book  in  his  hand,  pronounced  ciirses 
upon  those  that  should  afterwards  pro- 
phane  that  holy  place,  by  musters  of 
soldiers,  or  keeping  prophane  law  courts, 
or  carrying  burdens  through  it ;  and  at 
the  end  of  every  curse,  he  bowed  towards 
the  east,  and  said,  *'  Let  all  the  people 
say.  Amen  V*         , 

When  the  curses  were  ended,  he  pro- 
nounced a  number  of  blessings  upon  all 
those  who  had  any  hand  in  framing  and 
building  of  that  sacred  and  beautiful 
church,  and  those  who  had  given,  and 
should  hereafter  give,  any  chalices,  plate, 
ornaments,  or  utensils ;  and  at  the  end 
of  every  blessing,  he  bowed  towards  the 
east,  saying,  <<  Let  all  the  people  say. 
Amen!" 

After  this  followed  the  sermon,  which 
being  ended,  the  Bishop  consecrated  and 
administered  the  sacrament,  in  manner 


the  Emperors)  are  fit  only  for  rogues 
and  vagabonds."  At  the  dayrn  of  the 
day  every  body  is  in  motion,and  the  streets 
are  instantly  filled. — Barrow*i  TraoeU. 

Comtcration  of  St,  Katherine  Creed 
Church. — St.  Katherine  Creed  Church 
having  been  repaired,  was  suspended 
from  all  divine  service,  sermons,  and 
sacraments,  till  it  was  consecrated; 
wherefore  Dr.  Laud,,  Lord  Bishop  of 
London,  on  the  16th  of  January,  being 
the  Lord's-day,  came  tLither  in  the 
morning  to  consecrate  it.  Now,  because 
great  exceptions  were  taken  at  the  for- 
mality thereof,  we  will  briefly  relate  the 
manner  of  the  consecration. 

At  the  Bishop's  approach  to  the  west- 
ern  door  of  the  church,  some  that  were 
prepared  for  it,  cried  with  a  loud  voice. 


As 

table^ 
ings, 

table,  where  the  bread  and  wine  were 
covered,  he  bowed  seven  times,  and  then| 
after  the  reading  of  many  prayers,  he 
came  near  the  bread,  and  gently  lifted 
up  the  corner  of  the- napkin,  wherein  the 
bread  was  laid ;  and  when  he  beheld  the 
bread,  he  laid  it  down  again,  flew  back  a 
few  paces,  bowed  three  several  times  to- 
wards it,  then  he  drew  near  again,  and 
opened  the  napkin,  and  bowed  as  before. 
Then  he  laid  his  hand  on  the  cup  which 
was  full  of  wine,  with  a  cover  upon  it, 
which  he  let  go  again,  Vent  back,  and 
bowed  thrice  towards  it ;  then  he  came 
near  again,  and  lifting  up  the  cover  of 
the  cup,  looked  into  it,  and  seeing  the 
he  let  fall  the  cover  again,  retired 


Open,  open,  yc  everlastmg  doors,  that  ^j^ck,  and  bowed  as  before ;  he  then  rc^ 
the  King  of  Glory  may  enter  m  !"  And  ^^i^,^^  ^^  sacrament,  and  gave  it  to  some 
presently  the  doors  were  opened,  and  the  principal  men ;  aft^r  which  many  prayers 
nisnop,  with  some  doctors,  and  many  - 

other  principal  men,  went  in,  and  imme- 
diately falling  down  upon  his  knees, 
with  his  eyes  lifted  up,  and  his  arms 
s{n-ead  abroad,  uttered  these  words, 
"  This  place  is  holy  ;  this  ground  is 
holy :  in  the  name  of  the  Father,  Son, 
and  Holy  Ghost,  I  pronounce  it  holy." 

Then  he  took  up  some  of  the  dust  and 
threw  it  up  into  the  air  several  times  on 
hb  going  towards  the  chancel ;  when 
they  approached  near  to  the  rail  and 
commnuiOn-tiible,  the  Bishop  bowed  to- 
wards it  several  tlmes^  and  returning. 


being  said,  the  solemnity  of  the  conse- 
cration was  ended. — Rushvwrtk,  pp,  77, 

Charles  the  Firtt, — ^The  picture  of  this 
unfortunate  Prince,  painted  by  Vandyke, 
being  sent  to  Rome  to  have  a  bust  made 
by  it;  the  famous  statuary,  Bernini, 
not  knowing  whose  it  was,  told  the  gen- 
tleman who  brought  it,  <*  he  was  sorry 
if  it  was  the  face  of  any  relation  of  his ; 
for  it  was  one  of  the  most  unfortunate 
he  ever  saw ;  and  according  to  all  the 
rules  of  ait,  the  person  whose  it  was 
must  die  a  violent  death." 
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OHver  CwtmwelL — As\he  Ides  of  Mai^h 

•  were  equally  fortuiiate  And  fatal  to  Julius 
Gtt«ar,    fto  was    the    3d   of  September 

'  to  Oliver  Crottiwell.    For  on  that  day  he 
'  was '  bdra,   on  that  day  he  fought  the 

•  three  great  battles  of '  Marston  Moor, 
Worcester,  and  Dunbar,  and  on  that 
day  he  died. 

Qoeen  Elhaheth. — ^When  the  House  of 
CWnnnons  addressed  Queen  Etizabetb 
eonceming  ber  marri<lg«,  she  replied, 
•' to  satis^' yo«>  1  hftve  already  joined 
mytieif  in  marriage  to  a  husband^  namely. 


i'^Miscdlaneous.        [[September, 

the'  Kingdom  of  En^Iftnd.  And  behold, 
(which  I  mairel  ye  nave  forgotten,]  the 
pledge  of  this  my  wiedlock  and  marriage 
with  my  kingdom  ;"  and  drawing  from 
her 'finger  the  Corbnation  ring,  she  shew- 
ed<k  to  tbem  ;  and  having  made  a  pause, 
she  continued,  *'and  do  not  upbraid  ijie 
with  miserable  lack  of  children,  for  every 
dnc  of  von,  as  many  as  are  Englishmen, 
children   and    kinsmen    to    me,  of 


are 


which,  if  God  deprive  me  not,  (which 
God  forbid,)  I  cannot,  without  injury, 
be  accounted  barren. — Cambden,  pp.  26, 
27.    . 
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British  and  Foreign  Seamen's  Ftienci  So-  to  our  wishes,  it  occurred  to  some  indi- 

ciety  and  Bethel   Union. — As    the   third  vidu&ls,  that  what  was  already  doiog  io 

Anniversary  of  this  Society  approaches,  the  best  possible  manner,  might  still  be 

'when  the  public  will  exp^ect  a  condensed  «  improved ;  and  the  chilling  himd  of  legis- 

'  Statement  of  its  proceedings,  ^id  a  faith-  lation  was  offered,  to  render  what  vas 


fnl  exhibition  of  its  future  prospects,  the 
'Committee  will  'he  tnost  happy  to  avail 
themselves  of  this  opportunity  to  lay  be- 
jfore  tiieir  subscribers,  ana  all  their 
frieUds,  su£h  a  itiass  of  valuable  infor- 


regarded  as  partial,  universal  and  na- 
tiimeL  This  Was  indeed  a  fine-soundiDg 
title  for  a  system,  framed  on  a  basis  so 
-narrow  and  exclusive— excluding,  as  it 
must  necessarily  have  done,  all  who  coo- 


maticm  as  they  persuade  themselves  has*   scientiouslydifferediTom  the  usages  of  the 


seldom  been  exceeded  by  any  infant 
society  like  this.  The  labours  of  the  In- 
stitution hate  been  directed  to  the  pro- 
motion of  religion  aud  moralil^  among 
British  'SoUdi^t's,-  British  and  Foreign 
Seamen,  Thames  Rivermen,  aud  Barge- 
men on'CaBals'and  Rivers. 

^e  numerous  and'  zealous  agents 
raised  up  t6  aid  the  plains  6f  the  Society, 
and  the  great  success  w^th  which  their 
exertions  have  be^n  crowned,  will  be 
considered  by  the  public  as  tokens  of 
the  divine  blessing  on  the  past,  and 
pledges  of  grace,  mercy,  and  peace,  on 
the  &ture. 

In  the  close  of  September,  and  in  the 
early  dajns  of  October,  the  Committee 
will  be  happy  to  meet  the  friends  of  this 
great  Work  at  the  Aanivers&ry  Sermons, 
and  in  tht  Public  Meeting. 

The  Right  Honourable  Admiral  Lord 
Gambler,  President  of  the  Institution, 
has  promised  again  to  honour  the  So- 
ciety with  his  presence.  Two  large 
rooms  will  be  engaged  at  the  London 
Tavern,  and  a  third  if  required.  Many 
naval  and  military  officers  are  expected 
to  attend, 

Pembrokesftire  and  Haverfordwest  Sunday 
School  Union, — ^The  Sixth  Annual  Meeting 
of  this  Society  was  held  (it  the  Taberhacle, 
Haverfordwest)  on  Monday,  June  24. 
J.  iii  Morgan,  M  D.,  was  called  to  the 
chair,  and  addressed  the  Meeting  in  .a 
very  sensible  and  appropriate  speech.  lu 
alluding  to  the  late  Educatiop  Bill  of 
Mr.  Brougham,' the  Doctor  said,  <<  While 
the  number  of  schools  continued  to  in- 
crease, and  all  was  proceeding  according 


Bstablished  Church  !  Much  as  all  classes 
of  Dissenters  would  have  rejoiced  in  any 
plan  for  the  more  extensive  difliision  of 
sbund  knowledge,  yet,  when  the  iu- 
terests  of  half  the  community  were  to 
be  sacrificed,  they  could  not  but  re- 
joice to  think,  that  so-  illiberal  a  mea- 
sure could  not  meet  with  aidequate  mp- 
port  to  press  it  through  tiie  British 
Parliament.  We.  triumph  in  the.  defeat 
of  this  scheme,  because  we  saw  it  firaugbt 
with  infinite  mischief  to  some  of  the 
most  valuable  insiitutiona  of  the  Britisfa 
empire; — ^I  mean  Sunday  Schools.  1 
never 'reflect  on  the  feelings  in  wbidi 
they  originated->on  the  means  by  which 
they  have  been  supported — without  pecu- 
liar satisfaction,  adapted,  as  I  perceive 
tbem  to  be,  in  whatever  light  they  are 
viewed,  to  promote  the  temporal,  as 
well  as  the  eternal  interests  of  man- 
kind.'*— ^The  Report  was  read  by  the 
Rev.  Mr.  Bulmer,  one  of  the  Secretaxies, 
from  which  it  appeared,  that  the  schools 
in  Haverfordwest,  with  the  exception  of 
one,  had  increased  during  the  past  year; 
there  being,  in  the  five  schools  con- 
nected with  the  Union,  an  additioo  of 
f)0  scholars  and  18  teachers.  The  schools 
in  the  country,  taken  coUectiyely,  have 
also  experienced  an  increase  of  347 
scholars.  In  the  schools  conpected  with 
t)iis  Society^  there  are,  at  present,  not 
l^s  than  366  teachers,  who  have  uodfr 
their  care  about  2540  children.  Some 
pleasiug  facts  were  s^ted^  and  ministers 
of  different .  denomination^  pleaded  the 
cause  of  religious  instruction  with  con- 
siderable effect.    This  Amdyersaiy  was 


1821] 


ReUgkfUs  IfUdtigenfii^^Miiodlfrnmi^ 


508 


attended  with  every  demonstration  of     into  foreign  countries,  to  ^e  West  In- 


aoanimity,  and  could  hardly  fail  to  ex- 
cite renewed  zeal  in  promoting  the  ob- 
jects of  this  Institution. 


dies,  to  the  Cape  of  Good  Hope,  to 
Algoa  Bay,  and  to  Van  Dicman's  Land, 
concerning  the  whole  of  whom  a  very 


Mme  for  the  Detiiiute,-^\.  General     favourable  account  was  read. 


Court  of  the  Governors  of  this  extensive 
and  useful  Institu^on  was  held  at  the 
City  of  London  Tavern,  on  Thursday, 
the  25th  July  •'  Edward  Forster,  Esq., 
ttie  Treasurer,  in  the  chair. 

It  is  well  known  to  be  the  object  of 
this  benevolent  Society,  to  provide  a 
place  of  refuge  for  persons  discharged 
from  prisons,  or  the  hulks,  for  criminal 
or  deserted  femalesi  and  for  others  who, 
though  wifliog  to  work,  are  from  loss 
of  character  o/ten  unable  to  procure  an 
honest  maintenance^.  To  many  such  un- 
happy persons  an  asylum  has  b^en  af- 
forded, wofk  ,ha8  been  found  for  them, 
and  OQ  conducting  themselves  well, 
situations,  suitable,  to  their  respective 
abilities,  have  been  provided. 

The  Report  was  read .  by  the  Tren- 
surer,  and  it  stated,  that  289  persons 
had  been  under  the  protection  of  the 


In  reviewing  the  general  results  of  their 
endeavours  to  carry  into  effect  the  salu- 
tary provisions  of  the  Institution,  the 
Committee  congratulated  the  General 
Court  upon  its  success :  they  still,  how- 
ever," lamented  a  deficiency  of  pecuniary 
resources,  appealing  to  a  iiumane  and 
discerning  public;  for  that  geuerons-  aid, 
which  may  enable* them,  if  not  to  open: 
wider  the  path  of  restoratiofi  to  the  pe- 
nitent criminal,  to  save  them  at  least 
from  the  mortification  of  contracting  the 
present  compass  of  their  efforts. 

Surrey  Mimon*- — On  Tuesday^  Aug.  6, 
a  neat  chapel  was  opened  at  Pains  or 
Pends  Hill,  in  the  parisli  of  Limpsfieldy 
under  the  patronage,  of  the  above  Society , 
when  three  sermons,  were  preached;  that 
in  the  morning  by  Mr.  Jackson,  of 
Stockwell,  from  2  Chron.  xvii.  9,  10 ; 
that  in  the  afternoon  by  Mr.  Innes,  of 


Committee,  in  the  various  branches  of  Caraberwell,   from  Jeremiah  xxxi.  .19; 

the   Institution,    during    the    last   six  and  that,  in  the  evening  by  Mr.  May,  of 

months  ;  and  that  of  these  140  had  been  Croydon,   fron^,  2   Chron.  .vii.  ,15,  16» 

provided  for,  by  sending  them  to  sea, .  The  devotional  parts  of  the  service  were 

by  placing  them  under  the  care  of  their  conducted    by  .  Messrs.   Upton,    senior^ 


relatives  or  friends,  by  apprenticing 
them  out  to  respectable  trades,  or 
bf  providing  for  them  suitable,  situa- 
tions. 

It  proceeded  to  enumerate  many  cases 
of  persons  of  both  sexes„  who  have  been 
recommended   as  seryapts  .and.  appren- 


Chapman  pf  Dorman's  Land^  Ghapman 
of  Hurstmnnceaux,  Stangerof  Bessel'* 
Green ;  and  J.  A.  Dubourg,  t)ie  Coimtv' 
Missionary  in  this  district.  It  must  a^'  - 
ford  sincere  pleasunQ  to  every  friend  to  the 
Redeemer'^  cause  to  know  that  this  ift 
the  fifth  place  of  worship  whieh  has.  beeit 


tices,  who  conduct  themselves  Jin  a  most .  built  by  the  (riendaof  the  Surrey  Mivloa 
exemplary  land  p^ditabl^  manner.  And  Society .  within  the  Ufct  two  yeais^  and 
the  Committee  conceive  it  to  be  one  of  ..  that  it  is  in  contemplation  to  •  build  aeve* 
the  most  favourable  testimonials  that  can  •  ral  more  in  otlier  remote  hamlets,  wher^ 
be  adduced  in  behalf  of  tJiie  Ipstiiiution,  the  people  are  saying,  *<  Come  over  and 
that  its  objects  are  in  successsion, readily,    help  us." 

received  into  respectable  families^  .  [We  usually  reserve  all  notices  relat- 

It  seems  to  be  usual,  especially  at  the  .  ing  to  the  opening  or  rebuilding  of  Meet- 


xu*: 


Pemale  Establishment,  to  hpld  aji  Annual 
Festival,  to  which  all  the  young  women 
rho  have  received  the  benefits  of  the 
Institution,  and  have  been  restored  to 
nrtuous  society,  are  invited.  This  en- 
ertainment  was  held  in  the  beginning 
>f  the  presept  month,  whe|i  thirt§»$i» 
roung  women  visited  tne  Refuge,  aU  of 
ehom  acknowledged  that  Asylum  as  the 
o\e  ipstrmg^,  o{  their  preBenL,.wellt 
>eing,  and  of  t^eir  future  expectations, 
'he  whole  of  them  were  .Hoown  .ta  be; 
iving  in  honest  and  iiidustrious  liabits ; 
od  as  a  proof  of  their  gratitude  for  ^- 
efit^  received,'  they  made  a  subscnptioa 
mong  themselves  upon  the  occasion, 
od  presented  to  the  Treasurer  the  suin 
fi?10.  58. 

An  interesting  account  was  also  ^ven 
f  the  benefits  conferred  on  many  of  the 
ther  seXf  fiome,. gi  whom. have  been 


ings,  until  the  close  of  the  year,  when  wc 
arrange  them  in  regular  alphabetical  or^ 
der.  In  the  present  instance,  we  have  de- 
parted from  our  general  plan,  that  we 
may. hold  out  to  active  imitation  the  la- 
bours of  this'estimable  association.] 

On  Tliunday,  July  1 8th,  Mr.  James 
Roberts,  late  of  Hoxton,  was  set  apart  as 
paatcn&^f'  the  .reeemtily  fonned-lnd^pen-  - 
dent  church  at  Melton  Mowbray,  Leices* 
tershi^i^  . 

Mr.  Webb,  of  Lieicester,  commenced 
the  servke  by  pniyer<  and  feading  the  '• 
Scriptures  t  the  Rev.  Jv  Hooper,-  A;  M. 
Classical  Tutor  i>f   HosttoD-"  Academy,- 
stated  the  nature  of  a  Gospel  chm^h,  and 
put  the  usual  questiooff  ;  Mr.'Gafwthom," 
of  Derby,  offered  ^1^ieflmii««tioii  prayer ;    ' 
Dr.  Harris,  Theological  T\itor  jo£Ho3^bo 
Academy,  delivered  the  charge  4  ,f^e  Rev,. 


uigh't  ^drsefol  tcfideib.;/Uid  ..{daoed  ont  iti  Robert  fiall,  A.M.  of  Leices^r,  .preached  ^ 
le  world,  wheieiii^hfgir  ^  opw^eafnjng,:»|ielhtf  po^le  ^toid  Mr.  Hartley,  of  Liit-]  ' 
B  honest  subsistence  ;  and  several  sent     terworth,  concluded  with  prayer. 
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LITERARY  NOTICES,  &c. 


%>VW»%^%^V»^'V 


The  Editoni  will  feel  obliged  to  Lilerary  Gentlemen  and  Publishers  for  the  com- 
munication of  Noliccrt  (post  paid)  sailed  to  this  Department  of  the  Ljndon  Chbistiin 
Instructor. 


WORKS  PREPARING  FOR  THE  PRESS. 

In  the  Press,  a  second  edition  of  Me- 
moirs and  Select  Remains  of  an  only  Son* 
Bjr  tho  Rev.T.  Dnrant.  In  two  vols.  l^mo. 

Memoirs  of  Mary  Qneeo  oi  Scots,  nith 
Anecdotes  of  the  Conrt  of  Henry  the  Sor 
ooudt  daring  her  Residence  in  France. 
By  Miss  Bender.     In  2  vols.  8vo. 

Sixteen  Practical  Sermons,  by  the  Rer. 
Richard  Pustlelhwaite.     In  8vo. 

A  foortb  edition  of  Short  Discourses,  to 
be  read  in  Families.  By  the  Rev.  W.  Jay. 
In  four  vols.  8vo. 

Sketches  of  Sermons,  by  their  respeo* 
live  Antiiors.     Vol.  4. 

A  new  edition  of  Hie  Saxon  Chronicle, 
Tvith  an  English  Translation  and  Notes.  By 
the  Rev,  J.  Ingram.     In  4to; 

Mr.  Artis  is  preparing  for  publication  a 
Series  of  Plates,  illustrative  of  recent  Dis- 
coveries and  excavated  Remains  of  a  Ro- 
mairTown  at  Castor,  near  Perersbnrgfa. 

An  Bncyclopaedia  of  Agrionltnre,  on  the 
plan  of  Mr.  Loudoun's  Bncyclopasdia  of 
Gardening.     In  one  large  volume  8vo. 

Military  Memoirs  of  the  Great  Civil 
War,  being  the  Military  Memoirs  of  John 
Gwynne  ;  ami  a»  A'cconnt  of  the  Earl  of 
Glencairn's  Expedition,  in  tho  years 
16d3*4»  are  printing  in  a  quarto  volanie. 


WORKS   RECENTLY  PUBLISHED. 

A  Selection  of  Hymns,  eompiied  and 
original,  intended  as  a  Supplement  to  the 
Psalms  and  Hymns  of  Dr.  Watts,  &o.  ar- 
ranged according  to  the  Books*  and  adapt- 
ed to  nearly  One  Thonsand  Texts  of  Sorip- 
tare  \  by  E.  Parsons,  t.  Scales^  aUd  R.  W. 
Hamilton  of  Leeds.  18mo.  common  paper . 
Ss.;  royal,  fine  edit.  4s. 

J^^isoelianeoos  Questions,  prineipaily  re- 


lating to  English  History  and  Biography. 
By  the  late  William  Bntler.     4s. 

Geographical  Exercises  io  the  New  Tes- 
tament.  '  By  the  same  Anther.     Ss.  6d. 

A  new  edition  of  the  Memoirs  of  the 
Eev.  Thos.  Brand,  edited  by  the  Rev.  W. 
Chaplin.     2s.  6d. 

Fraternal  Advice,  being  an  Exhortation 
to  tho  Rev.  John  Pearce.  on  his  Ordination 
at  Wrexham,  by  the  Rev.  J.  B.  Pearce,  of 
Ciavering,  Essex.     Is. 

Dr.  Winter's  Funeral  Sermon  for  the 
Rev.  S.  Newton  of  Witham.     Is.  6d. 

Innes's  (Rev.  J.  B.)  Sermon  before  the 
Friends  of  Homerton .  Academy,  with  an 
Address  on  laying  the  new  Fouudation-stono 
by  Dr.  Winter,     ^s. 

Winter's  (Dr.)  Foneral  Sermon  for  Mrs. 
^  Gonlty  of  Henley.  1  s.  6d. 

On  Protestant  Nonconformity.  By  Jo- 
siah  Gender.     12mo.  ds.6d. 

The  Seaman's  Prayer  Book,  selected 
chiefly  from  the  Book  of  Common  Prayer, 
and  adapted  to  the  worship  of  God  at  Sea ; 
also  a  Collection  of  Psalms  and  Hymns  for 
the  nne  of  Seamen.     18mo.  2s.  6d.  boand. 

Lectores  on  some  important  Doctrines  of 
the  Gospel*  By  T.  Raffles,  LL.D.  12nio. 
7s.  boards. 

Observations  on  the  Metrical  Version  of 
the  Psalms,  by  Sternhold,  Hopkins,  and 
others.  By  Rev,  H.  J.  Todd,  M.A.  P.S.A. 
8vo.  48.  boards. 

Six  Village  Sermons  on  some  of  the  Re- 
lative Duties.  By  Rer.  Edward  Bereos, 
M.  A.     12mo.  Is.  6d.  sewed. 

An  Accdnnf^of  the  Abipones,  an  Eques- 
trian' People  in  the  interior  of  S.  America. 
Translated  from  the  original  Latin  of  M. 
Dobrishoffer,  one  of  the  Ex  Jesiiits,  2i 
years  Mis/ionary  in  Paragaay»  3  vols.  8to. 
.£1.16s. 


ANSWERS  TO  CORRESPONDENTS,  &c. 

Communications  bare  been  reeeived  this  month  from  Rev.  Messrs.  Philip— W.  Scott 

— Tbpraton— Bnlmer— Blackborne—G.  Redford— Ryley. 
Also,  fro^i  Messrs.  Jas.  Born-^L.  L.-- J****,  &o.  &c. 


abl^J^ieZIr*!!?  .r  w^l!"^.^'^*-^  ^"'^  '^  '''  ^""^  P^'^^^  *«  ^'"^^  ^"  R«*«>«"  ''itfa  « 
awe  MoBMir  of  tbe  late  highly  respected  Mr  Newton,  of  Witham. 

Br?rtfo^''*ll^'"*t°*j  ^  ."  ;?f*»""«^r  **»**  W  tliere  i^ere  two  Sosits  and  two  Kings  of 
Brentford,  so  we  had  unluckily  twp  corr^po^lentf  with  tbo  sune  «^tdre.  ^ 

.    An  ^,,er  haf  been  fpi^ar4fed:  to. Jifr,  W«Itttel<^  ii^  the  Way  i^dinted  out.      ' 
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MEMOIR  OF  THE  REV.  ALEXANDER  STEWART,  D.D* 

0N£   OF    TH^   MINISTKltS   OF    CANOXOATB,    EDINBURGH. 


If  it  be,  as  it  unquestionably  19, 
oneof  thedistinguishin^qualities  of 
the  faith  which  is  in  Christ  Jesus, 
that  it  gi\res  elevation  to  that  which 
is  mean,  wisdom  to  foolishness,  and 
strength  to  that  which  is  infirm, 
in  human  understanding  and.  cha- 
racter; and  if,  in  this  view,  it  be 
delightful  and  animating  to  ob- 
serve its  glorious  operations ;  it  is, 
at  the  same  time,  not  less  exciting 
to  mark  the  alliance  of  religious 
principle  with  minds  of  a  vigor- 
ous stamp  ;  to  trace  its  hallowing 
and  ennobling  influence  on  the 
thoughts,  words,  and  actions  of  su- 
perior men.  In  this  latter  class 
we  have  bieen  accustomed  to  rank 
Dr.  Stewart,  and,  while  we  do  not 
80  far  over-rate  his  mental  range, 
as  to  place  him  on  a  level  with  me 
rare  and  original  intellects  who 
have  thrown  illumination  dver  the 
paths  of  science,  and  opened  new 
regions  for  the  excursions  of  ge- 
nius, we  can  have  no  hesitation 
in  characterizing  him  as  an  acute 
and  strong-minded  man,  of  excel- 
lent temper,  steady  in  his  pur- 
poses, and  gifted  with  that  noble 
and  enei^etic  simplicity  of  mind 
and  spirit,  which  is  among  the 
most  valuable  and  effective  qua- 
lifications of  the  Christian  Mi- 
nister. 

Alexander  Stewart  was  born  on 
the  29th  Jari:  1764,  at  the  Manse 
of  Blair,  in  Athole;  of  which 
place  his  greatgrandfather,  as  well 
as  his  father,  had  been  minister. 
Of  the  former  we  have  no  farther 
information  than  that  lie  resigned 

Cong.  Mao.  No.  J}8. 


his. cure  rather  than  conform  to  the 
episcopalian  regimen,  winch  in 
his  days  was  forced  for  a  time 
on  the  reluctant  people  of  Scot* 
land.  The  latter  appears  to  have 
been  an  eloquent  and  evangelical 
preacher.  The  scenery  amid  which 
young  Stewart  was  brought  up,  is 
eminently  beauliful  and  romantic ; 
and  among  other  striking  objects 
of  interesting  association,  the  ce- 
lebrated pass  of  Killicraiiky,  where 
the  veterans  of  Mackay  fled  before 
the  Highlanders  of  Dandee,  is  in 
the  immediate  vicinity.  His  educa- 
tion was  directed  by  his  brother-in- 
law,  the  Rev.  A.  Snudl,  and  at  the 
age  of  thirteen  he  matriculated  at 
St., Andrew's,  wherev  he  obtluned 
the  ^highest  university  honours  j; 
classical  literature  he  duly  Culti- 
vated, but  his  favourite  occupa- 
tion was  among  the  abstract  sci- 
ences; Uiere  was  a  streiigth..  and 
activity  in  his  mental  owstitution, 
•which  enabled  him  to  sustain  great 
and  continued,  labour  witliout  the 
sense  of  exliaustion;  and  he  i^ 
said  to  have  availed  himself  of 
this  enviable  faculty,  to  pursue  his 
"  enquiries  long  and  far."  At  the 
age  of  eighteen  he  commenced 
his  theological  studies,  and  raided 
during  four  years  in  the  house  of  a 
respectable  ^mily  in  the  vicinity 
.of  St.  Andrew's,  as  domestic  tutor 
to  the  younger  branches.  This 
.period,  though  distinguished  by 
successful  exertion  in  liis  acadet- 
mical  career^  and.  by  the  .display 
of  an  amiable  and  honourable  cha- 
racter in  private  and  professional 
3T 
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life,  was  unmarked  by  the  mani- 
festations of  a  renewed  heart ;  his 
failure  here  -could  not  have  been 
ihe  result  of  ignorance,  for  his  fa- 
ther, «s  wc  have  already  stated, 
was  a  man  of  decided  piety.  It  is, 
liowever,  deeply  to  be  lamented, 
fhat  the  divinity  schools  of  .Scot- 
land, though  excellently  managed 
as  far  as  mere  general  initiation  ^is 


rather  listen  to  the  lowest  media- 
nic,  fresh  from  his  apron  and  his 
stall,  with  his  heart  enriched^y  the 
lessons  of  the  Spirit  of  grace,  than 
to  the  most  compact  divine,  flushed 
with  ^11  the  honours  of  an  acade- 
mical career,  it  untaught  of  God. 
In  1785,  the  parish  of  Moulin, 
near  the  scene  of  his  father's  la- 
bours,   became  vacant,    and    his 


concerned,-  make  no  provision  fix  friends  dbtained  for  him  the  ap- 

that  higher  training,  without  which  pointment  from  the  Duke  of  A  thole, 

the  greatest  theoreti&il  attainments  with  apparently,  the  full  consent  of 

are  barren  and  ineffectual.    Of  a  the  peoplev    We  shall  subjoin  the 

truth  tliese  things  ought  not  so  to  greater  part  of  an  interesting  letter 

1)6  ^  it  18  an  offence  against  the  written  by  him  during  his  first  vi- 


sit,  as  a  specimen  of  the  activity 
of  his  mind,  and  as  a  contrast  with 
tiie  illustrations  which  will  be  pro- 
duced of  his  subsequent  feelings. 

*'  I  have  had  a  most  agreeable  excur- 
sion to  tlie  Highlaad9.  The  object  of 
my  joiimey,  the  iriendly  reception  I  met 
vrith  ^rl^rever    I    came,    good    spirits. 


tson^stency  of  the  ministerial  pro- 

ifesdon,  and  against  the  very  prin- 

-ciple   on  which    its  value    must 

iBolely  rest,  to  confine  instruction 

to  the  mere  adjuncts,  while  the 

^essence  is  neglected ;  to  .prelect  on 

theological  cf  cetenas,  while  the 

Tooi  of  the  matter  is  never  once      ,  .  ,  ^  ^. 

Ton  J«r«d«.n  object  of  enforce.    :Sr4^^' ha-ghZtfe^royS 

tttent,  or  or  allusion.     This  is  to     i  thought  I  hadi^eyer  seen  Athole  to  soch 

admBntage  before.  Every  wood,  every 
hiU  and  stream,  looked  jocund.  I  felt 
my  heart  warmed  wUen  I  approached  the 
village  of  Moiiliii,  with  an  afiection  some- 
what similar,  I«nppose,  to  what  one  feels 
for  his  new-bom  ofl^piriag.  1  preached 
on  the  28th  ult*  in  Engli^  iMtd  Gaelic. 
The  church  was  very  fidl.  I  am  told  I 
gave  satisfaction.  My  call,  as  far  as  can 
be  judged,  was  unammous.  The  people 
shewed  gi«at  earnestneos  in  my  favour. 
This,  you  can  believe,  was  highly  phas- 
ing to  me,  and  I  indulged  the  pleasure 
without  scruple,  because  I  thought  my- 
self in  no  hazard  of  gratifying  my  vsaity 


Cultivate  the  husk  and  neglect  the 
nutritious  and  germinating  ccn'e, 
t6  gild  and  ornament  the  frame, 
nvhUe  the  picture  is  left  covered 
«witli  dust  and  mildew ;  this  is,  in 
Imef,  to  narrate  the  history,  to 
establi^  the  validity,  and  to  in- 
vest^ate  the  technical  construction 
t>f  the  Great  Charter  of  our  salva- 
tion, while  the  mighty  blessings 
"which  the  instrument  conveys  in 
full  security,  are   left  unheeded. 

Xiet  us  not  be  misinterpreted,  we^   bythati^u]gence;'£Dr  Ihavebeenlittfe 


^re  not  attempting  to  depreciate  the 
^auxiliary  branches  of   theological 
-etaquiry;   we  may  appeal  to  the 
general  conduct  of  our  publication 
In  proof  of  the  high  value  which 
we  attach  to  these  investigationsV 
but  we  condemn  tlie  error  whieh 
raises  them  from  a  strict  subordi- 
nation, to  the  level  of  principal 
•considerations;  and  instead  of  mar- 
shalling them  among  the  aids  of 
religion,  places  them   in  a  com- 
manding station.   We  have  as  little 
taste  as  most  men  for  unfurnished 
.preachers,  but  if  the  alternative 
were  forced    upgn  us,    we    had 


in  that -country  since  I  was  a  child,  and 
th^^fore  am^  little  known  or  liked  on  my 
own  account.  The  people's  attachmeDt 
to  me  prodeeds  from  a  cause  vastly  more 
grateful  than  the  highest  compliments 
they  could  pay  to  my  own  merits,  that 
is,  the  respect  they  retain  for  my  father's 
memory.  I  was  happy  in  thinking  that 
I  could  attribute  their  attachment  wholly 
to  that  cause. 

.<<  The  living  of  Moulin  is,  upon  the 
whole,  good ;  the  society  good ;  the 
manse  not  so  ^ood  as  I  could  wish,  but 
I  have  seen  many  worse.  I  was  not, 
when  I  saw  it,  nor  am  I  yet,  in  a  bu- 
m<nir  to  find  fault.  The  situation,  the 
pros peet,  is  in  summer  the  most  delect 
able.  A  piece  of  the  most  deli^btml 
birch  wood,  in  the  neighbourhood,  af- 
forded  me  one  of   the   most  delightfttl 
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strolls  I  evtr  eiqoyed.    It  lecmB  made  ta     sweet  emotions  would  arise  oa  beftridgr,  iir 
iorite  the  early  coatemplator  to  pursue       his  riper   years,  or  in  a  fisreign  land, 

"  The  wiMly  dcvion.  morolng  wan./^      ^t^hitS.  "iTh^atrugt^t'i:.' 
The  country  in  geneml  abounds  in  birch,     ftrior  to  the  Italian  ?    What  though  they    ' 
a  harmless  kind  of  wood  that  excites  nei-     be  eren  irregular  and  rude  ?     It  is-  not 
ther  the  dread  nor  the  detestation  of  the     their  merit  wliich,  in  the  case  supposed, 
ixholder,  as  in  a  neighbonring  country  ;  would  interest  a  native,  but  the  charm- 
but,  on  the  contrary,  possesses  every  ing  ideas  they  would  recal  to  his  mind  f 
beauty,  except   perhaps  the  beauty  of  ideas  of  innocence,  simplidty,  aad  lei- 
utility;    hut  eren  that  is  not  wanting,  sure,  of  romantic  enterprise,   and  en* 
for  it  is  much  used  on  the  roo£i  of  cot*  thusiastlc   attachment ;    and  of  scenes 
tsges.  which,  on  recollection,,  we  ^arc  inclined 

**  One  day  I  rode  out  of  my  way  on  to^  think  that  a  brighter  sun  iUnminated» 

purpose  to  see  the  pass  of  Killicranky,  a  a  fresher  rerdnre  crowned,  and  pnrar 

ileep,  narrow  gully,  of  about  a  mile  long,  skies,  and  happier  cUmes,  conspirod  to^ 

The  Garry  runs  below,  black  and  deep»  bcantify,  than  are  to  be  seen  in  the  dreacyr 

but  not  rapid,  unless  when  swollen  with  paths  of  care  and  disappointment.'    . 

rain.    The  banks  are  very  steeps  headiy,         '' '  I  hope  I  have  profited  both  in  mind! 

sod  covered  with  wood,  and  rise  to  a  and  body  by  this  Jaont.     During  twelv* 

very  considerable  height.    The    pubKc  days  absence,  I  rode,  or  widked,  or  both,,  ^ 

road  is  cut  out  of  the  face  of  the  bank, '  every  day,  except  tw-o,  from  seven  t»* 

but  broad  and  weU-finishedi    Here  I  had  twenty-four  oolks.    The  change  of  scene,, 

often  seen  the  torrent  boil  along  the  and  company,  kept  my  mind  in  a  itatr 

rocks,  and  heard  of  cheerfalness,  and  the  exercise  hspC; 

«« TK .  -»  ••♦**!         *        V  •  1  tF    **  animal  spirits  in  play.    I  frequently 

The  angry  spirit  of  the  waters  shriek."    read  on  the  road,  walking  wil^  t^ybridlu 

"  Atthistimeitwascalmandsilent,  but    »» «n7  hand.' "—pp.  20^24, 

its  very  sUence  was  grim.    I  recoUected         -kk     Stewart's  flock  were  rleenlir 

the  many  tales  I  had  heard  of  goblins  •'  "^  ^^"  ^^!^^  *  ^^^  ]^ere  a.eepiy^ 

and  demons  being  seen  or  heard  to  yell  »gnprant  oT  evangelical  truth,  and 

io  this  den.  - 1  b^;im  to  thinVtiie  w|gar  their  new  pastor    was    perfectly 

tmth  in  sii^h  apparitions  not  so  unna-  unqualified  for  the  arduous  task  of 

imagination,  and  the  power  of  the  ima.    ^^^  whidi  he  published  at  an  after 

ginatiott  <yver  the  imderstandhig.  period  of  hisliPe,  when  he  had  sat 

" '  I  fpeiU;  a  night  at  the  Manse  ^    at  Ae  feet  of  Jesus  as  a  lowly 

Mdbircfionit.  I  walked  out  alone  in  ^}^  parishioners  as  being  at  tbut 
the  morning,  to  make  my  orisons  in  the  time  miserably  deficient  in  the  life 
wood  where  I^ha4  often  strayed,  I  found    and   power  of  godliness.      They 

l^uS^'  "^  ^'^  ^"^"^  *^"'^' ''''  ""^^    ^^^  y®^^^  ^"  ^®  general  facts  of 

.'  the  Bible  history  .and  in  the  giseat 

1'  Dear  lovely  bowers  pf  innocence  and    outlines  of  Christian  doctrine ;  they 

"  Se^oV  my  yonth,  where  every  spot    ^®J®  f^"^  ^"  ^^"^  demeanour^ 
cottid  please/'  and,    '  if   we   except    lying  and 

said  r,  as  I  traversed  the  gn>und.    t  ""^T'^*    ""^  ^"^  f^^  ^'^- 

stood  on  a  hillock  and  looked  sroond  "'^^  under  a  sober  and  mdustnou* 

nie.— llie  view  was  worth  a  thousand  exterior,  there  was  the  heart  at 

homiUes  \     The  days  of  other    years  enmity  with  God,  and  their  new 

rushed  on  my  mind ;   <  the  memory  of  ^^^  ^nd  instructor  was  ft  blind 

joys  that  are  past,  pleasant  and  moui-n-  ?    ,        ^--..i.     n-    i     l-       /e__^» 

fultothesouK'  The  sensations  and  emo-  leader  of  the  Wmd ;  his  altection» 

tions  which  this  visit  awakened  in  my  like     theirs    were    of   ihe    earth, 

breast,  were  such  as  no  beauties  of  nature  iarthli^.     His    description    of   his 

or  art  eould  have  raised.    They  were  ^wn  state   is  at  once  gq  honestly 

such  as  Dr.  Beattie  ascribes  td'the  power  '    i    •  •     i       i  i     ' 

ofmatioual  music,  in  his  essay  oii  that  and   impressively  drawn,    and  so 

subject.    The   passage  is  so  singularly  applicable  to  the  condition  of  too 

beautiful,  that  1  cannot  forbear  transcri-  many  who  in  a  like  spirit  of  levity 

^'??^^'!**''^^*         .1.         u    ,.  'rush  in   where  angels  fear    U> 

**' niat  man  must  have  a  hard  heart,  «.'    „  j  *  4.u^«.   ;«.    ,k„ii  ^«,i    «    »1.^^ 

or  a  dull  Imagination,  in  whom,  though  ?^«*^>  ^^^  *^  ^^^^   ^"^  *  1^^ 

endowed  with    musical  'sensibility,    no  here.- 
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**  1  was  settled^"  says  he,  *'  mioiater  ainoe  had  reason  to  beliere  that  there 

of  this  pariah  in  1786,  at  the  age  of  were  a  very  few  spiritoally-miiided  per- 

twenty-two.    Although  I  was  not  a  *  de-  sons ;   but  their  life  waa  hid,  and  they 

apiaer'  of  what  was  sacred,  yet  I  felt  had  left  this  world,  all  but  one  or  two, 

nothing  of  the  power  of  religion  on  my  before  they  could  acknowledge  me^  as  a 

soul.     I  had  no  relish  for  its  exercises,  brother.    I  was  in  a  great  meaauie  igno- 

nor  any  enjoyment  in  the  duties  of '  my  rant  of  the  peculiar  doctrinea  of  Chris' 

office,  public  or  private.     A  regard  to  tianity,  the  corruption  of  the  human  wiU, 

character,  and  the  desire  of  being  accep-  the  fulness  and  freeness  of  the  redemption 

table  to  my  people,  if  not  the  only  mo-  which  is  in  Christ,  justification  by  faith, 

tives,  were  certainly  the  principal  motives  and  the  necesdty  of  the  Holy  SjHriVs 

that  prompted  me  to  any  measure  of  dili-  agency  on  the  human  soul ;  and  what  1 

gence  or  exertion.      I  was  qmte;  well  knew  not  mj'self  I  could  not  declare  to 

pleaaed  when  a  diet  of  catechising  was  ill  others.    1  never  thought  of  praying  for 

attended,   because   my   work    was    the  divine  direction  in  my  search  after  divine 

sooner  over ;  and  I  was  always  satisfied  truth.  I  believe  I  had  read  the  Confession 

with  the  reflection,  that  if  people  were  of  Faith  of  our  chnrch  before  I  declared 

not  able,  or  did  not  choose  to  attend  on  my  belief  of  its  contents ;    but  I  had 

tiuste  occasions,  that  was,  no  fault  of  taken  little  pains  to  compare  it  with  the 

mine.    I  well  remember,  that  I  often  Scriptures.    I  certunly  did  not  distinctly 

hurried  over  that  exercise  with  a  good  imderstand,  nor  waa  I  at  all  persuaded  of 

deal  of  impatience,  that  I  might  get  home  the  truth  of  many  propositions  contained 

to  join  a  dancing  party,  or  read  a  senti-  in  it.    Yet  I  do  not  remember  that  I  bad 

mental'  novel.    My  public  addresses  and  any  scruples  about  subscribing  it  as  the 

jinytn  were,  for  the  most  part,  cold  and  confession  of  my  £utli,  or  about  declaring 

l^rmaL    They  wer^  little  regarded  by  the  my  assent  to  it  solemnly,  in  the  presence 

hearers  at  the  time,  and  as  little  recol-  of  that  congregation  whereof  I  was  about 

lected  afterwards.      I  preached  against  to  take  the  pastoral,  charge."-— pp.30 — 

particular  vices,  and  inculcated  particular  33. 
virtues.    But  I  had  no  notion  of  the  ne- 

49eiaity  of  a  radical  change  of  principle ;         An  important  document  lUustra- 

for  I  had  not  leiumed  to  know  the  import  ^y^  ^f  y^^  g^te  of  mind  at  this  and 

of  those  assertions  of  Scnpture,  that       .  ^  ^  x^ ^^.  4.^.^  ^f  i,;.  -«:«;-_ 

-  the  carnal  mind  is  enmity  agLst  God  ;•  &*  a  subsequent  term  of  his  mmis- 

that  if  a  man  be  in  Christ,  he  is  a  new  tenal  course  still  exists  in  a  small 

crsatore :  and  that,  *  except  a  man  be  volume  of  MS.  sermons  preached 

horn  of  wat«r  and  of  the  Spirit,  he  cannot  ^y  him  during  his  early  labours.  It 

enter  mto  the  kmgdom  of  God.'   I  i^ke  ;/ j.»,-j  1  *»co  -• .^  ^^Ji^inm  •  c^mMi 

of  making  the  frit  good ;  but  I  waTnot  !»  dated  1  /  88,  and  contams  asOTes 

aware  that  the  tree  was  corrupt,  and  of  very  excellent,    yet    pertecUy 

mvst  first  be  itself  nuide  good,  before  it  cold  and  ineffectual,  exhortations 

could  bear  good  fruit.    The  people,  how-  ^  rectitude  of  life  ;  but  of  explicit 

ever,  were  satisfied  with  what  they  heard,  «»«^«^;*:*»-  «r  ♦Ua  w»«.v  *»^  <rMM> 

and  neither  they  nor  I  looked  farther,  recognition  of  the  work  of  graw, 

Altaost  the  only  remaric  made  by  any  on  not  an  intimaUon  is  to  be  found. 

the  discourse,  after  leaving  church,  was,  When   consigning  to  the   flames 

«  What  a  good  sermon  we  got  to-day  I',  those  kindred  records  of  his  ignc- 

to  which  another  would  coldly  assent,  j         ^^  ^  j,^  formerly 

adding,  <  Many  good  advices  do  we  get,  ,               „     ,          J\^        ^  .      j  ^1  • 

if  we  did  but  follow  them/  Such  a  heart-  been  veil  pleased,  he  retamed  this 

less  compliment  was  all  the  improvement  as  a  memento  ivith  the  following 

made  of  the  discourse,  and  1  believe  all>  inscription  i"*^ 
the  fi^uit  of  my  preaching.    The  hearers 

readily  gave  me  credit  for  a  desire  to  do  Juveniles  ineptix, 

my  duty ;  and  they  as  readily  took  credit  tcmporibus  ignorantiiecacitatisque  ediUe^ 

to  themselves  for  a  willingness  to  be  odore  Evangelii  nuUo  imbutae, 

tavght  their  duty.    But  whether  any  im-  multis  scatentes  erroribus, 

provement  was  actually  going  forward,  miserandae,  abjiciendas; 

whether  there  was  any  increase  of  tlie  ,  tantum  clementii  Dei  naiscripordiSj 

fruits  of  righteousness,  was  a  point  which  piUi  gui  unigcniti  gratiik, 

gave  neither  minister  nor  people  much  ignoscendae. 

concern.  1817. 

**  If  there  were  any  persons  in  the 
parish  at  the  time,  who  lived  a  life  of  •  Thus  translated  by  his  son. 
faith,  under  the  inflpence  of  pure  evange- 
lical principles,  I  did  not  know  them.  Youthful  Trifles, 
nor  was  J  qualified  to  discern  and  under-  produced  in  the  season  of  ignorance  and 
stand  what  spirit  they  were  of.    1  have  .  darkness^ 


1822<)]  one  of  the  Mtuisien  at 

poflsessing  Aothiog  of  th^  savcmr  of 
the  Gospel^ 

abounding  in  erronB^ 

fit  only  Id  be  pitied,  fit  only  to  be  destroyed ; 

to  be  pardoned  solely  by  the  clemency  of 
a  merciful  God, 

through  the  grace  of  his  only-begotten 

Son. 

Tiiough  Mr.  Stewart's    earlier 
years  were  thus  passed  in  spiritual 
darkness,    he  was  honorably  em* 
ployed  in  the  acquisition  of  useful 
learning.  His  metaphysical  ardour 
was  unabated,  and  he  pursued  the 
study  of  Gaelic  and  Hebrew  with 
patient  industry  and  signal  success. 
But  the.  season  was  approaching 
in  which  old  things  were  to  pass 
away,  and  all  things  to  be  made 
new.    The  ptiinister  of  St.  Madoes> 
Mr,  Black,  was  an  eminently  pious 
man;   and  during  a  casual  visit 
from  Mr.  Stewart,  he  took  occn- 
sion,  as  they  sat  together  in  a 
gardei^-arbour^     to  -  describe   the 
triumphant  departure  of  a  deceased 
sister.     This  was  to  Mr.   S.  the 
new  lapguage  of  a  new  world,  but 
it  sunk  deep  into  his  mind,  and 
though  its  full  meaning  was  only 
attained  after   years   of   gradual, 
revelation,  y«t  from  this  ever-me- 
morable  hour  he  was  advancing 
firmly,    though   slowly,     in    the 
knowledge   of   salvation.      Long 
afler  this  event  he  wrote  of  it  aa 
follows  :-<^"  The  dear  name"  (of 
Mr.  Black)  "  is  always  associated 
with  my  first  perceptions  of  divine 
truth  and  redeeming,  love.    My 
thoughts  t(X)k  a  long .  fiigl^t  ,back«* 
wards,  and  the  parlour  and-  the 
garden  at  St.  Madoes,  appeared  to 
me  like  '  an  upper  chamber  in 
Jerusalem,  and  like  the  garden  of 
Gethsemane."'       The    correspond 
dence  which  took  place  between 
these  two  excellent  men,  has  af- 
forded us  great  dehght ;  there  is  a 
beautiful  frankness  in  the  letters 
of  Mr.  Stewart,  and  an  amiable 
wisdom  iu  those    of   Mr.   Blaek 
which    communicate  to  both  an 
exquiaite  charm,  and  fill  us  with 
regret  that  we  must  abstain  froni 
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extensive  quotation.  Scott's  Force 
of  Truth,  Newton's  admirable  Let* 
ters,  and  Haweis's  Sermons,  seem  ' 
to  have  been  the  first  books  put 
into  the  hands  of  Mr.  S.  and  their 
views  of  the  Gospel  were  received 
by  him  with  a  cordial  welcome ; 
the  first  in  particular  seems  to  have 
struck  him  forcibly.  In  answer  to 
a  communicatioQ  in  which  his 
friend  had  touched  on  the  doctrine 
of  imputed  righteousness,  Mr. 
IHack  returned  the  following  ex-* 
planation,  in  which  we  know  not 
whether  most  to  admire  the  clear- 
ness and  simplicity  with  which  an 
important  scripture-truth  is  stated, 
or  the  ^ound  judgment  and  dis- 
cretion with  which  it  is  adapted  to 
the  comprehension  of  a  learner, 
without  abating  from  its  dignity 
and  force. 

'  **  *  The  doctrine  of  imputed  righteous- 
ncss  which  you  mention  having  insisted 
on  so  nmch  of  late,  ap])ear8  to  me  the 
grand  and  important  article  which  marka 
the  difSsrence  lietween  the  preachers  of 
free  grace,  and   those  of  the  legal  or 
Arminian  cast.    If  this  doctrine  be  well 
understood,  and  firmly  believed,  it  will 
pave  the  way  for  the  reception  (k  all  the 
other  doctrines  of  {[race.    And  upon  no 
other  scheme,  I  think,  can  the  glory  of 
the  Redeemer  j  and  the  hope  of  poor  sin- 
ners, be  firmly  established.    I  woald  not 
Yiolently.contend  for  any  term  or  mode 
of  expression,  that  is  not  evidently  scrip- 
tural ;  but,  till  a  better  can  be  found, 
why  should  we  give  up  the  term  invputeA 
righteousness,  since  the  idea  expressed  by 
it  is  abundantly  plain  and  simple,  and 
we  think  clearly  founded  in  Scripture* 
When  a  sinner  is  truly  convinced  of  sin, 
and  perceives  the  dreadful    danger  to 
#hich  he  is  exflosed  by  his  wilfal  and 
numberiess  tranJgressionB  ei  the  law  of 
God,  the  most  important  question  to  him 
in  the  world  is.  How  shall  I  escape  the 
wrath  of  God  ?     How  shall  I  obtain  the 
favour  of  my  Maker?    The  Gospel,  in 
this  base,  points  to  the  atonement  of 
Christ,  and  discovers  to  the  anxious  sin- 
ner's mind,  iu  his  all  perfect  sacrifice,  a  ' 
full  security  against  the  day  of  wrath. 
But  the  Gospel  does  more      It  speaks  of 
eternal  life  as  the  hope  of  believers.  Upon  . 
what  foundation  does  this  hope  rest? 
Upon  my  own  imperfect  doings,  or  my 
Saviour's  finished  obedience  ?     It  makes 
little  difference  to  say,  that  the  works  of 
believers,  are  wrought  by  the  Spirit  of 
Christ,  and  in  this  view  may  in  90ine  de-^ 
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groe  be  meritorioua.    Still  they  are  im-  but  here  is  an  impressive  lesson  to 

Bprfect  works,  aud  tUc  hope  th»t  is  bmlt  ^^^  hish-minded,  in  the  deep  lowli- 
on  them  must  be  a  fluctuatimr  hope.    To  °     ,        •■£»  .  .        *«   .v* 

.entitle  me  to  entertaia  the  wdl-g^ounded  n^fs    and    self-suspicion    of   this 

hope  of  eternal  life,  I  mxat-he  able  to  child  of  God.    Mr.  Black  s  answer 

pleid,  at  the  tribunal  of  God,  a  righteous-  is,  as  usual,  most  judicious.     For 

qess  broad  a»  the  commandments  of  God,  ^jj^  gUte  of  mind  described  by  his 

r'dt\^^ht.;l^reLTe%»Sr  «i-^    't"^d-«''  he    owes, 

▼ealB  for  the  salvation  of  eveiy  guilty  '  faith  and  prayer  are  the  proper 

ainnev,  who  sees  and  feels  hia  need  of  it,  remedies.     One  thing  alk>w  me  to 

and  is  willing  to  be  saved  in  this  hum-  hiiit,  which  I  have  found  UBcfiil  to 

I'^S'^^^''^"*'°*^  "^^"T-   VT}  ^^^  myself;  I  mean,  to  set  apart  some 

to  be  the  plain  meamng  of  imputed  ngh-  *^/*^**  *   *  *mw..,  w  s^»,  «|«« 

teousness ;  and  here  is  the  spring  of  all  time   extraordinary   for  devotion, 

true  holiness.  The  belief  of  this  precious,  more  or  less,  as  your  circumstances 

peace-inspiring  tnith,  gives  a  vigour  and  ^JU  allow.       You   may   possibly 

energy  to  the  mind  u^^^^^^^  ^^^  considerable  reluctance  to  this 
love  of  Cnnst  constrains  to  obedience.  .        ,_,        ... 

But  1  cannot  now  enter  on  the  practical  proposal.       1  he    indisposition    to 

influence  of  this  blessed  doctrine.  I  hope  prayer  you  complain  o^  may  ap- 

you  know  something  of  it  in  experience,  pear  an  invincible  objection.     But 

A  good  life  is  the  best  refutation  of  the  ^^  try,— persevere  in  humble  im- 

objections  of  adversaries,    —pp.  52 — 54.  _,     ^  "^  .^  '^        i        .^r  i_  t     • 

•*  '^'^  portunity,  and  with  a  believing 

We  have  read  with  peculiar  in«  dependence  on  the  intercession  ra 

teres(  that  part  of  the  correspond  our  great  High  Priest  and  it  shall 

dence  which  relates  to  the  dead-  not  be  in  vain.' 
ness  and  languor  of  mind  of  which        There  is  in  the  document  before 

Mr^  Stewart,  in  common  with  so  us,  a  very  important  point  ind- 

many  other  children  of  God,  found  dentally  l^t  insufficiently  mooted, 

reason  to  complain.     '  A  listless-  Is  a  minister  justified  in  preaching 

^tes9  and  indolence,' he saysj,  'hang  beyond  his  own  experience;  and 

about  me,    and  withstand  every  the  answer  seems  to  be  siven  in  the 

attempt  at  exertion  of  any  kmd.    i  negative.     It  is,  however,  a  point 

&id  my  books  a  great  snare  to  df  so  much  ^fficulty  and  iropor- 

me/    » '  Though  tance  as  to  demand  a  more  length- 

I  am  convinced  that  my  case  is  a  ened  consideration  tlmn  we  could 
dangerous  one,  I  cannot  say  that  it  possibly  spare  room  for  in  this 
gives  me  much  real  alarm ;  but  article,  and  we  shall  a^oum  it, 
r  believe  the  cause  of  that  is  the  with  the  observation  that  our  pre- 
very  languor  and  insensibility  ^lit  feeling  would  indine  us  rather 
which  constitute  my  disease/  This  to  qualify  the  negative  than  to 
was  not  the  language  of  querulous-  maTntain  the  affirmative. 
4^s8  or  mental  debility ;  Mr.  S.  But  the  time  was  now  approach- 
was  in  the  prime  of  life,  and  in  ing  in  which  the  seeker  was  to 
vigorous  health,  born  bodily  and  enjoy  the  object  of  his  anxious 
mental ;  he  was  amply  and  actively  search ;  the  dawn  had  long  been 
occupied,  •  and  exempt  from  aH  struggling  with  the  darkness,  and 
those  infirmities  of  temper  or  spirits  was  now  to  rise  into  perfect  day. 
which  might  be  alleged  to  have  Amongthe 'principal  means' which 
originated  these  self-accusations,  contributed  to  this  happy  consum- 
No,  they  were  the  ingenuous  ex-  mation,  he  expressly  mentions '  the 
jpressions  of  a  piind  conscious  of  its  biographical  sketdies  in  the  Evan- 
own  imperfections,  comparing  its  gelical  Magazine/  and  we  are 
advantages  with  its  advances,  con-  happy  to  add  our  own  attestation 
trasting  its  own  ignorance  and  tq  thie  animating  effect  of  many 
deadne^s  with  the  light  and  lifi^  a  simple  but  impressive  narra- 
of  Go^'s  word  aiul  grace.  Here  tive  of  the  Christian's  conflict  and 
is  no  triumph  to  the  gwnsayer,  triumph  inscrtedln  that  pubfica* 
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tion*  Bttt  the  grand  epoch  from 
which  he  dated  his  blessed  disen- 
ihrainietit  was  a  most  providential  ^ 
visit  paid  him  by  the  Rev.  Charles 
Simeon,  of  Cambridge  ;  *  He  was 
a  man/  writes  Mr.  Stewart,  '  sent 
from  God  to  me,  was  my  guest  for 
two  days  in  June  1 79^^  preached 
in  my  church,  and  left  a  savour  t>f 
the  things  of  God,  which  has  re- 
mained with  us  ever  since.'  In 
conneuon  with  this  memorable 
event  we  shall  insert  entire  a  letter 
written  by  Mr.  Simeon  in  answer 
to  one  received  by  him  from  Mr. 
Stewart,  and  some  extracts  from 
the  correspondence  of  the  latter 
with  a  friend  at  Edinburgh,  and 
though  our  citations  may  be  some- 
what longer  than  usual,  we  are 
persuaded  that  our  readers  will 
regret  their  brevity. 

«<  *  My  very,  very  dear    Friend,— 
Among  the  many  rich  mercies  which  God 
vouchsafed  to  mc,  in  my  late  excursion, 
I  cannot  but  consider  the  sweet  intendew 
which  I  enjbyed  with  you  as  one' of  the 
greatest.  There  is  an  unaccountable  union 
of  heart  with,  or,  if  I  may  so  express  my- 
self, an  out-going  of  the  soul  towards 
some  persons,  which  we  feel  instanta- 
neously, and  we  know  not  why.    There 
is  something  that  irresistibly  impresses 
the  mind  with  affection,  and  disposes  one 
to  communicate  one's  ideas  with  freedom 
and  familiarity;  such  I  felt  altnost  the 
first  instant   1  saw   my  dear  friend  at 
Moulin.     I  hope  it  is  an  earnest  of  that 
everlasting  union  which  our  souls  shall 
enjoy  in  theiegions  of  light  and  love. 
Often  have  I  reflected  on  the  peculiar 
circumstances  which,  contrary  to  my  own 
intention,  brought  me  to  stop  under  your 
hospitable  roof.  It  had  been  Mr.  H.*s  pur- 
pose and  my  own  to  have  been  with  you 
on  Friday  to  tea,  and  either  have  stopped 
with  you  that  night,  or  gone  to  Biair,  as 
might  appear   expedient.      Our    horses 
were  actually  saddled  and  brought  to  the 
door,  aud  we  were  going  to  mount.    But  ^ 
I  felt  a  very  umisu^  languor  and  fatigue, 
by  meaiia  of  the  long  walk  we  had  taken 
^at  Diinkeld;  and  on  my  proposing  to 
*  abide  there  that  night,  Mr.  H.  readily  ac- 
quiesced.   Even  then  we  had  no  idea  of 
spending  the  Sabbath  at  Moulin.    Our 
great  o^ect  was  to  get  to  Glasgow  by  a 
certain   day;   and  though  this  was  far 
from  being  our  reason  for  accepting  your 
invitation  to  return  from  Blair,  vet  the 
circumstance  of  our  being  somewhat  ad- 
vanced in  our  journey  weighed  a  little^  in 
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the  scale,  perhAps  as  much  «B  ene  ^rt  id 
twenty.  The  circumlfttsince  of  your  Slav- 
ing the  tfaeramtftot^  of  our  b^ing  able  to 
enjoy  the  company  of  your  other*  visitors, 
of  t1vere.being.no  service  at  Bliur,  and  of 
our  having  a  longer  intercourse  with  your- 
self, were  our  principal  inducements  to 
return  to  you.  But  had  not  so  many  cir- 
cumstances concurred,  it  is  more  than 
proj^abli^  we  should  have  abode  at  Blur. 
It  has  often  brought  to  my  mind  that'  ex- 
pression of  the  Evangelist, '  he  must  need's 
go  through  Samaria."  Why  so  ?  It  la^ 
in  his  way,  you  will  say,  nrom  Judea  to 
Galilee;  true,  but  how  often  had  he 
taken  a  circuit,  going  through  the  towns 
and  villages  round  about.  But  the  Sa- 
maritan woman  was  there,  and  for  her 
God  designed  an  especial  blessing.  \Vliat 
thanks  can  we  ever  render  to  God  for 
tliose  turns  in  his  providence,  which  at 
the  time  appear  insignificant,  but  after- 
wards are  found  to  have  been  big  with 
the  most  important  consequeiiccs !  It  is 
our  privilege  to  expect  those  invisible  in- 
terpositions, if  we  commit  our  way  to 
him ;  and  every  instance  that  comes  to 
our  notice  should  encourage  us  to  ac- 
knowledge him  in  all  our  ways.  I  am 
exceedingly  comforted,  my  dear  brother, 
with  the  account  which  you  give  of  your 
soul.  O  how  de»rable  is  it  for  all,  biit 
especially  for  ministers,  to  have  their 
souls  deeply  and  devoutly  impressed! 
What  is  religion  without  this  ?  What  ate 
duties  without  this  ?  Alas  !  a  dry,  insipid » 
unsatisfying,  unproductive  form.  .  I  pray 
God  that  what  you  now  experience  may 
only  be  as  the  drop  before  the  shower. 
Surely  this  is  happiness,  to  taste  the  love 
of  God,  to  find  delight  in  his  service,  aud 
to  sec  that  we  are  in  a  measure  instni- 
mental  to  the  imparting  of  this  happiness 
to  others^ — this,  I  say,  isa  felicity  which 
nothing  but  Heaven  can  exceed.  ~  Often 
have  I  implored  this  blessing  upon  your- 
self and  upon  your  sister,  (with  whose 
unaffected  piety  my  soul  was  much  re- 
freshed) ,  and  upon  your  whole  family ; 
and  I  hope,  that  ta  my  dying  hour,  my 
prayers  and  thanksgivings  upon  your  ac- 
count shall  yet  ascend  up  before  God.  I 
hope,  too,  that  you  will  bear  my  unworthy 
name  upon  your  heart,  whenever  you  get 
within  the  vail. 

"  *  The  account  you  give  me  of  the 
dear  poor  woman  rejoices  my  heart.  How  , 
often  does  God  magnify  the  exceeding 
riches  of  his  grace  towards  objects  whom 
the  world  looks  upon  with  contempt ;  and 
angels  esteem  it  an  honour  to  minister 
,to  those  who  have  hardly  the  necessaries 
of  life  !  I  admire  this  h  I  adore  God  for 
it ;  it  is  to  me  a  delightful  proof  of  bis 
goodness,  and  of  his  all-sufficiency  to 
make  us  happy.  Pray  give  my  fervent 
love  to  her.  If  I  could,  1  should  vejry 
cheerfully  send  her  something  more  sub- 
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stantUd.    I  bless  God  for  Mrs.  S/s  re-         Another    benefit  .derived  from 

coYcry,  and,  with  Christian  respecU  to  ^     ^^j^  ^^  j^  inspirited 

her  and  your  sister,  remain  yours,  &c.  m^-     r,-.        _^  ^  i  ^  i 

—pp.  96--99.  *^'''  Stewart  to  make  a  successful 

^  ' attempt  in  preaching  from  notes 

«  What  thanks/ writk  Mr*  Stewlrt  to  ^^^X'     At  all  these  happy  drcum- 

KisEdinburghcorrespondent/doInotowc  stances,  hi8  mend  Mr.  BlacK  re- 

you  for  having  directed  mytwo  late  visitors  joiced  greatly,  and  from  this  time 

lo  call  at  my  cottage,  as  I  have  thus  h^d  ^h^  ^^j-k  at  Moulin  went  forward 

prace  I  must  reckon  them,  as  their  visit  Mr.  S.   feel  himself  justified   m 

has  been  thus  farblessed  to  me,  more  than  limiting   his   exertions  within  his 

any  outward  dispensation  of  Providence  Q^n   parish ;  letters  of  admir«d)le 

that  I  have  met  with    They  were  so  kind  cogency  were  written  by  him  to 

as  put  up  with  such  accommodation  as  *^o*"  ^J    ^,  v      u  j 

we  could  afford  them,  though  our  house  persons  with  whom  he  had  pre- 

was  a  good  deal  out  of  order,  on  account  viously  been  in  habits  of  friendly 

of  Mrs.  Stewart's  illness,  and  spent  two  intercourse.     In  one  instance  he 

nighte  with  us.    Mr.  Simeon  gave  us  his  appealed  to  the  better  feelings  of 

Tnendiv  assistance,  on  occasion  of  dispcn-  K^  11  t  •    i 

6ing  tlie   Lord's  supper,   and   frankly  a  lady,  whose  answers  shew  a  mind 

preached  two  discourses  on  the  Sabbath,'  of  considerable  power  and  quick- 
besides  serving  a  table  in  English:    This  ness,  but  a  lamentable  ignorance 
was  the  wl^le  of  the  English  service  for  ^^^  ^^  ^g^  ^^^  j^^^  ^^^  of  the 
that  day.    His  sermons,  and  the  conver-  .  .         _.     /»  ^1.      i-T         i      li- 
gation and  praj-ers,  I  have  no  doubt,  of  ^^ue  import  of  the   Gospel.    His 
both  gentlemen,  have  indeed  been  emi-  own   published  narrative  gives  a 
nently  blessed  to  me.    Since  I  first  en-  striking  and  discriminating  view  of 
tered  on  my  sacred  office,  I  have  not  felt  j^jg  proceedings  and  success  among 
such  a  lively  season  as  the  last  week  has  1  •  f»     u 
been.    I  had  some  private  conversation,  *ns  own  trucK. 

too,  with  my  kind  friend  Mr.  H.  which  He    was    now    Called    upon  to 

proved  not  a  little  edifying  to  me."*—  make  trial  of  his  new  principles, 

pp.  99,  100.    ...    .    .    ".' That  I  under  a  most  afflictive  dispensation. 

shall  ever  see  Mr.  Simeon  ai^ain  m  the  j      ,^^0  u     u    1  •    1  -  «:«..« 

flesh  is  hardly  probable.    I  hope,  how-  In   1793  he  had  maiTied  a  pious 

ever,  hrwin  not  entirely  forget  me.    It  and  amiable  female.  Miss  Louisa 

will  be  an  encouragement  to  him  to  offer  Macpherson ;  in  1799*  he  had  to 

up«a  petition  sometimes,  in  behalf  of  me  lament  her  loss,  and  the  language 

^r^rZ'^r^^tn^J:^-  t  ''^'^  H  ^^"^^  '••"  '"*^ 

ed.   In  some  duties  to  which  I  have  been  Mr.  Black  of  that  event,  is  expres- 

called  these  few  days,  —  in  conwrsing  sive    of  the   heartfelt   consolation 

with  two  or  three  persons  in  my  neigh-  ^hidi  he  derived  from  the  assur- 

bourhopd  about  their  spiritual  state, — in  „„,^    •      ,„!,•  k    oi»«    ^^,^«.4o/1  nP 

exhorting  the  surviving  friends  of  those  ^^f®   i»  y^^'f^  ?*^?    departed  ot 

who  have  died  of  fevers, —  and  in  pri  '  the  Saviours  kindness  and  love 

Tate  prayer,   I  have  found  a  degree  of  to  her  soul.' 
freedom,  ease,  and  alacrity,  to  which  I  T^e  thoroueh-ffoinff  firmness  of 

7Zi:lZ  ;:^Z^nf^Ts^^Z  ^^  ^^-^r  Luie  him  as  «.ive 

of  them,  for  his  satisfaction,  and  that  out  of  the  pulpit,  as  his  zeal  and 

you  may  both  join  me  in  Messing  the  conscientiousness  rendered  him  ef- 

Lord,  the  giver  of  every  good  and  perfect  fective    in   it.     Among   other  in- 

gift,  for  having  visited  me  in  mercy,  and  gtanccaiof  his  decision  and  energy 

pray  that  I  may  receive  yet  more  abun-  f«^'^^**-"'  *"•»  \*^v,iow»t  <u4u  <^      ^j 

dant  supplies  of -his  grace.*"— p.  101.  m  matters  apparently  tiiflmg,  as 

well  as  in  those  of  greater  import- 

'  It  was  reserved,'  he  elsewhere  ance,  we  shall  mention  his  inter- 

writes,  '  for  Mr.  Simeon  to  be  the  ftrence  on  an  occasion  when  'some 

roan  who  should  be  appointed  to  of    the     young    volunteers    bad 

^prophecy   to.  the  wind,  and  say,  planned  a  ball,'   and  engaged  a 

"  Come  from  the  four  winds,  O  number  of  females  to  attend.    Mr. 

breath,  and  breathe  upon  this  dead  Stewart  had  felt  it  his  duty, '  uni- 

body,  tl\at  it  may  live.' "  formly  to  discourage  those  foolish 
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revels  which  increase  youthful  le^  regular  exertions,  though,  in  all' 

vity,  and  apply  artificial  heat  *t)  respects,  himself  a  very   sincere 

ripen  the  fruits  of  folly.'     He  now  and'dutiful  son  of  the  church.     A 

lost  no  tiine  in  counteracting  this  letter  written  by  him  on  this  occa^ 

scheme  of  dangeraus  festivity,  and  sion,  contains  an  able  vindication 

after  having  interfered  with  th^  of  his  conduct.     About  IB08,  he 

innkeeper,  called  on  all  the  young  married '  the   eldest  daughtier  of 

females  in  the  village,  and  obtain-  Mr.   Charles  Calder,  minister  of 

ed  from  them  in  the  presence  of  Urquhart,  and  to  this  Ihdy  he  was 

their  parents,  a  promise  not  to  gOj,  indebted  for  much  of  the  happi^ 


He  then  saw  some  of  the  original 
promoters  of  the  plan,  and  ^from 
them  he  received  an  assurance 
that  it  should  be  given  up.  Nor 
did  he  shrink  from  those  expostu- 
lations with  the  more  wealthy  por- 
tion of  his  parishioners,  which  his 
connection  with  them  entitled  him 
to  make;  when  applied  to  as  ad- 


ness  of  the  subsequent  portion  of 
his  life.  In  1805,  after  due  refieo^ 
tion,  he  removed  to  the  town  of 
Dingwall,  in  consequence  of  aa 
unanimous  vote  of  the  council,.. 
and  the  urgent  desire  of  many  of 
the  serious  inhabitants.  His  anx- 
iety for  the  welfare  of  his  flock  at 
Moulin,  induced  him  ^to  address 


ministrator  of   the   ordinance    of    the  patron  of  the  living,  the  Duke 
baptisnii,  lie  fearlessly,  but  tempe-     of  Athol,  in  their  behalf;  but  to 


rately  directed  his  examinations  to 
the  parents,  concerning  their  fitness 
to  beconne  sponsors  ;  and,  however, 
we  may  differ  from  him,  as  to  the 
expediency  of  the  office,  we  cannot 
but  respect  the  noble  conscien- 
tiousness with  which  he  insisted 
on  its  due  discharge.  He  endea- 
voured, too,  but  without  effect,  to 
get  rid  of  the  offensive  and  irreli- 
gious practice,  still  kept  np  in  many 
parts  of  Scotland,  of  giving  pub- 
lic notice  by.  the  beadle,  in  his 
capacity  of  crier,  immediately  on 
the  dismissal  of  the  Sabbath  con- 
gregations, of  the  different  sales 
and  other  mercantile  transactions 
which  were  to  take  place  during 
the  week.  The  heritors,  or  land- 
ed proprietors,  to  whom  Jie  ap- 
pealed on  this  sul^ect,  unanimously 
decided  against  hun.  'In  1803,  he 
accepted  the  appointment  of  Chap- 
lain to  the  Athol  regiment  of  vo- 
lunteers, and  published  an  Address 
on  the  conduct  aiid  feelings  suited 
to  the  emergencies  of  that  season 
of  alarm.     When  a  schism  took 


this  respectful  application,  his 
Grace  had  the  rudeness  to  make- 
no  reply ;  an  unpalatable  successor 
was  appointed,  and  the  usual  con* 
sequences  took  place.  The  people^ 
had  been  accustomed  to  the  gospel,^ 
and  *  sectaries'  offering  tg  themr 
the  privileges  which  their  own 
church  did  not  afford  them^  they 
availed  themselves  of  the  offer,  to 
the  great  grief  of  some  who  ought 
to  Imve  cherished  better  feelings. 
Mr.  Stewart  himself  used  moderate 
language,  when  speaking  on  the- 
subject ;  he  lamented  the  irruption 
of  immorality,  while  he  simply 
represented  those  who  sectai'ia-^ 
nised,  as  having  "  joined  a  sect  of 
independents,  whose  founders  are 
pious,  zealous  men,  but  over-at- 
tached to  congregational  govern- 
ment, and  to  an  ideal  purity  of 
communion."  February  25,  1806, 
he  suffered  a  severe  bereavement^ 
in  the  unexpected  death  of  his 
'dear  brother  Black.*  At  Ding- 
wall, Mr..  Steifv'art  bad,  in  fact,, 
two  distinct  congregations ;  in  the 


place  in  the  kirk,  and  a  system  of  mdi*ning  he  preaclied  in  Gaelic  to^ 

itinerancy   was  commenced,    Mr.  an  assembly  chiefly  consisting  of 

Stewart    incurred    some    censure  the  lower  orders,  and  here  his  la- 

from  his  more  rigid  brethren  of  hours  were  much  blessed  ;  in  the 

the  Establishment,  by  the  coun- .  afternoon,   his  hbarers  were  of  a 

tenance' which  he  gave  to  those  ir-  higher  class,  but.  his  success  was 
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far  l^ss  .conspicuous;  these  he  ad-  these  three  excellent  men^  which 

dressed  in  English.     As  a  cate-  c^ed  only  with  the  death  of  Dr. 

chist  and  pastor  he  was  indefati-  .Stewart.     His  feelings  on  this  oc- 

gable^  and  when  called  on  to  act  casion  shall  be  described  in  his  own 

in  direct  opposition  to  practices  words :' — 

which  he  disapproved,  he  exhi-  '  I  with  great  pleasure  followed 
bited  his  characteristic  firmness  the  direction,  wrote  a  letter  of 
and  dignity.  A  company  of  play-  some  length  to  Carey,  and  sent  off 
ers  having  obtained  official  per-  my  parcel  to  London.  I  dare  say 
mission  -to  perform  in  Dingwall,  you  remember  my  favourite  He- 
Mr.  Stewart  no  sooner  heard  of  brew  Bible  in  two  volumes.  I 
the  arrangement,  than  he  took  parted  with  it  with  something  of 
measures  to  set  it  aside ;  sending  the  sapie  feelings  that  a  pious  pa- 
a  pecuniary  present  to  the  manager,  rent  might  do  with  a  favourite 
in  evidence  that  his  motives  were  son,  going  on  a  mission  to  the 
those  of  consciehtious  feeling,  not  heathen;  with  a  little  regret,  but 
of  personal  hostility.  In  1 80 1 ,  with  much  good  will/ 
iie  published  the  fii-st  edition  of  None  but  a  Book-worm,  a  tlio- 
Jiis  Gaelic  grammar,  a  work  which  rough-paced  avariciousBook-worm, 
placed  him  in  the  first  rank  of  can  enter  into  this  magnanimous 
the  few  crftically  acquainted  with  sacrifice.  Highly  as  we  respect 
that  language.  When  the  High-  and  love  Dr.  Carey,  we  are  afraid 
land  Society  afterwards  deter-  that  if  he  took  a  fancy  to  our 
mined  on  the  publication  of  the  Grafton  Griesbach,  we  could  never 
originals  of  Ossian's  poems,'  he  bear  to  part  with  our 'favourite  son.' 
was  unanimously  requested  to  Dr.  Stewart's  general  health  had 
undertake  their  revisal ;  he  de-  been  good  for  a  long  term  of 
clined,  however,  a  proposal  made  years,  hut  in  1 807  he  was  afflicted 
to  him  by  the  same  association,  with  an  illness  which  impaired 
to  compile  a-  dictionary  of  the  his  constitution,  and  in  1811, 
Gaelic  language.  He  had  previ-  symptoms  of  a  calculous  complaint 
ously  published  a  few  useful  tracts,  visited  him  with  great  severity, 
in  that  idiom.  In  connexion  and  consigned  the  last  ten  years  of 
with  this  brief  reference  to  his  his  life  to  alternate  periods  of  suf- 
philological  pursuits,  we  may  men-  fering  and  languor.  ^  His  trials 
tion  the  following  characteristic  were  mudi  increased  ^by  the  fre- 
fthecdote.  In  the  reports  of  the  quent  indisposition  of  his  beloved 
Baptist  Mission,  a  letter  from  Dr.  wife ;  we  can  scarcely  say  that 
Carey  to  Mr.  Fuller,  had  been  in-»  they  were  aggravated  by  the 
serted,  in  which  the  Doctor  re-  happy  and  even  triumphant  de- 
quested  Mr.  F.,  to  procure  for  parture  of  his  excellent  father-in- 
him  a  copy  of  Vander  Hooght's  law,  who  died  Oct.  1,  1812.  It 
Hebrew  Bible,  as  the  weak  state  would  be  unjust  not  to  record 
of  his  eye-sight'  rendered  a  good  here  the  dignified  conduct  of  Mr. 
print'  indispensable.  As  all  com-  Forbes,  of  Culloden,  the  patron  of 
munication  with  the  Continent  was  Mr.  Calder's  living.  It  was  taken 
at  that  time  cut  off,  this  was  an  for  granted  that  he  would  dispose 
extremely  diflicult  commission,  and  of  it  in  favour  of  some  friendly  or 
when  Mr.  Stewart  rea*d  the  state-  interested  conne:^on,  but  all  such 
ment,  he  immediately  sat  down  and  applications  he  steadily  rejected, 
wrote,  requesting  to  know  how  '-declaring  that  he  would  not  gra- 
it  could  be  forwarded ;  an  answer  tify  an  individual  at  the  expense 
was  received,  and  the  result  was  of  distressing!  hundreds,'  and  ulti- 
its  safe  arrival  in  India,  and  an  in-  mately  gave  his  sanction  to  the 
tcresting  corr^^ondence  between  man  of  the  people's  choice.     The 
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death  of  the  venerable  Mr.  Cakler  way,  and  on  the  27th   of  that 

is  thus  beautifully   described  by  month,  after  much  intense  fiuffer** 

Mr.  Stewart  ing,  which  he  bore  with  Christian 

<<<H«  was  removed  to  glory/ says  he,  fortitude,  he  sunk  into  a  state  of 
ui  another  letter,  <  after  seven  days  ilU  insensibility  from   which,   in  this 
ncaa.    This  last  stage  of  his  journey  whs  world,  he  never  recovered.     Thus 
indeed,  a  vcfy  painful  ona  to  the  flesh,  ^.^^^a     :„  1.:^  ,  k^^   ^ear    after  a 
but  he  was  blessed  with  perfect  compo-  f.f^^>;»  *"  '"*  ^ '  H^  ^^\  ^^l  * 
sure  of  inind.    While  he  shewed  the  "^  of  exemplary  piety  and  usefuU 
deepest  self-abasement,  yet  the  love,  the  ness,  from  a  State  of  pain  and  trial,'    ^ 
grace,  the  fulness  and  glory  of  Ids  ador-  xo  the  perfect  joy   of  his    Lord, 
able  Redeemer,  were  his  constant  theme,  a  >«-.'„„riL-  G4>a«JL J^    •  AUkA^i  •»: 
Though  torn  with  acute  inward  pain,  he  Alexander  Stewart,  a  fai^ful  mi- 
never uttered  a  complaining  word ;  not  a  "W^er  ot  the  everlasting  Cjospel,  a 
feature  of  his  face  indicated  a  struggle  title  which  will  endure  when  all 
to  suppress  complaint.  The  most  serene,  human  distinctions  shall  have  pe- 
resplendent  lumimiry  of  our  horizon,  is  ^^^^^^    ^j^|^    ^j^^    chartukries     on 
set.    His  affectionate,  bereaved  parish,        I'v    ^v  •         •!_  j       t** 
are  left  for  a  time  as  sheep  without  a  ^'i^ch  they  were  mscnbed.     His 
shepherd.    His  pious,  venerable  widow,  last   illness  was  distinguished  by     ' 
bowed  down  with  infirmities  and  broken  unmurmuring  patience,  and  over- 
health,  is  left  a  solitary  pilgrim  in  the  coming  faith.     '  I  have  evidences,'' 
wilderness.     His  tender  attached  daugh-         •iirri_*i-T  *.j 
tirs,  who  doated  on  their  father  with  al-  ^^^  ^^>     ^n^ch   I    cannot  deny, 
most  more  Jjhau  filial  piety,  hate  felt  a  that  the  Lord  has  been  gracious  to 
pang  in  being  separated  from  him,  which  me.  —  But   I  now  live    by    faith, 
time  alone  can  heal.' "—294,  295.  I  have   no   sensible    enjoyments.'. 

Much  interesting  matter  lies  be-  *  David/  he  would  frequently  re- 

fbre  us  in  the  diary  and  letters  of  peat,  *  had  to  sing  of  mercy  and 

Mr.  Stewart,  but  we  have  a] ready  judgment  together,  but  it  is  all 

pressed  upon  our  limits,  and  must  mercy  with  me/ 
now  hasten  to  a  close.     In  181<)        Atler  what  we    have    already 

he  received  from  Marischal  College,  said,  it  will  not  be  necessary  for  us 

Aberdeen,  the  degree  of  D.  D. ;  /to  add  any  thing  by  way  of  attes- 

and  in  October  of  the  same  year  tation  to  character.    This  excellent 

visited  Edinburgh  for  a  winter  re-  man  hath  rested  from  his  labours, 

sidence  with  a  view  to  try  how  and  his  works  follow  him.     It  only 

far  change  of  air,  and  the  ablest  remains  that  we  refer  to  the  source 

medical  advice  might  be  useful  in  whence  we  have  derived  the  facts 

mitigating  his  disease.      But  al-  and  documents   from  which  we 

though  his  original  intention  had.  have  drawn  up  this  sketch.     They 

only  been  to  leave  Dingwall  for  a  will  be  found  in  an  extremely  in- 

season,  he  never  returned  to  his  teresting  volume,  entitled  Memoirs 

labours    in    that   town,    for    his  of  the  late  Rev.  Alexander  Stewart, 

Master  had  assigned  him  a  dif-  D.  D.  of  which  the  second  edition 

ferent  sphere..    In   the  midst  of  is  just  published;  the  first  having 

the  anxiety  felt  by  his  friends  that  been  rapidly  exhausted.     We  are 

he  should  fix  his  permanent  abode  unacquainted    with    the    writer's 

in   the  capital,   an,  opening  was  name,  but  he  has  done  his  task 

made  by  the  sudden  death  of  the  ^  well ;     his    selections    fi*om    Dr. 

first  minister  of  Canongate  parish,  Stewart's  papers  have  been  judi« 

and,  the  royal  patronage  having  ciously    made,    and    he    has    al-  ^ 

been    secured.    Dr.   Stewart  was  together   furniished   tlie   religious  *   ^ 

nominated  his  successor.     During  world  with  a  valuable  and  edifying 

the  short  period  of  his  enjoyment  work.     Six  sermons  are  added,  of 

of  this  office,  he  was  honourably  which  we  have  only  left  ourselves 

employed  in  the  discharge  of  its  room  to  say  that  they  form  an  ap- 

duties,  and  in  the  revision  of  the  propriate  close  to  the  preci^j^ng  . 

Gaelic  Scriptures;    but    in   May  narrative. 
182 If  his  remaining  powers  gave        "6\J  2 
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T^o.  XXXV, 

SKETCH    OF    A    SERMON    DELI- 
VERED BY  THE  REV. , 

rIN  A  VILLAGE  NEAR  BRISTTOL. 

AcT«  xxvi.  28. — ''  Then  Agrippa  said 
'"^o  Patil,  Almost  thou  persnadest  me  to 
be  a  Chrisl^iaQ." 

How  many  things,  do  we  read  or 
bear^  whicli  suggsest.  the  thoiight 
^-that  they  ottght-  never  to  have  been 
said  upon  this  earthy  never  to  have 
•been  put anto  language?     Has  it 
Hot  often  struck  you,  that  there 
ought  never  to  have  been  a  state 
of  mind  whiidh  would  admit  of. 
such  and  such  expressions  being 
employed  ?    We  do  not  mean  that 
ipen  should  use  expressions  wliich 
do  not  agree  with  the  state  of  their 
^minds,  but  that  the  thoughts  ex- 
pressed  should  never  have  existed. 
It  is  very  common  to  hear^ex- 
pressions  indicating  a 'lightness  of 
.mind  on  tite  subjects. of  serious 
thought*     Men  will  say,  that  the 
state  of.  their ^i»d  is  bad  with  re- 
gard to  religion,  and  shew,  at  the 
same  time,  that  their  regret  on  this 
account  is  very  small.   A  man  will 
say,  "  I  never  thought  about  re- 
ligion ;  ^I  do  not  pretend  to  think 
about  it !"  and  feel  a  kind  of  com- 
placency in  ^ying  so.     But  that 
men  should  not  feel  regret  is  most 
.  melancholy.    A  man  will  «ay,  tliat 
he  is  conscious  iieis.not-p-epared 
to  die,  if  there  be  such  a  place  as 
is  designated  by  the  tenh  Heaven  ; 
'  and  you  will  be  astonished  to  look 
in  his  face,  and  to  observe  how 
-lightly  he  says  so,  without  feeling 
the  force  and  terror  of  such  a  de- 
claration.     Now,    the   expression 
we  have  read,  is  one  that  should 
never  have  been   said  to  an  in- 
spired apostle,  who  was  empower- 
•  ed  to  work  miracles,  and  to  con*, 
vey  thoqghts  from   God  to  men. 
'When  expressions  indicating  sudi 
.  a  wretched  state  of  mind  are  used, 
^"it.  is  desirable  that  some,  one  should 
^^F^^s^  ip^^>  constrain  them  to 


think  of  their  state  more  deeply, 
make   them   turn   their   thoughts 
bade  again, ^  and  "lead  them  into 
quite  a  different  state  ot  thought. 
In  this  instance  there  was  such  a 
person,  the  Apostle  Paul.     There 
was  a  much  less  reflective  hearer 
present,    the    Roman    Governor, 
Festus,   who  exclaimed,    *'  Much 
learning  hath  made   thee   mad." 
Remark,  how  easy  it  is  for  proud 
men  of  the  world  to  say  this  to 
men   speaking  the   truths  of  re- 
ligion, and  denouncing  the  judg- 
ments  of  God  :^  they  think  it  a 
very  easy  thing  to  meet  the  dis- 
plays of  the  divine  authority ;  they 
do  not  think   it  wordi  while  to 
weigh  the  force  of  evidence  brought 
ibrward  on  great  occasions ;  they 
suppose  that  the  first  words  that 
occur  to  their  minds  will  do ;   if 
xthe  first  suggestion  is  madness,  of 
what  consequence  is  that.^     No 
matter  that  the  men  upon  whom 
they  bring  this  charge  are  endowed 
with  power  from  heaven.     If  men 
do  not  feel  the  weight  of  solemn 
declarations,  you  know  this  is  a 
common  way  of  meeting  striking 
displays  of  characten    A  man  will 
not  be  {A)le  to  go  far  into  society, 
remonstrating  against  sundry  vices 
;and  vanities,  before  the  defenders 
^  them  call  him  mad.    How  many 
things  of  this  kind  could  you  trust 
yourself  to  go  through  society  and 
animadvert  upon,  without  reckon- 
ing on  such  treatment  ?  But  it  be- 
longs to  apostolic  spirits  to  disre- 
gard alKInis ;  to  possess  a  sublime 
and  dignified  indifference  to   the 
opinions  of  men.     Teachers  of  re- 
ligion should  not  be  concerned  for 
the  effect  that  accompanies  their 
doctrine,  merely  as  it  regards  them- 
selves, but  to  follow  Jesus  Christ ; 
not  to  care  -in  the  slightest  degree, 
provided  they  can  gain  attention 
to  tl>e  cause  they  advocate,   and 
of  which  they  should  be  the  ex- 
apiples. 


m^,2  S^*^  Diicourses,^ 

Many,  pqrhaps^  are  of  the  opi* 
nion  of   Festus  with  regard   to 
Paul ;  and  if  he  bad  good  grounds 
for  thinking  as  he  did,  all  persona 
ought  to  regard  the  Apostle  in  the 
same  h'ght :  for  what  do  we  mean, 
principally,  by  a  man  being  beside 
himself,    but  acting   contrary-  to 
reason?     Let  those  who  are  not 
convinced  pronounce  thus  on  St. 
Paul:  for  there  were  no  reasons 
for  Paul's  being  a  Christian,  but 
such  as  sliould  be   sufficient  for 
tliem.  But  Uiere  are  noixp  for  tkejUf 
none  of  practical  force,   and  yet 
they  do  not  accuse  themselves  of 
acting  contrary  to  reason.     Well 
then,  admit  the  force  of  this  rea-. 
soning,  and  we  must  needs  pro- 
nounce kirn  mad.'    The  Apostle 
Paul  was  mad,   or  they  and  we 
should  be  Christians.     When  we 
feel  the  defective  force  of  Christ 
tianity,  we  ought  to  examine  how 
it  is  that  reasons  which  had  irre- 
sistible conviction  on  other  men, 
(Paul  and  the  rest  of  the  apostles 
for  instance,)  have  so  much  less 
effect  \ipon  us.    If  we  complain  of 
an  untoward  nature,   is  not  the 
force  that   was  applied   to  him, 
sufficient  to  change  all  human  na- 
tures?    We  should  not  rest  con- 
tented under  this  weight  of  fault. 
Probably    Paul   never    felt    more 
triumph,  more  elevation  of  spirit,  * 
th4n  when  avowing  his  religion 
before  these  powerful  men.     It  is 
a  happy  thing  to  have  such  a  feel-, 
ing ;  to  exult  in  the  avowal  of  our 
sentiments  in  any  possible  situa- 
tions;   to  be  able  to  say,    "My 
object  is  worth  it,  I  cannot  be  too 
decided,    there  are  no  lengths  I 
can  go,  which  my  cause  does  not 
<leserve  I  should  go!"    It  is  a  very 
happy  state,  to  feel  one  has  a  cause 
worth   every   degree  of  courage. 
This  is  a  very  hnportant  rule  by 
which  to  try  a  system  of  life — 
how  far  one  can  feel  reasonable  in 
avowing^  it.     Let  eveiy  man  place 
himself  in  thought  in  all  places, 
and  ask.  Would  my  cause  be  worth 
dying  for  }   Is  it  a  kind  of  interest 
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for  which  no  boldness  would  b€ 
too  great?  This  would  give  a^dig* 
nity  to  character.  Now,  how  many 
causes  are  there,  in  which,  men'9 
pursuits  would  not  bear  such  9, 
test  ?  In  many  cases,  a  man  would 
feel  confounded  and  dishonoured 
by  the  cause  he  loved.  Why  do 
not  men  think  of  their  state  ?  Why 
do  they  not  feel,  how  little  satis^ 
faction  it.  can  afford  them  to  die  in 
such  a  state,  or  to  suffer.  perse<^ 
cution  ?  It  is  like  a  man  dancing, 
or  fighting,  or  building  on  a  shift-v 
ing  sand ;  the  more  exertions  he 
makes,  the  more  tlie  unhappy  man 
sinks.  We  may  observe,  that  every. 
Christian  should  seek  this  kii)d  of 
courage — ^to  avow  his  Master  and' 
his  cause  ewexy  where,  among^very. 
class  of  men.  A  good  man  should- 
seek  for  courage  to  deqlare  for 
God*s  cause  before  the  most, 
thoughtless,  or  gay,  or  unbeliev- 
ing, or  the  pgweHtd  and  unjust,, 
remembering  what  Jesus  Christ 
said,  *'  Whosoever  is  ashamed  of. 
me,  of  him  will  the  Son  of  Man 
be  ashamed,  when  he  shall  cbmc; 
in  his  own  glory,  and  in  liis  Fa-, 
ther's,  and  of  the  holy  angels." 
Luke  ix.  £6. — The  christian  cause 
is  superlatively  excellent  in  keep*^^ 
ing  its  advocates'  spirits  high*. 
Christiapity  gives  a  man  the  assu-, 
ranee  that  he  may.  venture  any 
thing,  and  never  fear  the  treacher- 
ous nature  of  the  ground  ;  infinite 
firmness  bears  him  up:  nothing; 
can  make  a  Revelation  to  discover 
fraud  or  weakness;  the  m«re  de- 
manded of  it  the  more  it  gives ; 
the  stronger  the  trial,  the  greater 
the  power  it  puts  forth.  ^  Here 
was  Paul ;  he  endured  almost  every . 
Sort  of  vexation  and  grievance,  at 
every  moment  of  his  existence- 
see  the  consequences :  What  did 
all  this  effect?  It  was  imposible^ 
to  persecute,  to  scourge  him  out  of 
his  religion;  and  history  tells  us 
that  crucifixion  could  not  .dissolve 
the  union — nothing  could  separate  . 
him  from  the  love  of  Christ. . 
Though  he  suffered  every  thing 
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that  malice  could  inflict^  still  thid 
htfted  religion  clung  to  him  whole 
and  complete ;  and  that  is  another 
test — if,  having  trials,  we  find  our 
cause  worthy.  It  is  barely  pos- 
sible that  a  bad  cause  may  infuse 
a  degree  of  affection  for  it,  but  this 
is  very  rare  among-  the  children  of" 
men ;  they  must  have  something 
to  reward  them  for  it.  We  may 
apply  to  the^  Apostle,  in  an  oppo- 
site sense,  what  was  said  of  the 
incorrigibly  wicked,  '*Thfe^  Ethi- 
opian miglit  change  his  skin,  and 
the  leopard  his  spots,  sooner  than 
he  could  learn  to  do  evil."  There 
was  a  kind  of  absoluteness  of  im- 
potency  in  the  Apostle  to  do  evil. 
This  distinguished  heroism  much 
affected  King  Agrippa;  and,  it 
was  no  small  testimony  from  an 
heathen  high  magistrate,  when  he 
said,  '*  Almost  thou  persuadest  me 
to  be  a  Christian."  You  may  be 
assured,  this  King  and  Judge  was 
not  easily  surprised  into  words  of 
which  he  would  afterwards  be 
ashamed.  The  impression  on  his 
mind  must  have  been  great,  to 
make  him  utter  these  words,  and 
this  too,  just  after  another  noble 
Roman  had  accused  Paul  of  in- 
sanity. It  is  striking  to  see  how 
much  powerful  effect  might  be 
produced  on  a  man,  who  did  not 
feel  the  final  constraining  power 
of  Christianity.  Nothing  can  oc- 
casion, to  a  serious  mind,  deeper 
melancholy,  than  to  mark  what  a 
divine  impulse,  what  a  strong  ra- 
diance and  sunshine  of  truth,  can 
pass  through  (he  mind,  and  then 
vanish  for  ever.  It  was  as  if 
heaven's  gate  had  been  opened, 
and  he  *had  consented  that  it 
should  be  shut  again.  It  is  very 
grievous,  that  men  should  irresis- 
tibly bear  testimony  to  what  Christ 
testifies,  and  that  this  testimony  of 
conviction  should  not  go  into  the 
practical  convictions  of  life.  The  ' 
rauKls  of  young  persons  arcxsome- 
timed  affected  by  the  clear  convic- 
tions of  truth,  and  nothing  is  more 
affecting,  than  to  see  them,  in  a ' 
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little  time,  given  up  to  vanity  as 
before.     This  proud  heathen  came 
so  near  conversion  and  happiness, 
but  then  all  passed  l>y.  Sometimes 
we   see  the  commencement,  and 
say — such  is  the  right  feeling — 
there  is  the  homage  to  the  Gospel 
— there  is  a  confession  of  the  glory 
of  Christianity — thai  is.  how  the 
mind  should  be — why  may  it  not 
go  on  to  a  confirmed  state  ?     But, 
if  you  watch  it,  you  see  it  passing 
away,  and  the  world  and  sin  com- 
ing forward  again.     We  must  feel 
great  regret  at  this  state  of  tlie 
human    mind.      Sometimes     you 
may    hear    persons    make    very 
strange  affirmations — ^they  will  very 
calmly  confess  they  once  felt  very 
powerful  impressions  of  divine  ob- 
jects ;  but  it  is  so  now  no  longer. 
There  are  very  few  visages  of  men 
you  could   look  upon  with  more 
sadness  than  upon  these ;  to  think 
that  such  and  such  a  man  has  been 
touched,  but  the  divine  element 
has    passed    away,    that  celestial 
agency  is  gone  by.    Now  he  heeds 
not  the  divine  judgments,  thougfi 
they  must  needs  be  coming  nearer 
and  nearer ;  though  he  is  still  ex- 
posed to  every  thing  in  the  train 
of  destruction,  and  is  willing  to 
suffer  the  consequences. 

^ "  Almost  thou  persuadest  me  to 
be  a  Christian."  *'  And  Paul  (we 
are  told)  said,  I  would  to  God  that 
not  only  thou,  but  also  all  that 
hear  me  this  day,  were  both  al- 
most, and  altogether  such  as  I  am, 
except  these  bonds." — ^Verse  29. 
Now  Paul's  reply  was,  perhaps, 
the  best  that  could  be  given.  But, 
we  may  imagine  several  replies, 
not  impertinent.  Indeed !  almost 
p^sitaded!  What!  so  soon  shaken 
in  mind  with  regard  to  the  great 
object  of  religion.?*  What  hast 
thou  been  thinking  of  so  long, 
that  all  thou  hast  heard  before  has 
lost  its  power  .J*  Hast  thou  not 
had  a  religion?  Hast  thou  passed 
so  many  years,  and  not  niade  a 
choice?  Can  all  the  arguments 
thou  bast  hedrd  be  of  nio  avail? 
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Is  there  a  power  .here  which  re-:    my  mind  which  holds  out  against 


verses  all  other  statements  }  How 
couldst  thou  he  content  in  such  a 
state — satisfied  to  go  on  without 


fdl  the  force  and  eloquence  of 
heaven  ?  All  the  r^iance  of  the 
divine  throne/coming  down  in  the 


any  weighty  and  solid  proof,  in  a    glory  of  Christ,  and  in  the  tenrors 
state  that  thus  admits   of  being    of  the  law,  has  not  persuaded  me. 


shaken  in  a  moment?'  Js  this  the 
first  time  thou  hast  conceived  any 
thing  like  suspicion  of  thy  reli** 
gion  ?  What  hast  thou  been  doingj 
without  serious  reflections  on  reli-, 
gion  and  duty?  What  solemn 
sounds  hast  thou  now  heard^  com* 
ing  from  death  and  judgment? 
People  will  go  on  in  this  way 
twenty  or  thirty  years,  though 
the  ground  has  been  proved  unn 
sound  and  hollow,  and  they  will 
go  on  till  that  very  truth  comes 
with  greater  force,  not  a  new  truths 
only  an  old  one  with  more  effective 
energy. 

"Almost  thou  pcTsuadest  me." 
What!  not gi^z'/^ convinced?  Have 
I  not  told  thee  in  a  most  absolute 
and  decided  form  ?  Have  not  the 
revelations  of  eternity  and  heaven 
had  any  effect  ?  What  can  truth 
do  more  if  it  fails  to  pessuade? 
What  is  there  besides?  I  have 
but  truth  to  tell — So  you  may 
say  to  aH  you  teach.     There  is  no 


l£  we  could  induce  men  to  think 
of  the  state  of  their  minds,  it 
would  lead  to  melancholy  and 
usefid  reflections:  But  they  can* 
not  be  inducea  to  mark  the  conse« 
quenc^  of  being  thus  imperfectly 
persuaded.  Let  us  still  press  the 
inquiry.  Why  have  you  not  gone 
the  length  of  an  Apostle?  When 
do  you  think  complete  conviction 
will  take  ^ace?  What- will  in- 
duce you  at  a  future  time  ?  Let 
us  be  thankful  that  there  is  con- 
science in  the  human  breast.  We 
hope  that,  many  minds  will  be 
totally  persuaded.  How  many 
things  have  a  tendency  to  this 
persuasion  !  W^ho  can  number  all 
the  thoughts  that  will  cotae,  upon 
this  total  conviction?  Not  more 
yanitie^^  before,  than  serious  reflec- 
tions now  will  come  to  admonish 
and  remind.  Think  of  the  sparing 
mercy  of  God ;  of  the  Redeemer, 
in  how  many  lights ;  of  the  Gos- 
pel, in  how  many  displays ;  of  all 


other  resource  within  the  compass  r  the  facts  and  arguments  brought 
of  human  power.    I  can  now  only    fyrward  by  Jesus  Christ  and  his 


surrender,  you  to  the  divine  mercy. 
Yet  it  is  a  grievous  and  sad  thing 
for  a  friend  of  man  to  make  this 
surrender.  If  a  man  will  not 
chuse  to  comply,  what  will  per- 
suade? What  will  convince,  in 
addition  to  what  has  been  said? 
Here  are  the  statements  of  sacred 
truth,  carrying  so  much  weight. 


Apostles.,  How  wretched,  not  to 
be  ■  affected  by  these  thoughts  f 
Shall  we  pass  through  the  whole 
length  of  life,  and  not  think  about 
them  ?  There  is  need  of  all  the 
multitude  of  serious 'thoughts  that 
can  be  drawn  around  our  minds* 
If  they  begin  to  come,  they  will 
not  soon  be  exhausted ;  they  can- 


that  not  God  himself  can  make  any,  not  through  the  whole  course  of 

addition,    and    yet  all  will, only-  our  existence ;  they  will  muldply 

(djnost  persuade.     This  very  re- ,  round  a  mind  properly  disposled ; 

presentation     should    produce    a  come,    in  infinite  numbers,    and 

great  emotion  in  the  mind.     How  bring  upon  our  minds,  otherwise 

is  it  (a  man  may  ask  himself)  that .  the  victims  of  vanity,  the  whole 

every  particle  of  my  soul  has  not  r  weight  and  force  of  truth, 

been,  reached  ?     How  far  am  I  af-  ,  "  Almost  thou  persuadest  me  to 

fected  by  what  has  come  to  me  ?  •  be  a  Christian,"    But,  what  is  it 

and  that  has  come  which  iftiould  to  be  a  Christian?     Paul's  reply 

convince  a  whole  world.     What  shows  it  is  to  be  like  him.     In 

shall  I  pronounce  of  that  part  of:  wishing  Agrlppa^  and  the  other 
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jiersonB  present^  tot>e  like  hims^!^ 
be  did  not  wish  more  or  less,  than 
that  th^  should  he  Christians. 
What  18  essential?  The  same 
seriousness  ;  the  same  devotion  to 
his  Master,  the  Messiah  of  the 
world;  to  know  not  the  truths 
docirindUyy  hiit  the  facts  pracli" 
catfy.  To  be  a  Christian,  is,  to  let 
in  the  entire  truth ;  to  say,  all  this 
relates  to  me.  We  must  open  the 
mind  to  receive  all ;  offer  the  mind 
to  receive  the  force  of  all ;  let  the 
truth  come  borne.  If  we  feel  it 
imperfectly,  let<  us,  at  the  next 
turn,  feel  it  emphatically — ^let  us 
apply  for  salvation  to  Jesus  Christ. 
This  involves  repentance — ^a  con- 
viction of  our  lost  state  without  a 
Redeemed  A  complete  surrender 
must  be  made  of  pride  and  self- 
righteousness,  and  of  the  soul  to 
Jesus  Christ,  to  be  sanctified  and 
governed  by  him.  There  must  be 
a  practical  devotion  of  the  soul  to 
God.  All  these  are  just  the  ele- 
ments merely  of  the  Christian  cha- 
racter ;  with  less  than  this,  a  man 
cannot  deem  himself  a  Christian. 
If  he  has  ncA  such  an  earnest  con- 
cern fbr  Christianity,  he  cannot 
consider  himself  in  a  progress  to- 
wards that  happy  state,  to  which 
Christianity  is  leading  its  true  dis- 
ciple. Inquire  what  state  we  are 
pursuing.  Are  we  the  servants  of 
that  great  Lord,  Who  has  so  few 
on  earth,  ^and  Who  ought  to  have 
all? 

Still,  there  have  been  many  but 
partially  persuaded.  If  we  could 
see  into  die  state  of  their  minds— 
what  striking  thoughts  come ;  but^ 
the  next  moment,  vanity  succeeds, 
and  takes  *all  away !  Men,  in  try- 
ing circumstances — in  sickness,  on 
the  death  of  relations,  &c.,  some- 
times feel  very  powerful  impres- 
sions of  religion,  have  found  an  in- 
sufficiency in  die  thing  they  lov«d, 
Bnd  were  pursuing.  Religion— 
that  is  the  great,  the  only  thing ! 
When  disappointed  in  worldly 
hopes)  some  have  thought  for  a 
moment,  I  will  turn  to  religion; 


but  they  never  will  turn  effectu- 
ally, tin  God  changes  the  heatrt. 
It  is  very  melancholy  to  see  men 
go  back  !^aih ;  have  recourse  to 
what  has  again  and  again  disap- 
pointed them,  and  this  too,  when 
the  world  tells  the  same  thing 
that  religion  does.  What  does  re- 
Ifgion  say  about  the  world  ?  That 
it  is  all  vanity  and  vexation  of 
spirit.  Does  not  the  world  say 
the  same  ?  Can  die  lovers  of  plea- 
sure come  forward,  and  say  they 
are  happy  ?  In  short,  whatever 
religion  teaches  concerning  the 
world,  the  world  says  the  same 
tiling. 

How^many  griefs  of  conscience 
occur  to  men  that  idolize  the 
world!  There  would  be  some 
ground  of  hesitation,  if  the  testi- 
mony of  divine  Revelation  differetl 
from  tliat  of  the  world.  If  die 
world  should  say,"  My  ways  are 
ways  of  pleasantness,  and  ray 
paths  are  peace,"  then  you  would 
have  to  settle  the  fact.  But  since 
all  make  the  same  assertion,  you 
may  derive  additional  proofs  of  the 
excellence  and  truth  of  religion. 
The  result  of  all  experience  makes 
it  more  strange,  that  men  can  ac- 
cept as  a  God,  what  they  have 
found  out  to  be  a  devil;  forget 
the  reality,  to  embrace  a  vain 
shadow.  It  is  a  very  sad  thing  to 
reflect,  thatt  there  is  a  more  ihighty 
influence  than  God's.  HoW  it  Is 
so,  we  have  only  to  examine  the 
human  mind.  There  is  a  strange 
schism  in  the  soul — that  the  judg- 
ment can  be  so  completely  detached 
fnftn  die  active  powers,  as  if  a  man 
^ere  governed  by  (ftie  sense  con- 
trary to  the  evidence  of  another ; 
al^  if  a  man  should  b^  influenced 
by  sweet  music,  and  drawn  along 
a  path  to  a  place  wheAs  he  sees 
death  before  him.  What  infinite 
madness  would  that  be !  but  such 
is  the  dtate  of  fnan.  There  is  the 
judgment — the  power  that  sees; 
but  his  other  powers  control  and 
persuade  him  direcdy  contrary  to 
the  judging  power.      l*ke  Urise 
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man  says,  '^In  vain  is  the  net 

spread  in  the  sight  of  any  bird  ;" 

but  not  so   with  respect   to  the 

human  miiid.     There  shall  be  no 

concealment— -clear,  manifest  evil, 

and  yet  there  is  a  power  to  influ* 

ence  the  passions  when  clear  light 

shines  upon  the  judgment.     This 

shows  the  necessity  of  a  power, 

pure  and  irresistible,  which  shall 

not  conform  to  human  reason,  but 

comes  with  a  force  directly  divine. 

Nothing  is  more  clear,  than  that 

the  passions  may  persuade  against 

conviction.    This  proves  the  lost 

condition  of  intelligent  beings  on 

this  earth.     But  then,  what  cause 

have  we  to  intreat   the   Divine 

Power  for  ourselves,  and  our  fel« 

low-mortals,    that    this    mighty 

power  may  come  upon  us  all !     It 

might   have  been  enough  to  be 

almost  Christians,  if  Christ  had 

only  almost  effected  the  atonement 

— almost  opened  the  gates  of  hea^ 

ven:   then  such  a  state  of  mind 

would    have    corresponded    with 

the  imperfect  work  of  the  great 

Leader  of  Christianity. 

But  shall  we  leave  this  to  the 


Miracles. 
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casualties  of  futurity?  Can  you 
make  up  your  minds  to  this  state  ? 
Can  you  sink  into  any  kind  or 
condition  of  tranquillity,  when 
ruin,  irretrievable,  will  surely  fol- 
low? It  should  impel  you  to  a  •> 
throne  of  mercy.  It  is  quite  time 
to  intreat  God  to  break  the^fiisci- 
nation :  to  perform  a  miracle  of 
grace.  And  it  is  necessary  that 
dipse  who  endeavour  to  persuade 
oUiers,  should  have  recourse  to  in« 
finite  power.  It  is  a  very  gratify* 
mg  thing,  to  think  that  we  have 
BO  many  assurances  of  mercy ;  that 
God  is  ready  to  bestow  his  Holy 
Spirit,  to  operate  upon  our  own 
minds,  and,  in  a  certain  extent,  to 
attend  all  our  endeavours. — This 
must  mingle  with  all  our  exertions^ 
We  shall  surely  find,  in  all  our 
efforts,  ^me  interference  of  a  su- 
perior power.  This  is  high  conso- 
lation—«  most  animating  conside- 
ration. Let  us  intreat  God  to  give 
that  influence  to  us  to  attend  our 
efforts,  and  to  make  the  voice  of 
truth  more  powerful  than  it  haa 
ever  been,  since  the  times  of  the 
Apostles  and  of  Jesus  Christ. 


« 
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MODERN  MIRACLES. 

(ToiheEditort,) 

It  is  well  known  to  most  persons, 
that  the  Church  of  Rome  professes 
never  to  have  lost  those  extraor- 
dinary gifts  which  distinguished 
the  apostolic  age;  but  that,  m 
some  parts  of  Christendom,  mira- 
cles are  said  to  be  wrought,  by 
persons  belonging  to  that  commu- 
nity, even  in  Uie  present  day, 
TMs  is  avowed  in  the  fullest 
manner,  in  a  late  work  published 
by  Dr.  Milner,  Roman  Catholic 
Bishop  of  the  Midland  District, 
who  says,  that  **  in  those  processes 
which  are  continually  going  on  at 
the  Apostolical  see,  for  the  cano- 
nization of  new  saints,  fresh  mira- 
cles^ of  recent  date,  continue  to  be 
proved  with  the  highest  degree  of 
evidence,  as  he  can  testify  from 
CoNo.  Mao,  No.  58. 


having  perused  on  the  spot  the' 
official  printed  account  of  some  of 
them."  But,  though  few  persons 
may  be  wholly  ignorant  of  these 
pretensions,  it  is  not,  perhaps,  so 
generally  known  to  what  an  extent 
this  species  of  delusion  is  prac- 
tised at  the  present  time,  and  in 
our  own  country.  It  may  not^ 
therefore,  be  altogether  uninterest-> 
ing  to  many  of  your  readers  to 
be  informed,  that  miracles,  in 
abundance,  are  frequently  appear- 
ing at  no  great  distance  from 
themselves.  We  have  it  upon  the 
authority  of  the  same  right  reve« 
rend  prelate,  that  the  supema- 
tiifal  powers  of  St  Winifred's 
weH,  in  North  Wales,  have  by  no 
means  <^sed,  but  that  miracles 
actually  continue  to  be  performed 
there,  or  by  means  of  moss  brought 
from  that  sacredfountain,  instances 
3X 


B^t  ModerH  Mirael^g.  ,  ^October, 

of  which  he'd^ails  at  censiderable  Dooley,  to  Garswoo:!^  near  Wigan, 

l^ngdi.      It   is  also  stated  in  the  where  the  hand  of  F.  Arrowsmith, 

same  publication,  that  the  hand  of  one  of  the  Catholic   priests  who 

a  Roman  Catholic  martyr  is  pre-  suffered  <leath   at    Lancaster   for 


served  in  Lancashire,  by  which 
various  miraculous  cures  are  ef- 
fected. Of  these,  it  is  reasonable 
ijo  suppose,  the  most  extraordinary 
would  be  selected  by  the  Bishop 
for  publication;  and,  consequently, 
the  following  relation,  given  in  his 
0wn  words,  may  perhaps  not  un- 


the  exercise  of  his  reliorion  in  the 
reign  of  Charles  L  is  preserved, 
and  has  caused  wonderful  cures,  he 
got  himself  conveyed  to  the  altar 
rails  of  the  chapel,  and  there  to  be 
signed,  on  his  back,  with  the  sign 
of  the  cross  by  that  hand ;  when 
feeling  a  particftlar  sensation  and 


^  ^X  *  *-'  *  —      — 

fairly  be  considered  as  the   chef    total  change  in  himself,  as  he  ex- 


d'a^uvre  of  these  mirades  of  viori» 
main, 

"  The  following  facts  (says  the 
Bishop)  are  respectively  attested, 
but  at  much  greater  length,  by 
the  Rev.  Thomas  Sadler,  of  Tral- 
ford,  near  Manchester,  and  the 
Rev.  J.  Crathorne,*  of  Garswood, 


pressed  it,  lie  exclaimed  to  his 
wife,  "  Mary,  I  can  walk ;"  this 
he  did  without  any  help  whatevci*, 
walking  first  into  an  adjoinins^ 
room,  and  thence  to  the  cart  which 
conveyed  hira  home.  With  hi.*? 
debility  his  pains  also  left  him, 
and  liis"  back  has  continued  well 


near   Wigan. — Joseph   Lamb,   of    ever  since.    The  Rev.  Mr.  Sadler's 


Eccles,  near  Manchester,  now 
twenty-eight  years  of  age,  on  the 
12th  of  August,  1814,  fell  from  a 
hay-rick,  four  yards  and  a  half 
high,  by  which  accident  it  was 
conceived  the  spine  of  his  back 
was  broken.  Certain  it  is  that  he 
could  neither  walk  nor  stand  with- 


letter  to  me  is  dated  August  fJth, 
1817."— Mi/ner'j  End  of  Contra^ 
versif,  Part  III.  p.  106. 

It  is  quite  unnecessary,  I  pre- 
sume, to  point  out  the  lame  parts 
of  this  singular  and  simple  story. 
Probably  the  judicious  reader  will 
think   Uiat  the  most  miraculous 


But  crutches,  down  to  the  Sd  of    thing  connected  with   it  is>  that 
October,    and  that  he  described     Dr.  Milner,  who  is  certainly  a  per- 


himself  as  feeling  the  most  exquisite 
pain  in  his  back.  On  that  day, 
having  prevailed  with  much  diffi- 
culty upon  his  father,  who  was 
then  a  Protestant,  to  take  him  in  a 
cart  with  his  wife  and  two  friends, 

Thomas     Cutler    and    Elizabeth 

—''■'■■'■  "I     II  II   . 

*  This  clercyman,  who  was  the  pcrsod 
by  whom  the  koitf  hand  (as  it  is  generally 
called)  lias  been  hitherto  used  for  mira- 
culous purposes,  was  drowned,  a  few 
weeks  ago,  at  Southport,  in  Lancashire. 
He  had  accompanied  several  other  gen- 
tlemen out  to  sea,  on  a  fishing  excursion. 
UTie  party  were  seen  from  another  vessel, 
apparently  on  their  return,  but  they 
never  arrived,  it  is  supposed  that'  the 
boat  was  upset  by  a  sudden  squall,  but 
•no  one  escaped  to  give  the  particuhirs  of 
the  fatal  accident.  By  diligent  search  the 
bodies  of  the  sufferers,  as  well  as  the  bdat, 
were  all  found  ia  the  course  of  a  week 
or  two.  Mr.  Crathorne  was  chaplain  to 
•Sir  William  Genard,  Bart,  of  Garswood, 
whose  brother.  Colonel  Gerrard,  was 
among  th«  per^oifS  lost  .QU  this  lamentable 
occasion. 


son  of  learning  and  intelligence, 
could  bring  himself  to  publish 
such  a  very  defective  nanration. 
It  will  not  escape  the  observation 
of  a  person  of  the  least  acuteness, 
that  this  pretended  miracle  is  of 
such  a  nature  that  it  must  be 
received  (i£  received  at  all)  en- 
tirely on  tie  testimony  of  the  per- 
son upon  whom  it  is  supposed  to 
have  been  performed,  since  no 
material  part  of  it  was  directly 
evident  to  the  senses  of  others, 
altliough  to  be  so  is  an  indispen- 
sable property  of  a  real  miracle. 
In  other  words,  instead  of  exclud- 
ing every  circumstance  from  which 
deception  could  possibly  arise,  (as 
any  thing  produced  as  a  miracle 
certainly  ought  to  do,)  it  has  not  a 
circumstance  amnected  with  it 
which  will  not  admit  of  deception. 
From  first  to  last,  it  requires  an 
implicit  reliance  upon  the  feelings. 
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imagination,  and  verity  of  the    lawful   means,    the  influence    of 
person  who  was  the  subject  of  k*    these  "  lying  wonders."      It  has 
No  one  can  receive*  it,  therefore,    been  proved,  of  late,  that  in  op« 
who  is  not  prepared  to  admit,  as  a    posing  the  ei*rors  of  popery  there 
postu latum,  the  infallihUiti^  of  this    is   no   want  of   zeal  and  ability 
individual  member  of  the  Church    among  intelligent  Protestants   in 
of  Rome,  as  well  as  that  of  his    Lancashire;  and   I  trust  such  of 
Holiness.     Nor  is  it  unworthy  of    them  as    have    most    convenient 
notice  that  the  father ^  in  this  case,    opportunities  will  keep  an  eye  upon 
who  was  importuned  by  his  son  to    the  prodigies  sard  to  be  wrought 
accompany  him  to  the  scene  of  his    by  this  dead  man's  hand.     It  is  to 
miraculous  cure,  was  then  a  Pro^    be  hoped  that  such  persons  will 
iestajtt ;  and  perhaps  it  may  not    not  think  this  matter  beneath  theiv 
be  unlawful  to  suspect  that  his    notice.     That  it.  is  so,  considered 
probable  conversion  (which  it  ap«    in  itself,   is  unquestionable ;  but 
pears    has    since    actually    taken    thedegreeof  attention  due.  to  such 
place)  might  not  be  contemplated    things  is  generally  to  be  estimated 
as  a  matter  of  perfect  indifference,    from  the  effect  which  they  produce 
.  It  is  not  stated  for  what  purpose    among  the    uninformed    part   of 
the  other  two  friends  took  this    mankind,  rather  than  from  their 
long  journey,  nor  whether  their    own  intrinsic  importance, 
conversion  was  a  consequence  of        Itmay,  indeed,  be  expected  that, 
the  miracle.     To  be  sure,  it  was    in  the  present  enlightened   age, 
no  very  sm-prisu)^  thing,  at  least,    pretended  miracles  cannot  be  ex- 
that  a  ^person  who  could  already    hiblted  without  being  frequently 
walk    or     stand    wkh    crutches,    liable  to  exposure;  and,  on   this 
should,  under  some  powerful  im-    account,  p<^ery  has  generally  been 
pulse,  travel   jBrom  one  room  to    found  more  modest,  in  countries 
another  fvitkout  them.    The  power    where  protestantism  has  prevailed^ 
of  imagination    has    often    been    than  to  expose  this  part  of  her  sys- 
found  equal  tP  greater  feats  than    tem  to  much  observation.     Tht$ 
this;    so   that,   were  the  perfect    inconvenience  has,  doubtless,  been 
integrity  of  all  parties  in  tiiis  case    sometimes  felt  in  those  parts  of 
fully  admitted,  still  very  feeble  ad-    our    own    country    where    these 
vanceswould'bemade  towards  such    legends  are  promulgated.  I  healrd, 
proof  of  a  miracle  as  in  these  mat«    for  instance,  in  the  course  of  my  late 
ters  is  very  properly  required..  excursion,  of  a  person  who   had 

li  was  some  time  ago  that  I  been  at  considerable  pains  to  in* 
first  read  these  passages  in  Dr.  M.'s  quire  into  the  particulars  of  several 
work,  and  I  was  then  far  from  supposed  cures;  but,  as  might 
thinking  them  worthy  of  public  have  been  anticipated,  he  had  met 
attention.  But  a  recent  and  very  with  nothing  but  what,  when  jwt)- 
transient  visit  into  that  part  of  the  perly  sifted,  .was  quite  unsatii^c- 
country  where  Arrowsmith's  hand  tory,  though  he  engaged  in  the 
is  supposed  to  work  its  wonders,  investigation  with  art  impression 
has  altered  my  views  of  the  matter  in  favour  of  their  reality.  I  was 
Very  considerably.  This  relic,  I  informed  also  of  a  worthy  female, 
found,  is  a  powerful  instrument,  not  altogether  unknown  to  me, 
among  the  ignorant  and  credulous,  who  had  applied  to  Arrowsmith's 
in  producing  con  versions^  to  popery,  hand  for  deliverance  from  a  cancer 
whatever  may  be  thought  of  its  in  the  breast.  For  a  short  time 
supernatural  agency  and  operations,  the  desired  relief  was  supposed  to 
It  strikes  me,  therefore,  that  it  is  have  been  obtained ;  but  painful 
*he  duty  of  Protestants  to  be  on  experience  has  now  led  to  the 
the  alert  to  counteract,  by  every    acknowledgment  tliat  the  dreadful 
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malady  is  by  no  means  eradicated*   has  explicitly  declared  his  senti** 
The  doctnne  of  the  Romish  church    ments  upon  the  subject.     With 
upoi^  this  point  is  however  framed    some  kindred   points^    several  of 
vrith  a  cautious  reference  to  failures    them  have  used  a  free^xn  which 
of  this  description.     Even  Dr.  M.    has    brought   down    upon   their 
does  not  previously  vouch  for  the    heads  the  vengeance  of  Dr.  M. 
efficacy  of  either  the  holy  well  or    In  a  history   of  England  lately 
the  holy  hand  in  any  given  in*,  published,    one   of  these  learned 
stance,  but  expressly  cautions'  us    latitudinarians  has   not  given  to 
against  supposing  that  such  a  no*-    the  saints  of  the  Roman  Ciden- 
tion  is  entertained.    The  matter  is    dar  their  appropriate  eccle»astical 
left  more  at  large,  and  no  benefit    titles,  which  omission  has  greatly 
to  the  diseased  is  certified,  until  it    offended    the  Bishop.      Whether 
is  supposed    actually  to   appear,    this  apparent  neglect  has  arisen 
which  is,    in  truth,    quite  early    from  want  of  due  reverence  for 
Enough.  the    saints    themselves,    or  from 

It  is  well  known,  however  it    more  than  due    regard    to  that 
may  be  disguised,  diat,  notwith-    classic  elegance  of  style  with  whidi 
standing  all  the  boasted  unity  of    the  work  is  executed,   I  am,  of 
the  Church  of  Rome,  there  is  a    course,  unable  to  determine.  Ano- 
schism  among  her  adherents  in  the    ther  wayward  son    of  the  holy 
United  Kingdom,  so  violent  that    church  has  indulged  himself  in  a 
the  two  parties  look  upon  each    sneer  at  the  feats  of  Saint  Thomas 
other    with    little    more    charity    ^  Becket,    in    whose    career  he 
than  upon  heretics  of  other  com-    could  discover  nothing  worthy  of 
munities.     Dr.  M.  is  at  the  head    the  sacred  cause  of  truth  and  re- 
'of  a  party  who  are  determined,    ligion.     Now  it  really  would  be 
tnaugre  dUi  opposition,    contempt    candid  if  these  literati  would  come 
and  reproach,  to  hold  forth  popery    boldly  forward,  and  either  give  the 
in  what  I  cannot  but  consider  her    sanction  of  their  respectable  names 
genuine    colours,     and    to    com-    to  the  Bishop's  miracles,  or  disabuse 
promise  nothing  of  her  wonder-    the  public  by  avowing  their  incre- 
working  powers,  her  fierce  and    dulity  in  reference  to  them.    But 
exclusive  spirit,  and  her  reverence    probably,  in  the  heat  of  my  zeal 
for  created  beings,  animate  and    for  candour,   I  have    encroached 
inanimate,  dead  and  alive.     This    upon  matters   of  prudence   and 
is  as  it  should  be;  and  the  honour    policy,  civil  and  ecclesiastical,  with 
due  to  openness  and  consistency    which  I  do  not  myself  happen  to 
certainly  belongs  to  the  Doctor    be  entangled.     I  therefore  remain, 
and   his  class  of  Papists.      The    for  the  present,  yours  most  trulyi 
other  party  are  more  fastidious.  ~  Antibolus. 

Devoted  to  the  charms  of  refined  ^^^^^^x^^ 

literature,  the  antiquity  and  pomp  OBSERVATIONS  ON  THE  OPI- 
of  jpopery  assume  among  them  the  NIONS  EXPRESSED  BY  THE 
guise  of  an  elegant  mythology,  CORONER  AT  A  LATE  IN- 
while  the  grosser  parts  of  the  sys-         QUEST. 

tem  are  thrown  into  the  shade,  if  Truth,  even  when  it  assumes  its 
not  altogether  discarded.  It  is  a  sternest  aspect,  is  more  lovely ; 
matter  of  some  curiosity  to  learn,  when  it  excites  the  greatest  alarm, 
if  possible,  in  what  light  the  cures  and  occasions  the  acutest  pain ;  is 
wrought  by  Arrowsmith's  hand  more  beneficial  than  error  in  its 
and  St  Winifred's  moss  are^  viewed  most  pleasing  forms  and  when  ut- 
by  these  more  rational  disciples  of  tering  its  most  soothing  tale^  It  is 
the  Romish  hierarchy.  I  am  not  far  better  (if  we  may  use  an  ex« 
aware,  however,  that  any  of  them    pression  which  was  very  codudob 
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with  the  divines  of  a  former  age),  life.  He  therefore  viewed  it  as 
to  be  shaken  over  the  mouth  of  an  axiom,  an  abstract  principle, 
hell  by  the  truth,  than  to  be  raised  that  a  man  must  necessarily  be  out 
by  error  to  the  enjoyment  of  a  of  his  mind  at  the  moment  of  de- 
fool's  paradise,  and  ajlx^spara-  stroying  himself."  It  is  not  my 
disc  is  all  that  it  has  to  bestow,  intention  to  express  any  opinion 
At  least,  this  must  be  the  case  in  whatever,  respecting  the  sanity  of 
a  state  of  probation,  when  men  are  the  unhappy  nobleman,  or  to  ques- 
to  be  enlightened,  and  warned,  tion  the  correctness  of  the  verdict 
and  purified,  and  saved  by  the  given  by  the  Jury,  but  the  senti- 
trulh  ;  and  where  error  is  the  vail  ment  of  the  Coroner,  it  appears  to 
by  which  vice  covers  her  defor-  me,  is  entirely,  and  demonstrably 
mity,  and,  in  many  cases,  causes    erroneous. 

herself  to  be  mistaken  for  virtue ;  The  only  argument  adduced  by 
the  darkness  by  which  she  con-  that  gentleman  in  support  of  his 
ceals  the  fatal  termination  of  the  opinion,  and  the  only  one  which 
path  in  which  she  leads  her  de-  I  ever  heard  adduced  for  it,  may 
luded  votaries ;  the  mask  in  which  be  expressed  in  the  following 
the  great  destroyer  appears  as  an  words ;  ^'  suicide  is  so  shocking 
angel  of  light,  and  effects  his  diabo-  and  unnatural,  so  contrary  to  all 
li(^  purposes.  Could  the  innocence  the  feelings  of  the  human  breast, 
of  error  be  established  at  the  tri-  and  especially  to  the  principle  of 
bunal  of  reason ;  the  innocence  of  self-preservation,  implanted  in  the 
superstition,  the  innocence  of  vice  heart  by  the  great  Creator,  that  no 
in  many  cases,  at  least,  and  in  seA  man  who  is  perfectly  sane  can 
veral  of  her  grossest  forms,  the  in-  destroy  himself."  But  if  this  rea- 
nocence  of  rebellion  against  God,  soning  would  prove  any  thing,  it 
would  be  established  likewise,  for  would  prove  too  much.  It  is  well 
all  these  could  urge  error  as  their  known  that  in  many  cases,  pa- 
plea.  Firmly  believing  these  rental,  and  in  some  filial  affection, 
statements,  I  would  beg  leave  to  is  more  powerful  than  the  prind- 
maintain,  through  the  medium  of  pie  of  self-preservation,  and  all  the 
your  Magazine,  an  unpleasant  feelings  of  self-l#ve.  How  many 
truth,  in  opposition  to  what  I  own  parents  have  sacrificed  their  lives 
to  be  a  consolatory  error.  I  was  for  their  children  ?  how  many  have 
surprised  to  meet  with  the  follow-  been  prepared  to  do  it  had  the  sa- 
ing  sentiment  uttered  by  the  Co-  crifice  been  demanded  of  them  ? 
roner  who  presided  at  the  investi-  How  many  fathers-,  and  mothers, 
gation  which  was  caused  by  the  and  sons,  and  daughters  are  there, 
melancholy  death  of  the  late  (Lord  who,  if  they  were  forced  to  do 
CasUereagh)  Marquis  of  London-  either  thf  one  or  the  other,  would 
derry.  "  The  Coroner,"  accord-  sooner  plunge  a  dagger  into  their 
ing  to  the  newspaper  reports,  own  breasts,  than  into  the  breast 
"  trusted  that  the  Jury  would  pay  of  a  child  or  a  parent?  All  the 
some  attention  to  his  humble  opi-  feelings  and  principles  of  their 
nion,  which  was,  that  no  man  heart  recoil  with  .greater  abhor- 
could  be  in  his  proper  senses  at  rence  from  the  one  act  than  from 
the  time  he  committed  so  rash  an  the  other.  And  yet,  alas  I  how 
act  as  self-murder.  This  opinion  often  have  fathers  imbrued  their 
was  in  consonance  with  every  hands  in  the  blood  of  their  chil- 
moral  sentiment,  and  with  the  infor-  dren  !  have  mothers  murdered 
mation  which  the  wisest  of  men  their  smiling  or  weeping  infants, 
had  given  to  the  world.  The  when  appealing  to  their  tenderest 
Bible  declares  that  a  man  cleaves  affections  in  the  most  pathetic  way 
tonothin^  80  strongly  as  to  his  own    tliat  nature  itself  has  dictated! 
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How  many  children  have  mur*  believe  that  insanity-  is  necessary 
dered  their  aged  parents^  and  to  account  for  sel£>murdef  ? 
thus,  in  the  most  awful  way  that  Again,  the  case  of  these  per- 
human  depravity  or  the  prince  of  sons  who  have  delibenitely  formed, 
darkness  himself  could  devise,  have  for  many  years  kept,  and  at  last 
brought  down  their  grey  hairs  with  executed,  the  design  of  committing 
sorrow  to  the  grave !  And  were  suicide  in  certain  circumstances, 
these  parents,  these  children,  all  prove  that  the  self-murderer  may 
insane  ?  Are  all  the  laws  of  men  be  perfectly  sane.  Hannibal,  it  is 
which  have  adjudged  death  as  the  well  known,  had  formed  a  deter- 
punishment  of  these  crimes,  un-  mination  that,  rather  than  be  taken 
just  ?  Are  the  laws  of  God,  which  by  the  Romans,  he  would  destroy 
an  inspired  apostle  informs  us  were  himself.  In  consequence  of  this, 
madefor"  murderers  of  fathers  and  he  for  many  years  always  carried 
murderers  of  mothers,"* founded  with  him  a  quantity  of  mortal 
on  a  mistake  respecting  human  poison,  which  he  at  last  drank, 
nature  ?  The  very  same  reason-  ,  when  he  had  no  prospect  of  esca- 
ing  which  is  adduced  to  prove  ping  from  the  Roman  Legates.  If 
that  he  who  commits  suicide  is  ne-  a  man  may,  then,  when  possessing 
cessarily  insane,  wou^|j|^rove,  if  it  the  full  use  of  his  rational  powers, 
were  valid, . that  murderers  in  ge-  form,,  and  for  many  years  keep 
neral,  especially  that  murderers  of  the  resoluticm  to  destroy  himself, 
parents  or  children,  are  insane  like-  why  should  it  be  thought  iuipos- 
wise ;  nay,  it  might  with  success  sible,  that  he  should,  when  per- 
be  extended  to  some  other  abomi-  fectly  sane,  put  it  in  execution  ? 
nable  transgressors,  whose  crimes  Was  Hannibal  insane  when  he 
shock  every  principle  of  nature,  foimed  the  purpose  which  has  just 
and  every  feeling  of  the  human  been  nientioned,  and  during  all  the 
heart  years  which  he  kept  it?  insane 
Powerful  as  the  love  of  exist-  amidst  all  the  plans  which  he  de< 
ence  and  the  principle  of  self-  vised,  the  stratagems  which  he 
preservation  are,  facts  prove  that  employed,  the  victories  which  be 
they  may  be  overcome  by  an  in-  gained  ?  or  was  he  seized  by  in- 
fluence much  weaker  than  that  sanity  just  at  the  moment  when  he 
which  may  operate  on  the  mind  of  found  it  necessary  to  execute  the 
the  self-murderer,  when  rationality  plan  which^  he  had  long  he&m 
18  not  destroyed.  They  are  over-  formed,  and  to  which  he  had  ad- 
come,  in  numerous  instances,  by  a  hered  for  many  years  ?  And  it  is 
passion  for  spirituous  liquors,  or  well  known,  that  the  one  which  I 
by  the  love  of  glory.  The  drunk-  have  adduced  is,  by  no  means,  a 
ard  will  persevere  when  he  knows  solitary  instance, 
that  the  intoxicating  draught  is  There  have  been  persons  of 
little  less  dangerous  to  him  than  ability  and  learning,  who,  when 
poison  would  be. '  The  soldier  will  perfectly  sane,  have  pleaded  and 
march  to  the  breach  when  death  is  written  in  justification  of  suicide ; 
certain.  Indeed,  so  unaccountable,  have  endeavoured  to  prove  that 
so  awful  are  the  stupidity  and  folly  men  have  a  right  to  take  away 
of  men,  that  they  w  ill  venture  and  their  own  life,  whenever  it  be- 
thro  w  away  their  lives  for  mere  tri-  comes  a  burden  to  them.  This  is 
fles.  Who  that  recollects  with  more  than  any  one,  as  far  as  I 
how  much  composure  the  Japa-  know,  has  ddne  in  favour  of  mur- 
nese  wil^  rip  open  their  own  bel-  der,  and  some  other  crimes.  In- 
lies,  in  what  numbers  the  Hindoos  deed  it  must  be  owned,  that  the 
will  throw  themselves  before  the  latter  is  more  incapable  of  any 
wheels  of  Juggernaut's  car,  can  thing  like  a  defence  than  the  for- 
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nier.    When,  therefore^  it  is  cer*'    without  horror,    tnust  be  detri- 


tain,  that  men  do  commit  crimes 
which  even  sophistry  itself  dares 
not  attempt  to  defend  -^  why- 
should  they  be  thought  incapable 
of  committing  those  which  it  has 
dared  to  justify  in  the  face  of  the 
world  ?     It  seems  that  if  suicide  is 


mental.  None  can  tell  what  effect 
a  single  idea,  a  solitary  habitual 
feelin|;r,  i«iay  have  in  the  hour  of 
temptation ;  nor  can  any  sny  how 
soon  he  may  bc.placed  in  circum- 
stances in  which  clear,  determi- 
nate  sentiments  respecting  the  8ub« 


more  shocking  to  the  feelings  than    ject  of  this  essay,  may  essentially 
murder  is,  (which  it  has  already     qualify  him  to  perform  a  painful 


been  shown  is  not  always  the  case,) 
the  latter  is  the  more  shocking  to 
reason.  Why  should  insanity  then 
bethought  necesaai-y  to  account  for 
the  one,  and  not  for  the  other  ?  It 
is  easy  to  conceive  that  even  when 
the  reason  is  not  impaired,  the 
feelings  may  be  brought  into  such 
a  state  of  wretchedness  as  to  offer 
no  resistince  to  the  dreadful  act ; 
nay,  as  to  hurry  on  to  its  commis- 
sion. Human  nature  is  so  de- 
praved, that  when  temptations  pre- 
sent themselves,  and  the  guardian 
care  of  Omnipotence  is  withdrawn, 
men  will  commit  any  crimes  which 
are  within  the  compass  of  either 
their  bodily  or  mental  ability. 

It  may  further  be  observed,  that 
all  the  actions  of  many  who  have 
put  an  end  to  their  own  existence, 
indicated,  up  to  the  very  hour  in 
which  they  committed  the  fatal 
act,  perfect  rationality.     And,  in 


but  necessary  duty.  Volcn»; 
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PAINE  AND  CARLiLe. 
(To  the  Editort.J 

Gentlemen, 
A  FEW  weeks  since,  passing 
near  Newgate  Street,  1  saw  a  con- 
siderable number  of  individuals 
assembled  ^^k  front  of  a  shop  onf 
tlie  entablalwe  of  which  was  in- 
scribed the  well  known  name  of 
Carlile.  Papers  of  large  dimension 
were  exhibited  in  the  window, 
offering  for  sale  works  injurious 
to  religion,  morals,  and  decency* 
Passing  more  recently  in  that 
direction,  I  no  longer  witnessed 
the  same,  manifestation  of  public 
curiosity ;  the  name  of  Carlile, 
having  lost  its  novelty,  had  lost  its 
attraction,  and  the  few  who  paused 
to  cast  a  listless  eye  on  the  adver- 
tisements, of  profanity  and   im- 


several  cases,  the  perturbation  of    purity,     speedily    resumed  \heir 
mind  which  they  must  necessarily     progress  without  entering  to  pur- 


have  felt  when  contemplating  the 
horrid  deed  on  which  they  had 
resolved,  would  well  account  for 
many  parts  of  their  conduct,  which 
have  been  thought  to  indicate  in- 


chase.  Of  the  injurious  effects 
likely  to  be  produced  by  this  per- 
tinacious dealer  in  heathenism  and 
impiety,  I  would  not  for  a  moment 
speak  lightly ;    they  are  too  real 


sanity.     It  is  not  wonderful  that    for  contempt,  too  awful  for  jest- 
they  should  be  absent,  gloomy,  or    ing ;   tliey  claim  the  deepest  ab- 


even  incoherent.  I  should  not  have 
troubled  you  with  these  remarks, 
had  i  not  found  that  the  opinion 
which  I  have  oj)posed  is  far  from 
being  uncommon,  and  had  I  not 
been  convinced  that  erroneous 
ideas  respecting  suicide,  may,  in 
many  cases,  have  a  very  injurious 
influence.  Indeed  every  thing 
•which  has  a  tendency  to  enable 
men  to  contemplate  self-murder 


horrence,  the  most  finn  and  per- 
severing opposition.  But  I  must 
be  permitted  to  doubt  whether  the 
system  of  counteraction  has  been 
wisely  chosen.  A  desperate  and 
reckless  man  will  always  be  able 
to  find  tools  of  his  own  cast.  In 
the  vast  circuit  of  a  metropolis 
like  ours  there  will  always  be 
found  dens  and  styes  whence  will 
issue  the  pernicious  and  the  foul, 


$& 


weadj  fiir  any  deed  of  miaduef^ 
when  food  and  cdothes  are  offered 
as  the  bribe.  The  miserable  are 
not  fiuddioas;   the  starving  will 
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such  has  always  been  aa  endless 
and  hopeless  strife.* 

But  these  observations^  which 
have«  I  know  not  how,  extended 


^onge  the  knife  or  pull  the  trigger  to  a  length  which  must  curtail  the 

when  life  stands  between  them  remainder  of  my  communication, 

and   bread;    and    in    times  like  were    originally    designed    as  a 

these,  when  wretchedness,  tanta-  brief  opening  to  a  larger  expose 

lized  and  maddened  by  surround-  tion  of  circumstances  which  are, 

ing  plenty,  increases  in  all  direc-  to  my  mind,  fraught  with  conso- 

tions,  it  is  no  cause  for  wonder  latory  and  animating  suggestions. 

that  there  are  to  be  found  men  Carlfle  is   tlie  ape  of  Paine;  a 

who  will  hazard  all  in  time  and  miserable    sectarian    of   a    more 

eternity,  when  present  maintenance  miserable,  because  more  enligh* 

is  the  altematiYe.     Hence,  as  it  tened  heresiarch.   Carlile  is  imbe- 

appears  to  me,  the  radical  error  in  die  enou^  to  be  sincere  in  his 
the  attempts  made  to  put  down 
the  eviL  To  assail  these  beings 
by  prosecution  was  giving  battle 
to  a  hydra.  As  fast  as  one  head 
was  lopped  away,  another  bour- 
geoned in-  its  place ;  the  Vander- 


enthusiasm;  Paine  was  too  shrewd 
a  man  to  be  the  dupe  of  his  own 
impostures.  The  author  of  the 
"  Age  of  Reason"  started  on  his 
public  career  as  a  political  writer; 
and/there  was  a  power  and  acute- 


plews,  the  Wrights,  and  the  men    ness  in  his  mind  and  style  whidi 
'  without  a  name,'  succeeded  each    qualified  him  for  doing  good  ser 


other  in-  the  perilous  post,  till 
victory  itself  became  defeat.  Their 
necessities  gave  them  audacity; 
their  prosecutions  brought  them 
what  they  wanted,  notoriety.  Had 
they  been  neglected  from  the  out- 
set, they  would  have  crawled  oa 
for  a  while  in  reptile  insignificance, 
and  by  this  time  would  have  been 
extinct. 


vice  to  the  party  that  he  embraced. 
His  "  Common  Sense"  aided  ma- 
terially tlie  cause  of  ^mencsm 
emancipation,  and  his  *^  Rights  of 
Man"  have  been  the  magazine  to 
which  politicians '  of  a  certain 
school  have  resorted  for  their 
stores  of  argumentative  militancy. 
I  meddle  not  with  the  justness 
of    the   sentiments,    I   state  the 


I  am  far  from  imputing  blame  to    facts  only  as  illustrative  of  the 
the  prosecutors.  I  have,  indeed,  no    eminence  and  importance  of  the 


particular  predilection  for  prosecu- 
jting  associations,  but  1  say  again 
that  I  feel  no  disposition  to  censure 
the  prosecutors  in  this  case.  It  was 
galling  to  see  insolent  impiety 
flaunting  in  our  streets  at  noon- 
day, and  flinging  its  temptations 
in  the  path  of  those  who  had  not 
firmness  enough  to  trample  on 
them  as  they  deserved;  It  was 
beyond  all  common  endurance  to 
witness  the  contemptuous  defiances 
which  were  given  to  law  and 
morals  by  needy  and  unprincipled 
adventurers,"— but  what  was  to 
be  gained  in  the  contest.^  The 
men  were  pennyless,  they  -had 
nothing  to  lose— and  to  battle  with 


intellectual  character  which  could 
give  so  strong  an  impulse  to  the 
public  mind.  At  length,  intoxi- 
cated with  success  and  inflated 
with  vanity,  he  adventured  on  a 

*  Nothing  of  this  is  meant  to  iinpag" 
the  expediency  of  keeping  the  law  in  coo- 
staiit  activity  agiunst  those  violatioos  of 
decorum  wlilch  are  obtruded  on  every 
side.  These  are  nuisances  which  demand 
continual  abatement,  and  I  regret  that  a 
recent  failure  has  a^ven  them  a  temporary 
impunity.  On  what  grounds  the  jury 
could  acquit,  I  find  myself  at  a  loss  to 
guess,  for  they  had  before  them  de- 
testable licentiousness,  infamous  inde- 
cency, and  a  price  purposely  adjusted  to 
the  pockets  of  the  young  and  those  of 
circumscribed  means ! 
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diflerent  warfare.     He  liad  shaken  tees  of  an  unhappy  caste,  I  cannot 

human  governments,  and  he  re-  bring  myself  to    speak    fiirther, 

solved  to  try  if  his  artillery  would  after  adverting  to  men,  who,  what^ 

not  be  equally  efficacious  against  ever  their  delinquencies  might  be, 

the  ascendancy  of  the  Gospel :  he  had  at  least  talent  to  make  their 

had  reasoned,  whether  justly  or  no  opinions  plausible.     J  shall  then 

is  not  the  question,  but  ably  and  at  once  point  to  the  moral  of  all 

influentiaUy,  against  the  received  this that  whatever  there  may 

principles  of  national  and  munici-  be  of  genius  or  of  power  in  com- 
pel rule,  and  he  turned  from  this  position  or  in  sentiment,  whenever 
meaner  quarry  to  annihilate  the  it  enters  into  alHanoe  with,  enmity 
reverence  and  homage  paid  by  to  the  Cross  of  Christ,  it  embraces 
Christendom  to  God's  administra-  a  withering  curse ;— ^it  falls  under 
tion.  His  aim  was  to  revolutionize  a  moral  and  social  ban.  There 
the  whole  i^rorld  of  politics  and  seems  to  be  something  in  the  con« 
religion ;  Revelation  was  in  his  stitution  of  sodety  that  rejects  and 
way,  and  he  raised  his  arm  to  casts  it  forth ;  it  has  sinned  against 
smite  it  to  the  dust.  What  was  the  general  consciousness  of  right, 
the  result? — shame  and  irretriev-  and  it  must  pay  the  heavy  pe-^ 
able  discomfiture.  Paine  from  that  nalty. 

hour  sunk,  never  to  rise ;  he  had  Even  Voltaire  and  his  infidel 
arrayed  against  him  the  wise  and  school,  with  all  their  power  and  in- 
the  good,  the  prudent  and  the  fiuenoeof  genius  and  science,  durst 
timid;  he  had  unwittingly  «p*  not  openly  encounter  this  fine  feel- 
pealed  to  the  better  feding,  the  ing.  They  skulked  about  with 
calm  conviction,  the  settled  vene-  masks  and  cloaks,  daggers  and 
ration  of  the  sounder  portion  of  so-  dark  knlems;  they  affected  amity 
ciety,  and  it  rose  as  one  man  in  that  they  might  stab  securely; 
vindication  of  its  eternal  hopes,  and  the  severest  blow  which  tiie 
He  became  an  outcast  from  the  meux  malade  de  Femejf  ever  re- 
social  world,  and  his  name  has  be--  ceived  was  wlien  the  Abb^  Ghienee, 
come  a  bye^wovd  of  shame  and  in  his  inimitable  *  letters  of  certain 
loathing.  Portuguese   Jews,'    assailed  Vol- 

Leigh   Hunt,   a   man   of  fine  taire  with  his  own  weapons,  and 

&ncy  and  active  mind,  of  elegant  in  the  happiest  vein  of  irony  and 

manners  and  fa^dnating  conver-  sarcasm,  stripped  off  his  specious 

sation,  lent  his  powers  to  the  sup-  ^sguise,    and    exposed   his    real 

port  of  a  popular  newspaper  which  diaracter. 

once  stood  high  in  estimation,  and        Thus,  Sir,  I  hope  I  have  made 

might  have  continued  so  to  do,  good  my  intimation    that  in  all 

but  for  the  plerpetual  and  tiresome  these  occurrences,  however  disas- 

intrusion  of  sneers  and  reproaches  trous  they  may  be  in  ^eir  partial 

levelled  against  evangelical  piety,  effects,  there  is  a  working-out  of 

He  is  now,  we  believe,  a  waif,  good   which    shews    the    special 

wandering  and    dependent  —  he  watchfulness  of  the  Great  Rdler 

who  might  have  ranked  among  and    Guardian   of  the  Christian 

the  ornaments  of  his  country,  in  Church.     Infinitely  greater  is  he 

fiiir  and  honest  fame,  had  he  but  that  is  for  us,  than  the  greatest  of 

added  to  his  excellent  qualities  of  those  who  assault  our  Faith  and 

mind,  the  nobler  distinction  of  the  Hope.      Though  the   powers  of 

sanctified  heart  darkness  are  against  us,  God  him- 

Carlile^— 'but  of  this  individual  self  is  on  our  side, 
and  his  associates,  die  dregs  and  CHRistiANUs. 

* 
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THE  ECONOMY  OF  PLEASURE  I  humbly  conceive,  that  a  pubUc 

AND  PIETY.  dinner  at  an  inn  or  a  tavern,  though 

(To  the  Editors. J  it  be  only  at  three  shillings  per 

Gentlemen,  hecui,  is  not  likely  to  do  the  heart 

This   is  surely    the  age   of  in-  any  good ;  but  rather  to  introduce 

stitutions !  Benevolence  and  zeal>  a  mixture  of  religious  services,  of 

with  united  excitement,  have  con*i  worldly  conformity,  and  of  hazar- 

tributed  to  their  formation;  and  dous  gratification,  too   well  cal- 

that  they  may  not  fail  of  obtaining  culated    to   injure    the   Christian 

requisite  support  amidst  the  con-  cause,  and  to  deteriorate  the  Chris- 

flict  of  urgent  pretensions  on  pub-  tian  character, 

lie  favour,  the   most  acute  inge-  There  were  some   of  old  who 

nuity  is  exercised  on  the  behalf  of  compassed  sea  and  land  to  gain 

some  of  these  institutions,  to  invite  proselytes!  and  the  ingenuity  and 

attention,  and  to  procure  subscrip-  zeal  of  the  present  age  have  lately 

tions.  had  recourse  to  experiments  of 

I  have  for  some  time  past  been  similar  extent ;    perhaps    excited 

amused  with  the  inventions,  which  thereto  by  the  rare  invention  and 

have  been  emulously  practised  to  increased    use    of    steam    boats ! 

give  public  notoriety  to  these  In-  These,    Gentlemen,     offer    such 

stitutions;  and  also  with  the  means  temptations  to  aquatic  excursions, 

and   measures  which  have  been  such  opportunities  of  sailing  down 

devised  and  proinulgated  to  assist  the  Thames  to  the  Nore,  and  up 

and  uphold  Uiem.  the  Medway, — ^and  of  landing  at 

I  cannot,  Sirs,  go  into  the  streets,  Sheemess, — and  of  returning  to 

without  being  Jaced  with  adver-  London — all  in  one  day ; — that  it 

tisetnents  on  every  wall,  on  paper  is  no  wonder  these  very  novel  and 

of  various  colours,  and  with  types  social  means   of  gratifying  per- 

of  different  shapes,  stating,  that  on  sonal  curiosity  and  social  feeL'ng, 

such  a  day — ^such  an  anniversary  have  been  eagerly  seized  on,  and 

will  be  held — such  a  society  will  made  subservient  to  the  pecuniary 

meet ;  and  such  a  school  will  be  benefit  of   various  societies   and 

indulged  with  a  walk  and  refresh-  schools. 

ments  at  a  tea  garden.   If  I  should  Only  consider.  Gentlemen,  the 

miss  any  of  these  notices,  on  ac-  excitements  that  are  concentrated 

count  of  their  being  mixed  with  in  such  a  voyage!     1st.  lliose of 

the  multifarious  advertisements  of  an   ordinary  kind.      There  is  a 

every  other  kind,  which  are  pasted  large^  company,  in  high  spirits  at 

on    the  walls,  I  have   no  doubt  being  loosed  from  the  trammels  oi' 

of  being  furnished  with  them,  by  business ;  greatly  gratified  while 

separate  papers  slipped  into   my  on  the  deck  of  the  vessel,  with  the 

hand,  or  exhibited   in    the  shop  novelties  of  their  situation,  and  the 

ivindow  of  my  grocer  or  cheese-  pleasantness  of  their  prospects:— 

monger.  and  when  retired   to  the   cabin, 

Be  assured.  Gentlemen,  that  I  plentifully  supplied  with  food  to 
mean  no  disrespect,  and  insinuate  strengthen,  and  wine  to  cheer  the 
no  injurious  reflection  against  any  heart.' — Again,  Those  who  planned 
institution ,  or  against  the  ingenious  the  excursion,  and  invited  to  the  par- 
methods,  I  have  referred  to,  of  soli-  ticipation  of  it,  have  not  only  given 
citing  attention  and  support.  I,  it  a  sort  of  religious  designation 
certainly,  at  tinies,  feel  a  little  and  character,  but  have  also  pro- 
mortification  and  annoyance  from  vided  Ministers  of  known  popu- 
certain  adjuncts,  which  are  con-  larity  to  support  these  pretensions, 
nected  with  the  meetings  to  be  by  their  presence  and  services, 
held,  and  with  the  religious  ser-  2d.  As  to  what  may  be  deemed 
vices  to  be  engaged  in;  because,  extraordinary  excitements.   Public 


1822.;]  BUflical 

curiosity  is  prompted,  and  expec- 
tation raised,  by  notices,  that  not 
merely  sermons  will  be  preached, 
and  addresses  given;  but  that  a 
discourse  will  be  delivered  at  the 
identical  spot,  called  the  Nore; 
at  which  place,  a  vessel  is  stationed 
to  direct  the  mariner  how  to  avoid 
those  sands  and  shoals  which  ren- 
der navigation  dangerous.  It  may 
be  presumed.  Sirs,  that  the  mean- 
ing of  this  is,  to  produce  a  cau- 
tionary sermon,  and  coiresponding 
instruction,  regarding  those  dan- 
gers to  which  religious  professors 
are  liable,  who  make  too  free  with 
the  "  course  of  the  world,"  by  a 
conformity  with  its  spirit,  its  cus- 
toms, and  its  enjoyments ;  and  are 
thus  likely  to  make  "  shipwreck 
of  faith,  and  of  a  good  conscience." 

And  as  if  even  all  this  were  not 
enough  for  religious  liberality  to 
4)WeT,  on  these  popular  occasions  of 
excitement  and  .  enjoyment,  —  in 
addition  to  the  aforesaid  sermon, 
a  dissertation  on  the  mutiny  among 
the  seamen,  at  the  Nore,  m  1797» 
with  an  account  of  the  famous 
Admiral  Parker,  who  acted  such  a 
conspicuous  part  therein — is  pro- 
posed to  be  given,  as  a  conclusion 
to  the  mentkl  bill  of  fare,  for  the 
day!  Surely,  this  is  giving  full 
measure,  pressed  down  and  run- 
ning over ; — ^is  a  mixture  of  ser- 
vices Wonderfully  adapted  to  en- 
lighten and,  edify  the  company 
and  congregation,  who,  from  St. 
James's  to  Ratdiife-highway,  have 
associated  to  partake  of  it;  and 
affords  a  good  opportunity  to  warn 
them  against  the  Admirid  Parkers 
amongst  the  professors  of  religion, 
who,  upon  frequently  occurring 
occasions,  are  very  apt  to  stir  up 
mutiny  in  churches. 

God  is  a  Spirit-^nd  must  be 
worshipped  in  spirit  and  in  truth 
— ^in  the  beauty  of  holiness ;  with 
an  earnest  desire  to  glorify  Him ; 
with  preparedness  of  heart ;  with 
reverence  of  soul ;  with  an  impres- 
sive sense  of  the  Divine  presence, 
and  with  fervency  of  desire   for 
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the  Divine  blessing !  "  Who  is 
sufficient  for  these  things  ?" — even 
at  the  most  appropriate  seasons  ; — 
on  the  most  solemn  occasions,  and 
in  the  most  favourable  circum- 
stances— ^must  be  the  feeling  and 
the  sentiment  of  every  pious  and 
reflecting  Christian.  And  this 
most  interesting  and  important 
consideration  I  earnestly  recom- 
mend to  every  one,  who  is  disposed 
to  connect  devotional  services  with 
an  aquatic  excursion  in  a  steam 
boat        Your's,  Laicus. 

London,  7th  Sept.  1822. 


*%«%«<%«%«% 


BIBLICAL   CRITICISM. 

Gentlemen, — In  answer  to  the 
query  proposed  by  M.  in  your  Ma- 
gazine for  August,  I  would  re- 
mark that  the  law  did  not  forbid 
all  conversation  with  the  diseased 
person,  but  only  dwelling  with 
them;  Leviticus  xiii.  46.  I  would 
also  observe,  that  the  nation  was 
sunk  in  idolatry,  and  had  left  the 
holy  law  that  was  giv^n  to  their 
fathers  to  follow  after  the  polluted 
ways  of  the  heathen ;  and  as  the 
kings  of  the  house  of  Israel  some- 
times performed  the  priest's  office 
in  sacrificing,  so  they  might  also 
personally,  or  by  deputy,  take  upon 
themselves  to  examine  the  lepers  : 
when  therefore  Gehazi  offered  him- 
self, the  king  took  the  opportu- 
nity to  converse  with  him,  after 
he  had  told  him  his  case,  and  who 
he  was,  upon  the  other  miracles 
that  His  master  had  wrought  in 
the  name  of  the  Lord :  moved  no 
doubt  so  to  do  by  the  particular 
providence  of  God,  that  the  Shu- 
namite  woman,  the  ftiend  of 
Elisha,  should  have  her  house  and 
lands  restored  to  her  again.  The 
learned  Dr.  Gill  supposes  that  the 
conversation  between  Joram  and 
Gehazi,  happened  while  the  latter 
was  the  Prophet's  servant,  conse- 
quently before  Naaman's  cure,  im- 
mediately after  the  seven  year's 
famine,  just  before  the  siege  of 
Samaria.  Jonki. 
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POETRY. 


ASPIRATIONS    IN   BfelHALF  OF 
THE  YOUNG. 

tliiEAT  Lord  of  air,  and  earth,  and  aeaa, 
Tlloa  bjr  trliom  er^ry  good  is  gir'n, 
Whoie  vond'roiu  worics  and  wond'rova 

ways 
Arp  seen  on  earth  and  sung  in  heav'n. 
To  thee  our  hearts  in  pray'r  we  raise. 
We  seek  the  blessings  of  thy  grace. 

'TIS  thou  and  thou  alone  canst  keep 
The  feet  of  youth  firom  paths  of  de^. 
Canst  make  them  lambs  amongst  thy 

sheep. 
And  in  thy  praise  eipploy  their  breath ; 
To  thee  our  hearts  we  therefore  raise. 
We  seek  the  blessings  of  thy  grace. 

Their  chUdhood,  Lord,  preserre  from  sin. 
Their  youth  from  vice  and  folly  savel, 
Their  manhood  guide  by  truth  divine. 
And  g^re  old  age  a  peaceful  grave ; 
To  thee  for  this  our  hearts  we  raise. 
We  seek  the  blessings  of  thy  grace. 

That  our  requests  are  great  we  own. 
Bat,  Lord,  our  plea  is  also  great ; 
'Tis  he  who  did  for  sin  atone. 
And  lives  our  cause  to  advocate ; 
Through  him  to  thee  our  hearts  we  raise, 
And  seek  the-blcssings  of  thy  grace. 


While  in  this  world  of  toil  and  strife 
Our  o^spring  spend  dieir  fleeting  life, 
Great  God  of  providence  and  grace  ! 
Be  thou  their  constant  hiding  place. 

In  all  its  sorrows,  all  its  cares. 
Its  changes,  perils,  and  its  snares. 
By  thy  great  pow*r  defend  them,* Lord, 
Guide  them  by  thine  unerring  word. 

By  thy  good  Spirit  and  rich  grace 
IncUne  tbelr  hearts  to  love  and  peace ; 
'Midst  all  life's  terrors  and  alanns 
Be  this  their  temj[ier,  these  thsir  arms. 

Be  all  their  few  fraal  yean  or  days 
Bmploy'd  in  works  of  love  and  praise, 
And  be  thdr  last  day.  Lord,  their  beat. 
An  entrance  to  eternal  rest. 


Thy  Gospel,  Lord,  is  heav'nly  light, 

Ito  kind  and  cheering  rays 
Dispel  the  gloom  of  nature's  night. 

And  brighten  aH  our  days. 

Spirit  of  wisdom  and  of  grace. 

Our  efforts  deign  to  bless. 
And  guide  our  offspring  in  the  ways 
,  Of  peace  and  righteousness. 

Bariy  be  it  their  great  concem 
Christ  and  his  cross  to  know, 

Their  feet,  their  eyes,  their  hearts  to  turn 
From  paths  of  sin  and  woe. 

Thus  shall  their  mom  of  life  be  bkst 

With  peace  and  joy  divine. 
Thus  shall  they,  with  bright  hopes  of  rest. 

Their  dying  breath  resign. 


«'%««%*i<«>%«<V%> 


HYMN. 


Dark  and  benighted  is  our  mind 
In  childhood  and  in  youth. 

To  foUy  and  to  sin  inclin'd 
Opyos'd  to  grage  and  troth. 


We  lift  our  eyes,  O  God,  to  thee ! 

And  seek  l»ee  on  tfay  throne ; 
There  dost  thou  dwell  eternally,, 

^The  high,  the  holy  One. 

But  how,  with  sin-pervaded  frame. 
Shall  we,  the  vile,  the  weak. 

Make  mention  of  thy  spotless  name. 
Thine  awfal  glories  speak  ! 

How  from  the  -depths  of  shanK  and  tin 

Can  tainted  o^rin§^  rise. 
And  to  thy  purity  divine. 

Bring  grateful  sacrifice. 

Shall  we  then  yield  to  hopeksas  grief, 
O'erwheUned  by  deep  despair  ; 

Is  there  not  full  and  free  relief 
Promised  to  contrite  prayer  ? 

Yes,  when  the  heart-struck  sinner  learns 

To  plead  a  Saviour's  name. 
Sis  kindled  Spirit  in  him  burns 

With  high  devotion's  flames 

With  tearful  eye  when  penitence 
Has  looked  to  Him  who  died, 

Wheir  Fiuth,  triumf^nuait  over  sense. 
Has  hailed  Him  gloriied. 

Then  to  Jehovah's  throne  of  grace 
Our  offerings  may  we  bring; 

Then  oar  ld|h  anthems  may  we  ruse 
To  honm't  ftemalKing. 
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REVIEW  OF  BOOKS. 


The  Life  of  Jolin  Goodwin^  A.  M» ; 
some  time  Fellofv  of  Queen's  Col" 
lege,^  Cambridge,  and  Vicar  €f 
Sl  Stephens,  Colentan  Street, 
London.  Comprising  an  Account 
of  his  Opinions,  and  of  the  Con^ 
troversies  in  which  he  was  en^ 
gaged  in  Defence  of  Religious 
Uberiy  and  general  Reaenqh' 
tioti,  Sfc.  Btf  Thomas  Jackson, — 
London:  8vo.  1822.  pp.  459. 
10*.  6d. 

John  Goodwin  was  one  of  the 
most  extraordinary  men  of  a  very 
extraordinary  period.     Among  a 
host  of  individuals,  distinguished 
for  their    theological  attainments 
and  polemical  acuteness,  he  occu- 
pied a  front  ituik ;  and  amidst  the 
noise  and  uproar  of  political  de- 
bate and  revolotion,  his  voice  was 
louder    and    more   distinct  than 
most  of  his  ftfUo/ws.  Unfortunately 
his  name  has  come  down  to  pos- 
terity as  that  ef  a  vi^ksit  d^endei: 
of  ArminiamsBSj  and -an  invcta^atte 
enemy  to  the  unfortunate  Charles, 
rather    than   as    an     enlightened 
friend   of   liberty  and   a  patient 
sufferer    m  the  Christian    cause. 
We  are  much  pleased,  therefore, 
with  this  attempt  to  rescue  his 
name  from  oblivion  and  unmerited 
reproach.    Much  labour  must  have 
been  bestowed  in  bringing  togeth€A* 
the  materials  which  are  oofiected 
in  this  volume.      Many  ciirious 
facts  ai^  detailed,  and  in  several 
respects  Mr.  Jackson  succ^ds  ^ 
defendiiig    and     vindicating    his 
hero,     lliework  is  ccstainty  ere- 
diftaUe   to  the  talents  and  infbf- 
matioQ   of  llie  author.     We  bear 
this  testimony  cheerfully,  though, 
as  will  soon  iqf>pear,  we  difibr  very 
widely  irom  him  on  various  im- 
portant passages  of  the  work  be- 
fore lis. 

Mr.  Goodwin  lias  bom  some- 
where in  NoiMk^  isi  >^98»    He 


received  his  education  at  Cam- 
bridge, where  he  took  his  degree 
of  M.  A.  and  was  elected  a  Fellow 
of  Qaeen*s  College,  November  10, 
1617.  After  his  removal  from 
the  University  he  preached  occa- 
sionally in  different  places  for  some 
years,  and  at  length,  in  1682,  was 
chosen  Vicar  of  Coleman  Street, 
by  the  parishioners. 

"  When  Mr.  Goodwin  commenced  his 
career  of  ministenal  labour,  examples  of 
clerical  delinquency  abounded  bn  every 
side.  Not  a  few  of  those  who  held  lirings 
in  the  church  never  attempted  to  preach, 
were  scandalously  immoral  in  their  lives, 
and  destitute  of  every  qualification  for 
their  office,  except  that  of  ability  to  read. 
Of  those  who  had  learning  and  talents, 
some  employed  their  strength  in  the  sup- 
port of  ceremonial  observances,  which, 
to  say  the  least,  are  not  essential  to  tru/B 
religion ;  and  others,  in  contending  for 
the  simpficity  of  Christian  ordinances, 
mamfested  as  much  stel  against  tiie  xmt 
of  the  ring  in  marriage^  roe  Sign  of  tlie 
cross  in  baptism,  and  other  tlungs  of  a 
similar  description,  as  if  they  were  ac- 
tually defending  the  most  important  doc- 
trmes  of  revelation,  or  guarding  the 
church  against  the  sin  *  which  hath  iiever 
forgiveness.'  Comparatively  few  seemed 
so  to  enter  into  the  spirit  of  their  work, 
as  to  employ  tideir  time  and  energies  in 
one  laboridusand  prayerful  effort  to  turn 
men  from  darkness  unto  light,  and  from  * 
the  power  of  satan  unto  God." — p.  3. 

In  the  statements  of  this  para- 
graph k  is  impossible  for  us  to 
agree,  ft  is  a  very  unfortunate 
drcumstance  that  the  aifthor  of 
the  life  6f  a  noted  Puritan  and 
Nonconformist  should  himself  be 
neither.  In  consequence  of  this 
the  memory  of  the  emire  class  of 
persons  to  which  Mr.  Goodwin 
beliHiged  is  slurred  and  blotted 
throughout  the  work.  The  zeal 
of  the  Puritans  against  ceremonies 
was  zeal  iot  the  rights  of  the 
Chifistian  church,  aAd  for  the  au- 
thority of  Christ.  Mii^constructions 
Hbout  such  things  were  forced 
\sf^  them  by  tl^ose  who  s<M'ght 
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to  lofd  it  over  their  cunsdenoes. 
The  guilt  lay  not  in  the  resistance 
but  in  the  imposition;  and  the 
man  who  can  speak  of  them  as 
destitute  of  the  spirit  of  their  call- 
ing, and  not  distinguished  by 
"  their  laborious  and  prayerful 
efforts  to  turn  men  from  darkness 
to  light,"  must  be  unacquainted 
with  their  history,  or  lamentably 
prgudioed  against  their  cause.  It 
is  the  latter  evil  which  predomi- 
nates in  the  mind  of  Mr.  Jackson. 
Although  a  Wesleyan  Methodist, 


ceedings,  or  a  recondliation  of 
their  principles  and  spirit,  with 
the  example  of  Jesus  Christ  and 
the  precepts  of  his  word."  After 
usikig  language  no  less  conderana- 
tory  of  \he,  cause,  than  of  the  f^irit 
of  the  Puritans,  what  can  Mr.  J, 
mean  by  the  following  passage  ?~ 
"  When  British  freedom  had  re- 
ceived  a  thousand  wounds  from 
the  sacrilegious  hands  of  guilty 
statesmen  and  divines,  and  was 
actually  bleeding  at  every  pore, 
anxious  to  perpetuate  her  existence. 


and  therefore  a  Dissenter  in  point  ^  they  (Goodwin  and.his  co-adjutors) 

of  &ct,  and  guilty  of  as  *'  serious  marshalled  themselves  around  her 

innovations'*  as  any  of  the  puri-  lovely  form,  and  presented  their 

tan  ministers,  he  is  evidendy  a  shields  to  her  numerous  and  in- 

churchman  in  his  prejudices,  and  veterate  assailants." — ^p.  17*    We 

a  tory  in  his  politics.     The  life  of  love  consistency,  and  we  regret  to 

a  rigid  dissenter  and  republican  see  it  perpetually  violated  by  a 


must  unavoidably  suffer  in  «uch 
hands. 

The  following  specimens  of  the 
way  in  which  the  Puritans  are 


class  of  writers  who  profess  great 
regard  to  British  liberty  ;  and  yet, 
when  speaking  of  the  men  who 
suffered  and  died  for  its  defence, 


treated,  will  illustrate  the  state  of    are  always  either  blaming  that  very 


Mr.  J.'s  understanding  upon  this 
subject  He  tells  us  in  the  prefiuse, 
that  '*  the  zealous  labours  of  the 
Puritan  ministers  were  rendered 
ultimately  abortive  by  being  con- 
nected with  revolutionary  strife 
and  insubordination."  ''  Many  of 
them,"  he  says,  **  were  pious  and 
conscientious  men,  though  of  nar- 
row and  illiberal  principles ;"  and' 
**  not  unfirequently  overstepped 
the  boundaries  of  decorum,  and 
expressed  themselves  in  language 
highly  insulting  and  inflammap- 
tory." — ^p,  11.  "  They  were  anx- 
ious to  gain  ecclesiastical  dominion, 
and  to  introduce  the  most  serums 
innovations  in  the  church;  and 
many  of  them,  no  doubt,  were 
prompted  by  revenge  occasioned 
by  the  wrongs  they  had  previously 
suffered." — ^p.  25.  According  to 
Mr.  J.  *'  it  is  difficult  to  say 
whether  they  or  the  episcopal 
clergy  were  more  deeply  involved 
in  blood  guiltiness."  Of  course 
we  do  not  wonder  that  he  should 
warn  the  reader,  not  to  expect 
&Qm  hixn  'f  9  d^ence  of  their  pro* 


line  of  conduct  which  issued  in 
the  triumph  of  liberty^  or  mis- 
representing the  motives  of  the 
men  who  were  its  unbougfat,  un- 
bending, and  consistent  cbam- 
pimis. 

«*  T^icy  execrate  the  tyranny  that  doom'd 

them  to  the  flames. 
But   give    the   glorious  suffiererB  little 

praise." 

Mr.  Goodwin  supported  the 
cause  of  the  parliament  with  heart 
and  hand.  He  preached  and  he 
wrote  in  defence  of  its  measures. 
We  can  neither  trace  the  progres 
of  dvil  discord,  nor  give  a  detail 
of  all  that  he  did  in  oonnezian 
with  it  The  most  obnoxious  port 
of  his  conduct  was  his  vindicatioD 
of  the  High  Court  of  Justice. 
This  pamphlet^ ''  The  Obstructors 
of  Justice;  or  a  Defence  of  the 
Hcmourable  Sentence  passed  upon 
the  kte  King,"  nearly  cost  the 
author  his  life  after  the  restoration. 
We  vmh  Mr.  J.  had  been  more 
particular  in  his  account  of  this 
production.  He  merely  speaks  of 
what  he  had  advanced  on  the  nuin 
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question    being    often    plausible,  most distinguiBhedof the advocatea 

biit  unworthy  of  his  superior  en-  for  unrestricted  and  universal  li- 

dowments.  The  followhig  apology  berty  of  conscience.     If  he  has  not 

is  certainly  worthy  of  attention :—  been   noticed   so  prominently  as 

«  It  is  but  justice  to  Mr.  Goodwin  to  ^™«  others,  it  is  because  his  ser- 

state,  that  in  defending  the  army  he  was  ^^ce^  have    been    less    generally 

not  influenced  by  any  dislike  of  social  known.      We  think  that   Mr.  J. 

order,  or  by  any  predilection  for  a  re-  might    have    done  full   justice  to 

[mSS  «r^?rJi  Sl.^/an'f  ^cln^  W? /"«"''.   ^i*o"t   arfing  un- 

Charles  ho  waa  evidently  misled  by  his  fairly  against  other  defenders  of 

passion  for  religious  freedom.    No  man  the  same  generous  doctrine.     He 

ever  lived,  who  understood  the  righte  of  disputes  the    claims  of  the  Inde- 

conscience  better  than  he,  or  who  was  ^™i«„f«  «.^    4.i,«    «.•   u*  ^e  u«..' 

moretremblinglyalivetotheiriitiportance.  P^ndenU  to   the  right  of  having 

AU  dominion  overconscicnce  he  regarded  nrst  taught  the  prmciples  of  reli- 

as  a  usurpation  of  the  Dirine  prerogative,  gious   freedom;    and   he   is  very 

and  a  wicked  encroachment  upon  the  angry  that  Dr.  Owen  should  have 

m^Se'.^lJ'?  w^  ^")S?  oTSS:  ^Vr^.  "  «-ng  the  earliest 

copal  *  Uniformity,'  and  the  parUament  <>*  his  countrymen,  who  thought 

had  issued  Onlinances  in  restraint  of  re-  and  wrote    SO   well  on    this    sub- 

ligious  libeiiy  sufficient  to  disgrace  even  ject.     That  Owen  was  "  the  first 

:M?js5J'i?:'Cn:'r.'ii!2.r"KiS:  ^r  v"-  ^"^^"^  "'^''  '^^'^*^' 

therefore,  been  restored  to  the  exercise  of  ^}^  ««*  V^f^If  ^^  uppermost,  the 

his  regal  functions,  when  tiie  parliament  rights   of  conscience,"   has    been 

voted  his  concessions  to  be  a  ground  for  established    by    evidence,    which 

a  fiiture  settlement,  tne  probability  was,  ^^Ir.  J.  has  not  ventured  to  dispute, 

according  to  the  opimon  of  Mr.  Goodwm  r«i         .  ^    n        ^i    ^  i^  *^     . 

and  others,  that  the  EpiscopaUans  or  the  There  is  reason  to  fear,  that  Owen  s 

Presbyterians,  or  perhaps  both,  would  having  written  against  Goodwin's 

enjoy  the  countenance  and  protection  of  Redemption  Redeemed,  has  led  our 

the  Stote;  and  aU  other  bodies  of  reli-  author  to  detract  from  his  merits 

gious  people,  after  a  sacrifice  of  their  •     .1  •  ..^  1  j.      i.  i.* 

property,  and  an  exposure  of  their  lives  ^^,  ^^^  matter,  and  to  charge  hnn 

in  the  field,  would  be  delivered  up  to  the  with  *'  genuine  fanaticism:*     The 

severities  of  prosecution.    These  not  im.  world  will  certainly  Smile  at  this 

probable  anticipations  doubtless  made  a  dj^gg  brought  against  Dr.  Owen 

strong  impression  upon  Mr.  Goodwin's  1  \\t    \  km  ^l    i*  1      tir 

mindfas  well  as  tiic  revenge  which  he  ^7.*  Wesleyan   Methodist     We 

knew  to  be  meditated  by  the  royal  party,  believe  it  to  be  quite  unnecessary 

Under  the  impulse  of  those  feelings,  to  offer  any  vindication  of  a  man, 

which  such  a  situation  of  afl^  was  cal-  ^jjose  character  as  a  theologian, 

cuiatedto  excite,  he  wrote  his  two  pam-  «^  j  „  ^^.,«:««.^^«.  i*  :^ i     c  i^ir  ^ 

Phlets  in  vindication  of  tiie  army.    The  ?»^  »  Consistent  friend  of  liberty, 

political  principles  inculcated  in  these  18  ^^  above  any  praise  of  ours,  or 

publications,  as  well  as  in  those  of  his  any  censure  of  Mr.  Jackson's, 
bold  compeers,  are  dangerous  and  inde-        The  discussions  respecting  the 

feasible;  they  are  nevertheless  the  errors  ^-:   •_  ^jp  4.1,^  j^r»f»;«^  t»f  .^i.^.;^..« 

ofananientaidgenerousmind,desiix>UB,  ?"^^  ^^  the  doctrine  of  religious 

above  every  thing  besidea,  of  restoring  to  liberty,   which   have  taken  place 

his  species  those  rights  which  they  had  since  the   publication   of  Orme's 

received  from  their  Maker,  but  of  which  Memoirs    of  Owen,   have  greatly 

;^7^d»Hjen  wantonly  deprived."-pp.  amused  us.   Theanxiety  of  various 

'      '  parties  to  disclaim    the  guilt  of 

This  paragraph  naturally  leads  intolerance,  or  to  fix  it  equally 

us  to  Mr.  Jackson's  statements  on  upon  all  sects ;  and  the  strong  de-> 

the   subject  of  religious  liberty,  sire  to  get  possession  of  some  por- 

We  very  cordially  agree  with  the  tion  of  the  praise,  which  is  due  to 

liberal  views  of  our  author  on  this  the  authors  of  this  liberal  senti- 

interesting  question;  and  we  are  ment,  are  jproofs  of  the  general 

satisfied  of  the  honourable  claims,  prevalencie  of  right  thinking  on 

of  Goodwin  to  rank  among  the  this  interesting  subject,  and  that 
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persecution  has  at  last  become  un- 
popular. We  are  happy  to  con- 
template the  results,  whatever  dif- 
ference may  prevail  respecting  the 
origin  of  the  principle.  We  may 
be  allowed,  however,  to  observe, 
that  the  main  position  in  Orme's 
work,  that  the  fundamental  and 
essential  principles  of  Indepen- 
dency necessarily  involve  every 
thing  that  belongs  to  religious 
liberty,  and  are  directly  opposed 
to  every  species  of  persecution, 
has  never  been  m^t  by  any  oppo- 
nent ;  and  that  after  the  effrontery 
with  which  certain  scurrilous  Pres- 
byterians of  the  North,  have  laid 
claim  to  the  merit  of  liberality  and 
moderation  for  their  party,  we 
shall  not  be  surprisedat  an  attempt 
to  prove,  that  religious  liberty  was 
bom  in  the  Inquisition,  and  that 
her  claims  were  first  advocated  by 
the  Doctors  of  the  Sorbonne.  Mr. 
J.  tells  us,  that "  the  Independents 
have  been  the  most  loud  and  ur- 
gent in  demanding  their  meed  of 
praise  for  their  services  in  this 
cause."  He  forgets,  however,  that 
the  claims  of  the  Independents 
have  been  mostly  advocated  by 
men  who  did  not  belong  to  their 
party,  and  that  the  fact  in  dispute 
has  been  spontaneously  testified 
by  adversaries,  if  not  less  virulent, 
yet  certainly  b,etter  informed'  than 
any  of  their  modem  revilers. 
Many  such  testimonies  have  long 
been  before  the  world,  and  recent 
ones  of  a  somewhat  different  cha- 
racter have  come  under  our  obser- 
vation. In  an  article  of  the  71st 
No.  of  the  Edinburgh  Review, 
generally  ascribed  to  Sir  James 
Mcintosh,  who  is  himself  a  host 
on  any  question  relating  to  British 
history.  Speaking  of  the  Memoirs 
of  Owen,  it  is  said,  "  In  this  very 
able  volume,  it  is  clearly  proved, 
that  the  Independents  were  the 
Jirst  teachers  of  religious  liberty/* 
p.  229.  ''  The  History  of  the 
British  Empire,  from  the  accession 
of  Charles  I.  to  the  Restoration," 
in  4  vols.  8vo.  lately  published 


by  George  Brodie,  Esq.  Advocate 
—a  work  of  very  considerable 
talent  and  research — contains  the 
following  important  passage  on 
the  subject  "  The  grand  princi- 
ple by  which  the  Independents 
overpassed  all  other  sects,  was 
universal  toleration  to  all  dencHni- 
nations  of  Christians,  whose  reli- 
gion was  not  conceived  to  be  hos- 
tile to  the  peace  of  the  state— a 
principle  to  which  they  were 
faithful  in  the  height  of  power, 
as  well  as  under  persecution.  In 
this,  for  which  they  were  bitterly 
reviled  by  the  Presbyterians,  they 
set  an  example  to  Christendom  ; 
for,  though  a  secret  toleration  to  a 
certain  extent,  or  rather  a  con- 
nivance at  certain  sects,  had  been 
allowed  in  the  United  Provinces, 
it  was  on  far  less  liberal  principles, 
and  denounced  by  the  clergy,  as 
most  sinful  in  the  magistracy,** 
vol.  iii.  p.  517*  These  testimonies 
we  consider  not  less  honourable  to 
the  writers  who  bear  them,  than 
to  the  body  respecting  which  they 
are  borne;  and  combined  witJi 
those  of  Hume>  Smith,  Laing,  and 
others,  are  sufficient  to  set  die  his- 
torical question,  in  regard  to  the 
origin  of  toleration,  ror  ever  at 
rest.  On  the  part  of  Mr.  Jad(- 
son,  it  is  not  quite  in  good  taste 
to  sneer  at  the  Independents,  for 
demanding  praise  on  account  of 
their  servicea  in  the  cause  of  reli- 
gious liberty,  as  the  hen)  of  his 
work  belonged  to  this  body,  and 
owed  to  its  peculiar  sentiments 
those  very  views,  on  which  Mr. 
J.  rests  the  largest  portion  of  his 
right  to  the  gratitude  of  posterity. 
Mr.  J.  says,  *'  It  was  natural  for 
Mr.  Goodwin,  as  the  zealous  friad 
of  universal  toleration  to  pass  into 
the  tents  of  Independency  !  /"  This 
remark  contains  a  compliment  to 
Independency  which  we  believe 
the  worthy  author  had  no  intention 
of  paying.  We  accept  it,  never- 
theless; it  was  the  unamsdous 
homage  of  trutli,  and  we  quite 
agree  witb  Mr.  Jackson,  duit  no- 


1 832-3         B^iewqfJ^hs:'-Jach9C^iLifaofGp(4wm,  S87 

iking  is  more  natural  than  far  ike  c«re.   And  that  miniAtera  will  not  appear 

friends  of  universal  toleration    to  *»  *°  enviable  situation,  when  rendcHnff 

becme  ldepcndenl».     We  know  S.^^ri.^Xa!!::f^^- 

not  to  what  other  sect  they  can  to  say,  *  I  would  have  done  my  duty,  by 

consistently  attach  themselves.  We  declaring  the  <  whole  counul  rf  Gad,*  and 

consider  it  equally  a  proof  of  the  ^X  exercising  discipline  upon  offending 

truth  and  excellency  rf  the  system,  l^^JI?"'^*;  T  '» "^Sir^T"^^  ^r  » 

.«  .,   -"^  vA*'Wtw.*v,;y  xMt,  fcu^  v^aiA..!.,  mjqonty  of  votes/ — ^This  system  appears 

It  the  love  of  liberty  lead  to  its  also  to  be  highly  defective  in  cases  of  dis^ 

adoption,  or  its  adoption  naturally  agreement.     When  a  spirit  of  factioii 

produce  the  love  of  liberty.     We  happens  to  prevail  in  any  church,  as  all 

conceive,  however,  that  the  latter  1^^'°^^  ^^h^ t tnSSS^ 

was  the  case  in  regard  to  Qood-  parties  can  appeal :  anil.heiice,  they  arq 

win^  as  well  as  in  the  case  of  the  left  to  erect  a}tar  against  altar,  and  tq 

other  writers  on  this  subject  at  indulge  themselves  in  all  the  bittemesa 

Jat  period.     He  was  an  Indepen-  ^y.'^:' g^{ V^T J^'^n^SU'S; 

dent  betore  he  wrote  on  the  sub-  lamentable   tendency  to  divisions  v4 

ject  of  toleration.      This  appears  sub-divisions,    and   the   nourishing    of 

from    Mr.    Jackson's    own   state*  heresies  and  secte.    But  above  all  I  dis- 

ments,  which  makes  it  the  more  Hkcd,  that  most  of  them  made  the  people^ 

.  ^1.  ^     ^i_       1.  1  by  majority  of  votes,  to  be  churchrgover- 

surprising,    that    the   biographer  nore,  in  eicommunications,  absolutiojui, 

should  not  have    understood   the  &c.  which  Christ  hath  made  an  act  of 

progress  of  Mr.  Goodwin's  mind,  office;  and  so  they  governed  their  gover4* 

While  he  tells  us,  that  "  in  recora-  '^^'^  1"^  themselves  :  and  their  making 

^1..         i»^i_'  ^  n       1  *  mimster  to  be  no  mmister  -to  any  but 

mendation  of  this  system  of  eccle^  hig  own  flock,  and  to  act  to  othem  but  aa 

siastical  polity,  he  employed  both  a  private  man.*  "—jp.  58,  b9, 
the  pulpit  and  the  press,  and  ex- 
emplified its  principles  during  the        A  lover  of  liberty  Ailoptjng  a 

remainder  of  his  life'Whe  adds  system  ipipiic^l  tQ  the  WQ«t  van 

the  following  account  of  this  sys-  luable  of  all  the  exercises  pf  lifcerr 

tem,  from  which  our  Independent  ty,  that  of  the  pulpit  I    A  ip^n  ffg 

readers    will  judge   of   Mr.  J/s  high   independence,   b^coflaiijg  ^ 

knowledge  of  their  institute,  and  sneaking,  servile  wanrpleaser  I    A 

others  will  ju^ge  of  the  wisdom,  Ipver  of  pe^ce  apii  w4q9^  the  ^n 

or  rather  folly,  of  a  man  of  HVf  Cerent  p£  a  ficbenjp  pf  ui^iverwi 

G/s   penetration  adhering  to  sp  ^rife,  iiivJ  infeermw^ble  4iyiwQn  I 

stupid  a  system.  Either  ^r,  J^c^Mo^  bap  p^p^f. 

"  The  Indepeadent  mode  of  church'  tured  ji]Qdepe^4e^cy,   pr    his    ftn 

government,   though  sanctioned  by  the  vouritp  /^pt^pr  pivi^  hav^  bg^p  %^ 

practice,  and  defended  by  the  talents  of  y^^y     simplptpn  '  jtq     adopt,*  and 

men  of  high  respectabiUty,  is  op^en  ta  IT  ^     rl^'r     i  i    j   '  ^^  if  *    ***^ 

very  serious  objections,  which  must  hA  WPHgb  life  d^fj^pd,   m^h  »  ^y^n 

felt  by  its  most  ardent  admurers..     It  ^m    9^    M^    /»»}    ^^^^^tiPQW 

certainly  has  #n  mrfriendly  beariw  upon  ^.    Qpp^win    WftS   n^ch    bett^ 


pendent  upon  a  few  opulent  indi^riduals,  counted   it  np  .dishQnpMJT  tP  hpJA 

sad  is  In  fact  ^t  jl^ir  dispQsal,  he  is  un-  l^s  office  by  tl^e.  gu^Tf^S  pf  bl^ 

der  a  strong  apd  perpetual  temptation,  brethren,  and  11.0  .d/Bgr^dfttion  t^ 

rv?ftioi:froLtinr^Tcr  w s«pppr,^^ .by  tbVbPw^y. 

modate  his  preaching  to  the  taste  of  his  }- "®  ^^Y®  ^  power,  ^nd  th^  dlSr 

benefactors.    In  such  /i  state  of  thwg^  it  inclination  to  tr^ust  tp  tb^t  pATpyii* 

should  seem  that  the  appstoUcal  injiyic-  gjpjj  yrhich  t^e  JCiqg  pf  Z\m  iw 

tion,  <Obey  them  thu  have  the  rule  over  ^ppointeijl  for  the  »ainisfters  of  his. 

you,  and  submit  yourselves,'  were  more  ap-  «fFi^  ^"•vh^  *v*   "4^  ^i wipiw  °.  ^  .»m«. 

plicahle  to  the  pastors  of  tlie  ohurch,  kmgdpm,  iWe  4;he  gr^d  QbjeMiom 

tlian  Jt9  jybe  ^t^  ii9mmitM  iQ  .^m  W  t(ie  r^igipu^;  p^Ut^y  wUok  OoP^ 

CoNo.  Mao.  No.  58.  3  Z 
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win  defended,  and  to  which  we 
count  it  our  most  distinguished  pri- 
vilege to  belong.  We  say  privi- 
lege,  and  we  oiight  to  be  allowed 
to  know  it  better  than  Mr.  Jack- 
son. We  are  now  becoming  old 
in  the  service,  and  we  speak  for 
ourselves  and  for  the  body  of  our 
brethren.  We  know  not  what  it 
is  to  be  dictated  to  in  the  pulpit, 
or  over-ruled  in  the  bench.  Our 
independence  has  never  been  sacri- 
ficed to  the  rich  few,  or  demanded 
by  the  many  poor.  We  know 
not  what  it  is  to  fear  mitred  dis* 
pleasure  on  the  one  hand,  or  the 
decisions  of  a,superintendanl  and  the 
scrutiny  of  a  conference  on  the 
other;  and  we  find  in  Scripture  as 
little  sanction  to  the  regimental-like 
arrangements  and  anti-pastoral  cha- 
racter of  John  Wesley's  system,  as 
to  the  secular  aggrandizement  and 
anti-scriptural  orders  of  the  £sta« 
blished  Church.  To  riches  we  have 


arises  from  the  success  of  our  la« 
hours  and  the  influence  of  chris' 
tian  principle,  we  are  satisfied 
that  every  thing  is  as  it  should  be. 
We  would  decline  to  exchange 
places  with  lany  of  our  more  pri- 
vileged, though  less  independent, 
neighbours.  We  despise  their 
sneers,  we  protest  against  their 
commiseration ;  and  in  their  face, 
and  the  face  of  our  brethren  too, 
we  boldly  declare  that  yie  are 
Independents.  We  should  apo- 
logize for  thus  speaking  of  our- 
selves, and  for  such  d^essions, 
did  not  the  occasion  call  for  it,  and 
were  not  the  work  before  us  a 
book  of  digressions,  in  which  the 
author  often  provokes  controversy 
by  his  mis-statements  or  bis  aspe- 
rity towards  those  who  differ  from 
him. 

The  other  great  subject  of  the 

volume,  in  which  Mr.  J.  puts  forth 

all  his  strength,  is  that  of  univer- 

never  aspired,  and  of  the  evils  of    sal  redemption.      That  Goodwin 

was  sincere  in  his  opinions  on  this 
and  some  collateral  topics,  that  be 
adopted  them  from  conviction,  and 
defended  them  with  ability,  and 
in  general  with  christian  temper; 
that  his  views  were  sometimes 
mistaken,  and  often  misrepresent- 
ed, and  that  for  holding  them  he 
was  branded  with  undeserved  ob- 
loquy, we  most  freely  admit  Wc 
respect  the  man,  and  do  honour  to 
his  integrity  and  zeal,  but  we  dif- 
fer decidedly  from  him  and  his  bio- 
grapher on  the  extent  of  redemp- 
tion. We  must  tell  Mr.  JacksoOi 
however,  what  he  might  have 
known  before,  that  we,  and  the 
body  of  persons  called  Calviuists, 
are  not  the  advocates  of  a  limited 
atonement  or  of  sovereign  repro- 
bation. No,  we  hold  tlut  the  sa- 
cri^ce  of  Christ  possesses  infinite 
worth,  and  in  regard  of  suffidency 
is  able  to  save  a  thousand  worlds. 
We  are  satisfied  that  no  human 
creature  would  suffer  the  condem- 
na^tion  of  eternity,  but  on  account 
of  personal  guilt,  and  that  no  de- 


poverty  we  have  no  reason  to 
complain.  We  envy  not  the  splen- 
did endowments  of  the  hierarchy, 
nor  even  the  snug  and  worldly 
provisions  of  Methodism ;  yet  there 
18  not  a  member  of  our  body  who 
does  not  revolt  from  the  profane 
apology  which  this  gentleman 
chooses  to  thrust  into  our  mouths 
at^  the  bar  of  Christ  The  downy 
rector,  reposing  on  the  lap  of  abun- 
dance wrung  out  of  an  unwilling 
parish,  may  turn  up  his  eyes,  and 
bless  God  that  he  is  independent 
of  his  people,  though  for  Uie  sake 
of  Christ's  love,  happily  dependent 
on  the  law  and  the  swoni;  and 
the  Methodist  preacher  may  com- 
fort himself  that  the  Conference 
provides  for  him,  and  keeps  him 
m  his  station,  though  the  members 
of  a  district  might  starve  him,  and 
his  congregation  rejoice  at  his  re- 
moval; with  no  bond  interposed 
between  us  and  the  people  of  our 
charge,  but  that  of  voluntary  and 
reciprocal  friendship,  and  no  se- 
curity for  provision  but  that  which 
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cree  of  God  interferes  with  the  ing  to    pur   readers.      Allowing 
salvation  of  any  sinner  to  whom  for  the  strong  party  feeling  which 
the  Gospel  is  preached.     That  an  the  author   constantly   discovers^ 
unfettered  proclamation  of  mercy  his  account  of  Goodwin's  writings 
to  the  chief  of  sinners  who  believe  is  valuable  to  the  lovers  of  dissent* 
in  Christ  is  made  by  Calvinists,  ing  history.     With  some  of  them 
we  suppose  it  is  needless  for  us  to  we  were  previously    acquainted, 
assert.    How  Mr.  J.  can  answer  and  always  esteemed  them.     His 
to  his  conscience  for  quoting  with  "  Divine  Authority  of  the  Scrip- 
approbation  such  language  as  the  tures  asserted/'  is  a  work  of  great 
following,  from  Goodwin,  we  are  value  and  full  of  sound  theology 
unable ,to  conceive.     He  speaks  of  and  original  views  of  the  Bible, 
his  opponents  as  men,  "  who  pre-  And  even  his  "  Redemption  re- 
sume to  set  bounds  to  the  grace  of  deemed,"  will  well  repay  an  at- 
God,  which  he  never  set;  who  tentive  perusal,  if  the  mind  be 
preach  this,  in  effect,  for  Gospel,  previously  established  in  the  truth, 
to  the  world ;  that  God  never  bare  The  incidents  in  his  life  which  we 
any  good  will  to  the  greatest  part  could  have  marked  as  deserving 
of  them,  but  decreed  from  eternity  to  be  extracted,  are  comparatively 
to  torment  them   with  the  yen-  few.     We  wish  sincerely  We  coula 
geance  of  eternal  fire ;  who  preach  have  spoken  more  eulogistically  of 
also  that  those  whom  they   call  Ihe  work  than  we  have  done ;  but 
elect,  though  they  prove  the  first-  truth  has  compelled  us  to  express 
born  sons  of  Belial,  and  provoke  our  disapprobation  of  several  things 
the  God  of  heaven  with  the  height  in  it.     We  are  satisfied  that  Mr. 
of  all  abominations,  may  abide  all  J.'s  talents,  had  they  not  in  this 
this  while  in  the  love  of  election,  case  been  influenced  by  his  politi- 
and  are  in  no  possibility  of  mis-  cal  and  religious  system,    could 
carrying  in  the  high  concernment  have  produced  a  better  book.     Of 
of  salvation."—p.  3S6,  For  shame,  the  death  of  Goodwin,  no  account 
Mr.  Jackson  !    Thou  shaU  not  hear  could  be  furnished.     It  appears  to 
false  witness  against  thy  neigJibour.  have  taken  place  in  1665.     He 
That    unguarded    language    was  lived  during  a  stormy  period,  and 
frequently  used  on  these  subjects  felt  severely  its  numerous  hazards 
when  Goodwin  wrote,  and  that  a  and  vicissitudes.      His    political 
few  ignorant   and  presumptuous  and  religious  errors  were  those  of 
men  will  yet  speak  and  even  write  a  conscientious  and  disinterested 
foolishly  about  them ,  need  not  be  mind  ;    and  they  were  held  in 
denied.      But  to  represent  such  common  with  many,  of  whom, 
statements  as  specimens  of  the  or-  with  all  their  faults,   the  world 
dinary  preaching  of  Evangelical  was  not  worthy.     The  man  who 
Calvinists, .  we  have  no  hesitation  would  write  and  act  in  the  spirit; 
in  saying  is  gross  and  unchristian  of   the    following    paragraph,    it 
misrepresentation.    The  sentiments  would    be  wrong  to   doubt  has 
we  rbgard  as  horrible,  and  indig-  gone  to  join  the  noble  army  of 
nantly  repel    the    imputation  of  mart3rrs  and  confessors,   and  has 
them.  all  his  delinquencies   completely 
We  shall  not  be  expected  to  en-  washed  away.  * 
ter  into  the  main  controversy.  Mr.       « <  My  God  and  my  conscience  have 
Jackson,  however,  advances   no-  deeply  engaged  me  in  a  warfare,  very 
thinff  new  on  it:  and  a  particular  troublesome  and  costly;^  even  to  con- 

«o..»»«4.  «p  ^1,^  ^<.Ko4-A<.  r^r^^^^r^^l  tcttd  in  a  manner  with  the  whole  earth,    ^ 

account  of  the  debates  connected  ^^^  ^  ^^^^  ^^^  ^^^^  ^^^  ^^ 

with  It,  mto  which  Mr.  Oroodwm  y^\^    things,    which    exalt    themselves 

was*  led,  would  not  be   interest-  against  the  knowledge  of  God.     And 
.  3Z2 


no 
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we  were  reading  them,  that  their 
author  was  capable  of  higher  things. 
We  had  expected  from  Mr.  Cun- 
ningham strong  reasoning  and 
profound  theology,  but  of  these 
we  have  found  a  slender  portion ; 
he  seems  to  have  intended,  that  his 
work  should  be  marked  by  sim- 


cUUy  experience  shew^h,  that  men's 
imaginattonsi  are  their  darlings,  that  he 
who  toucheth  them  toucheth  the  apple 
of  their  eye,  and  appeareth  in  the  shape 
of  an  enemy.  To  bear  the  hatred  and 
contradiction  of  the  world ,  is  not  pleas- 
ing to  me;  notwithstanding,  the  vehe- 
mency  of  desire  which  possesseth  my 
heart,  of  doing  some  service  in  the  world 
whilst  I  am  a  sojourner  in  it,  and  leaving 


it  at  my  departure  upon  somewhat  better  plicity  rather  '  than  depth,  ele- 
terms  for  i^c  peace  and  comfort  of  it,  ^^nce  rather  than  force,  persuasion 
than  I  found  it  at  my  coming,  swallows     fV  ^-   _       _.i      t.u^„^  •« 

np  much  of  that  offeLveness  and  mon-  ^h^^  reasonmg,  and,  above  dl, 
strousuess  of  taste,  wherewith  otherwise  by  usefulness  rather  than  by 
the  measure  I  receive  from  many  would     self-display.     In  this  he  has  fully 

succeeded; — we  are  aware  that 
this  is  high  praise,  and  we  give  it 
without  the  smallest  abatement. 
The  attestations  to  Gospel  truth 
are  direct  and  distinct;  and  ve 
were  delighted  to  recollect  at  the 
same  time,  that  these  plain  and 
impressive  exhortations  were  ad- 
dressed to  a  congregation  in  part, 
at  least,  composed  of  gay  and 
thoughtless  youth,*  whose  elevated 
Farewell,  good  reader,  in'the  Lord ;  let/  sphere  of  life  and  action  may  too 
Km  hare  a  friend's  portion  in  thy  prayers,     probably  carry  them  beyond  the 

range  of  a  faithful  ministry. 

Excepting  when  there  is  some- 
thing peculiar  in  the  circumstances 


affect  my  soul.' 
.  « <  I  have  the  advantage  of  old  i^e, 
and  of  the  sanctuary  of  the  grave  near  at 
hand,  to  despise  all  enemies  and  aveng- 
ers. I  know  that  hard  thoughts,  and 
hard  sayings,  and  hard  wtitingfs,  and 
hard  dealiiups,  and  frowns,  and  pour- 
iii{^  out  .of  contempt  and  wrath,  abide 
me.  *  But  none  pf  these  things  move 
me,  neither  count  I  my  life  dear  un- 
to myself,  so  that  I  may  finish  my 
course  with  ^oy,  and  the  ministry  which 
I  have  received  of  the  Lord  Jesus,  to 
testify  the  Gk)spel  of  the  grace  of  God.' 


who  is  willing  to  sufier  the  loss  of  idl 
things  for  thy  sake,  that  the  truth  of  the 
Gospel  may  come  with  evidence  and  de- 
monstration of  the  Spirit  unto  thee, 
and  remain  with  thee.    If  the  embracing    of  a  volume,  to  call  for  a  departure 


df  thctnith  before  men,  keep  thee  from 
preferment  on  earth,  it  will  most  as- 
suredly recompense  thee  seven -fold,  yea 
seventy  times  seven-fold  in  heaven.*  "— 
i>p.  429,  430." 


»%%%%^^%%^ 


Sermons,  hy  the  Red,  J,  W*  Can* 
nii%gham.  A,  M.  8vo.  10s.  6d. 
London.   18S2. 


ft'om  the  usual  course^  it  is  gene- 
rally the  fairest,  as  well  as  the 
easiest  way  of  setting  the  charac- 
ter of  sermons  before  the  reader, 
to  give 'extract  rather  than  de- 
tailed criticism.  We  shall  now 
adopt  this  plan^  and  having  al- 
ready expressed  a  favourable  ojh- 
nion  of  the  present  woric,  we  shall 
Mr.  Cunningham  is  a  man  of  pi-oceed  to  justify  it  by  example, 
considerable  powers,  and  of  a  high.  ,,  yom  must  receive  the  woid  with 
ly  accomplished  mind;  though  he  fow/incis— -surdy  this  is  a  state  of  mind 
does   not  seem    hitherto   to    have  .  peculiarly  befitting  a  creature  conttnnsny 

fairly     tasked      his     intellectual  ^°g^»  ^^?  ^":?*.?  ^?J«^5?  "(j 

strength      With    respect   to  the  ^"f^ra^J-S^^t'^^^ 

sermons  before  us,  he  states  with  volume  with  profound  humility;  witht 

evident   sincerity,  that  ''  he    has  deep  conviction  pf  his  own  ig^cvance  and 

been    much   disappointed   in   the  fcorruption,  and  of  the  hifaUiWc  wisdom 

success  of  bis  Endeavours  to  fit    t**^.  ^'^k!"^'^''''-'*!^^!!!^^ 
-,         /.     .1  ,  ;•  M  «y      1    11     But  m  how  many  lastances  does  an  op- 

them  for  the  public  eye.     We  shall  posite  temper  of  nund  prevail.    n« 

frankly  say,  that  they  have  also 

aisappomted  ws,  not  so  much  on  .        ^^^^^  ft«m  the  p«ftce. 

i|cco«nt  of  any  positive  deficiencv,  ^  the  »o»tto  ofH^w  «4oJj«tt«i 

as  nom  a  prevalent  feeling  whlls  oa  Mr.  Canningham'i  ministry. 


I  • 
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proud  '  rationalist*  fe  relijfrioh,  for  ex- 
ample, seats  himself  to  the  sacred  to- 
Inme,  as  though  he  were  privy  to  the 
secrets  of  heaven,   and  as   though  the 
limits  of  truth  were  to  be  measured  by 
the  grasp  of  his  own  understanding. — 
Nor  do  even  the  more  devout  readers  of 
Scripture  always  escape  from  a  some* 
what  similar  error.    Some,  for  instance, 
not  satisfied  with  the  plfun  meaning  of 
the  word  of  God,  fancy  a  latent  sense, 
which  will  he  disclosed    only   to  the 
bolder,  and  more  prying,  and  ingenious 
inquirer.    I  mean  not,  indeed,  to  deny, 
that  a  spiritual  eye,  under  the  guidance 
of  the  Holy  Ghost,  ^11  make  larger  dis- 
coveries of  the  mind  of  God  than  others, 
and  that  Scripture  will  convey  to  such  an 
bdividual,  many  a  lesson  denied  to  the 
rest  of  mankind.    But  I  ^nsh  to  expose 
that  spirit  of  rash  and  presumptuous  in- 
terpretation of  Scripture,  which  trans- 
forms all  that  is  simple  into  something 
mysterious  and  (^cealod;  frames  first 
a  system   in  religion,  and   then  bends 
every  pasaage  of  the  Bible  to  sustain  it ; 
Converts  a  book  of  plain  truths  for  plain 
men  iiito«  book  of  spiritual  enigmas; 
founds  a  theory  on  a  solitary  word,  and 
opposes  to  the  results  of  modest  and  de* 
vout  inquiry,  conceits  struck  out  at  the 
moment,  and  which,  if  admitted,  would 
shake  every  foundation  of  orthodox  reli- 
gion, of  sound  moniility,  and  of  common 
sense.    <  God  is  in  heaven,  and  we  upon 
earth.'    May  this  truth  sink  deep  into 
the  soul,  fill  us  with  suspicion  of  our- 
selves, and  admiration  of  God ;  and  dis- 
pose us  ra&er  to  listen  and  learn,  than 
to  dispute  and  invent.    Doubt,  change, 
and   distraction   will   ahnost    infallibly 
follow  a  man  who  treads  the  hill  of  Zion 
as  an  unknown  land,  of  which  all  the 
padis,  and  heights,  and  pleasant  places 
are,  for  the  fir^t  time,  to  be  discovered 
and  delineated  by  himself.    Such  an  in- 
dividual may  begin  in  devotion,  but  he 
^ill  ordinarily  proceed  in  enthusiasm^ 
and  periiaps  end  in  infidelity." 

We  have  selected  this  well  ex- 
pressed paragraph,  as  applicable 
to  a  class  of  religionists,  tdio  have^ 


his  Majesty's  Treasuryy  S^c,  Sj^c. 
occasioned  hy  the  Speech  imputed 
to  his  Lordship   at  the  Isle  qf 
Thanet  Bible   Society   Meeting, 
October  17,  1821.     By  the  Rev. 
H,  H.  Norris,  M,  A.  Perpetual 
Curate    of  St.  John's    Chapel, 
Hackney  ;  Prebendary  of  Llan^^ 
daffy  and  Chaplain  to  the  Earl 
oj  Shaftesbury.   8vo.  price  7s. 
Lonclon:  1822. 
We  have  hesitated  a  little  whether 
to  take  any  notice  of  this  publica- 
tion, since  it  will  share  the  fate  of 
tlii's  redoubtable  antagonist's  for« 
raer    works,    be    wondered    and 
laughed  at  for  a  time»  and  then 
depart  to  the  usual  depositories  of 
all  such  small-ware  controversy— 
the  grocerft'  and  chandlers'  shops. 
After,  however^  such  a  quantum 
of  deliberation^  as  so  weighty  an 
affair  merited,  we  determined  not 
to  treat  the  worthy   Prebendaipr 
with  even  Uie  semblance  of  negb* 
gence,  but  to  g^ve  him  such  chance 
of  immortality,  as  our  enduring 
page  m^  afford. 

In  a  book  which  was  of  old  a 
great  favourite  with  us,  the  Voy- 
ages of  Captain  Lemuel  Gulliver^ 
that,  veridical  narrator  relates  that 
he  once  fell  among  a  set  of  literati, 
so  deeply  engaged  in  habitual 
thought  as  to  require  the  applicant 
tion  of  a  box  on  Uie  ear  b^Sare  their 
attention  could  be  called  off  from 
their  abstruse  meditations  to  the 
affairs  of  every  day  life.  To  effect 
this  desirable  purpose,  a  servant, 
with  the  dignified  title  of  sl  flapper, 
stood  near    them   armed  with  a 


^<'  1*4...            ^  j^  *u        1  bladder,  which  he  ever  and  anon 

of  late  years,  made  themselves  re-  -         ,'     ^,            i»4.i.     i  *_    4.  j 

fflfflkable  by  the  audacity  of  their  -fi^PPf  f  ^  ^^  "^  *«  abstracted 

'. .  .-''        r»  c    •  /             J  meditant,   when    any  extraneous 

interpretations  of  Scripture,   and  .          ^'           ^^   li*    i^-          •  1 

K„  4.1^  « ^  ^  4.     u      4^         <•  circumstances  called  for  ms  special 

by  the  conseouent  abruptness  of  ...          t:.           -.u-      j       •  -j 

their  changes  of  profession.     For 


tna.ny  passages  of  eloquent  reproof 
dnd  animating  exhortation,  we 
must  refer  to  the  volume' itself. 


iik)tice.  From  this  desca-iption 
Mr.  Norris  seems  to  have  taken  a 
useful  hint,  and  aWare  of  the  dan- 
ger of  falling  into  self-forgetful- 
ness,  to    which  all    coiporations 


««%%<%*>%%|%V% 


both  great  and  little  are  continually 
A  respectful  Letter  to  the  Earl  qf   liable,  he  has  benevolently  elected 
Liverpool,  K,  Q,  First  Lord  of  himself  to  the  higli  office  of  Flap* 
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per  to  the  Bible  Society^  and  he     occurred  during  the  operations  of 


appears  resolved^  that  in  his  hands 
it  shall  be  no  sinecure.  He  is 
always  on  the  alert ;  he  works  his 
bladder— fit  emblem  of  his  book, 
noisy  and  empty— »with  infinite 
glee;  he  flaps  to  the  right  and 
left,  and  if  the  managers  of  the 
Society  should  fall  asleep,  he  must 
be  acquitted  of  all  blanle.  His 
diligence  is  really  meritorious ;  he 
runs  about  in  all  directions;  in- 
spects the  proceedings  of  every 
meetings  hangs  like  a  hound  on  the 
traces  of  Mr.  Dudley ;  looks  vigi* 
lantly  after  the  collectors,  and  is 
especially  tenacious  concerning 
any  departure  from  the  strict  letter 
of  the  fundamental  laws  of  the  In- 
stitution. 

It  is  utterly  impossible  but  that 
in  the  common  course  of  human 
affairs  there  must  be  mismanage- 
ment. And  especially  in  large 
bodies,  extending  their  influence 
through  multiplied  and  subordi- 
nate agencies,  failures  are  to  be 
reckoned  among  the  inevitable  at- 
tendants on  great  designs.  Now, 
though  we  are,  heart  and  hand, 
strenuous  supporters  of  the  Bible 
Society,  we  are  very  far  from 
wishing  to  affirm,  that  its  benevo- 
lent and  enlightened  administra- 


this  immense  machinery?"  But 
we  would  also  ask,  what  wise  and 
benevolent  man,  contemplating  the 
mighty  objects  and  the  successful 
efforts  of  this  holy  and  magnificent 
combination,  would  make  it  re- 
sponsible for  every  little  flaw  in 
its  indentures,  or  every  trifling 
awkwardness  in  its  evolutions? 
Mr.  Norris,  however,  has  under- 
taken this  questionable  task;  he 
puts  on  an  air  of  intrepidity  and 
confidence ;  and  by  dint  of  dash- 
ing assertion  and  bold  accusation, 
mixed  up  with  shreds  of  speeches, 
and  patches  of  reports,  and  eked 
out  with  supplementary  hints  and 
exclamations,  has  got  together  a 
mass  of  materials  which,  whatever 
may  be  our  opinion  of  the  motive 
which  prompted  him  to  the  task, 
or  the  talent  which  Glided  him  in 
the  collection,  gives  us  the  highest 
possible  estimate  of  his  industry. 
Really  the  Bible  Society  must  lead 
its  Flapper  a  terrible  life  !  Other 
men  in  Mr.  Norris's  situation, 
would  probably  be,  in  all  intervals 
that  could  be  spared  from  their 
professional  studies  and  labours, 
indulging  in  classical  or  other  lite<» 
rary  recreations ;  but  he  seems  to 
be   immersed,  from   morning  to 


tors  have    always   kept   clear  of    night,  in  the  "  high  matter"  af- 
^ractical  errors ;  their  theory  has,     forded  him  by  all  the  addresses, 


we  believe,  been  invariably  sound, 
but  their  inferences  have  not  al- 
ways been  correct,  and  their  even- 
tual determinations  have  betrayed 
the  infirmity  of  the  process  by 
which  they  were  induced.  Still 
less  would  we  undertake  to  defend 
every  thing  that  has  been  done  or 
said,  by  the  countless  actors  and 
speakers  who  have  contributed 
their  well-intentioned  efforts  to  the 
furtherance  of  the  great  objects 
of  the  Society.  Passing  through 
the  infinite  series  of  associations, 
branches,  committees,  sub-com- 
mittees, collectors,  depositaries, — : 
who  will  stand  forward  to  vindi- 
cate every  thing  that  may  have 


advertisements,  handbills,  placards, 
speeches,  reports,  pamphlets,  cards, 
catalogues,  tables,  extracts,  ana- 
lyses, letters,  &c.  &c.  that  he  can 
scrape  together.  We  extract  from 
the  references  connected  with  four 
or  five  successive  pages,  the  fol- 
lowing list  of  odds  and  ends  con- 
nected with  Mr.  N.'s  fiivourite 
reading. 

The  Reports  of  the  Bristol, 
Gloucester,  Suffolk,  Staffordshire, 
Huntingdon,  Cinque  Ports^  South- 
wark,  Yarmquth  Auxiliary  So- 
cieties— Christian  Remembrancer 
— Carlisle  Journal — Kentish  Cou- 
rier —  Philanthropic  Gazette  — • 
New  Times — Dudley's  Analysis 
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—  Simeon's  Congratulatory  Ad- 
dress, &c 

We  cannot  help  thinking  that 
all  this  deserves  to  be  noted  amcmg 
the  more  striking  illustrations  of 
the  obliquities  of  the  human  mind. 
That  a  man  of  education^  literary 
habits,  and  ecclesiastical  rank, 
should  waste  his  time  and  oppor- 
tunities iu  such  turn-spit  work  as 
this,  is  to  us  perfectly  unaccount- 
able. N 

Mr.  Norris  attaches  himself  with 
peculiar  tenacity  to  the  sayings 
and  doings  of  Mr.  Qudley,  and 
affirms,  what  is  very  probable,  that 
in  many  instances  much  indiscre- 
tion and  bad  taste  has  been  betrayed 
at  the  public  meetings  of  Auxiliary 
Societies.  And  what  then  !  if  all 
manner  of  jnsipidities  were  ut- 
tered at  those  assemblages,  how 
would  it  invalidate  the  grand  prin- 
ciple of  the  Institution  itself.  It 
would  indeed  shew  the  necessity 
for  increased  vigilance  on  the  part 
of  the  Committee,  and  if  this  were 
really  required,  the  Society  is  so 
far  indebted  to  Mr.  N.  for  his  dili- 
gence in  his  useful  office.  With- 
out going  the  length  of  approving 
every  measure  that  the  Bible  So- 
ciety has  adopted,*  we  shall  ven- 
ture to  affirm  that  the  very  nature 
of  Mr.  Norris's  opposition  shews 
that  the  system  is  good,  and  that 
on  the  whole  it  has  been  well  ad- 
ministered. Who,  for  instance, 
that  had  a  plain  and  manly  cause 
to  vindicate,  would  condescend  to 
such  a  dagger  and  dark  lantern 
system  of  assault^  as  the  following 
note  displays  ? 

"  In  the  very  highest  degrees  of  the 
order  (viz.  the  Illumines),  there  were 
trtod^d  mysteries  for  those  who  by  their 
rank  were  to  serve  for  .a  protection  to 
its  plots,  without  knowing  their  tendency. 
Bamiel'ii   Hist,  of  Jacobinism,  vol.  iv. 

*  For  instance,  we  think  it  a  matter 
deserving  of  consideration,  how  far  it 
may  be  advisable  to  persist  in  the  pre- 
sent system  of  female  coUectorship ;  we 
have  frequently  heard  it  strongly  argued 
against. 


p.  242.  That  the  AitxiUary  Aunivenaries 
of  the  Bible  Society  are  its  modified  mys- 
teries, is  in  effect  stated  by  a  Vindicator 
of  the  Hibernian  Bible  Society,  in  the 
t*atriot  of  >^ov.  8th,  1821 — 'No  speakr 
ers  can  stand  before  the  public  under  a 
more  watchf^  and  ievere  guardianthip 
than  the-  speakers  on  those  occasions ;' 
<  they  have  always  been  selected  by  the 
Committee,  and  although  every  man  so 
selected  is  permUted  to  use  such  argu- 
ments on  behalf  df  the  Society's  objects 
as  may  appear  to  him  best  calculated  to 
convince  the  auditor}^  yet  he  enjoys  this 
liberty  only  at  the  discrttion  of  the  Chair- 
man, who  is  vested  with  full  powers  to 
prevent  any  man  from  wandering  into  ir- 
relevant topics ;'  nay,  the  speakers,  it 
appears,  are  so  well  drilled  and  disciplined ^ 
that  *  if  any  man  had  ever  harboured  the 
intention  of  uttering  a  single  sentence 
disrespectful  to  the  Establishment,  a 
mere  glance  at  the  personages  by  whom  he 
was  surrounded,  would  have  stifled  his 
purpose  in  the  birth.'  It  is  in  the  Bible 
Association  Meetings,  that  the  plain  truth 
u  spoken.  An  occasional  incognito  visit 
to  some  of  these  evening  conventions  for 
free  inquiry  and.  remark,  held  continually 
in  different  parts  of  the  metropolis,  as 
well  as  in  most  of  the  towns  and  villages 
of  the  kingdom,  for  instilling  into  the 
lower  orders  the  Bible  Society's  princi- 
ples, and  indoctrinating  them  with  its  de- 
signs, would  be  time  very  profitably  , 
spent  by  those  who  know  no  more  of  the 
Society  than  what  is  divulged  in  its  state 
assemblies,  when  Prelates  and  Nobles 
are  to  be  entertained." — pp.  25,  26. 

It  would  be  unmanly  to  cha- 
racterize this  note,  and  others  of 
the  same  kind  following,  in  any 
other  way  than  by  stigmatizing 
them  as  contemptible  falsehoods. 
Let  Mr.  Norris  only  suppose  a 
similar  train  of  insinuation  levelled 
at  himself — ^what  would  be  his 
feelings,  and  what  his  answer? 
He  either  has  evidence  that  the 
malignant  character  of  these  as- 
semblies is  such  as  he  has  de* 
scribed  it,  or  he  has  not ;  if  he  be 
in  actual  possession  of  it,  there 
can  be  no  difficulty,  we  are  sure 
that  he  would  feel  no  delicacy,  in 
producing  it ;  if  he  have  it  not^ 
there  can  be  but  one  opinion  as  to 
the  motives  which  instigated  these 
muffled  inuendoes. 

It  would  require  a  long  history 
to  enable  us  to  expose  the  true 
character  of  his  disjointed  scraps 
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rdadflg  to  the  secession  of  the 
Irkh  Primate  and  the  Bishop  of 
Meath^  fVom  the  Hibernian  Bible 
Society,  Mr.  Norris's  facts  are 
garbled  and  insulated^  so  as  to 
serve  his  own  peculiar  purpose; 
but  he  has  failed  in  bringing  for- 
ward any  evidence  whatever  of 
the  only  point  which  would  have 
been  worth  his  proving, — their 
disavowal  of  the  grand  principle 
of  the  Bible  Society.  Neither  can 
we  follow  him  through  the  labo- 
rious detail  of  his  remaining  accu- 
sations; some  of  them  are  pal-, 
pable  exaggerations  and  mis-re- 
presentations^ and  the  remainder 
would  require,  for  a  full  exposure, 
reference  to  documents  not  within 
our  reach.  One  specimen  of  Mr. 
Norris*s  christian  and  gentlemanly 
feelings,  must  not,  however,  be 
omitted. 

Mr.  Henderson  who,  though  he  is  now 
a  dignified  character,  elevated  in  the  So- 
ciety's annals  to  the  Doctorate,  and 
chronicled  there  as  the  companion  of  all 
the  Excellencies,  Counts,  Archimandrites, 
and  Princes  of  the  Russian  Empire,  nay, 
of  his  Autocratical  Majesty  himself,  once 
moved  with  his  companum  Dr.  Pitterson  in  a 
much  less  splendid  sphere  of  life  in  the 
Catron  Iron  Works  upon  the  River  Clyde, 
from  which  obscurity  they  both  emerged 
together  at  the  call  of  the  Edinburgh 
Missionary  Society  in  1803,  and  being 
destined  for  India  to  propagate  the\ 
GQspel  there,  were  sent  to  Denmark  to 
be  smuggled  to  the  scene  of  action  as 
stowage  passengers  from  thence,  the  di- 
rect course  at  that  time  being  not  so 
passable."-^p*  198. 

Had  Mr.  Norris  no  friendly  ad- 
viser to  stay  his  hand,  brfore  this 
miserably  and  ineffectual  sarcasm 
was  committed  to  the  press?*  Gf 
the  two  admirable  men  who  have 
raised  themselves  by  exited  talent 
and  piety,  from  *  obscurity*  to 
fame,  it  were  idle  to  speak  in 
terms  of  eulogy;  their  praise  is 
not  only  in  all  the  churches,  but  in 
all  the  world.  Has  the  amial^e 
prebendary  ever  met  with  Dr.  H.'s 
travels  in  Iceland  ? .  If  he  have 
not,  he  has  a  high  literary  feast 
in  reserve;  but  if  he  have,  let 
him  blush  at  thi»  vulgar  abuse  of 


a  man,  whose  name  as  a  travellerj 
writer,  and  learned  Misrionaiy, 
will  live  in  grateful  memory,  when 
Mr.  Norris's  has  met  with  its  op- 
posite desert.  Had  Mr.  N.  been 
originally  employed  by  the  Carroii 
Company,  we  are  quite  persuaded 
that  he  would  have  stood  little 
chance  of  emerging  from  that 
station  c^  useful  labour. 


^^m^%<%M»*^ 


Codex  Crilicusqftke  Hebrew  Bihle, 
wherein  Van  der  Hooghi'9  Text 
is  corrected  from    the  Hebrew 
MSS.  collected  by  Kennicoit  and 
Be  Rossis  andjrom  the  Ancient 
Versions;  being  an  Attempt  to 
form .  a   Standard    Text  of  the 
Old   Testament.      To  which  u 
jirejixed,  an  Essay  on  Ike  Nature 
and  Necessity^  of  such  an  under^ 
taking.      By  the '  Rev.   George 
Hamilton,  'A.  M.  Svo.  7*.— Lon- 
don :  Ogle,  1821. 
The  question  of  a  new  revision 
of  the  Sacred.  Text  is  one  appa- 
rently of  extrerae  simplicity,  and 
yet  when  practically  investigated, 
it  presents  itself  entangled  with  so 
many  difficulties  ^  to  make  the 
hardiest  innovator  pause,  at  least, 
in  his  decision.    It  is  admitted,  on 
all  hands,   that  there  are  textu»l 
errors  both  in  the  Old  Testament 
and  in  the  New*  and  there  is 
considerable  harmony  of  opinicm 
as  to  the  sources  and*  the  peculiar 
character  of  the  errors  tjiemselves ; 
but  that  this  extensive  agreanent 
is  not  sufficient  to  form  a  satisfac- 
tory basis  for  the  settlement  of 
correct  readings,  must  be  evident 
to  every  one   even    slightly  ac- 
quainted with  the  present  state  ci 
the  question.     For  a  time  Gries- 
bach's  Canons  of  Criticism,  and 
especially  his  classification  of  MSS. 
under    different  Recensions,   ap- 
peared to  be  established  on  such 
incontrovertible  grounds  as  to  defy 
assault;  or,  to  speak   more  cor- 
rectly,   they  were  the  result  of 
such  severe  and  skilful  labour  as 
to  leave  few  either  able  or  willii^ 


im.3  CodiM  Criticui  of  the  Hdtrcn)  Bible.  S4^$^ 

to  follow    him.      His    Symbol®    been  adjusted  on  different  princi- 


Criticae  and  his  Prolegomena  con« 
tained  such  a  mass  of  criticism 
and  collation,  under  a  new  and 
plausible  arrangement,  as  to  throw 
all  mediocrity  of  knowledge  and 
industry  into  despairing  acquies- 
cence. Dr.  Lawrence,  at  lenj^th, 
in  a  work  which  reflects  the  high- 
est  credit  on  his  learning,  dili- 
gence, and  correctness,  struck  a 
blow  at  Griesbach's-  system,  that 
— we  will  not  venture  to  say  de- 
molished— shook  it  to  its  foun- 
dations, and  made  it  appear  that, 
at  least,  fresh  evidence  and  argu- 
ment were  required  on  so  impor- 
tant a  point.     With  respect  to  the 


pies  were  indiscriminately  con- 
demned, and  hence  the  rarity  of 
MSS.  above  tlie  age  of  600  or 
700  years.  Hinc,  says  Walton, 
est  quod  pauca  kabemus  exemplaria 
Hebraica  600  annorum  ;  and  evei\ 
where  MSS.  of  a  prior  date  exist, 
they  are  generally  disfigured  by 
arbitrary  emendations,  and  by  the 
introduction  of  the  Masoretic  punc- 
tuation, which,  whether  right  or 
wrong  in  itself,  is  here  decidedly 
out  of  its  place.  That  iiny  uncer- 
tainty should  exist  on  a  point  of 
so  much  moment  would,  at  all 
times,  be  a  subject  of  regret,  but  at 
the  present  period  it  is  a  matter  of 


Old  Testament,    the    labours  of    primary    importance    that    there 


Kennicott  and  de  Rossi  were 
mainly  directed  to  accumulation, 
and  no  systematic  attempt,  of  which 
we  are  aware,  has  been  made  to 
extract  from  the  chaos  of  collec- 
tions, a  pure  and  unvitiated  text. 
Jahn  has  done  a  little  towards  this 
desirable  work,  though  we  be- 
lieve his  positive  alterations  are 
extremely  few— <is  far,  indeed,  as 
our  recollection  extends,  only  one, 
but  we  are  writing  this  where  we 
are  without  means  of  reference  to 
his  volumes-: — and  all  that  has 
been  accomplished  in  this  way 
has  been  in.  the  form  of  selection 
and  annotation,  without  amount- 
ing to  a  specific  change  in  the  text 
itself.  In  fact' there  is  not  only 
80  much  fatigue  to  be  undergone, 
but  such  fierce  and  multiplied  pre- 
judices are  to  be  encountered, 
that,  independently  of  the  utter 
hopelessness  of  adequate  remune- 
ration, we  do  not  wonder  at  the 
reluctance  felt  by  Hebrew  scholars 
to  enter  on  so  thorny  and  rugged 
I  field.  Of  the  three  grand  revi- 
sions of  the  Helnrew  text,  that 
w^hich  is  usually  denominated  the 
Vlasorah  is  the  least  trustworthy, 
md  yet  it  was  implicitly  followed 
n  the  Rabbinical  Hebrew  Bibles, 
md  has  more  or  less  tainted  every 
lubsequent  edition.  When  this 
iras  adopted,  all  copies  which  bad 
Cong.  Mao.  No.  58. 


should  be  a  definite  understand- 
ings This  may  be  styled  the  era 
of  translation ;  the  Scriptures 
are,  in  every  direction,  under- 
going the  process  of  transfusiou 
into  foreign  tongues,  and  it  is  wor« 
thy  of  most  serious  consideration 
wliether  steps  should  not  be  taken 
to  insert,  at  least,  the  very  few 
substantial  changes  which  require 
to  be  made. 

**The  progfress  of  the  Baptist  Mis- 
sionaries in  translating:'  the  Scriptures 
into  the  languages  of  the  East  has  been- 
deserredly  applauded  by  Christians  of 
every  denomination,  but  it  must  he 
regretted  that  these  excellent  men 
have  not  been  furnished  with  the  best 
basis  for  their  work,  and  that  they  aro 
obliged  to  take  from  an  incorrect  text, 
those  versions,  which  will  probably  re  main 
for  many  generations,  the  standards  of 
truth  among  their  respective  nations.  And 
if  they  do  not  implicitly  follow  the  printed 
Hebrew  text,  much  valuable  time  must 
be  lost  in  determining  what  emendation 
they  ought  to  make.  Nor  is  this  loss  of 
time  and  perplexity  the  only  evil  to  be 
apprehended ;  the  most  zealous  supporter 
of  the  printed  text,  or  of  our  authorized 
version,  must  allow  that  they  oontaia 
some  apparent  contradictions.  The  trans^ 
lations  which  issue  from  the  Indian  press 
do  not  fall  into  the  hands  of  barbarians, 
but  into  the  hands  of  men  prepared  ta 
cavil  at  them,  and  to  compare  them  with 
their  own  sacred  writings ;  and  were 
they  to  discover  any  of  the  defects  of 
the  text  alluded  to,  it  would  be  difficult 
to  make  them  comprehend  how  their 
cavils  were  cotifouaded)  and  how  appa« 
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rent  contradictions   were  satisfactorily    the  early  editions  of  the  Hebrew 

explained  by  the  principles  of  just  criti-     Scriptures 

Sre^aSr^S^"  M^o'^^'hru  ,  After  ail.  it  i8  truly  «^f^ 

happened  that  a  son  was  older  than  his  to  ascertain  that,  amid  aU  the  dif- 

father  (2  Cbron.  xxii.  2.)  the  only  ez-  ficultics  attending  the  preservation 

planation  which  could  be  given,  would  q£  the  sacred  text  in  so  singular 

but  occasion  a  second  question ;  'Why  ^       jj    interchanged  a  charac- 

did  you  not  give  us  a  correct  Bible?'  ^             .i*^   tt  i           ®      i» 

'              -  ter  as  the  Hebrew,  so  few  errata 

are  to  be  found.  The  total  num-^ 
ber  of  various  readings  which  can 
be  considered  as  affecting  the 
meaning,  is  only  147y  and  of  these 
some  are  of  trifling  import.  Such 
has  been  God's  care  over  his  word, 
and  such  the  purity  with  which  it 
has  come  down  to  us,  notwith- 


As  every  modem  translation  deviates 
from  the  printed  Hebrew  text  (none, 
perhaps,  so  little  as  the  English  ver- 
sion, and  its  deviations,  as  the  follow- 
ing pages  will  shew,  are  not  a  few)  would 
it  not  be  better  to  make  authorized  cor- 
rections by  persons  properly  qualified, 
than  to  leave  every  translator  to  form  a 
text  for  himself/'— pp.  11,  12. 

The  materials  for  such  correo* 


^/»^<^%»'»%» 


tion  are  to  be  derived  from— 1.    ing  the  folly  and  the  knavery  rf 

Copies  of  the  original  text.     2.    those  who  have  presumed  to  tarn- 

Its  ancient  versions.     S.    Its  pa-    P^^  'with  it. 

rallel  passages.   4.  Quotations  from 

iL      Of  all  these  ,Mr.  Hamilton 

has  availed  himself  in  this  truly 

learned  but  unpretending  work. 

He  has  set  about  his  task  with  a 

strong  feeling  of  its  difficulty  and 

delicacy.     "  The  least  partkU  of 

gold,"  he  emphatically  observes. 


Sermons  on  important  Points  of 
Faith  and  Duty,  By  the  Rev, 
R,  P.  Buddicom,  M.A.  F.A.S, 
In  two  vols.  12mo.  price  10*.— 
London:  Seeley^  1822. 

It  would  greatiylessen  the  anxiety. 


'^  is  gold;"  and  he  is  too  good  and  as  well  as  abridge  the  labours,  of 

too  discreet  a  man  to  indulge  him-  a  reviewer,  if  a  sort  of  graduated 

self  in  trying  unhallowed  experi-*  scale,  with  a  system  of  references 

ments  with  the^ne  gold  of  the  like  the  Origenian  asterisks  and 

word  of  God.     In  a  perspicuous  marks  of  definition,  were  adjusted 

and  comprehensive  form  he  has  for  his  use  and  relief.     We  aie  al« 

communicated  the  result  of  exten-  most  tired  of  the  efibrt  necessary 

sive  critical  reading  and  reflection,  to  avoid  the  perpetual  recurrence 


and  without  hazarding  an  opinion 
as  to  his  entire  success-«-an .  opi- 
nion which  wouki  require  investi- 
gations as  laborious  and  protracted 
as  his  own  to  justify  ijis  in  giving 
decidedly '—  we  shall,  at  least, 
warmly  i^M^mmend  bis  valuable 
manual  to  biblical  students  as  an 


of  the  same  phraseology^  and  the 
frequency  with  which  we  are  called 
on  to  apply  the  -language  of  criti- 
cal censure  or  approbation  to  works 
of  the  same  dass  and  level,  taxes 
our  ingenuity  to  the  uttermost. 
In  the  present  instance  we  find 
some    embarrassment    from   this 


able  and  instructive  illustration  of    circumstance.       Mr.   Buddicom's 

Sermons  have  afforded  ua  caod* 
derable  pleasure  in  the  perusal, 
but  we  hardly  know  how  to  define 
the  kind  or  quanti^  of  our  gnti« 
fication,  without  launcfaing  into 
dissertation  and  analysis  much 
beyond  either  our  personal  con- 
venience  or  the  necessi^  of  the 
case.  Since  then  we  must  dedine 
a  regular  dissecti<m  of  fbr^-tvo 


the  general  subject,  and  as  con- 
taining, in  an  available  form,  the 
substance  of  many  and  expensive 
volumes.  The  Prolegomena  are 
brief,  but  sufficient;  the  Codex 
Criticus  is  admirably  arranged  and 
printed ;  there  is  a  useful  Sjrnopsis 
of  the  various  readings ;  a  list  of 
erraU  in  Vander  JHooght's  Bible  ; 
an  Appendix  of  notes ;  and  a  short 
but.  mteresting.  odtiod  notice  of   senxwnsj  which  we  have  readf  with 
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the  thingp^  of  their  eternal  peace.  Yoa 
■hall  in  no  case  lose  your  reward.  Thof  - 
that  be  wite,  shall  shine  as  the  brightness  of 
the  firmament ;  and  they  that  turn  many  to 
righteoumeu,  as  the  start  for  ever  and  far 
eoer."— pp.  82^-^4. 

These  sermons  were,  with  few 
exceptions,  preached  in  the  regu- 
lar course  of  the  author's  ministry; 
and  their  arrangement  for  the 
press  occupied  the  hours  of  **  a 
Revere  illness  which  long  excluded 


»^i%%%%%'%»»%»% 


different  degreed  of  attention  and 

interest,  we  must  be  permitted  to 

say^  in  brief  and  general  terms, 

that  their  statements  of  christian 

doctrine,  if   not  remarkable   for 

depth,  are  dear  and  unembarrassed, 

and  that,  without  making  ourselves 

responsible  for  every  sentiment  or 

expression,  we  recommend  them 

as  animated  appeals  to  the  heart 

and  conscience.      The  following 

extract  from  the  fifth   sermon  of    him  wholly  or  partially^rom  pub- 

the  first  volume,  *'  On  the  Exem-    ji^  ministerial  service. 

plification  of  Religion,"  is  a  fair 

specimen  of  his  average  style. 

'<  How  many  are  this  day  on  earth  fHkith- 
folly  serving  tne  Most  High ;  how  many 
are  in  heaven,  blest  with  the  yision  of  his 
glory,  and  reposing  in  the  rest  of  his 
love,  whom  the  example  of  christiail 
friends  has  assisted^  in  the  hands  of  the 
Spirit,  to  turn  from  darkness  to  light, 
itom  sin  to  holiness,  from  satan  to  Ood ! 
Would  you  persnade  men  to  encounter 
the  toils  of  the  way  to  Canaan,  and  all 
the  difficulties  of  its  attainment  ?  Shew 
them  by  your  conduct,  your  peace,  your 
3oy,  your  love,  what  are  your  supports 
and  your  privfleges :  point  their  atten- 
tion,  not  only  to  the  manna,  by  which 
yon  are  fed,  and  the  water  by  which 
you  are  refreshed,  but  to  some  glimpses 
of  the  country  whither  you  are  journey- 
ing. Imitate  Joshua  and  Caleb ;  give  a 
faithful  report  of  the  good  land.  Exhi- 
bit alike  the  power  and  the  privileges  of 
religion.     Even  the  meanest   Christian 

may  be  an  instmment  of  awakening  an  _ 

immortal  and  endangered  spirit  from  the  'publishing  the  "  Apology  for  the 
lethargy  of  carelessness,  the  slumber  of  Freedom  of  the  Press,"  we  shall 
formality,  or  the  presumption  of  wilful 
sin ;  and  of  leading  it,-  in  penitence  and 
^th,  to  the  offered  salvation  of  the  Gos- 
pel. O  that  I  could  arouse  all  your 
hearts  to  obey  the  calls  of  a  higher  and  a 
holier  ambition  than  that  of  encouraging 
each  other  in  the  frivolities  of  time  and 
sense !  By  the  worth  of  your  own  souls — ^by 
the  worth  of  their  souls,  whom  the  strong 
ties  of  nature,  affection,  or  friendship 
should  bind  to  your  hearts — by  your  own 
desires  of  heaven-^by  your  desires  that 
those  who  are  dear  to  you  should  meet 
you  there— by  the  cdnstraining  power  of    he  had  Considerably  abated  of  his 

the  Saviour's  lovcr-by  the  claims  of  hostility  to  establishments;  while 
gratitude  which  he  has  established  upon 
you — ^let  it  be  seen  that  you  have  been  with 
Jesus.  Endeavour  to  lead  your  children 
or  your  parents ;  your  brothers,  or  sis- 
ters ;  your  friends,  or  ndghbours ;  your 
servants,  or  dependents---all,  in  shorty 
within  the  circle  over  which  yoiv  in- 
fllie^ce.  extends,  to  admire  the  beauty  of 
^ofiaeks.  -Tlius  iaduce  them  to  tu^n  to 


Correspondence  between  the  Rev. 
Robert  Hall,  M.A.,  his  Friends, 
and  the  Writer  of  the  Review 
which  appeared  in  the  Christian 
Guardian  for  January  1 822,  of 
Mr,  Haits  Apology  for  the  Free- 
dom of  the  Press — 1822. 

We  notice  this  publication  chiefly 
by  way  of  caution.  The  name  of 
the  Rev.  R.  Hall  is  placed  so  con- 
spicuously on  the  title  page  as  to 
induce  a  belief  that  a  large  portion 
of  the  *  correspondence'  belongs  to 
him,  whereas  his  share  of  it  simply 
consists  in  one  letter,  and  occupies 
a  little  more  than  nine  but  of  the 
seventy-four  pages-  which  make 
up  the  pamphlet.  Whether -•  Mr. 
Hall  was  right  or  Wrong  in  re- 


Hot  venture  to  detenrfine,  but  we 
are,  at  least,  sute  that  he  had  con- 
siderable provocatidn  to  come  for- 
ward with  some  public  expression 
of  his  real  opinions.  He  had 
been  extensively  misrepresented  ; 
it  was  matter  of  common  assertion 
that  his  political  sentiments  were 
changed,  that  he  had  *'  repented 
of  the  sins  of  his  youth,"  and  that 


his  liberal  eulogy  on  the  liturgy 
was  quoted  ad  nauseam  on  every 
occasion  where  it  could  be  in- 
truded. It  it  was  quite  clear  that 
Mr.  Hairs  praise  of  that  collection 
applied  only  to  the '  devotional 
part;  as  a  Disseiiter  tliere  waii 
4  A2 


-BM     Flaikfv  of  Books  :'^Jiev.  R.  Hall's  Correspondence,     COctobeb, 

much  that  he  could  not  allow ;  as  own  neighbourhood,  Mr.  H.  felt  it 
an  Antipsdobaptist  he  could  not  expedient  to  reply,  and  we  have  no 
approve  infant  sprinkling,  and  as  a    hesitation  in  expressing  our  ex- 


man  of  sense  he  could  not  but 
condemn  the  dangerous  absurdities 
of  baptismal  regeneration  and  the 
sweeping  euthanasia  of  the  burial 
service ; — ^but  these  were  awkward 
topics,  and  tlie  concession  was 
graciously  received  without  allu- 
sion to  its  implied  limitations. 
There  might  be  dexterity  in  this, 
but  there  was  little  fairness.  Mr. 
Hall  and  his  friends  were  some- 
what annoyed  with  this  disin- 
genuous conduct,  and  with  the 
intimations  of  political  tergiversa- 
tion which  were  not  unfrequently 
coupled  with  the  officious  display 
cf  his  liberalized  sentiments  to- 
wards the  establishment.  To  cut 
short  all  this  at  once,  Mr.  H.,  in 
part,  we  have  understood,  at  the 
suggestion  of  an  individual  who 


treme  regret,  that  he  should  have 
condescended  to  engage  in  a  con- 
flict with  an  anonymous  adversary 
whose  defeat — ^and  a  thorough  de- 
feat he  has  sustained — ^would  not 
yield  him  the  slightest  advantage. 
A  more  captious,  cavilling,  perti- 
nacious wrangler  than  the  ^'writer 
of  the  Review"  never  set  pen  to 
paper;  he  is  eternally  hovering 
about  the  subject,  instead  of  man- 
fully grappling  with  it ;  he  is  a 
mighty  dealer  in  taunts,  and  a 
most  magnanimous  word-catcher ; 
he  gives  himself  great  airs  of  su- 
penority,  and  looks  down  from  his 
imaginary  elevation  on  his  anta- 
gonists  with  a  self-complacency 
that  is  quite  amusing.  His  tem- 
per, indeed,  is  rather  donbtftil; 
he  talks  a  little  in  the  style  of  Sir 


occupies    the  highest  ground   of  ^Fretful;  he  parades  too  much  about 
public  admiration  as  an  original    his  coolness,  and  is  too  s<^icitou$ 


thinker  and  a  master  of  powerful 
and  vivid  expression,  determined 
on  republishing  the  Apology*  This 
step  we  neither  praise  nor  blame ; 
we  have  no  doubt  that  Mr.  Hall 
counted  the  cost,  that  he  calcu- 
lated on  the  reproving  counte- 
nances and  distant  bows  of  those 
who  had  previously  greeted  him 


to  convince  us  that  he  is  smiling 
and  laughing,  not  to  betray  his 
anger  and  mortification. 

Add  to  tliis  that  there  are  some 
omissions  in  this  republication. 
The  first  letter  of  W.  W.  was  a 
pointed  one,  and  should  have  been 
inserted  entire;  and^  if  we  mis- 
take not,  there  was  a  short  note 


with  cordial  smiles  and  extended   .signed  Amicus  Curiee,  which  would 
handsy  as  we)l  as  on  the  noisy    not  have  occupied  much  room. 

But  we  most  wonder  at  the  ex- 
treme imprudence  with  whidi  the 
**  writer"  has  betrayed  his  consd- 
onsness  of  discomfiture.  He  has 
revised  and  corrected  his  own  let- 
ters, as  he  informs  us,  but  he  does 
not  appear  to  have  given  that  ad- 
vantage to  his  antagonists.  And 
if  he  were  satisfied  that  be  bad 


assault  of  all  those  small  partizans 
whose  only  weapon  is  their  cla- 
mour. 

A  review  of  his  republication, 
jqppeared  January  1822,  in  a  pe- 
riodical conducted  by  friends  to 
the  establishment.  Of  that  article 
we  shall  say  nothing  more  than  it 
did  not  appear  to  us  in  the  least  to 
call  for  any  answer  on  the  part  of    beaten    them    before,    why   did 


Mr.  Hall,  nor  did  he  take  any  no* 
tioe  of  it,  until,  for  obvious  pur- 
poses, it  was  inserted  in  a  newa- 
paper  published  in  the  town  where 
he  resides  ;  at  whose  suggestion  it 
was  so  published,  we  can  only 
guess.  To  the  article  thus  ob- 
truded on  the  inhabitants  of  his 


he  feel  it  necessary  to  insert  a 
series  of  elaborate  foot-notes  to  take 
off*  the  edge  of  their  arguments? 
He  talks  of  their  "  folly  and  equi- 
vocation ;"  he,  who  is  the  weakest 
and  most  desperate  equivocator  we 
ever  encountered. 
Thb  writer  dwells  with  infinite 
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glee  on  the  five  weeks'  interval 
between  the  date  of  the  '*  Review," 
and  that  of  Mr.  Hall's  reply,  as  if 
the  whole  of  that  time  had  been 
occupied  in  its  composition.  If 
he  believe  this,  we  admire  his 
simplicity — if  it  were  an  attempt 
to  compose  on  the  credulity  of 
his  readers,  our  admiration  must 
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be  reserved  for   another  quality 
which  we  are  reluctant  to  name. 

In  the  concluding  remarks,  this 
pithy  debater  sums  up,  with  the 
finest  air  of  impartiality  imagin-« 
able,  the  leading  points  of  the  con-» 
troversy ;  assigning,  with  all  pos- 
sible complacency,  the  victory  to 
himself ! 


%iUvAVia  Utttitiitia ;  or,  ^fft  ISooft  W^otm: 


%^^»»%<w%^v%v%%<» 


The  Worldling's  Looking-glasse. 

In  our  last  number  we  gave  some 
account  of  a  book  without  a  title ; 
in  the  present  case,  we  have  to 
lament  the  absence  both  of  tiie 
title  and  of  some  of  the  first  leaves 
of  the  Epistle  Dedicatorie. .  Hap- 
pily, however,  the  more  important 
part  of  the  requisite  information, 
is  supplied  by  tlie  signature  to  the 
latter,  wlfich  is  date^  ''from  my 
9hidtf  at  Low  Layton,  in  Essex, 
Jan.  1,  l6S0.  Edmund  Cobbes." 
Respecting  this  individual,  we  have 
not  the  present  means  of  obtaining 
any  particulars,  and  we  must  defer 
until  a  more  favourable  oppor- 
tunity, the  necessary  inquiries. 
His  political  and  religious  princi- 
ples will  be  inferred  with  sufficient 
accuracy^  from  the  following  ex- 
tract. 

*'  Tonching  those  that  carpe  at  the 
present  estate  of  chnrch  discipline,  it  lies 
not  in  the  limits  of  my  text  to  say  much, 
yet  thus  much  I  wil  say,  though  many 
things  may  seeme  to  he  misliked,  as  not 
so  precisely  good  to  them  that  look  k  far 
off  with  a  sleight  imagination,  yet  may 
very  well  be  tolerated  m  policie  to  keepe 
peace  and  quietnesse,  for  it  is  no  sure 
course  to  goe  about  to  change  lawes, 
and  to  breake  downe  discipline,  which  is 
already  established  (to  please  the  itching 
fancies  of  those  humorous  sectaries, 
which  delight  in  nothing  but  innouation) 
lest  therwith  all  comelines  and  good  order 
be  ouerthrown.  Dauid*$  resolution  is 
worne  out  of  dat6,  he  said,  hee  would 
looke  to  his  wayes,  that  he  did  not  sin 
with  Ms  tongue ;  but  now  a  dayes  men 
are  falne  from  Umnd*8  practise  to  be  busie 
bodies  to  prie  and  ta  looke  into  matters 
pf  8tate>  and  to  censure  and  carpe  at  the 


gouemment  of  the  church,  which  was  so 
graciously  established  by  that  yertuous 
Princesse  of  blessed  memory,  Qiteene  Eli- 
zabeth, now  as  glorious  a  saint  in  heauen 
as  euer  shined  in  this  our  hemisphere, 
and  since  ratified  and  confirmed  by  two 
learned  Kings,  vpon  the  examination  of 
the  learned  clergy,  confirmed  by  the 
Pecres  and  nobilitie,  and  subscribed  ynta 
by  the  Commons,  by.  the  powerfuU  au- 
thoritie  of  that  honourable  Court  of  Par- 
liament, and  now  many  yeares  experience 
hath  taught  vs  to  bee  peacefull  and  reH-. 
gioas,  yet  for  all  this  they  can  see  moates 
in  the  church,  but-  care  not  for  searching 
their  owne  hearts,  and  reforming  their 
crooked  manners ;  and  so  being  puft  yp 
with  singularitie  they  thinke  they  are 
able  to  instruct  the  wisedome  of  the  State 
without  booke,  when  as  they  cannot 
learne  obedience,  their  owne  duty,  in  all 
the  bookes  in  the  world. 

'<  Brethren,  what  meane  you  to  piy 
into  those  things  which  are  aboue  your 
reach,  and  cannot  be  fathomed  by  your 
shallow  conceits  ?" — ^pp.  241 — ^244. 

The  book  itself  is  a  small  12mo. 
containing  about  400  pages,  and 
professes  to  set  before  the  world- 
ling, "  a  looking-glasse,  wherein 
hee  may  cleerely  see  what  a  Woe- 
ful! bargaine  hee  makes,  if  he 
lose  his  soule,  for  the  gaine  of  the- 
world."  From  Matthew  xvi.  26\ 
as  a  sort  of  text,  this  subject  is 
discussed,  not  with  much  display 
of  Christian  doctrine,  but  rather 
in  the  way  of  a  moral  treatise, 
with  a  continual  and  explicit  re- 
ference to  Scripture  truth.  With^^ 
out  the  slightest  claim  to  origi- 
nality, with  none  of  that  fine  vein 
of  rich  and  imaginative  illustration, 
which  distinguishes  the  more  suc- 
cessful disciples  of  the  '*  olden** 
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school,  and  with  very  few  of  those 


felicities  of  thought  and  expression 
which  hangi  y'lf^  and  glowing, 
about  even  the  inferior  standards 
of  that  intellectual  £den>  Mr. 
Edmund  Cobbes  is  yet  by  no 
means  to  be  contemned  as  a  wri- 
ter. .  There  is  nothing  weak  at 
grovelling  in  his  style  or  feelings ; 
'  he  maintains  a  manly  and  consist- 
ent tone  of  expression;  and  he 
occasionally  bursts  into  an  ani- 
mated strain  of  vigorous  exposure 
and  remonstrance.  He  seems  to 
write  much  to  his  own  gratifica- 
tion, when  he  can  cite  a  running 
commentary  of  examples. 

'^  But,  alasse,  riches  are  so  farre  from 
profiting  V8,  as  that  they  are  the  cause  of 
much  euill  tosoule  and  body, /br  they  that 
vnU  bee  rtcfc  fiUl  into  tempiations^  and  mtq 


Shitnei  bad  to  bring  backe  his  seruants, 
made  hinl  aduenture  his  life.  The  loue 
of  money,  and  hope  of  reward  made  2&ba 
to  slander  and  falsly  accuse  Mephibosheth 
his  master's  sonne  of  treason.^  Money 
made  the  souldiers  to  report  a  lie,  whoi 
they  watched  the  lardTs  lepiUcfcre."— 
p.  46. 

He  now  and  then  gives  a  sample 
of  that  pithy  and  sarcastic  manner 
in  which  our  ancestors  delighted. 
He  taunts  the  rich  by  telling  them 
that  '  it  is  not  the  veluet  slipper 
that  can  cure  the  goute^  nor  a 
crown  of  pearle  that  helpeth  thy 
Migram.'  He  jeers  the  ploughman 
because  he  '  must  now  a  dayes 
hav6  his  doublet,  of  the  fashion, 
with  wide  cuts,  and  his  silke 
garters  to  meet  his  Sib  on  Sunday.' 
He  vents  his  bitter  gibes  on  the 
spendthrifts  who  <  turn  their  lands 


many  dangema  luttg^    The  loue  of  money    into  laces   and   their   patrimonies 
made  Balaam  aduenture  to  make  a  long     j^^^  ^^y  coates/  till  at  length  they 


ioumey  to  go  to  cuise  the  people  of  God 
For  hope  of  reward  Dalili^h  was  allured 
to  betray  Sampson  her  beloued  husband. 
Hope  of  preferment  will  make  Doeg 
flatter  Saul  and  speake  euill  of  Dauid 
the  beloued  of  the  Lord.  And  Absolom 
will  seeke  his  Father's  life  to  gaine  his 
kingdome.  If  loab  may  but  get  the 
chiefe  captainship,  hee  will  make  no 
scruple  to  kill  Amasa.  And  Abimeiech 
srill  embrue  his  hands  in  the  blood  of 
threescore  and  ten  of  his  brethren  to 
make  hunselfe  way  to  the  crown.  The 
loue  of  money  made  ludas  sell  his  Lord 
and  God  for  thirty  peeces,  the  price  of  a 
slaue,- by  which  meanes  he  brought  the 
blood  of  Christ  Tpon  his  soule,  that  it 
Imd  beene  good  for  him  if  hee  had  neucr 
beene  borne.  The  loue  of  gaine  so  tipjt 
the  tongue  of  Demetrius,  that  he  became 
a  subtiU  orator  to  plead  for  idolatry.  The 


are  compelled  to  '  march  undo: 
Sir  John  Hadland's  colours,  am<mg 
the  poore  gentlemen  of  pennilesse 
bench,  and  so  are  forced  at  last  to 
act  the  King  and  beggar's  part  at 
one  time,  Uie  King  abroad  and 
the  beggar  at  home.'  After  8om« 
further  expressions  of  contempt  he 
proceeds  in  tlie  following  firm  and 
indignant  reproof* 

«  It  must  needs  be  a  miserable  thing 
for  the  creature  to  be  abhorred  of  the 
Creator.  Pride  is  and  hath  beene  al- 
wayes  the  forerunner  of  destruction ;  the 
consideration  hereof  should  strike  amaz^ 
ment  into  every  one  of  our  hearts,  when 
we  consider  what  thunder-bolts  God  bath 
shot  out  against  this  sinne,  and  yet  what 


loue  of  money  made  Gehazie  run  after  little  amendment  is  to  be  found  among 
Naamanjwifeh  a  lie  in  his  month,  and  so  .  ys  ?  what  losse  of  precious  time  is  there 
for  a  little  money  and  change  of  raiment  among  ts  ?  yea,  among  the  children  of 
to  sell  God's  honor,  and  his  master's  God  in  decking  and  adorning  those 
credit.  The  loue  of  Naboth's  vineyard  carkasses  which  at  last  must  be  wormes 
made  Ahab  purchase  a  place  of  pleasure  meate  ?  how  many  an  houre  is  there 
with  the  price  of  the  blood  of  his  subiect,  spent  in  tricking  and  trimming  of  the 
which  procured  the  bane  of  him  and  his  body  vpon  the  Lord's  day,  which  might 
femilie.  The  Babylomsh  garment,  and  hnue  beene  spent  in  prayer  and  medita- 
wedge  of  gold  made  Achan  expose  him-  tion  ?  But,  alas,  vnlesse  their  bodies 
selfe  and  all  the  boast  to  the  iudgement  bee  trimmed  and  decked  with  costly 
of  God.  The  loue  of  money  will  make  apparell,  and  after  a  curious  manner, 
men  cruell  and  vnnatorall :  cruell  to  ctmet  they  will  not  be  seene  at  church.  These 
fieHSf  and  to  take  them  by  force,  Vnna-  come  to  humble  themselues  in  pride,  as 
turall,  that  many  doe  not  spare  the  liues  the  oppressor  cometh  to  aske  mercy 
of  their  owne  parents,  as  may  bee  seene  with  cruelty;  braue  land-lords,  and 
in  Absolon,  his  will  was  good,  but  the  land-ladies  which  weare  about  them  such 
Xiord  disappointed  him."-^pp.  43 — ib^  cruell  rents,  as  rend  husband,  wife,  and 
The  £^reedy  desire  Which  children  all  to  peec«8*  socli  come  tQ 
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keepe  holy  the  Ssbbath  day  with  pro- 
phaaenesae,  to  giiie  rp  their  bodies  as  a 
liuing  sacrifice  to  God,  by  fashioning 
themselues  vnto  the  fashions  and  colours 
of  the  world,  sometime  blew,  sometime 
yellow  I  sometime  all  body,  sometime 
no  body,  as  if  they  liked  all  fashions 
sauing  that  which  God  hath  giuen 
them/'— pp.  201—203. 

The  following  passage  conveys 
a  severe  censure  on  the  fastidious 
hearers  of  the  days  of  Mr.  Edmund 
Cobbes,  and  may  possibly  give  a 
salutary  hint  to  persons  of  the 
same  class  in  the  present  times. 

**  But  because  all  men  in  generall 
hunt  a^er  praise,  and  he  is  no-body  now 
a-dayes  that  cannot  soare  aloft,  there- 
fore schollers  are  forced  to  stretch  their 
wits,  and  set  them  vpon  the  tenters,  to 
please  the  intoxicated  multitude ;  and  to 
beate  their  bralnes,  and  hazard  their 
health,  and  many  l^mes  indanger  their 
aoules,  to  satislie  the  curious,  eares  of 
many  fantastieall  hearers,  which  willlie 
pleased  with  nothing  else  but  nouelties : 
such  take  great  delight  to  come  to  ser- 
mons, but  not  as  schoUers  to  leame,  but 
rather  as  iudges  to  controule,  being  now 
grown  so  curious  in  their  owne  conceits^ 
that  it  is  easier  for  a  cook  to  please 
a  hundred  mens  pallates,  then  for  a 
preacher  to  order  one  sermon  to  please 
a  dozen  hearers.  Some  must  needs  know 
what  God  did  before  bee  made  the  world ; 
another,  who  was  liLaUkistdeeht  father; 


another,  whether  he  shall  meet  his  old 
friends  and  companions  in  heauen  which 
might  tell  him  of  his  merry ,  conceits  ; 
such  a  one  would  needs  know  what  he 
shal  do  in  heauen  before  he  hath  learned 
the  way  how  to  come  thither ;  another, 
he  is  content  to  come  to  church  to  heare 
his  minister,  but  alas,  he  growes  weary 
quickly,  and  out  of  heart,  his  minister 
speakes  no  Latine,  nor  Greeke,  and  so 
he  thinkes  it  is  lost  time  to  heare  such  a 
homely  sermon.  But  alas,  poor  ignorant 
soule !  if  thou  wert  condemned  to  die, 
thou'wouldst  be  glad  to  heare  thy  pardon 
read  vnto  thee  Ia  plain  English  without 
any  other  curious  matter,  but  thy  Princes 
hand  to  ratifie  it ;  but  now  God  must  send 
thee  thy  pardon,  and  set  it  forth  in  such 
eloquent  words  as  may  best  please  thee, 
else  thou  wilt  haue  none  of  it,  as  if  God 
were  bound  to  saue  thee  a  condemned 
slaue,  and  to  feed  thy  eares  with  fine 
speeches."— pp.  228—231. 

At  the  same  time  our  worthy 
author  is  impartial,  and  wartis 
preachers  that  *  they  use  not  their 
mouthes  to  spruce  inkhome  termed, 
and  swelling  wordes,  bumbasted 
with  the  flockes  of  sundry  Ian- 

guages^  as  Cleantes  and  Chrysippus 
id  in  their  painted  rhetoricke, 
which  that  wise  heathen  liath  so 
sharply  rebuked;  hereby  thej 
show  themselves  good  nurses  for 
vanity^  but  step-dames  for  vertue.* 


ANALYl'ICAL  AND  CRITICAL  NOTICES  OP 

NEW  PUBLICATIONS. 
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The  Root  of  all  Evil;  a  Set*mon  <m 
Covttousneu,  preached  .  at  the 
MarUhfy  Lecture  cf  the  PimUco, 
Chelsea f  and  Brampton  Association, 
$-c,  ^c.  By  R,  H.  Shepherd,  Sfc,  $*«• 
Hatchard.  Is. 

The  sin  of  coveiousness  is  so  op<- 
posed  to  the  spirit  of  the  gospel, 
so  insinuating  in  its  nature,  and  so 
fatal  in  its  results,  that  the  great 
teacher  of  Christianity  has  classed 
it  among  the  most  hateful  and  de- 
structive jof  vices.  In  a  commer- 
cial country  the  temptations  to  its 
indulgence  are  so  powerful  and 
numerous,  that  its  frequent  expo- 
sure, both  from  the  pulpit  and  the 
press,  becomes  a  matter  of  impe- 


rious ministerial  duty.  The  sermon 
before  us,  as  applicable  chiefly  to 
that  view  of  covetousness,  in  which 
the  rich  are  implicated  (for  it  is  the 
vice  of  the  poor  also),  is  well  calcu- 
lated to  expose  the  utter  incompa- 
tibility of  such  a  disposition  with 
a  genuine  profession  of  Christianity. 
The  author  has  taken  commendable 
plains  both  to  be  plain  and  to  be 
faithful.  If  success  depended  upon 
the  array  of  powerful  reasons,  ear- 
nest exhortations,  and  scriptural 
authorities,  we  might  congratulate 
Mr.  Shepherd  on  having  raised  an 
effectual  barrier  of  thorns  aad  briers 
around  the  brink  of  this  dark  and 
fatal  gulf.  But  unfortunately  the 
vice  he  so  justly  reproves,  is  too 
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common  in  the  religious  world,  to 
allow  him  to  hope  that  his  sermon 
will  become  popular.  Yet,  on  this 
very  account,  we  deem  it  our  duty 
to  commend  it  strongly  to  general 
perusal.  The  text  is  taken  from 
Luke  xii.  15.  The  author  first  de- 
scribes the  Sin  of  Covetousness— 
2dly.  States  some  of  its  Effects — 
3dly.  Enforces  the  Caution  of  the 
Text — and  4thly.  Directs  his  hear- 
ers to  some  remedies.  There  is  much 
useful  and  interest! nc:  matter  in  the 
sermon,  brought  together  from  va- 
rious sources.   We  regret,  however, 


and  «re  be  leaves  the  hospitable 
house  of  Mr.  Williamson,  he  is 
convinced  that  Jesus  is  the  true 
Messiah.  After  the  recovery  of 
the  Rabbi,  they  proceed  on  their 
journey,  to  meet  in  a  midland  coan- 
ty  the  daughter  of  the  old  man, 
and  mother  of  the  youth.  Soon  after 
the  Habbi  dies  ;  the  Jewish  boy  pro- 
fesses Christianity,  and  his  mother 
embraces,  though  not  very  ar4ently, 
the  same  faith.  To  avoid  the  per- 
secutions of  their  brethren,  they  flee 
to  Franlcfort,  where  they  experience 
much  trouble,  and  from  whence  the 


to  notice  some  grammatical  and  ty-    young  Jew  maintains  a  pious  corre- 


pographical  errors,  which,  we  trust, 
the  author  will  soon  have  an  oppor- 
tunity of  rectifying,  by  the  demand 
for  a  new  edition. 


%'%«/%V%%%%^ 


The  History  and  Coiwersion  of  the 
Jewish  Boif.  12mor  Booth,  Duke 
Street,  Manchester  Square. 

The  scene  of  this  tale  is  laid  about 
the  middle  of  the  last  century,  when 
a  Bill  passed  the  British  Parlia- 
ment, for  the  naturalization  of  the 
seed  of  Abraham ;  but  which  gave 
rise  to  much  popular  clamour,  and 
was  repealed  the  same  year  in  which 
It  had  passed.  In  this  state  of  the 
public  mind  a  venerable  and  learn- 
ed Rabbi,  at  the  age  of  eighty,  who 
with  his  grandson  resided  in  Sussex, 
is  exposed  to  insult  and  outrage. 
He  flees  from  his  abode,  and 
directs  the  lad  to  meet  him  at 
Lewes.    The  youth  on  his  way  falls 


spondence  with  the  son  of  Mir.  Wil- 
liamson. Here  the  story  unac- 
countably ends.  There  is  little 
either  of  ingenuity  or  skill  displayed 
in  the  construction  of  the  tale; 
though  from  the  novelty  of  the  fiction 
it  is  not  without  interest.  The  vo- 
lume is  adapted  for  youthful  read- 
ing, and  may  excite  compas- 
sion for  the  blinded  descendants  of 
Abraham. 


m^%%/%\^%0%%f^ 


The  Necessity  and  Advantage  ef  Sab- 
bath Sc/iools,  exemplifieil  in  the  Lift 
of  David  Bain^  who  died  in  AlaC" 
andria,  the  I6th  of  March,  1822, 
in  the  Ibth  year  of  her  age.  Price 
4d.    London:    Nisbet.   1822. 

We  have. been  uncommonly  inter- 
ested by  this  striking  exemplifi- 
cation of  the  efficacy  of  Christian 
instruction.      A    little    yagaboad, 

in   with  a  kind-hearted  Irishman,  scarcely  ten  years  of  age,  destitute 

servant  to  a  gentleman  at  Lewes —  of  mother,  and  abandoned  by  his  fa- 

when  the  two  travellers  arrive  at  ther,  is  taken  into  a  Sunday  school, 

Lewes,   they  find    the  old   Rabbi  makes  considerable  proficiency  in 

beset  by  the  populace,  and  in  dan-  useful  knowledge,  from  a  breaker 

ger  of  being  stoned  to  death.    The  becomes  a  sanctifier  of  the  Sabbath, 

Irishman  and  young  Jew  boy  inter-  and  adorns  in  all  things  the  gospel 

fere,  but  the  old  man  is  not  rescued  of  God  his  Saviour.    Nor  is  tliis 

until  the  appearance  of  the  Irish-  signal  work  of  gr^ce  abated  in  its 

man's  master,  a  gentleman,  who  is  energy;  it  stands  the  awful  test  of 

an  advocate  in  parliament  for  the  a  dying  bed ;  stretched  on  the  conch 

Bill    of  Naturalization.     The  old  of  disease  and  pain,  young  David 

man  and  boy  are  taken  to  this  gen-  Bain  is  a  witness  to  the  soul  sap- 

tleman's  house,  where,  through  the  porting  power  of  the  truth  as  it  is 

injury  the  old  Rabbi  had  received,  in  Jesus  ;   patience,  humility  and 

he  is  compelled  to  remain  for  some  faith,  are  exemplified  in  bis  Words 

days.  During  this  time  the  son  of  the  and  demeanour,  and  his  end  ispeace 

host,  a  pious  young  gentleman  just  and  joy  in  believing.    Much  impres- 

returned  from  the  University,  en-  sive  exhortation  and  application  is 

gages  in  controversy  with  the  Rabbi  mingled  with  the  statement  of  these 

and  his  grandson.    A  deep  impres-  facts,  and  on  the  whole   we  have 

sion  is  made  in  the  Jew  boy's  mind^  seldom  been  more  interested  tbu 
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by  the  perusal  of  this,  well  exocated  "  That  is  more  thaa  many  can  say. 

Utile  memiir.     We  recommend  it  ^^'^  »n»>re  thaa  many  wish  to  be  able  to 

the  more  earnestly,  as  its  profits  are  8»y»V— p.  95. 

to  be  applied  to  benevolent  objects.  m^.  Churchill  mistakes  the  meaa- 

LToV^u^*^'^^  be  expedient  to  |ng  of  this  expression.    It  was  re- 

say  that  Uexandna  IS  the  name  of  tro^ecHve  instead  of  anticipating; 

a  viJIa^e  in  ijcotland.  and  merely  conveyed  the  suspicioSs 

^..^^^..^  ^f  Ganganelli,   that  he  had  been 

Amlecta;  or  Pocket  Anecdotes^  with  poisoned,  in  revenge  for  his  consent 

Reflections,  designed  as  an  agreeable  to  the  dissolution  of  the  order  of  the 

Conmanion  for  the  social  Circle    Bu  Jesuits. 

tw  Rev,  Jaines  Churchill,    Price 

4s. 6d.    London:  Cox  and  Son. 

1829. 

There  is  a  considerable  variety  of 
Bsefal  aqd  entertaining  matter  in 
this  little  volume,  which  might, 
however,  have  been  improved  by  a 
somewhat  greater  severity  of  selec- 
tion    An  extract  or  two  will  give  a 

mach  more  distinct  notion  of  the  The  first  Tolume  of  thejw  sketches 

nature  of  the  compilation  than  any  has  been  so  long  before  the-  public, 

comment  of  oars  could  do.  and  has  met  with  such  general  ao- 

"  The  pious  mother  of  an  unworthy  ceptance,  as  to  release  lis  from  the 

son,  whose  misconduct  had  brought  htJr  necessity  of  saying  any  thing  more, 

near  to  death,  by  a  gradual  decline,  sent  than  that  these  volumes  irt  conti- 

torhim  to  her  bed-side,  and  addressed  nuation   are  marked    by  the  same 

5l^'/fu*l^  remarfeible  language,  "  my  spirit,    ^d    distinguished    by    the 

vr?i"rf;.   '''^i'''.'^'J^^^.^*''Vrf  ^^^^^  substantial  excellence/ one 

you,  is  but  too  evident,  from  the  state  to  u,,„a^^a   air^i^t^^^   \.^*  J^    ^i 

which  you  see  me  reduced ;  and  so  long  uJ^^'^  skeletons,  not  mere  bone 

-     '            .;cK^^«  T  Aaii  «^.  «-„.!  l>«t  with  a  respectable  allotment  of 

cartiUge  and  muscle,  are  com- 
pressed into  this  cheap  and  port* 
abfe  form. 


Sketches  of  Sermoiis,  preached  to  Con-' 
ff relations  in  various  parts  cf  the 
Umiled  KiagdofHf  attd  an  the  Earo^ 
pean  Continent:  Famished  by  their 
respective  Aathffrs,  Vojs.  2  afid  9. 
Price 83.  London:  Holdswiorth. 
182^. 


as  I  remain  in  this  body,  I  shall  not  cease 
to  love  you,  and  to  prav  for  you,  with  all 
a  mother's  ahxiety;  but  the  period  is 
approaching,  when  I  shall  hear  the  sen- 
tence of  even  your  condemnaction  to  eter- 
nal destruction,  with  a  majestic  compo- 
snre,  and  an  entire  complatcency,  arising    ^^*  Fallacy  of  Infidelitit, — Memoirs  of 
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from  a  feeling  identified  only  with  per- 
.fect  purity,  and  infinite  rectitude." 

**  Probably  the  mother  lived  not,  to  see 
,the^  *  permanent  cfaange  of  character,' 
which  ensued. 

"Could  *  sorrow  and  sighing,'  enter 
that  wortd,  where  they  are  ever  *  done 
away,'  what  more  likely  to  produce  such 
painfiol  feelings,  as  the  recollection,  that 
the  conviersion  of  the  soul  to  God,^  arose, 
instrumentally  out  of  having  first  broken 
a  mother's  heart.  Let  young  people  an- 
ticipate, what  that,  sense  of  ftiture  mi- 
sery must'be,  that  is  mixed  up  with  the 
powerftil  *  Ingredient  of  disobedience  to 
parents."— -p.  ^4. 

Immediately  succeeding  this,  is  ^frristi^n  principle,  and  the  anima. 
the  fpMowing  anecdote  of  the  cele-  5i??  reahzafians  wblch  visits  the 
brated  GanganeHi.  under  the  title  Cbfistian  s  dying  bed.  Aj  the  close 
of  *  the  Anticipation.^  *'*®  useful  addresses  to  the  Readqr 

"Gaaganem,  one  ofthe  popes,  is  said  -the  Joung -.  Parents -- Church 
to  have  exchtiii^,  under  th^p^i  of  his  Members-^Lukewarm  Professors- 
last  Ulncss, « Idmg^g.  intoettmity,  and  RclaUves— Persecutors—and  to  In- 
Iknewforipha,'  ^els. 


Mrs,  Elizabeth  tirooker,  late  of  A  I' 
fristim,  Sastex,  wha  died  7th  Au- 
gust, 1820,  aged  31  years.  To  tUhick 
are  added,  brief  Extracts  from  her 
Diary,  and  devotional  Papers  ;  tO' 
get/ier  with  Observation  and  Ad' 
dresses  tq  various  Characters,  By  her 
bereaved  Husband,  Chairles  Brooker, 
l^mo.  London:  Westiey,  1822* 

These  Memoirs^  contain  li  brief 
sketch  of  the  life  and  character  of 
a  pions  and  exentplury  female.  It 
adds  one  to  the  many  simiiar  evi- 
deiices  of  the  admirable  <)fieets  of 
Christian  principle,  and  the  anima* 


Cong.  Mao,  No.  58. 


AE 


55i  SkitiHieal  View  <^  J^ienteri  I'^Cumberland.        [^October, 

RELIGIOUS  INTELLIGENCE. 

< 

I^    STATISTICAL  VIEW    OF    DISSENTERS    IN    ENOLAND   AND   WALES. 

Wishing  to  make  this  department  of  our  work  as  complete  as  possible,  we  ear- 
nestly beg  our  Correspondents  to  funush  us  with  all  documents  and  information 
relating  to  it,  addressed  to  the  Editors^  at  the  Publisher's. 

CUMBERLAND.  J^^^«.  ^^^ad'oot,  from  Dumfnes  or 

its  vicimty,    also  a   Licentiate   of  toe 

(Conikmedfrom  p.  389.^  Scottish  Church,  was  ordained  oyer  the 

church  and  congregation  of  Penrith,  on 
Penrith  Presbyterian  Meeting-hmue, —  the  17th  September,  1783,  as  the  snc- 
RoGER  Baldwin  was  ejected  from  the  cessor  of  Mr.  Honyman,  and  died  un- 
church of  this  town,  on  the  restoration  married,  August  15,  1787.  During  his 
ofKingCfaarles  II.  and  appears  afterwards  ministry  a  new  meeting-house  was 
to  have  retired  into  Lancashire,  where  he  erected,  which  was  opened  in  1784.  The 
continued  to  preach  the  Gospel  to  the  .Rev.  Richard  Paxton,  also  a  native  of 
end  of  his  days.  Calamy  says,  he  was  Scotland;  but  last  from  Parkhead,  suc- 
*' a  solid  scriptural  (ireacher;  a  judicious  ceeded  Mr.  Broadfootin  February  1788, 
divine;  one  of  good  parts,  and  an  agree-  and  in  1794  removed  to  the  parish  of 
able  temper.  After  preaching  at  Monk's  Tindergarth,  near  Locherby,  North  Brl- 
Hall,  in  Eccles*  near  Manchester,  ac-  tain,  in  which  he  is  still  minister.  His 
ceptably,  for  many  years,  he  died  there,  immediate  successor  w«s  the  Rev.  Mr. 
June  9th,  1695,  aged  70.  Jam£8  Co-  M'Chonochie,  who  officiated  but  for  a 
NiNGHAM,  A.  M.  who  received  his  educa-  short  time,  and  was  followed  by  th^ 
ti«n  in  the  University  of  Edinburgh,  was  Rev.  Henry  Thomson,  D.  D.,  who  came 
first  settled  at  Penryn,  and  removed  from  the  neighbourhood  of  Edinburf^h. 
thence  to  Manchester  in  1700^  where  he  and.  was  ordained  December  18,  1799. 
held  a  pastoral  chai^,  and  occupied  a  He  is  .still  minister  of  this  congregation, 
professor's  chair.  .  ,  Penrith  New  Chapel — Of  the  origin 
It  appears  from  the  register  of  Park-  of  the  congregation  which  meets  In  tibis 
bead,  that  Mr.  Thomas  Andrews  was  place,  the  following  account  has  been 
ministerofPenrithinl70i  :  iindinl715,  ^ven.  (Third  Report  of  the  North 
Mr.  Peter  Seddon,  who  soon  after-  Congregational  Union,  p.  10.)  **  The 
wards  removed  to  Cockey-moor,  in  Lan-  commencement  of  this  interest  arose 
Cashire.  He  was  succeeded  by  Mr.  WiL-  .from  the  very  declining  state  of  religion 
LiAM  Wilson,  who  was  succeeded  in  in  the  old  meeting-house.  The  pious 
1728,  by  the  Rev.  Samuel  Threlkelp.  and  respectable  part  of  the  people  had 
The  first  meeting-house  appears  to  have  for  some  tiijne  been  dissatisfied  with  a 
been  erected  in  the  time  of  Mr.  Wilson,  ministry  .that  was  unattractive  And  in- 
Mr.  Threlkeld  removed  to  Halifax,  in  efficient,  and  witnessed  with  painfiil  re- 
Yorkshire,  about  1744,  and  was  sue-  •  gret  the  diminution  of  attendance  on 
ceeded  by  the  Rev.  I^amuel  Lowthian,  public  ordinances.  Tliey  respectfully 
a  native  of  Penruddock,  and  pupil  of  Dr.  advised  and  remonstrated,  but  all  in 
Caleb  Hotheram,  of  Kendal.  Both  Mr.  vain;  and  unfortunately  the  difficuItieB 
Tlirelkeld  and  Mr.  Lowthian  were  united  in  accomplishing  the  desired  change, 
in  marriage  to  females  of  the  naUse  of  proviiig  a,t  that  .time  insuperable,  they 
Cookson,  whose  family  had  materially  were  induced  to  withdraw.  The  seps- 
contributed  to  uphold  the  cause  at  Pen-  ratists  made  known  their  .ntuation  to 
rith.  The  latter  removed-  to  Newcastle  the  neighbouring  chnrchqs^  andfequeitcd 
about  ti^e  year  1748  or  1749,  where  he  .  the  services  of  their  ministers,  which 
continued  Jiearly  30  years.  About  1750,  were  occasionally  granted,  after  s  doe 
Jthe  Rev.  Edward  Bungle^  a  minister  investigation-  and  jpeneral  approval  of 
■of  the  church  of  .ficotland,  resigned  the  their  proceedings.  About  the  beipiuunf 
:  living  of  Kirkmahoe,  near  Dumfries*  of  18i5,  a  jschool-room  was  registeied 
and  accepted  the  chaige  xif  this  church  for  the  purpose,  and  a  numerous  congre- 
and  congregation,  which  he  held  for  up-  •  ration  attested  the  good  will  of  the  in- 
wards of  20  years ;  after  which  he  re-  habitants  ^o  the  infant  cause.  This  place 
turned  to  Scotland  about  1771  or  1772,  shortly  afterwards,  with  TempleSovcrfay, 
and  was  succeeded  by  the  Rev.  John  and  other  villages,  'fomued  an  imfoitsuX 
Honyman,  a  Licentiate  of  the  Church  of  itinerant  station.  In  1819,  a  larger  and 
Scotland,  who  was  -orduned  here,  Aug.  much  move  convenient  house  fog  nttt- 
29,  1772,  and  died  March  29>  1783,  ing  was  procured ;  a  Sundi^  school  «»> 
deeplylamentedbyhishearers,  his  widow,  established;  and  there  appears  eraj 
rMndvaw  fistherleis  children.    The  Rev*  prospect  on  the  establishment^  of  n  pni- 
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dent  devoted  minister,  of  a  flourishing 
tod  well  supported  cause/' 

Penruudock,  a  large  village  in  ika 
extensive  parish    of    Greystoke.      Mr. 
John  Nob]^  of  this  place,  who  is  men- 
tioned at  p.  385,   as  a  deacon   of  Mr. 
Gilpin^s  church,  united  with  several  other 
young  men  of  bigh  esteem  in  the  chuvh, 
in  setting  up  the  exercises  of  religion  in 
their  femilies,   by  prayer,  praises,  and 
reading  the  Scriptures  morning  and  even- 
ing, and  teaching  their  households.  Upon 
the  removal  of  Mr.  Gilpin  from  the  parish 
church,  in  consequence  of  the  King's 
restoration,  1660,  those  of  the  parish- 
ioners who  valued  the  Qospel,  assembled 
nt  Penruddock,  in  the   house  of  Mr. 
Noble,  the  deacon  there,  still  to  enjoy 
Mr.  Gilpin's  ministry ;  but  a  short  time 
after  this  he  went  to  Newcastle,  where 
he  spent  the  remainder  of  his  life,  con- 
tinuing his   valuable  and  successful  la- 
bours for  several  years.    Soon  after  his 
departuife,  the  church  here  called  Mr. 
Anthony   Sl£ioh,  from  Durham  Col- 
lege, who  became  their  minister,  and 
continued  here  about  40  years,  enduring 
much  hardship  in  his  endeavours  to  feed 
his  flock,  and  enjoying  but  slender  en- 
couragement in  the  prosecution  of  his 
ministry.     "  Their  meetiigs,'^  says  Mr. 
Rattray  in  his  commmucation,  **  were 
held  mostly  iii  the  house  of  John  Noble, 
and  sometimes  under  covert  of  the  night, 
4s  Christ's  immediate  disciples  had  some- 
times done,  through  fear  of  th6  angry 
Jews ;  and  a8  the  primitive  Gentile  Chris- 
tians did,  that  they  might  escape  the 
fury  of  their  pagan  persecutors.     And 
now  John  Noble  ^as  called  to  bear  new 
trials,  being  confined,  with  some  other 
of  the  servants  of  Jesus  Christ,  for  six 
weeks  in   Carlisle  jail.    He  was  often 
heard  to  say,  even  to   the  day  of  his 
death,  that  in  his  imprisonment  lie  had 
much  spiritual  comfort  and  satisfaction, 
and  that  those  sharp  time&  were  made 
the  best  days  to  him,  and  were  improved 
for  searching  his  heart,  and  examining 
his  past  life  :  but  altered  not  his  judg- 
ment as  to  the  cause  he  had  owned  and 
suffered  for.    He  was  afterwards  informed 
against,  as  holding  a  conventicle  in  his 
own  house,  of  which  he  was  convicted, 
and  the  fine  levied  by  distress  {  but  this 
triumph  of  the  wicked  over  hifiA  was  short, 
and  by  him  endured  with  patience,  while 
some  o£  them  died  in  sorrow  for  it." 

**  J^bn  Noble  and  those  who  suffered 
with  hlib  iii  the  cause  of  Christ,  went  on 
their  way  rejoicing,  that  thej'were  counted 
worthy  to  suiFer  for  his  name's  sake, 
who  had  died  that  th^  might  live  hap- 
pily when  they  gt)t  beyond  the  suburbs 
of  mortality,  in  the  mean  time  exercising 
themselres  to  have  a  conscience  void  of 
ofFence  towards  God  and  man,  that  no 
one  should  have  any  thing  against  them. 


QXcept  in  the  matter  of  their  God ;  and 
ii^  doing  good  to  all*  men  as  they  had 
opportunity." 

"  As  a  further  proof  of  the  piety  and' 
devotion  of  Mr.  Noble,  he,  in  times  so 
disheartening  to  nonconformity,  and 
when  its  ministers  could  scarcely  find 
bread  or  rest,  perceiving  the  need  of  a 
succession  of  fklthful  pastors,  devoted  a 
son  to  the  service  of  Christ  in  the  ministry ; 
and  bred  him  thereto  in  the  best  way  that 
he  coula  afford,  declining,  for  conscience 
sake,  the  favour  which  was  then  offered  to 
him  by  a  kind  neighbour.  Dr.  S.  H., 
•since  Vice-Chanccllor  of  tiie  Univenity 
of  Oxford,  of  a  presentation  in  Queen's 
College.  A  few  years  afterwards  he  de- 
voted another  son  in  the  same  way,  and 
supported  him  through  his  academical 
studies.  And  was  not  this  worthy  of  a 
conscientious  dissenter,  to  take  such 
steps  to  preserve  the  truth  and  cause 
which  he  had  owned?  Those  that  think 
God  approves  them  in  nonconformity 
ought  to  maintain  it  till  the  causes 
thereof  be  taken  away.  But  the  con- 
stancy of  this  eminent  man  did  not  de- 
generate into  bigotry,  for  on  jqst  occa- 
sions he  psdd  respect  to,  and  received 
courtesies  from  several  of  the  Bishops' of 
Carlisle  at  Rose  Castle,  and  In  times  of 
need  would  attend  the  ministry  of  the 
best  of  the  parochial  clergy,  as  well  as  of 
dissenters  of  other  denominations,  whom 
he  would  honour  for  their  work  sake.  It 
may  not  be  improper  here  to  observe, 
that  by  the  associations  which  had  been 
formed  in  the  county  of  Cumberiand, 
in  the  time  of  Dr.  Gilpin,  the  names  of 
needless  distinctions  among  the  dissenters 
had  been  buried.  Dr.  Gilpin  had  well 
armed  his  people's  minds  against  such 
fbllies,  and  when  an  union  or  necessary 
coalition  of  Presbyterians  and  Congrega- 
tionaiists  was  endeavoured,  in  1690,  the 
good  Doctor  was  as  forward  as  any  man 
to  promote  it.  That  motion  was  surely 
of  God,  and  will  be  more  thoroughly 
pursued  when  men  are  more  taught  of 
God. 

In  1672,  after  Kin^  Charles  had  taken 
liberty,  without  law,  to  allow  the  dissen- 
ters to  erect  meeting-houses,  Mr.  Noble 
erected  a  tabernacle  near  his  own  house 
for  the  more  decent  and  commodious 
worship  of  God;  and  in  about  twenty 
^ears  after  the  above  date  gave  the 
ground  upon  which  the  present  chapel 
stands,  which  it  would  also  seem  was 
built  by  him  and  his  friends  about  the 
time  of  his  death,  March  14th,  1707-8. 
The  meeting  house  was  conveyed  into 
the  hands  of  Trustees  on  December  23dj 
1712." 

The  Rev.  Anthony  Sleigh,  M.  A.  died 
on  the  I3th  of  June  1702.  He  is  de- 
scribed by  his  contemporaries  as  a  wor^ 
thy,  pious,  and  reverend  dirine ;   ttuf 
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Dr.  Calamy  h^a  given  the  /oUowing  in- 
teresting account  of  him.  ''  He  was  a 
candidate  for  the  ministicyf  when  the 
Bartholomew  Act  took  place.  He  was 
educated  in  a  private  academy  at  Durham, 
and  took  his  degrees  at  Edinburgh, 
anno  1660.  He  preached  occasibnally 
in  the  public  churches  of  Cumberland 
and  Westmorland  till  1662,  and  then 
was  a  nonconformist,  and  silenced,  though 
he  could  not  be  said  to  be  ejected.  After 
some  time  he  fixed  among  Dr.  Gilpin's 
pld  hearers,  and  was  solemnly  ordained 
io  the  ministry.  He  continued  among 
tbcm  all  the  time  of  King  Charles's  reign, 
performing  the  various  duties  of  his 
ministerial  function  with, great  fiEuthful- 
pess ;,  notwithstanding  all  the  disconrage- 
inents  he  laboured  under,  both  from  the 
government  and  from  the  people.  He 
was  twice  imprisoned  for  his  preaching, 
and  once  (while  he  wai  in  coi\finement) 
throwp  into  the  dungeon  for  praying 
with  the  prisoners...  As  soon  as  he  waa 
set  at  liberty  he  returned  to  his  people, 
and  preache4  to  them  in  the  night  time, 
when  he  could  not  have  any  other  oppor- 
tunity for  it.  For  twenty  years  together, 
)^e  had  not  above  twenty  shillings  a  year 
from  his  people,  ile  continued  with  them 
after  the  t/oleration,  though  he  wanted 
not  inrltations  to  more  profitable  sta- 
tions. But  such  was  his  love  to  his  poor 
flock,  that  nothing  could  separate  him 
from  them  but  deatti.  Towards  the  latter 
end  of  his  time  he  was  deverely  afflicted 
with  bodily  distemper,  which  he  endured 
with  Christian  patience,  till  God  called 
him  to  his  rest,  anno  1702.^  In  the 
whole  of  his  life  he  wa;^  regular  and 
blameless  to  sucb  a  degre;^*  that  the 
worst  of  his  enemies  could  not  buUy  his 
reputation  in  the  least.  He  waa  a  man 
mig^hty  in  prayer,  and  of  a  meek  peace- 
able disposition,  not  loving  to  be  em- 
broiled in  the  contioversiea  of  the  times, 
though  he  wai  able  z^nd  ready  to  give  a 
rational  account,  both  of  his  faith  and 
practice,  to  all  C^hristian  inquirers.'*.. 
.  To  Mr.  Sleigh  succeeded  the  Rev, 
Samuki.  Aud^anp,  who,  in  1707, 
preached  and  published  a  funeral  sermon 


[[October 

The  Rev.  James  BKyOar  laboured  then 
for  some  time  iu  1757»  and  till  the  year 
J1760,  when  )iq  removed  to  Keswick. 
The  Rev.  Timothy  Kelson  supplied  his 
place  from  March  17dl  to  June  1763. 
In  the  autumn  of  the  latter  year  Mr. 
Smith  came  to  Pcnruddock,  and  occupied 
th^nilpit  for  about  three  months.    In 
thffabtumn  of  the  following  year  Mr. 
MoNCRiEF,  a  native  of  Scotiand,  com- 
menced his  labours  among  the  people, 
and    continued   them    till  June    1771, 
when  he  became  superannuated,  and.  re- 
turned to  his  native  country.    During 
good  part  of  the  years  1771  and  1772  the 
pulpit  waa  occupied  by  the  Rev.  Jons 
HONYMAN,  who  cam©  from  Aberdeen, 
and  quitted  this  place  for  Penrith.    In 
the  autumn  of  1773  the  Rev.  and  much 
beloved  David  Johnson,  also  from  Scot- 
land, commenced  his  labours  here,  and 
continued  them  till  1778,  When  he  re- 
turned to  his  native  country,  in  a  bAd 
state  of  health.    :^rom  1778  to  1780  the 
pulpit  was  occi^led  by  the  Rev.  Thomas 
Moresby,    and  he  was  succeeded,  in 
1781,  by  the  Rev.  Robert  Potts,  who 
died  in  1806.    After  his  decease  the  con- 
gregation lyas  supplied  for  about  t^velre 
months  by  the  Rev.  JoHn  Cockburn,  a 
native  of  Scotland,  to  whom  succeeded 
Mr.^  Beattie,  who  went  out  as  a  Mis- 
sionary in  the   Duff,   upon  her  second 
voyage.    This  vessel  being  captured  he 
returned  to  England,  and  resumed  his 
charge  at  Penruddock,  where  he  did  not 
long  remain,  in  consequence  of  his  having 
embraced  the  principles  of  the  Sande- 
manian  Baptists.     The  Rev.   ANiiHi:« 
Rattray,  who  was  educate d  at  the  late 
academy  of  Messrs^  Holdane,  in  Edin- 
burgh,   and  officiated  a   shprt  time  at 
Annan,  succeeded  Mr.  JBeattie  at  Pen- 
ruddock in  June  1812,  and  cdn^nues  to 
the  present  time  his  connection  with  this* 
venerable   congregational   church.     He 
has  occasionally  endeavoured  to  rouse 
the  public  attention  tp  vital  godli.ness,  by 
village  preaching  and  the  institution  of 
Sunday  schools ;  but  in  those  .exertions 
he  ha^  experienced  some  discouragement, 
frpm  the  want   of  a  more  cordial  and 
for  the  excellent  Deacon  and  founder  of     active  co-operaUon  oh  the  part  of  the 


this  disaenticff  congregation  already  men- 
tioned, Mr.  Johnl^oble.  The  names  of 
Mr.  MiTCUELi  and  the  Rev.  Joseph  DoD* 
SON  occur  in  siiccession  after  that  of  Mr. 
Audland  as  pastors  of  this  church ;  but 
yv^thout  any  intimation  as  to  the  time 
when  th«y  first  took  charge  of  their 
inlniaterial  duties,  or  when  they  quitted 
them.  Mr«  I>odson  was  minister  in 
1712.  The  Rev.  John  Helme,  sen. 
aj[)pear^  to  have  sUcceeded  him,  and  was 
minister  from  about  the  year  1741  to 
1750,  when  he  went  to  Lancaster.  The 
Rev.  Rodger  Dickinson  succeeded  Mr. 
Hclihe,  but  left  Pcnruddock  in  1755] 


people  with  whom  he  is  connected; 
notwithstanding  that  the  neighbourhood 
presents  a  very  extensive  and  important 
station  for  Home  Missionary  exertions. 
Plumbland. — Ga#in  EgglesfielDi 
the  ejected  Rebtor  of  this  parish,  vas 
It^lated  to  a  distinguished  fan»ily  of  that 
name,  whose  ancestor,  Robert  Eggles- 
field,  is  celebrated  as  the  original  fbonder 
of  Queen's  College,  Oxford.  Gawin's  con- 
duct at  College  reflected  no  honour  on  his 
.relationship.  (Hutchinson, vol.  ii.  p.  291 .} 
Nor  does  he  appear  to  have  Iceu  after- 
wards careful  in  maintaining  his  moral 
and  christian  reputation.     l%e  foUowiqf 


in  the   already 
the    church    at 
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notices  of  him  appear 
quoted  <*  Register  of 
Cockermouth." 

«*  This  day  (August*,  1652,)  brother 
Gawin  Eaglesfield  was .  admonished  by 
the  church  for  having  been,' overseen  in 
company,  to  the  scandall  of  religion  and 
the  reproach  of  the  wayes  of  God." 

•*  The  same  day  (7th  of  the  first  month 
1 656,)  our  brother  Eaglesficld,  of  Plumb- 
land,  iu  regard  of  a  foul  miscarriage, 
whereby  the  mouths  of  wicked  men  were 
opened,  and  in  regard  tliat  he  had  been  so 
often  dealt  with  formerly,  for  many  mis- 
carriages, the  church,  upon  advicQ  with 
other  churches  and  godly  brethren,  laid 
him  under  the  sentence  of  excommuni- 
cation, thereby  to,  make  him  lye  low 
before  the  Lord,  and  to  try  the  truth  of 
his  professed^  repentance  witli  tcares  at 
thai  time." 

**  In  the  month  of  April  this  ycare 
(1656),  Mr.  Eaglesficld  w^is  freed  from 
^e  censure  laid  upon  him  some  months, 
before." 

**  February  13th,  TlGf^d,)  being  the 
Lord's  day,  the  churcn  net  at  the  house 
of  their  pastor  in  his  absence,  when  Mr. 
G.  Eaglcsfield,  a  brother  iu  the  church, 
preached  twice,  once  from  2  Peter  i.  10. 
and  then  from  Jeremiah  xxxi.  33." 

His  name  occurs  again,  however,  in 
the  year  1671  and  10/ 2,  as  having 
undergone  the  discipline  of  the  church, 
and  it  is  lamentable .  to  slate  that  the  last 
mention  of  him  was  on  March  4,  1678, 
where  he  was  **  again  reproved  by  the 
church  at  Cbckermouth,  and  promised 
amendment." 

pLUMBTONand  Salkeld.— ^These  places 
are  not  far  distant  from  each  other,  nnd 
have  usually  been  supplied  by  the  same 
minister.    The  meeting-houses  at  Great 
Salkeld  and  Plumbton  Street  were  erected 
more  than  a  century  since ;  after  which 
some  members  of  the  united  congrega- 
tions of  these,  places,  left,  by  their  last 
wills,  small  sums  to  be  lent  out  at  in- 
terest, towards  the  maintenaiice  of  tlieir 
minister,   and  his  successors  in    cf^ce. 
These  several  sums  amounted  to  about 
£50.,  at  the  time  when   the  Kev.   Dr. 
James  Richie,  who  was  minister  in  the 
years  1752  and  1753,  travelled  through 
several  counties  in  the  kingdom,  collecting 
money  to  repair  the  ttvo  meetings.  After 
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the  necessary  repurs  had  been  performed, 
and  the  expenccs  defrayed,  there  re- 
mained an  overplus  of  jt60.  which  was 
added  to  the  original  stock,  and  a  field, 
containing  two  acres  seventeen  perches, 
purchased  therewith,  which  is  now  let 
for  «£5.  58.  per  annum.  This  is  stated 
to  be  all  the  property  which  properly  be- 
longs to  the  two  meetings,  the  congrega- 
tions of  which  are  small,  and  the  mini- 
sters have  therefore  some  allowance  from 
funds  in  that  vicinity. 

The  following  is  a  list  of  the  ministers 
of  these  united  places,  as  it  has  been 
communicated  to  us ;  but  without  the 
dates  of  their  respective  eiitriA  upon,  or 
relinquishment  ot-  their  -connection  with 
these  churches.  The  Rev.  Messrs. 
Richard  Higdy,  James  Crossland,  ^ 
J.  ALDERsbN,  John  Whiteside,  Johk 
Uelme,  jun.,  James  Richie,  James 
McMillan,  Thomas  Lowthian,  and* 
Timothy  Nelson. 

About  the  year  1781,  a  clergyman  of 
the  estiiblishment,  the  Rev.  Isaac  Slee, 
who  held  the  chapelry  of  Plumbton, 
gave  an  honourable  proof  of  the  power 
of  conscientious  conviction,  by  resigning 
liis  chapelry,  and  joining  the  Antipe^do* 
baptist  Society  at  Broughton,  in  this 
county.  He  was  afterwards  settled  at 
Howorth,  in  Yorkshire,  where  he  died, 
January  13,  1784.— (See  Memoirs  of 
the  late  Dr.  Fawcett,p.  'ZAG,  note.) 

Ravengl/.ss — a  small  sea  port  town 
in  the  parish  of  Muncaster.  Under  the 
auspices  of  the  Sunday  School  Society 
at  Whitehaven,  some  encouraging  hopes 
are  entertained  that  the  Gospel  will  bii 
introduced  into  this  place  ;  the  inhabit 
tants  of  which  have,  Irom  its  contiguity 
to  Bootle,  had  frecjuent  opportunities  of 
hearing  the  Gospel  there,  but  possess  no 
regular  place  ot  worship  of  their  own.    , 

Salkeld. —  See  unaVr  Humbton. — 
The  usual  residence  of  the  ministers  of 
the  united  chapels  of  Humbton  and 
Salkeld  is  at  this  place.  Mr.  Georg6 
Benson,  a  biblical  writer  pf  some  emi-* 
ncnce,  was  also  a  native  of  this  placet 
He  died  minister  of  Crutched  briars 
Meeting-house,  Locdon,  April  6,  1762| 
aged  63  — (Hutchinson,  vol.  i.  p.  284 — ; 
287. 

{Cumheiland  to  be  conchdcd  in  our  neil.) 


II.  MISCELLANEOUS. 


Wilis  Asiociaiion. — The  next  half  ye ai-ly 
Meeting  of  the  Wilts  Association  will  be 
holden  cxn  Wednesday  the  16th  of  Octo- 
ber, at  the  Meeting-house  of  Rev.  Mr. 
Fleming,  Bradford.  Agreeably  to  the 
rules  of  the  Association,  the  morning  ser- 
vice will  be  devoted  to  an  improvement  of 
the  premature  Removal  of  the  late  Rev. 
Isaac  Tos^r,  pastor  of  the  church  in 


Rook  Lane,  Frome.  The  Rev.  J.  Pi 
Allen,  of  Warminster,  will  be  the  preacher, 
on  that  occasion.     ^ 

Durham  and  Korihfiniberland  JisfociationA 
— A  meeting  of  the  Association  of  Con* 
gregational  iVlinisters  of  the  counties  of 
I)urham  and  Korthumberiand  was  held 
at  DarHngton,  on  Monday  and  Tuesday 
the  !^th  and  10th  of  Septcttiiber.    On  the 
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Monday eveniog  the  R«V.  W.  L.  Prattman,  called  to  the  chair,  the  Rcf]^rt  was  read, 
of  Barnard  Castle,  preached  firotn  NUmb.  and  several  resolutiona  were  moved,  and 
X.  and  the  latter  part  of  the  29th  verse  .  appropriate  speeches  made  by  the  mini- 
«  dome  thou  with  lis,  and  we  will  do  sters  present.  In  the  evenii^  the  Rer. 
thee  good,"  &c.  In  the  afternoon  of  R.  W.  Hamilton,  of  Leeds,  closed  the 
Tuesday  a  public  meeting  of  the  Asso-  intefesting  exercises,  services,  and  pro- 
ciation  was  held,  (Rev.  C.  Gollop  in  the  '  ceedings  of  the  Annivetsary  with  a  dis- 
chair,) when  the  ReV.  Messrs.  Prattman,  course, addressed  t6&fi  attentive  audience, 
Williams,  Nicol,  Lewis,  Ivy,  Gibbs,  and  Wiw  his  accustomed  ability. 
Stowell  severally  addressed  the  meeting.  During  the  half  year  preceding  Christ- 
and  forcibly  urged  the  necessity  of  greater  mas  there  were  sixteen  Students  in  the 
exertion  for  diffusing  the  Gospel  in  ih%  Academy,  and  afterwards  fourteen  till 
cOuntiesofDurhafti  and  Northumberland.  Midsummer.  In  the  course  of  the  year 
The  Rev.  R.*  Gibbs,  of  Newcastle,  six  have  fimshed  their  academical  studies, 
preached  in  the  evening  from  Zechariah  and  gone  to  labour  in  their  Master's  vine- 
iv.  6.  yard.    Mr.  Aspinall  has  settled  at  Gras- 

The  congregations  were  numerous  and  sington,  and  Mr.  Blackburn  at  Eastwood, 

respectable,  and  the  Whole  services  pecu-  Mr.  Holgate  has  been  stationed  at  Tres- 

Uarly  interesting.    It  is  hoped  that  the  cot,  and  Mr.  Holroyd  at  M'oolton,  both 

Gommisseration  and  z^al,  excited  in  the  mi-  [Places  near  Liverpool.    Mr.  Parsons  hai 

nisters  and  churches  for  theunAdightened  accepted  an  invitation  to  York,  aifd  Mr. 

parts  of  these  two  counties,  will  induce  Turiiter  another  to  Great  Drtfficld. 

wtony  Christian  friends  to  come  forward  The  present  circumstances  of  the  In- 

and  give  their  support  to  this  Assoda-  stitution  are  encouraging ;    public  pa- 

tion.  tronage  has  increased  in  its  favour,  and 

Aimwertary  tf  Idle  Academy. — On  Tue8«  every  returning  year  seems  to  brighten  its 

day,  June  18,  the  examination  of  the  prospects  of  support  and  usefulness. 
Students  in  this  Academy' took  place, 

which  occupied  the  whole  of  the  day,  and  — - 
furnished  to  their  examinators  the  most  burying  place  at  Manchester. 
satisfactory  evidence  of  the  very  con- 
siderable attainments   they    had   made.  We  are  occadonally  compelled  to  lament 
Being  distributed  into  five  classes,  they  the  restrictions  imposed  on  us  by  ottr  con- 
read   in    Latin   portions    of   Cornelius  tracted  limits,  and  by  the  necessity  of 
Nepos,  Caesar,  Virgil,  Cicero,  Horace's  compliance  with  certain  rules  suggested 
Odes  and  Art  of  Poetry;   and  in  the  by  our  experience  of  the   public  taste; 
Annals  of  Tacitus,  his  description  of  that  but  we  have  seldom  Telt  n>ore  regret  than 
conflagration  of  Rome,  which  Nero  laid  in  the  present  instance,  when  with  ample 
io  the  charge  of  the  Christians.     The  materials  for  a  detailed  and  aigumentative 
Senior  Chiss  had  during  the  year  read  in  expoii£,y9^.  can  only  assign  a  brief  space  for 
this  author  the  Life  of  Agricola,   the  the  meagre  outline  of  an  important  state- 
Manners  of  the  Germans,  and  the  fifth  ment. 

Book  of  his  History,  as  far  as  it  relates  to  Much  inconvenience  has  been  for  manf 

the  Jews.  In  Greek,  passages  in  Flutareh|  years  sustained  by  the  dissenters  in  the 

Xenophon,   Longinus,    and  the   fourth  town  of  Manchester  from  the  nou-poi- 

Book  of  Homer's  Iliad.    In  Hebrew,  the  session  of  a  place  of  common  right  in 

42d  chapter  of  Genesis,  the  33d  chapter  Which  they  might  deposit  their  dead  with* 

ofEzekiel,  and  the  41st  chapter  of  Job.  out  submitting  to   an    imposed  ritual. 

In  Syriac,  the  25th  chapter  and  part  of  After  many  ineffectual   efforts  a  more 

the  10th  of  the  Gospel  of  Matthew.  The  successful  exertion  was  made ;  and  oo 

fourth  Class  had  read  the  greater  part,  the  10th  of  November,  1820,  a  meeting 

and  the  fifth  the  whole  of  the  Chaldee  ^asheld  and  a  provisional  Committee  of 

in  the  original  Scriptures.         *  fifteen  appointed.    Mr.  Richard  Roberts 

On  the    following    day    the    General  was  nominated  TVeasurer,  and  Mr.  Geoiige 

Meeting  of  the  Subscribers  was  held  in  the  Hadfield,  Secretary.    In  consequent  of 

adjoining  Chapel.   When  the  Rev.  James  public  advertiseUient  seveml  tenders  were 

Scott,  of  Cleckheaton,  had  commenced  made,  but  ultimately  a  parcel  of  land 

with  prayer,  three  of  the  Students  de-  oflered  by  Messrs.  Sharpe,  £ccle8,  and 

livered  Essays — Mr.  C.  Holgate  on  the  Cririe,  containing  21,744   square  yards 

Claims  of  Divine  Jyistice  j  Mr.  Holroyd  was  purehased  at  the  price  of  jf4000. 

on  the  Superiority  of  the  Christian  Dis-  and  the  full  amount  was  raised  in  fonr* 

pensation  above  the  Legal  Economy ;  and  teen  days  by  shares  of  ^10.  each.    The 

Mr.  Parsons  on  the  Intellectual  Progress  capital  was  limited  to  600  shares  which 

of  Finite  Beings.    After  which  the  Her.  were  rapidly  bought  up,  though  no  single 

T.  Scales,  of  Leeds,  gave  the  Students  a  proprietor  was  permitted  to  possess  more 

serious  and  solemn  address,  and  con-  than  fifteen.    The  land  purchased  was 

eluded  with  prayer.     On  forming  the  fee  simple  of  inheritance,  and  situate  hi 

Meeting  for  busiBess  Mr.  Holland  was  Choriton  Row,  between  Maakell  Street 


And  Plymouth  Street,  fronting  Riiiiholme 
Road.  It  was  opened  aa  a  burial-ground 
on  the  Ifith  of  May,  1S21,  when  tlie  re- 
main* of  Mrs.  Martha  Wood,  wife  of 
Mr.  Jamea  Wood,  were  committed  to 
the  earth ;  a  deputation  from  the  Com- 
mittee attended  the  furreml,  and  the  Rev. 
Samuel  Bradley,  minister  of  the  Inde- 
pendent Church,  mseting  in  Motley 
Street,  delirered  an  excellent  address, 
which  we  propose  inserting  in  our  next 
number. 

A  foot  way  which  crossed  the  site  was 
found  to  be  so  serions  an  inconrenience, 
that  application  was  made  to  the  proper 
aathority  to  procure  Its  removal.  Two 
magistrates,  Col.  Sylvester,  and  James 
Norris,  Esq.  viewed  the  ground,  and 
made  an  order  to  stop  the  path,  which 


cure  distinct  accommodation.  We  are 
happy  to  learn  that  the  shares  are  at  a 
considerable  premium,  though  such  a 
circumstance  was  by  no  means  in  the 
contemplation  of  the  original  proprie- 
tors. 


Mia.-^lt  must  gratify  every  friend  to 
the  progr6.^8  of  human  reason  to  learn, 
that  notwithstanding  the  difficulties  so 
long  considered  insuperable,  a  glorious 
change  is  effecting  in  British  India.  The 
free  press  of  Calcutta  has  operated  power- 
fully in  reforming  the  mast  inveterate 
and  revolting  abuses.  The  effi;ct  of 
seven  native  presses  at  work  in  that  great 
city,  h'ls  been  to  triumph  over  Hindoo 
superstition  in  its  strong  hold.  Daring 
the  last  festival  of  Jugamai;t,  there  wete 


was  conarmed  at  the  Quarter  Sessions.  »o  ^^w  pilgrims  present,  that  they  were 

The  conduct  of  these  gentlemen  is  repre-  unable  to  drag  the  car.    The  Brahmina 

aented  as  highly  liberal  and  courteous.  called  m  other  aid,  but  no  devotee  could 

May  the  Ist,  1821,  the  property  was  ^  persuaded  to  sacriftce  himself  to  the 

conveyed  to  30  trustees  by  a  deed,  of  ^o^*    They  now  talk  of  removing  the 

which  a  copy  lies  before  us,  and  which  *^^«  *»  «  «»ore  central  situation.    The 

appears  to  be  drawn  with  an  accuracy  "^'^^Y  priesthood  have  sagacity  enough  to 

that  precludes  all  misconception  or  mal-  perceive,    that  they   must  remove  the 

vcrsation.    In  this  instrument,  it  is  ex-  J^^eatre  of  their  sanguinary  superstition 

pressly.provide4,  "  that  the  burial  of  the  beyond  the.  sphere  of  a  free  press,  or 

dead  ip  the  said  cemetery,  shall  be  per-  *?**  the  bigotry  of  thirty  centuries  will 

formed  with  such  funeral  rites  and  cere-  disappear.    To  the  glory  of  our  Indian 

monies,  or  without  any  rites  and  cere-  administration,  a  large  portion  of  the 

monies,  and  with  or  without  the  attend-  population  of  Bengal  are  receiving  the 

ance  of  such  mluister  or  ministers,  or  rudiments  of  an  improved  system  of  edu- 

other  teacher  or  teachers  of  religion,  and  cation,  while  thousands   of  elementary 

In  such  manner  in  every  respect  as  the  ^orks  are    circulating  throughout   our 


friends  or  relatives  of  the  deceased  shall 
choose.  Provided  always  that  any  such 
4>iirial  be  performed  in  a  decent  and 
solemn  manner,  and  do  not  take  np  an 
jinieaaonable  length  of  time." 

**  That  no  religious  books  be  provided 
.by  ike  -Institntion,  except  one  or  more 
copy  or  copies  of  the  Old  and  New  Tes- 
tament, which  shall  he  of  the  authorised 
version,  and  withont  note  or  comment ; 
1>nt  the  ministers  or  other  persons  at- 
jtending  any  .burial,  may  bring  with  them 
and  use  such  book  or  books  as  they 
shall  think  proper." 

February  28th,  1822,  the  first  annual 
meeting  was  held,  and  fully  attended. 
The  Rev.  W.  M.  Walker,  from  Preston, 
was  appointed  JHegistrar,  and  efficiency 
was  given  to  the  ojther  arrangements 
respecting  the  business  of  the  Institu- 
tion. 

-Snch  have  been  the  proceedings /ela- 
tive  to  a  highly  meritorious  plan,  whose 
promoters  have  been,  we  believe,  the 
fint*  to  enter  on  a  course  which  we  trust 
the  Dissenting  body  will  not  be  slow  to 
follow  in  all  cases  where  a  crowded 
population  renders  it  difficalt  to  pro- 

*  Bnnhillfields  beiiig  the  property  of 
the  Ccurporation  of  London. 


empire.  Even  Hindoo  women,  againsit 
whom  widowhood,  and  consequent  burn- 
ing alive,  are  denounced  for  learning  the 
alphabet,  and  who  must  not  read  the 
Veda,  under  pain  of  death,  have  placed 
their  daughters  at  the  public  schools. 


It  is  wkh  grief  that  we  announce  the 
death  ol  the  Rev.  Henry  Knight,  upwards 
of  30  years  the  exemplary  pastor  of  the 
Independent  Church  at  Yelvertoft,  Nor- 
thamptonshire. On  the  Sabbath  pre- 
ceding his  death  he  preached  with  his. 
usual  energy  and  feeling  in  the  Rejv.  W. 
Scott's  meeting  at  Rowell,  and  re- 
turned home  on  Tuesday  in  apparent 
health.  On  Thursday  the  12th  inst. 
having  retired  tb  his  study,  he  was  soon 
afterwards  found  extended  on  the  floor 
a  lifeless  corpse.  He  was  in  his  53d 
year.  He  has  left  a  widow  and  a  large 
family.  The  last  ceremonies  of  affection 
and  respect  took  place  on  the  17th,  when 
Rev.  Walter  Scott  read  a  portion  of 
Scripture,  and  engaged  in  prayer;  the 
Rev.  B.  L.  Edwai^ds^  of  Northampton, 
delivered  the  funeral  oration ;  and  the 
Rev.  Richard  Hartley,  of  Lutterworth, 
concluded  with  prayer. 

We  hope  to  be  able  to  present  the 
public  with  a  memoir  of  this  valuable 
minister. 


»» 


^04  Literary  Notices, -^'Aitswers  to  Correspondents. 

.  LITERARY  NOTICES,  &c. 

The  Kditors  will  feel  obliged  to  Literary  Gentlemen  and  PuWishiBri  for  the  com 
mnnication  of  Notice*  (poKt  paid)  suited  to  this  Department  of  the  London  CiiRiBTiiy 

'iNSTRUCTOn. 

WORKS    RECENTLY   PUBLISHED. 

Juit  PubliMhed,  a  second  and  mocfa  in- 
proved  edition  of  Mr.  Shoveller's  Plais 
Dialognes,  desigaed  to  relieve  from  variooi 
diftcdities  romiected  with  tho-doetrinesof 
Predesli  nation.  Spiritual  loabUity,  and 
•Ghristian  Pisrueverance,  and  the  relation 
of  the  Law  of  God  to  the  Believer,  and  to 
eorreot  some  anaoriptairal  repfeaentalionsof 
'those  sabjecti.    Is. 

On  the  best  methods  of  promotion  u 
effect!  re  Union  among  Congregationtl 
Gbarcbeu,  withoot  infl'iu^ng  on  their  In- 
dependence ;  a  Disconrse  preached  before 
a  Month  I  jf  Aosociation  of  Ministers  and. 
'  Cbarches,  on  S»ept.  5tb,  1829.  By  John 
MoriKon,  Minister  of  Trevor  Cbapel, 
Brompton.  Is.  6d.  ' 

Memoirs  and  Select  Remains  of  an  onlj 
Son.  By  Rev.  T.  Durante  of  Poole, 
Dorset.  Second  Eilition,  in  2  vols.  Mm. 
10a.  6d. 

Short  Dificoqrses  to  be  read  in  Families. 
By  the  Rev.  VVilliam  Jay.  Fourth  Edition,. 
io  4  vols.  8vo.  £i.  168. 

Walks  in    the   Countrj,    or  Christian 

Sketches,  (»f  Scenery,  Lifo^ftnd  Character ; 

in  Familiar  Letters.    Dedicated  to  the  Di- 

.  rectors  and  p'lieuds  of  the    Home  Mis- 

si' 'nary  Society.  3s.  6d.  boards. 

A  View  of  the  Present  SUte  of  the 
Sciliy  Islands. .  By  the  Rot.  G.  Woodlcj. 
.  In  one  vol.  8vo.  liSs.  boards. 


WORKS  PREPARING  FOR  THE  PRESS. 

In  the  Press,  and  expected  to  be  ready 
in  a  few  wpeks,  a  Catalogue  of  Miscella- 
neous Book*,  on  sale  by  Mr.  Rusher,  of 
Readins;,  inclnding^  recent  purijbases. 

In  the  Presis,  and  to  appear  in  a  few 
days,  a. second  and  mnch  improved  edition 
.  of  Mr.  Robert  Stevens's  Remarks  on  the 
Present  State  of  Ireland;  with  nn  appen- 
dix of  new  matter,  containing:  a  brief  out- 
line of  the  System  of  Ed  neat  ion  pursued 
in  the  rapidly  increa.Mn;?  Schools  of  the 
London  Hibernian  Society.  This  edition 
will  be  printed  in, an  exceedingly  neat,  but 
at  the  same  time  cheap  form,  to  iencourag;e 
the  friends  of  Ireland  to  distribute  it  gra- 
^uitoDidy. 

In  the  Press,  a  new  edition  of  the  Plat- 
form of  Church  Discipline,  gathered  out 
of  the  Word  of  God,  and  agreed  upon  by 
the  Elders  and  Messengers  of  the  churches 
assembled  in  the  Synod  at  Cambridge,  in 
New  England,  (America.)  to  be  presented 
to  the  Churches  and  General  Court  for 
their  consideration  and  acceptance  in  the 
Lord,  the  8lb  month,  anno  1649. 

Memoirs  of  the  Life  of  Mary  Qneen  of 
Scots.  By  Miss  Benger,  Author  of  "  Me- 
moirs of  Mrs.  Hamilton,"  "Memoirs  of 
John  Tobin,"  &c.  &c. 

Journal  of  a  Tour  throogh  the  Nether- 
lands to  Paris,  in  1821.  By  the  Author 
of  "Sketches  and  Fragments,'' &c. &c.  In 
.foolscap  8vo. 


ANSWERS  TO  CORRESPONDENTS,  &c 

CoHii^NirATiONS  have  been  received  this  month  from  Rev.  J.  Tomer— W.  Scott— 
R*  H.  Shepherd--J.  Blackburn— J.  Bounsall—Morison— J.  E.  Good— Alexander- 
Da  vie»—Higgio«. 

Also  from  Mr.  G.  H«dfie«d— ^Laiicos— A  Lavnian-- R.  K.— J.  W. 


ir-  Correspondent  J.  W.  frequently  furnishes  us  with  valuable  intelligence,  hot  be 
be  awai^e  that,  unless  confirmed  by  responsible  authority,  we  o»n  never  make  ase  of 


Onr 
most 
any  information  whatever. 

The  Criticism  on  D.wight  and  Campbell  in, our  next. 

PhiJippensis  will  appear  ia  tbeNoven^ber  omnbcr* 

We  are  again  under  the  neoefisity  of  reminding  oor  Correspondents  that,  aTtfaoogfa  we 
are  elwaya  ^bUged  by  inlbncMUon  on  the  subject,  all  cases  ofCfaapels  opened  are  leserved 
until  oor  Supplement. 

The  Reviewer  of  Hamilton's  Codex  Crilicus  requests  as  to  say,  that  while  writing 
the  article,  he  had,  for  the  moment,  forgotten  Dr.  J3eqthroyd's  meritorious  Essay  to- 
wards the  correction  of  the  Hebrew  Te»t. 

QUERY. 

Gentlemen, — If  any  of  yojur.  readers,  acqaatnied  with  thp  hiilory.of  diaeeiit  in  Km^ 
.can  refer  me,  throogh  the  medium  of  voar  JVIagasiae,  to  «  biognipMcal  notice  of  Joi» 
Cave,  Ministtr  of  the  Chuich  at  SpelAhursL  and  Bembmy*  in: tth«t  ooaoty,  about  Ike 
latter  part  of  the  seveuteentb.  century,  it  will  be  conferring  on  me  a  great  obligation. 
He  left  behind  him^  (printed  after  his  death,)  a  i:^mp.  volome  on  Frmi^»e  B^pen.  H 
no  sQch  biographical  notice  exist,  perhaps  some  of  your  Correspondents  can  uuMcm  fflc 
whether  be  was  a  brother  of  the  celebrated  Uenry  Cave^  author  of  the  WeekUf'Tai^' 

Oviniee  In8ultf»  Miifs. 
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MEMOIR   OF   THE    REV.  THOMAS    SCOTT, 

RECTOR   OF   ASTON    SA.NDrORD,    BUCKS. 


It  is  with  peculiar  satisfaction 
that  we  invite  the  attention  of  our 
readers  to  the  bio^aphy  of  this 
faithful  minister  of  Jesus  Christ. 
He  was  and  is,  emphatically,  an 
illustrious  character.  He  had  fa- 
culties which  would  have  placed 
him  high  in  the  world's  esteem, 
but  these  things  he  counted  dross. 
He  might  have  been  the  leader  of 
a  party,  the  commander  of  aii 
army,  or  a  successful  investigator 
of  scien<!e, '  but  these  were,  in  his 
estimate,  the  objects  of  a  meah  am- 
bition,— his  aim  was.  to  be  the 
servant  of  Clirist,  and  to  win  souls 
for  his  master.  And  never  did  the 
roost  enthusiastic  votary  of  the 
world  pursue  his  object  with  more 
intense  and  unswerving  assiduity, 
than  did  this  holy  contemner  of 
the  world  follow  on  to  know  and 
do  his  heavenly  Father's  will.  If 
there  were  one  quality  which  more 
than  any  other  distinguished  Mr. 
Scott,  it  was  single-mindedness, 
calmly  and  resolutely  pressing  for- 
ward in  the  simple  line  of  reason 
and  duty:  in  fancy,  in  taste,  in 
learning,  in  eloquence,  he  has  been 
excelled  by  thousands,  but  in  this 
rare  property  of  mind,  he  has  been 
equalled  by  few. 

"  I  was  born,"  says  Mr.  Scott,  in  his 
own  personal  narrative,  "  on  the  fourth 
of  February,  1746-7,  answering',  since 
the  change  of  the  style,  and  the  beginning 
of  another  century,  to  February  16, 1747. 
A  small  farm  house  at  Braytoft,  in  Lin- 
colnshire, was  the  place  of  my  birth. 
Braytoft  is  £ve  miles  from  Spilsby,  and 

about  she  from  SJsegness 

My  father,  John  Scott,  was  a  grazier,  a 
man  of  a  small  and  feeble  body,  but  of 

CoUq.  Mao.  No.  59* 


uncommon  energy  of  mind,  and  vigour  of 
intellect ;  by  which  he  surmounted,  in  no 

•  common  degree,  the  almost  total  want  of 
education.  ^  His  circumstances  were  very 
narrow,  and  for  many  years  he  struggled 
with  urgent  difficulties.  But  he  rose 
above  them;  and,  though  never  affluentt 
his  credit  was  supported,  and  he  lived  in 
more  comfortable  circumstances  to  the 

.  ageof  seventy-six  yean,  i  wIm  the  tenth 
of  thirteen  children,  ten  of  whom  lived 
to  maturity :  and  my  eldest  brother  ^as 
twenty-three  years  older  than  my  young- 
est sister." 

Mr.  Scott's  mother,  too,  seems 
to  have  been  a  valuable  womaii, 
aiid  from  her  he  learnt  to  read ;  a 
neighbouring  day  school  afforded 
him  the  means  of  acquiring  the 
first  elements  of  Latin.  At  eight 
years  of  age,  he  was  transferred 
to  a  different  seminary,  where  he 
made  some  progriess  in  the  com- 
mon acquisitions  of  youth.  'His 
elder  bjother  had  been  trained  to 
the  medical  profession,  and'  was 
a  surgeon's  mate  in  the  navy; 
but  his  zeal  in  the  pursuit  of  know- 
ledge, leading  him  to  expose  him- 
self to  a  malignant  fever  which 
was  raging  among  the  crew  of  a 
ship  of  war  just  arrived  from  a 
foreign  station,  he  fell  a  victim  to 
its  ravages.  This  event  altered 
the  destination  of  Thomas,  who^ 
having  exhibited  a  certain  degree 
of  readiness  in  acquiring  informal 
tion,  was  singled  out  from  the  rest 
of  the  family  to  enjoy  the  advan- 
tages of  a  professional  training. 
After  spending  five  years,  not  to 
much  purpose,  at  school  in  York- 
shire, he  was  bound  apprentice  to 
a  surgeon  and  apothecary  prac« 

4  C 
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tising  in  the  vicinity,  but  mis- 
conducted himself  so  grossly,  as  to 
give  his  master  "  a  plausible  rea- 
son for  dismissing"  him  at  the  ex- 
piration of  two  months.     It  is  a 
most  remarkable  circumstance  in 
the  history  of  Mr.  Scott's  .religious 
experience,  that  during  the  brief 
season  of  this  service,  he  received 
his  first  "  serious  conviction  of  sin 
committed    against    God."      His 
master,  though  apparently  .'desti- 
tute of  moral  principle,  and  with 
no  respect  for  Christianity,  while 
remonstrating  with  him  on  some 
instance  of  misconduct,  told  him, 
that  "  it  was  wicked  in  the  sight 
of  God."    This  simple  observation 
sunk  deep  into  his  heart ;  the  im- 
pression  was   never  effaced,   and 
proved,  with  the  divine  blessing, 
"  the  primary  means"  of  his  *'  sub- 
sequent conversion,"  though  a  long 
and  dreary  period  of  darkness  and 
enmity   against    God  intervened. 
He  returned  home,  of  course,  in 
deep  disgrace ;  but  the  mortifica- 
,tion  which  he  sustained  had  little 
salutary  influence  on  his  disposi- 
tion or  character.     About  his  six- 
teenth year,  his  first  attendance  at 
the  Lord's  table  took  place,  and 
amid    all  the  disadvantages  and 
plrofanatioT>s  of  that  formal  admi- 
nistration in  which  he  participated, 
.there  was  a  solemniiy  in  the  act 
and  its    associations  which  pro- 
iduced  much,   though .  temporary, 
^tatton  of.  conscience.     The  re- 
sults of  his  "  gross  misconduct"  in 
his  brief  apprenticeship,  were  the 
fcnrfeiture  of  that  portion    of  the 
premium    which    had    been   ad- 
yanoed,  the  refusal  of  his  master 
to  give  .up  his  indentui'es,  and  a 
total  change  in  his  employments 
^d  prospects.    With,  as  we  sup- 
pose, a  sort  of  vindictive  feeling  on 
the  part  of  his  father,  inexcusable 
in  itself,  and  mischiei^ous  in  its 
consequences,  the  delinquent  was 
now  "  set  to  do  the  most  laborious 
and  dirty  parts  of  the  work  belong- 
ing to  a  grazier."    His  previous 
modes  of  life  had  not  prepared  him 
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for  this  exposure  to  the  vicissitudes 
of  a  wintry  season,  amid  the  damps 
and  inundations  of  a  low  and  un- 
wholesome site,  and  his  constitu- 
tion sustained  repeated  shocks,  of 
which,  in -after  life,  he  felt  the 
injurious  effects.     Yet  even  amid 
these  hardships,  the  force  of  Mr. 
Scott's  character^    mixed    indeed 
with  much  pride  and  .passion,  bore 
him   up   without  complaint,  and 
his   parents   had  not  knowledge 
enough  of  the  human  mind  to  dis- 
cern the  elements  of  noble  quali- 
ties which  were  discernible  through 
all  the  gloom  and  turbulence  of  his 
spirit.      Strong    convictions    fre- 
quently prevailed  within  him,  and 
he  was  ofVen   assailed   by  appal- 
ling temptations,  but  that  gracious 
Being   who   was    preparing   him 
through  all  this  severe  discipline 
for  happy  and  honourable  service 
in  the  church  of  Christ,  kept  him 
from  despair.   For  about  nine  years 
iie  followed  his  harassing  employ- 
ment, associating  with  the  riotous, 
the  vulgar,  and  the  profane,  but 
still  cherishing  the  secret  hope  of 
better  days,  and  persevering  amid 
all  discouragements,  in  giving  to 
his   mind   such   culture  as  came 
within  his  reach.     At  length  Mr. 
Scott,  having   discovered  that  in 
the  ultimate  disposal  of  the  family 
property,  his  interests  were  to  be 
completely  saci'ificed,  applied  him- 
self with   redoubled  diligence  to 
the  study  of  his  "  few  torn  Latin 
books,"     with    his    Eton    Greek 
Grammar,  and,  having  been  one 
day  harshly  and  undeservedly  re- 
proved by  his  father,  fiercely  re- 
torted, and  renouncing  his  shep- 
herd's life  and  gafb,  declared  his 
intention  of  never  resuming  either. 
He  then  left  his  paternal  dwelling, 
slept  that  night  at  his  brother's 
house,  and,  after  returning  home 
to  pay  some  necessary  attention  to 
the  flock  which  he  had  left,  set  off 
for  Boston,  and  waited  on  a  clergy- 
man  to  whom    he   was   slightly 
known.     His  object  in  this  visit 
must  be  stated  in  his  own  words. 


1822.;] 

«*To  this  clergyman  I   opened  my 
mind  with  hesitation  and  trepidation : 
and  nothing  could  well  exceed  his  asto- 
nishment when  he  heard  my  purpose  of 
attempting  to  obtain  orders.    He  kne\v 
mc  only  as  a  shepherd,  somewhat  more 
conversible,  perhaps,  than  others  in  tUat 
station,  and   immediately  asked,    *  Do 
you  know  any  thing  of  Latin  and  Greek  ?' 
I  told  him^  I  had  received  edncation,  but 
that  for  almost  ten  years  I  had  never 
seen  a  Greek  book,  except  the  grammar. 
He  instantly  took  down  a  Greek  Testa- 
ment, and  put  it  into  my  hands ;  and 
without  difficulty  I  read  several  verses, 
giving  both  the  Latin  and  English  ren- 
dering of  them^  according  to  the  custom 
of  our  school.    On  this,  having  strongly 
expressed  his  surprise,    he  said,  *  Our 
visitation  will  be  next  week;  the  arch- 
deacon. Dr.  Gordon,  will  be  here ;  and, 
if  you  will  be  in  the  town,  I  will  men- 
tion you  to  him,  and  induce  him,  if  I  can, 
to  send  for  you.'    This  being  settled,  I 
returned  immediately  to  my  father  for 
the    intervening    days ;   knowing    how 
much,  at  that  season,  he  wanted  my  help, 
for  services  which  he  could  no  longer 
perform  himself,  and  which  he  was  not 
accustomed  to  entrust  to  servants." 

This  exemplification  of  pliable 
spirit,  and  of  filial  concession,  is 
quite  sufficient  to  shew  that  the 
substantial  qualities  of  Mr.  Scott's 
temper  were  different  from  their 
superficial  aspect.  •   He  had  been 
'^  more  sinned   against   than   sin- 
ning ;"    the  conduct  of  his  father 
had  been  injudiciously  and  unjus- 
tifiably harsh,  and  in  the  concealed 
intention  of  withholding  from  his 
son  any  beneficial  interest  in  his  tes- 
tamentary dispositions,   unnatural 
and  dishonest;  yet,  amid  all  these 
exasperating     circumstances,     we 
find    this   violent    and   indignant 
youth  giving  way,  indeed,  at  first 
to  the  impulse  of  anger,  but  after- 
wards exhibiting  a  fine  combina- 
tion of  energy,  principle,  and  affec- 
tion.     Though  it  contribute  but 
little  to  the  progress  of  the  narra- 
tive, we  must  give  insertion  to  the 
following  letter, .  as  an  important 
ajid   interesting  illustration  of  his 
state  of  intellect  and  feeling  at  this 
time.     It   is  dated   Boston,    May 
1  7,  1772,  (less  than  a  month  afler  . 
first  leaving  his  home,)  and  ad- 
dressed to  his  sisters.     It  shews 
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the  firmness  of  his  resolution,  the 
correctness  of  his  views,  and  the 
tenderness  of  his  attachment 


<<  As  I  expected,  I  had  some  difficulty 
in  reconciling  my  friends  here  to  my  in- 
tended scheme.  My  uncle  Jackson,  as 
my  godfather,  reminded  me  of  my  duty 
to  my  father.  My  answer  was^  that  I 
found  I  could  not  perforni  the  positive 
part,  I  must  therefore  endeavour  to  per- 
form the  negative  part :  that,  t^iough  in 
my  former  conduct  I  had  too  often  trans- 
gressed, yet  in  the  present  instance  my 
conscience  acquitted  me.  My  aunt  urged 
that,  if  I  had  not  success,  I  could  turn 
mv  hand  to  nothing  else.  I  mentiozied  a 
scnool,  for  which  I  think  myself  well 
qualified,  being  so  able  to  instruct  my- 
self. However,  after  a  long  and  serioui 
discourse  on  the  subject,  I  left  them  both  . 
tolerably  well  satisfied.,  My  cousin 
Wayet  has  said  nothing  to  me  on  the 
subject.  Mrs,  Wayet  endeavoured  to 
rally  me  out  of  it :  but,  I  must  own,  I 
thought  her  alignments  weak.  She  urged 
the  ridicule  which  poor  por^oYM  meet  with  : 
but  surely  those  who  ridicule  any  one  on 
account  of  his  poverty,  if  he  behaves  in  a 
manner  worthy  of  his  situation;  are  them- 
selves persons  whose  opinion  I  despite.— 
She  said,  she  would  not  be  of  any  profes- 
sion, unless  at  the  liead  of  it :  but  this 
can  be  no  rule  for  general  practice,  as 
somiB  must  be  subordinate. — She  men- 
tioned, my  not  being  brought  up  in  a 
regular  manner :  but  it  is  the  end,  not 
the  means,  that  is  of  the  greatest  conse- 
quence ;  and,  if  a  man  be  qualified,  it 
matters  not  at  what  place  he  procured  his 
qualiiications. -r- It  sometimes  humbles 
my  vanity  to  hear  them  all  account  of 
rae,  as  of  one  of  the  lowest  order  of  the 
profossion,  not  only  in  point  of  fortune, 
but  also  in  other  particulars.  If  I  know 
myself,  I  am  not  deficient  in  abilities, 
though  I  am  in  the  art  of  rendering  them 
conspicuous.  My  vanity  prompts  me  to 
say,  that  I  am  not  without  hopes  of 
making-  friends  in  this  way  of  life,  as  I 
shall  be  more  conversant  with  men  of 
letters,  who  are  the  companions  I  most 
delight  in,  and  for  whose  company  I  shall 
spare  ho  pains  to  qualify  myself.  But, 
let  my  condition  in  life  be  what  it  may, 
1  will  endeavour  to  suit  myself  to  it. 
Pray  heaven  preserve  me  independent  on 
any  other  for  a  livelihood,  and  I  ask  no 
more  ! — The  happiest  hours  I  ever  spent 
have  been  in  your  company,  and  the 
greatest  reluctance  I  feel  at  this  change 
of  my  situation  is,  the  being  separated 
from  a  set  of  sisters,  for  whom  I  have 
the  most  sincere  regard." 

After  an  interview  with  the 
Archdeacon,  who  gave  him  reason 
to  hope  for  final  approbation,  Mr, 
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Scott  applied  with  redoubled  dili- 
gence to  his  studies^  and  at  the  ap- 
pointed time  presented  himself  in 
London  for  ordination^  but  failed 
in  procuring  admission  as  a  candi- 
date.    Ascertaining  that  the  real 
ground  of  objection  arose  from  e^ 
most  unfoi^nded  suspicion  of  JUe- 
thodism! — he  solicited   an    intro- 
duction to  the  Bishop^  who  treated 
him  with  courtesy^  but  negatived 
his  application^  until  he  should  ob- 
tain his  father's  consent,  and  a  satis- 
factory attestation  from  some  be- 
neficed   clergyn^an    in    his    own 
neighbourhood.  With  this  answer^ 
in  the  26th  year  of  his  age,  and 
with    every    avenue    apparently 
closed  against  him,  baffled  but  not 
disheartened,  the  subject  of  our 
memoir  ouitted  London,  and  on 
the  day  or  hit  return  home,  "  after 
walking  twenty  miles  in  ^e  fore- 
noon/'   laid    aside    his  **  clerical 
dothes/'  resumed  his  '^  shepherd's 
dress,   and  sheered  eleven  large 
sheep  in  the  afternoon."^     After 
some  further  difficulties  he  obta^ied 
his  father's  reluctant  consent,  and 
such  additional  documents  as  were 
sufficient  to  gain  him  admission  as 
a  probationer;   his  answers  were 
satisfactory,  and  Dr.  Gordon,  the 
examiner,  expressed  his  approba- 
tion in  forcible  language.     He  was 
ordained  deacon  in   Sept.   1772, 
and  priest  in  March  of  the  follow- 
ing year.     His  state  of  mind  when 
he  took  upon  himself  the  minis- 
terial office,    was  afterwards  de-* 
scribed  by  himself  in  the  strongest 
terms  of  reprobation.     '*  I  delibe- 
rately judge,"  are  his  own  words, 
^*  this  whole  transaction  to  have 
been  t)ie  most  atrocious  wicked- 
ness of  my  life  ......  as  far 

as  I  understood  such  controversies^ 
I  was  nearly  a  Socinian  and  Pela- 
gian, and  wholly  an  Anninian.  .  . 
.  ,  .  While  I  was  preparing  for 
the  solemn  office,  I  livedo  as  before, 
in  known  sin,  and  in  utter  neglect 
of  prayer;  my  whole  preparation 
consisting  of  nothing  else  than  an 
,    attention  to  those  studies,  which 


Thamai  Badt  CINovember, 

were  more  immediately  requisite 
for  reputably  passing  through  the 
previous  examination." 

«  Thus/'  he  proceeds,  "  with  a  heiit 
full  of  pride  and  wickedneas ;  my  life 
polluted  with  many  imrepented,  anfor- 
saken  sios ;  without  one  cry  for  mercy, 
one  prayer  for  direction  or  assistance,  or 
for  a  blessing  upon  what  I  was  about  to 
do  ;  after  having  concealed  my  real  tea^ 
tiinents  under  the  mask  of  general  ex- 
pressions; after  having  subscribed  arti- 
cles directly  contrary  to  what  (  believed; 
and  after  having  blasphemously  declared, 
in  the  presence  of  God  and  of  the  con- 
gregation, in  the  most  solemn  manner, 
seaUng  it  with  the  Lord's  Supper,  that  I 
judged  myself  to  be  <  inwardly  moved  by 
the  Holy  Ghost  to  take  that  office  upoo 
me,' — not  knowing  or  belieyiog  that 
tliere  was  any  Holy  Ghost;— on  Sep- 
tember the  20tla^  1772,  I  was  ordi^ed  a 
deacon. 

f  <  For  ever  blessed  be  the  God  of  aU 
long  suffering  ahd  mercy,  who  bod  pa^ 
tience  with  such  a  rebel  and  blasphemer, 
such  an  irreverent  trifler  with  his  ma- 
jesty* and  such  a  presumptuous  intmder 
into  his  sacred  ministry  \  I  never  tJtask 
of  this  daring  wickedness  without  beinf 
filled  with  amazement  that  I  a^i  Ottt  of 
hell ;  without  adoring  that  gnicipua  (lod 
who  permitted  such  an  atrocious  nnoer 
to  live,  yea,  to  serve  him,  and  with  ac- 
ceptance 1  trust,  to  call  him  Father,  and 
as  his  minister  to  speak  in  his  name. 
Bku  the  Lord,  O  my  soul,  and  all  that  ii 
witfun  mtf  bless  his  holy  n€ane  !  BUs$  the 
Lord,  0  my  souk  and  forget  not  all  his  bC" 
n^Us  I  who  forgiveth  all  thy  iniquitiat  mi 
htalah  all  thy  diseases  ;  v>ho  redeemttk  thf 
life  from  destrucfion ;  who  crowneth  thte 
with  Umng  kiudness  and  tender  meraa! 
May  I  fervently  love,  and  veryhumUy 
and  devotedly  serve  that  God,  who  hath 
multiplied  his  mercies  in  abwidantUi  pv' 
doniug  my  complicated  provocations !" 

• 

Soon  after  Mr.  Scotf  s  .expul- 
sion irom  his  apprenticesfaipj  ^ 
father  had  given  him  a  ewe  lamb, 
and  by  judicious  raanagcnnent  he 
had  reared  a  small  flock  of  *'  surty-t 
eight  sheep  beside  lambs;"  ^or 
these,  with  much  difficulty,  he 
obtained  from  his  father  sixty- 
eight  pounds,  and  after  the  pur- 
chase of  clothes  and  books,  as  veil 
as  defraying  his  travelling  and  or- 
dination expenses,  he  entered  on 
his  labours  possessed  of  twenty 
guineas.  "  On  such  trivial  ina- 
dents/'  observes  Mr.  Scott,  "do  the 
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most  important  events  depend.  **  abstruse^  imaginative,  and  irra- 
Without  this  lamb^  and  the  sheep  tional ;  and  his  manner  uncouth." 
which  in  this  way  I  acauired,  as  The  pastoral  conduct  of  that  ex- 
far  as  I  can  see,  my  whole  plan  of  cellent  man  seems,  however,  ]to 
entering  into  holy  orders  must  have  excited  his  respect  and  emu- 
have  failed."  His  first  labours  lation.  At  Mr.  Wrighte's  Mr.  S. 
were  in  the  curacies  of  Stoke  and  became  acquainted  with' the  house- 
Westori  Underwood,  ip  Bucking-    keeper,  a  Mrs.  ■  Miss  would 

hamshire,  with  the  occasional  sup-  have  been  more  appropriate,  as 
ply  of  Gayhurst,  where  he  made  a  the  lady  appears  to  have  been  a 
pleasant  acquaintance  with  George  spinster.-— -^ane  Kell,  whose  sin- 
Wrighte,  Esq.  a  man  of  wealth  gular  equanimity  under  the  loss  of 
and  influence.  Whatever  of  error  her  money  at  cards,  first  engaged 
and  obscurity  might  rest  upon  his  his  attention.  She  was  an  amiable, 
religious  views,  his  labours,  at  least,  affectionate,  sensible,  and  prudent 
on  assuming  his  new  office,  were  person,  and  contributed  much  to 
exemplary ;  he  studied  the  Scrip-  the  happiness  of  his  life.  When 
tures  diligently,  and  was  inde-  Mr.  Scott  thus  became  the  head  of 
fatigable  in  the  acquisition  of  the  a  family,  he  introduced  domestic 
languages  and  dialects  which  are  prayer ;  at  first  he  used  a  printed 
connected  with  biblical  investiga-  manual,  afterwards  written  forms, 
tion.  and  subsequently  he  addressed  to 

"  No  cost,"  he  writes  to  one  of  his  *»«  Heavenly  Father  the  spon- 
sisters,  «<  do  I  in  the  least  grudge  to  taneous  ettusions  ot  his  neart. 
procure  advantageous  methods  of  pur-  During  thirty-eight  years  this 
suing  my  studies.  So  far  is  a  multiplicity  practice  Was  never  interrupted 
of  studies,  adiverdty  of  pursuits,  from  ^^  ^  absolute  necessity ;  visi- 
overburdening   my  memory,    that,    by  '*y^  »»#o«***  ^  ».*,  j, 

^ercising  it,  I  find  it  in  a  high  degree  tors,  that  frequent  and  plausible 
more  retentive ;  as  well  as  the  compre-  excuse,  were  not  allowed  to  sus- 
bending  faculty  more  quick.— Nothing    pend  its  exercise  ;  and  his  exposi- 

Zr^::jZ'^o':''fT^^  tlons  and  prayer.,  aided  by   the 

crity;   I  think    with  expedition.      Of  Consistency  of  his  life,  were  greatly 

the  Hebrew,  some  twenty  weeks  ago  I  blessed    to    his   household.      We 

knew  not  a  letter  ;  and  I  have  now  read  have   the   testimony  of    his    son, 

through  one  hundred  and  nineteen  of  the  ,,  ^y^^^  j^  f^^  instances  has 

Fsalms,  and   twenty-three   chapters  of  ^         ^ 

Genesis ;  and  commonly  now  rSad  two  a  servant,  or  a  young  person,  or 

chapters  in  the  time  above  mentioned,  indeed  any   person,    passed    any 

tracing  every  word  to  its  original,  un-  length    of    time    under   his    root^ 

folding  every  verbal  difficulty.*'  without  appearing  to  be  brought 

Not  long  after  his  establishment  permanently  under  the  influence 

in  this  neighbourhood,  he  was  in-  of  religious  principle." 
duced  to    hear    Mr.  NewtcHi    at        The  time  was  now  approaching 

OIney ;    the  sermon,  as  he  ima-  in  which  the  seed  which  bad  been 

gined,   was    directly    pointed    at  gradually  germinating  in  the  heart 

him,   and  this  idea  excited  little  of  this  excellent  man  was  to  expand 

other  feeling  than  contempt  and  into  full  maturity,  and  to  bring 

ridicule.     Mr.  Newton  was  then  forth  fruit  unto  perfection.     The 

expounding  the  Acts,  and,  in  re-  details   of   this    glorious    process 

gular  order,  he  had  taken  as  his  have  been  so  amply  and  so  im- 

text  the  Apostle's  stern  rebuke  to  pressively   stated  in    one   of   the 

Elymas  in  the  xiiith  chap.  9th  and  best,  and  most  deservedly  popular 

loth  verses.     The  coincidence  was  books  in  the  English  language — 

striking,  but  the  impression  was  The  Force  of  Truth — that  we  shall 
extremely  slight;  the  doctrines  of   enter  into  their  history  with  less 

Mr.    N.   appeared  to   Mr.    Scott  minuteness  than  we  should  have 
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oth^wise  deemed  expedient.     In 

1775  he  removed  to  the  curacy  of 

Ravenstone^  and 

•*  At  this  place,"  he  says,  •*  I  resided 
about  two  years,  and  it  proved,  as  it 
wore,  a  Bethel  to  me.  (Gen.  zxyiii.) 
Here  I  read  the  Scriptures  and  prayed. 
Here  I  sought  and,  I  trust,  found,  in  a 
considerable  measure,  the  knowledge  of 
the  tnith  m  it  is  in  Jews.  I  was  not 
indeed  brought  to  say  with  unwavering 
Toice,  as  Thomas  did  of  old.  My  Lord, 
.and  my  God;  but  I  learned  to  count  all 
imt  loss  for  the  excellency  of  the  knotoledge 
vf  Christ.  Here  first  I  was  made  the 
instrument  of  bringing  several  persons 
earnestly  to  ask  the  all-important  ques- 
tion, What  muit  I  do  to  be  saved  f  and  here 
I  learned,  in  some  degree,  to  give  the 
scriptural  answer,  BeUeve  in  the  Lord 
Jesus  Christ,  and  thou  skali  be  saved," 

It  was  about  this  time  that  Mr. 
Scott  commenced  a  correspondence 
with  Mr.  Newton,  in  which  we 
know  not  which  most  to  adin|re, 
the  skilful  forbearance  with  which 
the  latter  conducted  himself. in 
his  treatment  of  his  patient,  or  the 
acuteness  and  knowledge  of  cha- 
racter which  he  displayed  in  his 
anticipations  of  the  grand  result. 
The  work  of  grace  had,  indeed, 
been  for  a  considerable  time,  un- 
folding itself  in  the  heart  of  Mr. 
S.  but  he  saw  not  his  signs,  and 
while  the  hand  of  God  was  upon 
him  for  good,  he  was  for  a  long 
time  disposed  to  look  elsewhere 
for  tlie  sources^  of  his  confidence 
and  hope.  At  this  period,  too, 
Mr.  Scott's  mind  was  much  agi- 
tated with  scruples  respecting  sub- 
scription, which,  in  all  probability, 
interfered  with  his  worldly  in- 
terests, since,  with  .that  conscien- 
tiousness which  distinguished  him 
on  all  occasions,  he  intimated  his 
hesitation  to  his  patron,  much  to 
the  displeasure  of  the  latter.  When 
he  became  thoroughly  imbued 
with  evangelical  sentiments,  he 
professed  himself  satisfied  that  his 
J'  objections  were  groundless.','  We 
confess,  however,  that  we  should 
have  been  well  pleased  to  have 
Mr.  Scott's  opinions  on  this  point 
niore  fully  detailed ;  there  is,  we 
*>elieye,  still  in  existence  a  letter 
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which  would  throw  much  light 
on  the  subject,  but  as  we  have  not 
the  present  means  of  referring  to 
it,  we  shall  not  more  explicitly 
allude  to  its  contents.  Early  in 
1777  he  removed  to  the  house  in 
Weston  Underwood,  which  was 
afterwards  tenanted  by  the  poet 
Cow  per,  and  exercised  his  skill 
and  industry  in  substituting  a 
pleasant  and  productive  garden  for 
a  piece  of  ground  little  better  than 
"  a  stone-quarry."  In  the  same 
year  he  lost  his  parents.  While 
resident. here  he  began  to  "ad- 
minister medical  assistance"  to  his 
poorer  neighbours,  and  Dr.  Kerr, 
of  Northampton,  both  *took  con- 
siderable pains  to  instruct  him, 
and  entertained'^  a  high  'opinion  of 
his  practical  ability.  Here  too  he 
lived  when  he  published  the  Force 
of  Truth,  m  the  cast  and  composi- 
tion of  which  he  was  much  as- 
sisted by  the  counsel  of  his  friend 
Cowper.  Mr.  Scott's  happy  alter- 
ation \of  character  •  was  extremely 
unpalatable  to  his  family,  and  we 
advert  to  this  fact  chiefly  .as  an 
introduction  to  the  following  affec- 
tionate letter  addressed  by  him  to 
his  younger  sister,  Mrs.  Ford,  and 
dated  July  57,  1779. 

<'  Hitherto  I  have  kept  silence,  yta 
even  from,  good  tuords  :  but  it  was  pain  end 
grief  to  me.  .  ...  I  would,  howerer, 
once  more  remind  you,  that  you  have  a 
brother — who  was  no  hypocrite  when  he 
assured  you  that  he  loved  you,  at  }east  as 
well  as  any  relation 'that  he  had  in  the 
world,  his  wife  and  children  excepted; 
that  your  interest  and  welfare  were  al- 
ways near  to  his  heart;  that  he  would 
have  been  glad,  if  it  had  pleased  God,  to 
have  had  it  in  his  power  to  evidence  this 
to  you  by  some  important  service :  that 
his  love  is  not  waxed  cold,  nor  in  the 
least  diminished,  but  the  contrary :  that 
he  loves  you  as  well,  and  wishes  you 
better  than  ever ;  and  that,  seeing  he 
can  do  nothing  else,  he  never  forgets,  in 
his  daily  prayers,  to  commend  you  and 
yours,  soul  and  body,  to  the  love,  care, 
and  blessing  of  his  God  and  Sa\'iour.— 
Dear  sister,  I  can  truly  say  with  Paul, 
that  J  hare  contmval  son'ow  ami  heaviness 
in  my  heart,  for  my  brethren  according  to 
the  jUafi :  but  on  account  of  none  so 
much  as  you.  All  the  rest,  though  not 
seeing   with   my  eyes,  are  friendly  and 
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civil ,  and  not  willing  quite  to  give  me  '  Let  worldly  minds  the  world  pursue,. 

up  :  but  you  have  totally  turned  your  It  has  no  charms  for  me  ; 

back  on  me  : — the  favourite  sister,  whose  Once  I  admlr'd  its  trifles  too, 

heart  seemed  as  closely  knit  to  mine  by  But  grace  has  set  me  free/ 

the  dearest  and  most  confidential  friend-  Ye»ce  with  God,   peace  of  conscience, 

ship,  as  the  nearsi  relative  ties !      The  ^^^  Jq  „,y  f^Uy^  pg^  ^th  ^l  around 

veiy  thought  brm-s  tears  mto  my  eyes,  „c .  ^^.^  ^^  ^j^^  bletungt  of  peace  which 

and  I  weep  while  I  write  to  you.    And  q^^  ^y^  hi,  p^pi^,    l^ay  God  give 

wriat  have  I  none  to  offend  you  ?     It  tun  tbem  to  you  !' 

pleased  the  Lord,  through  my  study  of 

his  T^'ord,  with  prayer  for  that  teaching  .When    Mr.    Newton,    in    1780, 

winch  he  hath  promised,  to  lead  mc  to  a  j  ^  q,  -       ^^^  London,  he  was  ex- 

cnfferent  view  of  the   Gospel  of  Jesus  ,      ^      .            i    ^    ■»*       o      ^ 

Christ,  than  I  had  embraced :  and  not  trcmely  anxious    that   Mr.    Scott 

only  so,  but  to  lead  me  from  seeking  the  should  succeed   him  ;    his    wishes 

favour  of. the  world,  and  my  own  glory,  were,  however,  in  the  first  insUnee, 

to  seek  God's  favour    aim  at  his  glory,  frustrated  by  the  choice  of  a  clergy- 

and  derive  happiness  from  hini.     A  nap-  ,         "^             a    ^*          •       i_  !^l 

piness  I  have  therein  tasted,  to  which  I  ["^n  who  was  an  Antmomian  both 

was  before  a  stranger :  that  peace  of  God  in  doctrine  and  character.     Soon 

-^hichpusseth  all  understanding y  Mi(\  which  afterwards  this  man  Was  ejected, 

as  much  excels,  even  in  this  world,  any  ^^^i   ^t  the  intreaty  of  the  leading 

thing  I  had  before  experienced,  as  the  •   i    u*^     ^      iw/i      o    i.     i    *.i.       /c 

cheerinj?  constant  light  of  the  nooa-day  ^habitants,  Mr.  S.  took  the  office, 

sun  exceeds   the  shortlived   glare  of  a  though  the  step  W*is,  on  the  whole, 

flash  of  lightning,  which  leaves  the  night  disadvantag<?ous    in    a    pecuniary 

more    dark    and   gloomy  than    before,  ^jg^.      His  firmness  as  a  man,  and 

Having  found  that  good  I  had  long  bean  ,  .       ,  .»             mMlIpal  nnrtitionpr 

seeking  in  vain,  I  was  desirous  to  tell  all  "'^  ^*^"^  ^^  *  meciicai  practiuoner, 

I  loved,  in  proportion  as  I  loved  them,  were    put   severely    to    the    proof 

what  the  Lord  had  done  for  me,  and  how  during  the  prevalence  of  the  small 

he  hvA  had  mercy  on  me;   that  they  p^x,  and,  subsequently,  of  a  ma- 

mifflit  find,  what  I  knew  thev  too  were  i»           ^n         •     i  •      •   •              mi 

seeking^  trio  happiness.    Co  Je.  taste  and  liffx^ant  fever  m  his  Vicinage.  There 

see  how  gracious  phe  Urd  is,  and  how  were  arrayed  agaiiist  him  all  the 

blessed  they  are  tJiut  put  their  trust  in  hiniy  ignorance  and  prejudice  and  ob- 

was  the  lan-uage  of  my  heart.     But,  for  gtinacy    of  the  lower  orders,   the 

rnL'^mf  ^'"""-^  rf  prudence,  for-  jj^^rtness  of  the  parish  officers,  and 

getting. ray  own  principle,  that  none  can  .          ,          .         ^ -n    t             i    » 

come  to  Jesus  except  he  be  taught  of  ^^^  calumnies  ot  ili-disposed  per- 

God,  (John  vi.  44 — 46,)  I  was  much  too  sons ;  he  persevered,  notwithstand- 

earnest,  and  in  a  hurry :  said  too  much,  jng^  and  the  success  of  his  exer- 

;iSiS  i^.^'^rf  A^""^'  °"\?^^y  tions  was  his  only,  though  to  his 

abundant  love,  surfeited  you.      torarwe  ...                 i   /»    i-               °       i 

me  this  wrong!    It  was  well  meant,  but  dismterested  feelings  an  ample  re- 
illjudged,   and  worse  received.    O  my  payment.     Even  the  common  ex- 
dear  sister,  I  wish  you  as  happy  as  I  am  penses  were  refused  to  be  advhi^ced 
myself,  and  I  need  wish  you  no  happier  j^y   the  overseers,  and  had  it  not 
in  this  world.    To  call  God  my  father;  ^^       n                 •  i     ..•  i           t    a. 
to  confide  in  his  love ;   to  realise  hiJ  ^e^n  for  a  providential  supply  from 
powerful  presence ;  to  see  by  faith  his  au  unknown  source,  he  must  have 
wisdom  choosing,  his  love  providing  for  sustained  alone  a  burden   which, 
me,  his  arm  protecting  me ;  to  find  him  j^    his  narrow  and  even    exigent 
(my  sins  notwithstanding,)  reconciled  to  -             ^               i                mi      i_i     ^ 
me,  and  engaged  to  ble^  me ;  to  view  Circumstances,  he  was  ill  able  ta 
him  seated  oA  a  throne  of  grace,  bowing  bear.     While  engaged  in  this  la^ 
his  ear  to  my  poor  prayers,  granting  my  bm^  qflovCy  the  following  circum- 
requcsts,  supplying  my  w^nts,  supporting  gtance  occurred : — 
me   und^  every  trial,   sweetening  and 

sanctifying  every  trouble,  mauifesting  his  "  A  poor  man,  most  dangerously  ill, 

love  to  me,  and  comforting  me  by  hia  of  whose  religious  state   I   entertained 

Holy  Spirit ;  to  look  forward  to  heaven  some  hopes,  seemed  to  me  iu  the  agonies 
as  my  home  ;  and  to  be  able  to  say  at    of  death.    I  sat  by  his  bed  for  a  consider- 

night,  when  I  go  to  rest.  If  I  die  before  able  time,  expecting  to  see  him  expire ; 

morning,  I  shall  be  with  my.  gracious  but  at  length  he  awoke  as  from  sleep. 
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gjround  of  ihis  ettraordinary  confidence,  insert  in   this  place  a   long,  but 

Baying:  that  I  was  persuaded  he  wonld  not  every  way  interesting  letter,  ad- 

recover.    To  this  he  answered :  *  I  have  •.      "^  j  «  "^     ^y           a  ®  m  -.;-.« . 

just  dreamed    that   you,    with  a  very  dressedfromOlney,  April  14, 1784, 

venerable  looking  person,  came  to  me.  to    the    Rev.    J.    More,    a   Scotch 

He  asked  you,  what  you  thought  of  me.  minister  residing  in  the  north  of 

*matkmdoftreei8it?     Isthereany  England,    who    had,    it    appears, 

fnut?      You  said,  <No:  but  there  are  !J.        I     **      »    •               rr      » 

blossoms.'    *  Well  then,' he  said,  *  I  wiU  written  to  Mr.  S.  m  consequence 

spare  it  a  little  longer.'      All  reliance  of    having    read     the    Force   of 

upon  such  a'  dream,  I  should,  in  other  Truth, 
circumstances,   have  scouted  as  enthu^ 

siasm  and  presumption :    but  it  so  eX'  "  I  must  frankly  observe  that  I  am 

actly  met  my  ideas  as  to  the  man's  state  not  much   attached  to  externals,  bein;r 

of  mind, — which,  however,  I  had  never  decidedly  of  opinion,  that,  hadtbeLoi^ 

communicated  to  him  ;   and  the  event,  Jesus  intended  all  his  people  to  be  of  the 

much  beyond  all  expectation,  so  answered  same  sentiments  about  church .  goTern- 

his  confidence,  by  his  recovery ;  that  X  ment,  he  would  have  explicitly  declared 

could  not  but  think  there  was  something  it,  as  under  the  Jewish  dispensation,  and 

peculiar  in  it;  have  rendered  it  impossible  for  godly, 

**  On  his  recovery,  this  man  for  a  time  reflectang,  and  judicious  persons  to  hare 
went  on  very  well :  but  afterwards  he  gave  differed  much  about  these  things:  ercn 
up  all  attention  to  religion,  and  became  as  it  is  impossible  for  such  persons  much 
very  wicked :  and  when  I  reminded  him  of  to  differ  about  the  method  of  a  sinner's 
what  has  been  now  related,  he  treated  justification,  or  the  nature  and  need  of 
the  whole  ^th  indifference ;  not  to  say,  regeneration.  Every  man  ought  to  he 
with  profane  contempt.  But  I  have  since  satisfied  in  his  own  mind  about  the  lawful- 
learned,  from  very  good  authority,  that,  uess  of  communicating  as  a  Christian,  or 
after  I  had  left  that  part  of  the  country,  officiating  as  a  minister^  in  that  society 
he  was  again  brought  under  deep  con  vie-  he  belongs  to,,  and  l^^e  others  to  judge 
tion  of  sin ;  reeoUected  and  dolefully  be-  for  themselves ;  candidly  supposing  that 
moaned  his  conduct  towards  me,  and  men  who  are  conscientious  in  other 
with  respect  to  his  dream  ;  and  became  things  are  so  in  this  :  and,  though  they 
a  decidedly  religious  character  :  and,  if  see  not'as  we  see,  yet  possibly  their  eyes 
this  be  true,  his  caSls  certainly  furnishes  a  may  be  as  good  as  our's.  In  my  own 
most  dtri^ing  instance,  as  of  the  force  of  judgment,  after  I  hope  much  serious  and 
human  depravity,  so  also  of  the  long-  impartial  consideration,  I  am  a  moderate 
suffering  and  tender  mercy  of  our  God.  Episcopalian  and  a  Poedobaptist ;  hut  am 
I  believe  he  is  still  living  at  Stoke  Gold-  entirely  willing  my  brethren  should  be, 
ington."  some  Presbyterians,  and  some  Indepen- 
^.    ^  dents,  and  not  extremely  unwiUini;:  that 

So  limited  were   the  means  of  some  should  be  Baptists ;  rejoicing  that 

Mr.  Scott  at  this  period  of  his  life,  Christ  is  preached,  and  the  essentials  of 

that,  from  inability  to  defray  the  *™  religion  upheld  amongst  persons  of 

.      n  gg       ^jj                   X  different  sentiments,   and   only  gneTed 

cost  ot  "a  study  and  a  separate  that  each  one  will  be  what  he  is  jure  rfirin*, 

fire,"  he  frequently  wrote  *'  with  a  and  judge  and  condemn  others.    I  woald 

child  on  his  knee,  or  rocking  the  only  beseech  all  to  leave  bUing  and  *- 

cradle  and  his   wife  working  by  w"*^^.  ^  «notfc«p,  and  to  unite  together 

m.      „       .     -,         ,...|               .   °      ^  m  stnving,  as  so  many  regiments  in  ooe 

hlTO.       And  80  little  promise  was  army,  against  the  common  enemy.    My 

there  of  usefulness  from  his  wrl-  avowal  of  my  sentiments  on  this  subject 

tings,  that  having  given  away  a  will  help  you  to  know  your  man,  and 

hundred  copies  of  his  Discourse  on  '^*^*'  JP^  "'j^  ^^  expect  -My  post  « 

■n         \^            A.\.          ^            •      1  ^ery  jlifferent  from  your's.     There  are 

Itepentance,  the  rest  remained  on  ^^^^  ^^^  thousand  inhabitants  in  this 

hand ;  and  even  of  the  Force  of  town,  almost  all  Calvinists,  even  the 

Truth,    the     first    edition,    1000  most  debauched  of  them;    the  Gospel 

copies,  lingered  in  its  sale  thrbugh  ^^"^'l^  ^f  °  preached  among  them  for  a 

.1  ^    .          °  n    .                        *i.        i_  number  of  years  by  a  vanety  of  preachers, 

the   term    of    ten    years,    though  statedly  and  occasionally,  sound  and  nn- 

when   Its    worth    became  .  known,  sound,  in  church  and  meeting.    The  in- 

that  number  did  little  more  than  habitants  are  become  like  David,  viiser 

answer  the  annual  demand,  and  a  *J^«  '\«''  i*^'"^^;  that  is,  they  think 

«j>»«»     »^:«.:^»     ^r      •       at!             1  themselves  so,  and,  m  an  awful  manner, 

cheap    edition    of     six    thousand  have  learned  to  abuse  Gospel  notions  to 

copies,  recently  published,  was  ex-  stupify  their  consciences,  vindicate  their 

hausted  in  six  months.     We  stM  sbthand  widLcdnets,  and  shield  off  coo- 
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riction.    There  is  an  Independent  meet- 
ings in  the  toirn,  the  minisier  of  which  is 
newly  come  amonffst  us,   and  for  this 
and  other  reasons'^  n  very  popular.    He 
is,  I  doubt  not,  a  godly  man ;  but  his 
preachings  does  not  appear  to  me  calcu- 
lated to  rouM  a  stupid  a,udieiiee  out  of 
their  jetharsy.    There  is  also  a  Baptist 
meeting,'  the  ministers  of  whkh  here- 
tofore, by  dry  snpralapsarian  discourses, 
acoompioied  by  uttle  alarming,  iniritiiigy 
searching,  or  plractical  matter,  h^ve  doae 
mqch  to  hripf  things  to  this  pass.    If 
you  are  acquainted  with    the   disputes 
about  the  modem  queuion,  you  w^U  need 
nothing  moie  lo  be  said  on  that  iyitem 
of  pmtajihf  ivtipdiured  hy  tUe  ^treQiu>us 
deniera  of  its  being  every  man's  duty  to 
^ie^e.    If  jyou  hare^  not  met  ipith  any 
thing  on  this  subject,  on  another  occa« 
sion  I  vffi  wi4te  a  little  more  uf^on  iL 
Bat  tiie  present  minister  is  a  solid,  ju4i- 
dou8,  and  ^odly  nvm,  though  not  ^n 
awakening  preacher.    .     .     .    As'  for 
myself,  I  am  rer)'  unpopular  in  this  town, 
and  preach  in  general  to  very  small  con- 
gregations.   Before  I  came  hither  I  had 
^'curacies  in  the  neighbourhood,  oi^e 
of  which  I  retain  with  Olney.     There 
I  have  a  p^ple  to  Whom  the  Lord 'has 
made  me  the  in^tniment  of  good.    They 
lore  me,  and  are  a  comfort  to  me.    They 
are  not  very  notnerous,  I|>uts6  many  as  to 
prevent  my  compli^ning  that  I  have  quite 
laboured  in  vain ; '  and '.  the  Lord  adds  to 
their  numheroneand  another  from  time  to 
time.  Othathewouidmultiplythemahun- 
dredor  a  thousand  fold  !^I  have  a  few  even 
at  Olney  who  cleare  to  me,  and  a  smaU 
nnmber  of  those  who'  are  my  own ;  but 
I  labour  under  mat  discouragement  in 
this  respect,  aaid  am  gehenlly  looked 
upon  as  i^nyound,.  legal  j  Armlnian;    The 
.Mih  of  the  matter  is,  upon  mature  de- 
liberation lam  convinced  that  the  preach- 
ing of  tbe  present  day  is  not  practical 
enough,  or  sufficiently  dlsiinguisUufr 'be- 
tv£eatrue  and  false  experience.    I  there- 
fore* spfiUE  more  fully  than  most  do  of  the 
moral  character  of  roe  Deity :  of  the  ex- 
cellency, glory,  and  loveliness  of  that 
character  as  described  in  the  word  of 
God.    From  this  I  deduce  the  reason- 
ableness and  excellency  of  the  holy  law 
of  God ;  which  I  endeavour  fully  to  open 
in  its  extensive  requirements.    Thence 
follows  man*s  obligation  to  love  God, 
both  on  account  of  bjs  infinite  loveliness, 
and  of  our  natncal  reltStions  and  obliga- 
tions to  him.    '^ben  I  demonstrate  the 
evil  of  sin,  as  apostacy  from  this  lovely 
vmT  |loriou8  G6d  and  king,  and  trans- 
gressibtt  of  his  pesfiect  law.  '  Thence  I 
sho^  thd  justice  of  God  in  the  inBrnte, 
the  etefnal  punishment  of  sinners;    it 
being  necessary  that  God  should  mark 
his  hatred  of  lais'hatefnl  thing,  magnify 
bis  holy  law,  ana  allow  his  jttltlce,  'that 
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he  might  appear  glorious  in  the  eyea  of 
all  for  e^er,  but  reb<^s.-/rhu8  I  suppose 
I  dig  deep  to  lay  the  foundation  for  the 
Gos^l  Of  free  grace :  the  necessity,'  na- 
ture, and  glory  of  the  vicarious  obedience 
and  sufferings  of  Emmanuel ;  the  suffi- 
ciency of  his  one  sacrifice;  and  his 
ability  and  willingness  to  save  to  the  'ut- 
termost All  that  come.  Thence  I  show 
that  all  who  will  mmf  come,  mtght  to 
come,  and  that  aU  sin  atrociou^yini^ 
coming :  that,  however,  it  is  in  no  na- 
tural main's  heart  to  come ;  because  each 
man  is  proud,  selfish,  woridly,  and  car- 
nal: therefore,  all  are  irtthout  eaunsae. 
But  a  God  of  aoverdgn  ^ce,  having 
mercy  on  whom  he  will^  |iccord|ng.to  hit 
own  purpose  makes  some  willing  by  re- 
generaHoQ.  This  changes  the  pievniling 
bent  of  the  heatt,  and  henceforth  the 
iiaa  it  not  -oply  hwnbly.  williiif^  to  .be 
justified  by.faiAh,  and  saved  by  gracey  hut 
hates  and  repents  of  sin,  loves  God's 
]aw,'lo1res  holiness,  andleacfo  a  holy  life, 
sincerely,  progressively, 'though  imper- 
foctly,-<-daily  receiviBg  f rooa  Christ  grace 
so  to  do ;  and  that  afi  expqrience  whicl^ 
has  not  this  effect  is  folse.  Every  tree 
that  bringeth  twt  forth  good  fruity  ^c.  My 
paper  forbids  more.  - ^his istheontlitib 
of  my  scheme."         -  - 

There  is  another  letter  to  the 
game  person,  rwhich  .ire  would 
-wilUng^y  have  mlide  room  ibc-  had 
it  been  practicable,  in  which  Mr. 
S.  adverts  strongly  to  the  annoy- 
ance which  is  frequently  sustained 
by  excellent  and  judicious  divines 
in  the  dissenting  ministry,  ^nom 
the  turbulent  Ajntinomians  of  their 
congregatioiis.  Hia  .  picture  is 
mudi  exaggerated,  and  he  repr&* 
Bents  the  conflict  as  generally  terw 
minating  eitdier  in  the  thrddom 
or  Expulsion  of  the  pastor.  Our 
knowledge  of  these  matters  is, 
probably,  more  extensive  and  cor- 
rect than  that  of  Mr.  Scott,  and  as 
far  as  it  reaches,  we  should  say 
that  in  a  large  majority  of  cases, 
the  strife  has  been,  though  ex- 
ceedingly vexatious,  decided  in 
favour  of  scriptural  sentiments; 
wherever  the  pastor  has  stood  firm, 
he  has,  in  nearly  all  instances, 
been  supported  by  a  body  suffi-i 
ciently  numerous  and  respectable 
either  to  overawe  or  to.  expel  the 
agitators. 


[To  he  amXim^d^ 
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THE  REV.  S.  BRADLEY'S  ADDRESS, 

ON   OPENING   THE  GENERAL   BURIAL   GROUND   IN    MANCHESTER. 


»%v»%^%^v%%»v» 


In  our  last  number  we  gave  an 
account  of  the  steps  taken  by  the 
dissenting  interest  in  Manchester, 
for  the  purpose  of  securing  a 
Burial  Ground,  open  to  all,  with- 
out any  other  restrictions  or  regu- 
lations than  those  indispensably 
required  by  propriety  and  con- 
venience. We  now  complete  our 
detail  by  the  insertion  of  the  very 
excellent  address  delivered,  by  the 
Rev.  Samuel  Bradley,  at  the  first 
interment,  when  a  deputation  from 
the  cominittee  attended,  and  a  large 
assemblage  of  spectators  had  been 
attracted  by  the  novelty  of  the 
circumstances.  The  deceased,  Mrs. 
James  Wood,  had  been  a  member 
of  Mr.  B.'s  church. 


€€ 


Although  death  is  a  very  com- 
mon event,  and  the  sight  of  a 
funeral  is  almost  equally  familiar 
taour  eyes ;  yet  the  scene  which 
we  here  behold  is,  on  several  ac- 
icounts,  remarkable,  and  peculiarly 
interesting.  For,  until  now,  the 
various  denominations  of  Dissen- 
ters as  a  body,  in  ^his  large  and 
populous  town,  notwithstanding 
•their  great  and  increasing  number, 
•and  the  station  which  they  occupy 
in  society,  have  not  possessed  a 
general  burying  place,  where  they 
could,  to  their  full  satisifaction,  inter 
tlieir  dead.  To  a  few  of  their 
chapels  a  small  cemetery  is  at- 
tached. But  this  provision  is  to- 
tally inadequate  to  fiirnish  graves 
and  vaults  for  their  de^^ased 
friends.  The  consequence  has 
therefore  been,  that  in  almost  every 
instance  of  bereavement  in  their 
families,  they  have  been  obliged  to 
seek  a  place  of  sepulture  in  a 
churdi^yard,  and  to  hear  precisely 
the  same  form  of  burial  service 
read  over  a  dearest  relative  who 
may  have  lived  a  life  of  steady 
faith  and  strict  piety,  aiid  died  in 


the  joyful  hope  of  a  blessed  im- 
morUlity,  as  that  which  is  read 
over  an  habitual  and  impenitent 
swearer,  a  drunkard,  or  adulterer. 
And  thus  the  anguish  of  their 
minds  has  often  been  increased  by 
that  religious  ceremony  whic^ 
rather  should  have  soothed  their 
grief.  At  length,  however,  thlrough 
the  good  providence  of  God,  we 
have  obtained  this  ample  field  for 
the  possession  of  a  burying-plaoe 
for  our  friends — ^for  ^ourselves— 
and  for  our  posterity  for  ages  yet 
to  come.  And  by  our  unitiDg 
together  in  this  general  object,  u 
a  body  of  Dissenters  of  different 
persuasions,  we  make  it  manifest 
to  the  world,  that  though  we  may 
have  some  diversity  of  opinion  in 
matters  of  doctrine  while  we  live, 
yet  our  controversies  for  ever 
cease  when  we  die. 

"  The  Divine  Author  of  the 
Holy  Bible  considered  Abraham's 
choosing,  purchasing,  and  obtain- 
ing a  sure  possession  of  a  burying- 
place  for  the  patriarchal  fiuniliesi 
so  important,  that  he  commanded 
and  inspired  his  servant  Moses  to 
record  minutely  all  the  dream- 
stances  of  that  transaction,  for  the 
instruction  of  future  genenitionfl. 

(Here  Mr.  Bradley  read  the 
twenty-third  chapter  of  Genesis.) 

"  Amongst  a  variety  of  inte- 
resting reflections  whidi  arise  out 
of  this  history,  we  see  what  an 
affecting  and  awful  change  death 
makes  in  the  human  countenance 
and  frame.  Sarah,  the  once  beau- 
tiful wife  of  Abraham,  on  whose 
personal  charms  the  eyes  ci  kings 
and  princes  were  fixed,  who  struoL 
with  admiration  all  peraoos  who 
saw  her  wherever  she  went,  be- 
came so  loathsome,  that  her  fond 
husband  was  compelled  to  turn 
away  from  the  sad  q^ectade,  and 
fifty  '  giire  me  a  possessicHi  of  a 
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buryingwplace  that  I  may  bury  my 
dead  oat  of  my  sight' 

"The  sons  of  Heth,  though 
heathens^  generously  offered  Abra* 
ham  the  choice  of  any  sepulchre 
which  they  possessed.  But  the 
Patriarch  had  fixed  his  mind  on  a 
particular  fields  planted  all  round 
with  trees,  at  the  end  of  which 
was  a  cave,  formed  either  by  na- 
ture or  by  art,  and  exactly  suit- 
able for  a  family  vault 

"  Ephron  the  owner  would 
freely  have  given  it  to  Abraham, 
without  any  recompence.  But  he 
handsomely  declined  the  offer; 
not  out  of  pride  and  ingratitude, 
but  from  a  principle  of  justice ;  as 
he,  being  rich  in  gold  and  silver, 
was  well  able  to  purchase  it 

"The  value  of  the  land  was 
therefore  ascertained — ^the  contract 
was  publicly  agreed  to  in  the  au- 
dience of  the  people — the  amount 
was  honourably  paid — and  a  clear 
knd  indefeasible  title  was  ^ven  to 
Abraham.  We  are  not  informed 
in  what  manner  it  was  doiie ;  but 
doubtless  it  was  agreeable  to  the 
method  of  conveying  property  at 
that  time,  and  in  that  country. 
For  it  deserves  especial  notice, 
that  we  are  twice  told,  '  The  field 
and  the  cave  were  made  sure  unto 
Abraham  for  the  possession  of  a 
burying-place/  iThere  he  buried 
his  wife  Sarah,  and  there  he  him- 
self, and  most  probably  all  the 
patriarchs  were  buried. 

"And  thus  we  have  obtained, 
after  many  years'  expectation,  this 
land  for  a  place  of  sepulture.  And 
I  rejoice  I  can  say,  that  we  hold  it 
by  a  tenure  so  firm  and  so  good, 
that  we  believe  that  the  bodies 
which  shall  be  deposited  here 
will  slumber  undisturbed  till  the 
glorious  morning  of  the  resurrec- 
tion. 

"  As  Dissenters  from  the  Esta- 
blished Church,  strongly  objecting 
to  the  system  of  presentation  and 
patronage,  we  justly  reckon  it  a 
high  privilege  that  we  can  choose 
our  own  ministers,  to  instruct  us 
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from  the  pulpit  and  to  visit  us 
when  we  are  sick  and  dying.  And 
is  it  a  small  privilege,  that  we  can 
obtain  tliem  to  speak  at  the  inter- 
ment of  a  friend  ?  Nor  are  they 
restricted  to  any  prescribed  ritual ;  . 
but  they  are  at  perfect  liberty  to 
adopt  their  own  plan,  and  to  use 
such  expressions  as  they  think  best 
suited  to  the  character  and  to  the 
occasion.  v 

"  But  the  land,  it  may  ,be  said, 
has  not  been  consecrated,  and  can 
this  be  deemed  a  Christian  burial  ? 
— Consecrated !  if  it  has  not  been,- 
in  a  few  moments  it  shall  be  con- 
8ecrated-**not  by  the  aid  of  any 
mitred  dignitary — ^not  by  perform- 
ing any  superstitious  rite — ^not  by 
scattering  around  a  handful  of 
sanctified  earth,  taken  from  some 
other  holy  place;  but  by  com- 
mitting to  this  grave  the  mortal 
remains,  or  rather  the  golden  dust 
of  a  real  Christian,  a  member  of 
the  body  of  Jesus  Christ ;  and  her 
union  to  the  Son  of  God  gives 
to  this  place'  the  best  consecration 
which  it  could  possibly  receive. 

(The  corpse  was  then  deposited 
in  the  grave.) 

*^  Forasmuch  as  it  hath  pleased 
Almighty  God,  of  his  infinite  good- 
ness, to  take  unto  himself  the  soul 
of  our  dear  sister  here  d^)arted, 
we  have  committed  her  body  to 
the  ground,  in  the  certain  hope  of 
her  glorious  resurrection  unto  eter- 
nal Hfe,  through  our  Lord  Jesus 
Christ;  who  shall  change  her 
body,  (now  in  a  humiliating  con- 
dition) that  it  may  be  fashioned 
like  unto  his  glorious  body,  ac- 
cording to  the  working  whereby 
he  is  able  to  subdue  all  things  unto' 
himself.  It  is  sown  in  corruption ; 
it  is  raised  in  incorrup^on.  It  is 
sown  in  dishonour;  it  is  raised  in 
glory.  It  is  sown  in  weakness; 
It  is  raised  in  power.  It  is  sown 
a  natural  body;  it  is  raised  a 
spiritual  body.  Behold  I  show 
you  a  mystery.  We  shall  not  all 
sleep ;  but  we  shall  all  be  changed, 
in  a  moment,  in  the  twinkling  of 
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all  eye^  at  the  last  trump.  For 
the  troUbpet  shall  sounds  and  tfa6 
dead  shall  be  raised  kicormptiblej 
and  Tfe  shall  be  changed.  Forr 
this  corruptible  mijTst  pat  on  in- 
Corruption ;  and  this  mortal  must 
pat  on  immortality.  So  when  this 
corruptible  tfhall  have  put  on  in- 
corruption^  and  this  mortal  shall 
have  put  op  immortality^  then 
shall  be  brought  to  pass  the  saying 
that  is  written,  '  Death  is  swal- 
lowed up  in  victory.  Oli  Death  J 
where  is  thy  sting?  Oh  Grave! 
where  is  thy  victory  ?  The  sting 
of  Death  is  sin^  and  the  strength 
of  sin  is  the  Law.  But  thanks  be 
te  God,  who  giveth  us  the  victory 
through  our  Lord  Jesus  Christ. 
TherCTore,  my  beloved  brethren, 
be  ye  stedfast^  nnmoveable,  always 
abounding  in  the  work  of  the 
Lord,  ifiasmndi  as  ye  know  that 
your  labour  is  not  in  vain  in  the 
Lord.'" 


[^NoVKHBEB, 


lie  father  of  Mi^.  Wood  w»s  Ae  Itte 
Mx»  «Min  Hope,  of  MancheQter,  who  diecl 
August  29th,  1822,  in  the  79th  year  of 
his  age.  He  had  been  an  active  and  use- 
nil  deacon  more  than  fifty  years,  first  in 
the  church  at  Cannon  Street,  under  the 
pastoral  care  of  the  late  Mr.  Timothy 
Priestley,  and  afterwards  in  Mosley  Street, 
when  that  noble  place  of  worship  was 
elected,  of  which  Mr.  Hope  was  the 
architect.  He  was  a  Congregational 
Dissenter  of  the  old  school^  strictly  ad- 
hering to  his  principles  to  the  last.  For 
'almost  thirty  years  the  procuring  of  an 
ample  buriid-'ground  for  Dissenters  in 
Manchester  had  been  With,  him  a  very 
fRTQurite  object. .  And  so  ■  anxious  was 
he  that  his  daughter  should  he  interred 
in  the  cemetery,  of  which  an  a^xdunt  was 
given  in  the  last  Magaiin^,  that)  as  the 
dlble-deeds  were  not  signed,  n6r  the  pur- 
chite'  money  paid  at  the  time  .of  her 
death)  he^  fqnei^}  was  del&yeii  sOmef 
I^Ci  ahd  extraordinary  measures  wero 
Mooted  to  complete  the  title,  in  border 
that  her  mortal  remains  might  be  de- 
posited in  a  sifot,  on  which  his  eys  had 
to  long  been  fixied^  and  which,  perhapb,. 
for  d^ess,  convenience,-  beauty,  and 
eiteht,  is  one  of  the  most  delightful 
feurial  places  ever  seen.  His  parents 
were  Arians,  worshipping^  in  ihd  i^padous 


meeting-house  in  Cross  Street,  which 
originally  had  been  built  for  the  renowned 
Henry  Newcome,  but  which  has  once 
undergone  many  alterations.  He  was 
catechised  by  Mr.  Mottershead,  the  friend 
of  Matthew  Henry.  But  wben  Mr.  Sed- 
don,  the  son-jn-law  of  Mr.  Motterthead, 
was  chosen  as  his  assistant,  Mr.  Hope, 
alarmed  ai  the  addacious  manner  in  which 
he  asserted  the  rankest  Socii^anism, 
quitted  his  former  connexion,  and  hap- 
pily prevailed  on  his  brothers  and  sisters 
to  accompany  him.*  He  was  a  man  of 
the  most  sober,  regular,  and  diligent 
habits.  He  rose  in  the  morning,  during 
the  summer  months,  throi^^ut  his  long 
life,  at  four  o'clock,  and  in  winler  at 
five.  Being  an  ingenious  man,  an  ex- 
cellent mathematician,  and  fond  of  read- 
ing, he  never  lost  a  single  moment  of 
time.  On  six  days-  in  the  week,  during 
his  waking  hours,  (except  at  meal-times, 
which  were  very  short,)  whoever  called 
upon  him,  might  be  sure  to  find  him 
occupied,  either  in  his  |^rofes»oaal  or 
some  mental  pursuits.  Hence  he  was 
always  cheerful  and  hiappy.  He  was  the 
same  lively  and  pleasant  compnoion  in 
the  last  year  of  his  life,  that  he  had  beeu 
in  his  youth.  His  great  tempenuice  and 
regularity  no  doubt  materiidly  contri- 
buted to  his  uncommon  share  of  Bodily 
health.  For  thirty  years  he  had  conducted 
the  Sabbath-morning  Prayer-meetiog  at 
seven  o'clock*  in  the  vestry  of  Moslev 
Street  chapel }  and  he  was  alin^  ifl  bs 
pew  thrice  on  the  Lord's-day,  as  w^  as 
constant  in  his  attendance  on  week-day 
services,  until  he  lately  removed  to  the 
$uburbs  of  the  town,  when  he  declined 
coming  out  in  the  evening.  He  was  very 
fond  of  singing  and  music,  and  folly  ac- 
corded with  Baxter's  views,  vol.  i.  page 
693.  He  had  evidently  been  ripening  for 
a  better  world  for  a  considerable  time 
past.  His  temper  and  conversation  were 
more  tiian  usually  heavenly.  And  al- 
though on  the  Sabbath,  only  four  dajrs 
before  his  death,  he  appeared  in  the 
house  of  God  as  firm  as  a  venerable  oak, 
yet  he  had  been  anticipating  his  depar- 
ture :  for  he  had  preparcid  his  own  vanlt 
haid  by  tba^  of  his  dear  daoghter'a.  He 
had  no  bitterness  in  his  short  JW'k******- 
His  fiulh  in  his  Redeemer  was  unshaken — 
hi^  nritid  perfectly  calm — the  garment  of 
mortality  dropiw  off  easily-  and  bit  eod 
irfm  pisace. 

~- — t*-— ■ ■ —  —  -  r     -  •  ~  r   I 

*  Messrs.  Bogue  and  Bennett  truly 
state,,  that  Mr.  Seddon  was  the  first 
minister  in  Lancashire  who  preached 
Sociniaitilsm. 


IS^.'^      On  8M-IUfUs  in  the  Meeiing^Houm  ofDinenkrs.  5lS 

ORIGINAL  ESSAYS,  COMMUNICATIONS,   &c. 


m  SEAT-RENTS  IN  THE  MEET- 
ING-HOUSES  OF  DISSENTERS. 

liV  a  paper  contained  in  the  Sup- 
plemental number  of  the  Instruc- 
tor for  the  past  year,  I  perceived, 
with  pleasure,  the  discussion  of  a 
subject  of  vast  importance  to  the 
temporal  happiness  of  the  dissent- 
ing clergy,  nor  of  less  moment  to 
the  reputation  and  consciences  of 
their  flocks.  I  allude  to  the  sala- 
ries of  ministers,  and  to  an  abstract 
of  a  very  judicious  and  convincing 
sermon  on  the  msSXter,  by  Mr. 
Bentiett  I  have  reason  to  believe 
that  some  impression  has  been 
produced  by  me  powetful  argu- 
mentation of  that  writer;  but  it  is 
too  miich  to  expect  fVom  human 
nature,  ftota  established  habits, 
from  self-cothblacency,  and  from 
self-interest,  that  a  simple  state- 
mkui,  or  a  solitary  enforcement  of 
truth,  should  be  sufficient  to  insure 
its  tfium^h.  It  must  be  repeated 
in  vatioUs  forms,  at  numerotis 
periods ;  it  mu^t  be  hanimered 
into  the  d^nse  heads  and  adaman- 
tine hearts  of  men. 

Myself  a  Dissenter,  I  ani  anx- 
ious to  redeem  the  class  to  which 
I  am  attached  by  principle,  rather 
than  ^uciatioh,  fVom  the  charges 
of  nierbenary  ^eling^,  and  selfish 
indifference  to  the  comforts  of  their 
pastors — charges  f6r  which  there 
is  (ieVtainly  too  much  apparent 
^oimd,  and  which  I  hear  re- 
Iterated^  until  I  blush,  at  onb  time 
with  ^hame,  at  another  widi  indig- 
nation. Great  blame  rests  assuredly 
somewtete^^the  fact  is  glaring  and 
undefiiable,  that  our  toiinisters  are 
not  adequatiely  remunerated  for. 
their  services;  that  their  salaries 
bear  no  proportion  to  their  merits 
and  exertions;  that  they  afe  treated 
as  a  species  of  gentlemanly  pau- 
pers ;  and  that  as  their  peqAe  ex- 
pect them  to  obtain  the  felicities  of 
a  futare  life,  they  suffer  their 
subsistence  in  the  present  to  be 


limited  to  *'  faith,  fresh  air,  and 
fish." 

Now  it  does  seem  to  me  impos- 
sible to  totally,  exculpate  the  mass 
of  our  congregations — the  mem- 
bers of  every  society  miist  be  ac- 
quainted with  the  income  of  their 
teacher — if  not,  their  shame  is  the 
greater — they  must,  from  the  most 
cursory  look    round    upon  their 
numbers  and  their  properties,  be 
enabled  to  judge  if  such  a  salary 
be  a  fair  ccAifribution  by  such  a 
body  of  individuals — and  if  they 
deem  it  disproportionate  and  piti- 
ful, one  cannot  deny  that  it  is  tneir 
bounden  duty,  to  a  man,  to  take 
the  necessary  steps  to  increase  it 
Up  to  the  demands  of  justice;  and 
that  if  tiiey  are  hidolent  arid  back- 
ward, they  are  negligent  of  their 
duty  as   Christians  and  as  men. 
But  for  such  omidsions,  blameable 
it  is  true,  thete  is  this  palliation — 
societies  of  Dissenters,    like  all 
other  combinations  df  persons,  se- 
lect appropriate  officers  to  transact 
their   business,    dnA   accomplish 
through  the  agency,  of  one  or  a 
fbw,  what  Could  not  be  effected 
Conveniently  by  the  mass.    The 
deacons  of  the  respective  churches 
are  these  officers ;  ahd  this  pecu- 
liar business  of  the  salary  of  the 
pastor  is  entrusted  to  the  manage- 
ment of  the  deacons.     They  are 
supposed  to  procure  to  the  minister 
an  income  regulated  at  6nce  by 
the  labours  he  tmdergoes,  and  the  • 
means  of  reward  possessed  by  his 
flock.     They  are  supposed  to  do 
more  than  simply  say-^^'  Sir,  we 
are  come  foryour  quarterly  sub- 
scription"— 'iMey  are  expected  to 
reprove  meanness  and  avarice,  and 
to  direct  generosity  and  good  feel- 
ing.    It  is  fbr  them  to  expostulate 
with  a  member  of  their  society,  who 
Contributes  less  than  his  circum- 
stances enable  him  to  advance — 
to  inform  him  th^it  he  not  only 
slights  the  demands  of  justice,  ahd 
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acts  dishonourably,  towards  his 
pastor;  but  that  he  likewise  vio- 
lates a  strict  injunction  of  his  reli- 
gion^ and  disobeys  the  command- 
ment of  his  God.  And  if  deacons 
are  acquainted  with  persons  of  an 
opposite  character ;  with  i^^n  who 
are  inclined  to  dedicate  a  fair  pro- 
portion of  their  substance  t^  the 
cause  of  religion ;  it  is  their  pro- 
vince to  inform  them^  that  before 
they  expend  their  wealth  in  hand- 
some donations  to  the  various  phi- 
lanthropic and  pious  institutions 
of  their  day^  they  ought  first  to 
look  to  it,  Uiat  they  are  proffering 
a  sufficiency  to  thejustmamtepance 
of  him^  whose  claims  upon  them  as 
professors  of  Christianity  are  surely 
paramount  to  those  of  every  other. 
There  is  no  duty,  however  obvious, 
but  men  require  to  be  reminded  of 
its'  obligations;  and  the  misfor- 
tune and  the  peculiarity  of  this 
case  is^  that  the  very  persons  ap- 
pointed to  remind  the  members  of 
Christian  societies  of  their'  duties^ 
can  easily  exhort  to  the  perform- 
ance of  all  others,  but  are  pre- 
vented through  delicacy  from  the 
inculcation  of  tiiis  important,  obli- 
gation. This  very  consideration 
should  stimulate  such  deacons  as 
require  more  incitement  than  is 
furnished  by  the  plain  nature  of 
their  ofiice,  ta  employ  all  their  in- 
fluence to  procure  a  fair  mainte- 
nance for  the  teachers  of  tiie 
Gospel. 

ITiis  view  of  the  matter  cer- 
tainly induces  one  to  attach  less  of 
blame  to  congregations  at  large, 
but  it  throws  more  of  it  upon  their 
officers — ^and  that  it  is  justiy  trans- 
ferred to  them,  may  be  additionally 
inferred  from  the  fact,  that  Dis- 
senters are  not  slow  to  contribute 
to  the  cause  of  religion,  whenever 
that  sacred  cause  is  pleaded  before 
them.  This  fact  is  made  evident 
by  the  laudable  and  energetic  'sup- 
port which  they  giv^  to  all  the 
benevolent  institutions  of  the  pre- 
sent day,  numerous  and  expen- 
sive as  tijey  certainly  are.     Every 
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association,  which  has  for  its  ob- 
ject the  temporal  comfort,  the 
health,  the  morals  of  their  fellow- 
creatures,  is  cordially  and  sub- 
stantially assisted  by  Dissenters; 
but  the  religious  societies,  those 
which  more  immediately  aim  at 
the  propagation  of  Christianity, 
have  proved,  by  the  magnificeDce 
of  their  contributions,  that  the 
dissenting  community  is  not  com- 
posed of  selfish  niggards.  To  such 
persons,  generally  speaking,  the 
christian  deacon  will  never  appeal 
in  vain.  But  still,  among  dissent- 
ing congregations,  men  are  to  be 
found  whose  habits  of  avarice  and 
liearts  of  stone  render  them  impe- 
netrable by  argument  or  example. 
To  these  all  applications  are  use- 
less; and  it  is  the  presence  of 
these  in  our  societies  that  renders 
a  seat-rent^  so  displeasing  to  some 
persons^  a  convenient,  if  not  an  in- 
dispensable measure,  when  a  de- 
cent salary  is  to  be  raised  for  the 
minister. 

The  objection  made  against  a 
seat-rent,  is  founded  upon  the 
idea  that  it  is  not  compatible  vith 
the  voluntary  character  of  our  con- 
tributions. But  a  very  little  con- 
sideration will  demonstrate  this 
idea  to  be  erroneous- — will  evince 
that  there  is  nothing  about  it  at 
all  approximating  to  compulsion. 
For  rf  each  seat  be  let  for  an  an- 
nual sum  proportioned  to  its  re- 
spective value,  no  person  who  pays 
a  particular  rent,  can  comply 
that  he  is  compelled  to  its  pay- 
ment. If  a  certain  sum  of  money 
l)e  too  great  for  his  inclinations,  or 
his  abilities,  he  may  advance  a 
less,  by  merely  occupying  an  in- 
ferior seat:  and  if  his  meanness  or 
his  poverty  be  such  as  to  prevent 
his  filling  the  seat  which  is  prized 
the  lowest  of  the  whole,  he  will 
find  m  all  bur  meeting-houses  dis- 
tinct room  allotted  to  the  pw*. 
Where  theii  is  compulsion  ?  If  an 
individual,,  or  a  family,  join  a  so- 
ciety of  Pissenters,  by  whom  b 
he  compelled  to  enter  their  church; 
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and,  if  he  enters^  by  whom  is  he  rank  of  society.;  the  derious  ex- 

compelled  to  open  his  purse  ?  penses  of  a  wife  and  family— 7* 

The  adoption  of  a    seat-rent,  whatever  the  changes  in  his  flock^ 

moreover,  whilst  it  does  not  oblige  from  poverty  to  wealth,  from  pau* 

a  man  to  contribute  more  than  he  city  to  numbers — his  income  rem 

may  wish,  does  not  restrain  him  mains  the  same.    Let  him  ever  so 

to  the  donation  of  less.     The  price  much  need  an  augmentation,  and' 

affixed  to  his  sitting  may  be  much  let  his  people  be  ever  so  much 

less  than  he  is  disposed  to  give  to  enabled  to  make  it,  his  income  re« 

the  cause  of  religion  and  the  wor-  mains  the  same.     It  is  high  time 

ship  of  God.     Is  he  not  at  liberty  that  a  system,  I  will  not  say  so 

to  contribute  more?  The  advan-  ungenerous — I  am  not  asking  fa- 

tage  of  a  seat-rent,  in  such  a  case,  vours — ^but  so  unjust,  so  flagitious, 

would  be  the  fixing  the  minimum  should  terminate.     It  is  high  time 

of  the  clerical  income*     "  Sutii  that  an  evil,  confessedly  glaring 

an  annuity,"  n^ght  ^e  deacons  and  almost  universal,  should  be 

say,  *'  our  pastor  ought  to  havej  traced  to  its  seat  and  eradicate4? 

and  such  an  annuity  his  people  If  it  be  the  &ult  of  congregations, 

ought  to  give  him,  at  all  events-^  let  individuals  rouse  dieir  energies 

but  if  we  can  raise  for  him  a  to  correct ;    if  of  deacons,  to  re«s 

larger  maintenance,  we  shall  be  form.    In  these  days,  when  every 

happy  to  place  in  his  hands  an  ad-  office  in  the  state  is  undergoing 

ditional  sum."  .  strict  scrutiny,  let  not  abuses  in 

The  ad(^tipn  of  a    seat-rent,  the  church  of  Christ  be  overlooked, 

whilst  it  is  the  surest  method  to  If  deacons  are  deficient  in  duty, 

procure  for  the  minister  his  fair  let  members  of  the  congregation 

maintenance;  whilst  it  provides,  call  them  to  an  account ! 
to  a  certain  extent,  for  a  just  con-        If  it  be  asked  what  ought  a  mi- 

tribution  out  of  their' property,  by  nister  to  receive?    I  reply,  that 

his  people,  cannot  fail,  likewise,  the  man,   who    propounds   such 

to  be  agreeable  to  the  conscien-  a  question,  is  the  last  person  to 

tious  deacon;  to  the  man  who  is  collect  his  salary.     What  ought  he 

resolved  to  do  his  duty  towards  not  to  receive?    Ought  he  not, 

his  pastor,  and  to  make  use  of  ex-  like  all  other  men,  to  be  fairly  r&- 

hortations,   reproofs,  even  intrea-  warded  for  his  education,  his  ac- 

ties,  if  they  be  required,  to  obtain  quiremaits,  his  talents,  his  labours 

for  him  his  just  reward.     Such  a  of  bbdv  and  anxieties  of  mind,? 

deacon  would  rejoice  that  all  those  Ought  ne  not  to  live  in  comfort-— 

methods  of  appeal  were  not  de-  in  the  means  of  securing  health — of 

manded,    and    that    by    a    fixed  maintaining  a  wife,  a  family— -of 

and  stated  process  he  is  enabled  providing  against  disease  and  de- 

to  do  justice  to  his  teacher,  his  crepitude— of  providing  for  a  wi^ 

fellow  Christians,  and  himself.  -dow  and  for  orphans  ?   I  envy  not 

I  am  sorry  to  x«mark,  from  au-  the  state  of  that  man's  heart,  who 

tfaentic  information;  that  the  com-  can  sit  down  to  calculate  what  is 

forts  of  their  deigy  are  the  least  the  least  sum  which  will  support 

considered  by  our  deacons  in  most  his  pastor— I  envy  not  the  natural 

congregations — ^whatever  the  hard-  feelings  nor  the  piety    of   him, 

ness   bf   the.  times,  the  peculiar  who,  when  he  is  apportioning  the 

drcwnstances  of  the    indivijdu^  reward  of  a  teacher  of  the  .Gospel, 

ministef^  his  youth   requiring  a  draws  up  his  estimates,  as  if  he 

proviskm  lor  sidkness  and  old  age ;  were  not  likewise  a  man ;  as  if  his 

his  advanced  y^s,  requiring  ad-  capacities  of  mind,  and  exertions  of 

ditional  comforts;  his  Jhabits  and  body,  his  relations  to  others,  his 

tastes,  as  educKted  in  a  genteel  hopes  and  anticipation,  swere  no- 
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lhi<ig )  'AS  t£,  with  the  prospeols    ness  and  $up{V>rt !     I  cannot  but 
in  a  worldly  profession^  of  opu- 
lence and  fortune, — as  a  teacher 


-as 
of  religion,  he  should  be  treated 
T&e  a  beggar ! 

I  hope  that  some  portion  of  tbe 
indignation  which  this  subject- 
excites  in  my  breast,  may  be  felt 
by  those  who  read  this  paper; 
the  evil,  which  I  deprecate,  would 
then  be  nearer  its  overthrow.  ^  It 
is  a  state  of  things  as  disreputable 
to  those  who  inflict,  as  it  is 
injurious  to  those  who  suffer — 
an  unjust  and  criminal  conduct, 
which,  were  I  not  oonslraiiied  by 
prindple  and  overwhelming  argu- 
ments, would  force  me  to  reject 
&e  character,  and  apum  the  name 

of  A  DiSSENTRR. 

I  know  not  any  class  of  men 
whose  conduet  and  character  are 
so  exposed  to  remark  and  censure 
-—no  men,  whom  their  people 
think  they  have  so  much  right  to 
vituperate,  as  Dissenting  Ministers. 
It  would  be  well  if  persons^ 
who  are  itt  the  habit  of  passing 
sentence  in  this  manner,  would 
first  inquire  whether,  while  they 
are  charging  a  pastor  with  dere- 
lictions towards  them^  themselvea 
are  acting  justly  towards  htm* 
Such  persons  seem  not  to  know 
that  betwixt  a  pastor  and  his  flock, 
if  diere  be  obligations,  they  we 
reciprocal.  That  if  courtesy  be 
expected  irom  the  former,  it  is  due 
to  him  no  less— 'diat  if  he  be  re- 
quired to  take  and  to  manifest  an 
interest  about  his  people,  these 
ought  to  exhibit  solicitude  for  him 
—that  if  he  is  to  watch  over  their 
spiritual  concerns,  it  is  their  equal 
duty  to  provide  plenarily  for  the 
prosperity  of  his  worldly  affairs. 
Let  any  man  look  around  him,  and 
■see  if  this  reciprocity  of  attentions 
be  thought  ^\  It  is  fauly  re- 
«marked  by  the  author  already 
quoted,  that  they  most  complain, 
who  least  contribute;  that  ^ey 
are  most  disposed  to  detect  and 
reprove  the  faults  of  a  Minister, 
who  do  least  towards  -his  happi- 


perceive,  by  the  style  and  manner 
of  complaint  of  some  of  these  good 
people,  that  they  consider  their 
pastor  in  the  same  light  as  a  raenial 
8ervant-:-«!id  that  by  their  petty 
quarterly  contributions  of  a  dollar 
or  a  guinea,  they  think  they  have 
obtained  the  same  right  to  get 
tfieir  pennyworth  out  of  him. 

Once  more,  then,  before  I  con- 
clude, let  me  press  it  upon  eveiy 
individual,  in  every  congregation, 
which  does  not  maintain  its  mini- 
ster honourably  and  justly,  to  con- 
sider, that  it  IS  his  perscmal  duty 
to  exert'  his  best  influence  to  cor- 
rect the  evil.  The  long  dominion, 
and  the  extended  sway  whidi  this 
deplorable  system  has  held,  proves 
that  we  must  look  for  an  overthrow 
to  other  persons  besides  the  esta- 
blished officers  of  pur  chnrdies. 
Had  they,  in  general,  disf^ayed 
manlv  vigroin*,  and  affcctiowte 
alacnty  in  the  collection  of  mini- 
flterial  salaries,  I  feel  persuaded 
the  present  opprobrium  to  Dis- 
senters would  have  had  no  founda- 
tion. And  I  cannot  refuse  to  de- 
clare, however  I  may  grieve  at 
the  necessity,  that  T  firmly  believe, 
that  one  Aief  reasdn  whydeteons 
are  so  remiss  in  applications  to 
others,  is  bepause  tJieymustfint 
be  more  liberal  themselves— ^y 
can:not  exhort  to  greater  contiribtt- 
tions,  unless  they  set  an  example 
— =tjiey  cannot  preach,  unless  they 
are  prepa^  to  practise. 

Philippbnsib. 
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ON  CH9JCTIAN  FELLOWSHIP. 
How  beaatiful  is  the  eonsisUncy 
of  an  the  divine  dispeosatioDs  to 
man!  When  G^,  camBBeomg 
a  mighty  renovation,  by  means  of 
the  Gospd,  saith :  "  Behold  I 
create  all  things  new!"  he  for- 
getteth  not  his  ancient*  dedaia- 
tion,  concerning  our  great  ances- 
tor :  ''  It  is  not'geod  that  the  man 
should  be  idone."  Ouistiamty, 
tiie  very  eppodlte  of  aU  that  is 
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morose  and  unBocial,  designs  to    tempt  to  serve  this  great  cftuse; 

and  its  ever  blessed  and  adorable 
Chiefs  will  not  have  been  altogether 
in  vain. 

I.  Its  nature. 

As  to  the  nature  of  Christian 

feUowship^  we  may  define  it  com- 

prehenslvelj   to   oe, — that  rdi- 

affords   the   firmest   security  for    gious  intercourse  whidi  takes  place 

fiiendship;"*   and  the  great  Ci-    among  those  who  profess  to  love 

and  honour  the  same  common  Sa- 
viour and  Lord,  Jesus  Christ 

It  should  be  well  remembesed, 
that  Christian  character  is  the 
origin  of  all  Christian  fellowship : 
'*  What  concord  hath  Christ  with 


realise  all^ — and  more  than  all, 
that  was  ever  sung  of  the  golden 
age  by  the  poets,  or  gravely  taught 
by  the  sages  of  antiquity.  If  the 
sentimental  Sallust  could  with 
truth  say,  that,  ''to have  tSie  same 
desires,  and  the  same  aversions. 


cero,  also,  that,  ''to  take  away 
friendship  from  human  life,  is  to 
deprive  the  earth  of  the.  sun  ;— 
—heaven  has  imparted  to  us  no* 
thing  better, — nothing  more  de- 
L'ghtful   than    friendship  ;"t 


are  warranted  to  speak  in  terms  of    Belial,  or  what  part  hath  he  that 
equal    commendation    respecting    believeth,  with  an  infidel  ^"  Chris- 


Christian  fdUmship.  It  is  not 
extravagant  to  say,  that  it  is  the 
most  intimate,  the  most  pure,  and 
the  most  sublime  state  of  humah 
society;— that  condition  of  huma- 
nity which  restores  to  us  some- 
thing of  the  innocence  and  bliss 
of  paradise,  and  shadows  forth  the 
happiness  of  the  heavenly  world. 
This  extensive  and  important  sub- 
ject most  assuredly  deserves  a  bet- 


tian  character,  again,  derives  its 
firmest  support  from  Christian  fel- 
lowship: these  things  are  closely 
allied.  The  fiellowship  of  Chris- 
tians is  maintained  chiefiy  by  their 
standing  together  in  ckurch  reUt" 
tkm.  I  do  not  say  there  can  be 
no  Christian  fellowship  where 
persons  are  not  monbers  of  a 
church  of  Christ;  but  I  think  it 
will  be  obvious  that  there  must  be 


ter  advocate;  but  if  the  effect  of  some  accredited  procedure,  where- 
these  papers  shall  be,  to  revive  in  hy  persons  may  be  known  to  have 
any  the  sacred  recollection  of  the  a  rightful  claim  to-  religious  inter- 
day  of  their  espousals ; — ^to  re-  course  with  others  of  the  same 
kindle  the  holy  resolutions  of  those  profession.  It  is  so  in  the  fellow, 
who  may  have  once  intended  to  sWp  of  all  secular  eDrporation9. 
join  themselves  to  the  disciples  of  The  members  of  the  Royal  So- 
the  Lord,  by  an  open  and  decided  <aety,  e.  g.  are  admitted  to  con- 
profession; —  to  impress  on  the  nexion  with  it  by  some  miirk 
minds  of  others,  who  may  have  ^^  distincti#n  and  approbation, 
altogether  lAeglected  the  fellowship  "whereby  their  character  and  quali- 
of  the  saints,  th'fe  duty  of  all  be-  fications  are  ascertained ;  and, 
lievers,  if  possible,  to  enter  into  thus  reco^rniged,  they  are  wa^^ 
the  bonds  of  Christian  fellowship ;    ranted  in  attaching  to  their  names 

a  certain  abbreviation  descriptive 
of  their  membership:  thus  their 
tide  to  associate  with  the  other 
members  of  the  same  Sodtity  is 
established,  and  thus  does  Uieir 
diaracter  become  generally  accre- 
dited in  the  scientific  world. 

But  our  definition — ^reasonaUe 
as  it  is  in  itself,  is  derived  from  the 
history  of  the  primitive  Christiana; 
their  fellowship  arose  from  con- 
nexion with  each  other  in  a  church 
4  E 


allure  the  young  into  this* 
holy  and  pleasant  brotherhood  ;~- 
and  to  suggest  some  joyful  antici- 
pations to  the  faithful,  both  with 
regard  to  this  world  and  that 
which  is  to  come; — my  feeble  kU 

*  Idem  velle  et  idem  nolle,  ea  demmn 
fijrma  amicitia  est. 

t  Solem  enim  h  i^undo  tollere  videntur, 
qui  amicitiam  h  vita  toUunt :  qua  k  diia 
immortalibiis,  nihil  melius  habemns, 
nihil  jncundiuB.  Ctc.  de  if  nwcdia. 
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relation^— whether  that  intercourse 
was  general  or  pardcnlar,  public 
or  private* 

Our  attention  shall  be  directed^ 
Jirgt,  to  their  general  fellowship. 

Supposing  a  serious  question  on 
some  doctrinal  point  arose  in  the 
minds  of  individuals^  as  in  the  in-'- 
stanoe  of  the  believers  at  Antioch, 
the  determination  of  the  question 
was  made  a  church  matter;  and 
they  held  communion  therein^  not 
only  widi  each  other^  but  with  a 
sister-churchy  for  the  purpose  df 
obtuning  counsel  and  information: 
thus  did  they  manifest  their  desire 
to  maintain  the  integrity  of  the 
^'  one  faith-'  of  the  Christian 
church.  This  was  ihe  feUonskip 
of  adxict. 

When  brethren  in  one  country^ 
were  in  distress  ftom  persecution^ 
limine,  or  aiHy  other  public  cala- 
raity^  the  brethren  in  another 
country^  felt  it  their  duty  to  send 
them  relief:  and  this  they  didj 
fiof  as  individuals,  but  as  a  body  ; 
it  was  a  public  official  act :  breth* 
ren  were  "  chosen  by  the  churches 
to  travel"  with  their  collected  sums 
of  diarity^  and  entered  in  among 
the  sufferers^  as  **  the  messengers  of 
ihe  churches" — ^^  If  one  member 
suffered,  all  the  members  suffered 
with  it/'  Hence,  individuals  be* 
came  partakers  of  this  kind  of 
fellowship  ;-^especially  those  sus- 
taining a  public  station  in  the 
church.  The  Apostle  Paul,  de- 
prived of  his  liberty,  and  exposed 
to  many  sufferings  foir  Christ's  sake, 
became  an  object  of  sympathy  and 
affection,  not  so  much*  to  indivi- 
duals, as  to  the  churches.  To  the 
honour  of  the  Philippians,  he 
records  it,  that  "  no  church 
but  they,"  (implying  that  other 
churdies  might  have'  been  ex- 
pected to  do  the  same,)  yet  none 
but  they  ^^  conununicated  with 
him,  as  concerning  giving  and 
receiving."  This  was  the  fellow- 
ship  of  sympathy  and  hoe. 

When  the  Gospel  was  to  be 
piieached   in  new  ircigioiia,   and 
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churches  were  to  be  planted  and 
organised  therein,  the  Holy  Ghost 
directed,  that  the  mission  for  this 
purpose  should  originate  in  the 
act  of  a  church  already  established, 
By  this  means  a  oommunicatum 
was  opened  and  maintained  hy 
the  officers  and  memt>ers  of  the 
church  of  Christ  at  Antioch,  with 
believers  in  other  parts  of  Syriai 
and  in  the  lesser  Asia,  who  vere 
either  converted  by  the  ministry 
of  the  deputation  sent  ihxn  the 
church  at  Antioch,  or  confirmed 
and  re&eshed  by  their  visit;  or 
brought  into  an  orderly  state  hy 
church-fellowship,  and  "  the  ap* 
pointment  of  elders."  This  was 
the  fellowship  qf  evangelifsatioiL 

When  a  brother  or  a  sister  had 
occasion  to  remove  from  one  coun- 
try to  another,  either  on  their 
private  concerns,  (ht  in  a  puUic 
capadfy,  it  was  necessary  in  order 
to  the  enjoymait  oi  Christian  fd- 
lowship,  that  they  should  carry 
letters  of  recommendation  fitm  the 
church  with  which  they  were  par- 
ticularly connected  to  the  church 
or  churches  into  whose  neighbouN 
hood  they  were  going :  they  vere 
not  recommended  as  Chnstiaas 
merely  from  onei  Individual  to 
another:  it  was  an  act  of  ffillow- 
ship  between  the  churches,  arising 
from  that  unity  of  iaith  and  affec- 
tion, which  universally  subsisted 
among  them;  even  though  dis- 
tantly situated  from  each  other. 
Thus,  when  the  eloquoit  *'  Apol^ 
los  was  disposed  to  pass  im 
Ephesus  into  Achaia,"  the  brethren 
of  Ephesus  '^  wrote,  exhortiDg  the 
disciples  to  receive  him."  In  this 
way  was  the  purity  of  the  c^uicfaes 
maintained.  False  brethiw  and 
false  teachers  cquld  not  disturb  the 
peace  of  the  church  nor  tanush  its 
glory,  while  tiie  recepdun  of  & 
stranger,  professing  the  fidth,  was 
dependent  on  a  public  and  ac- 
credited testimonial.  Those  who 
"  gave  offence  to  the  churdi  rf 
God"  by  their  disorderly  conduct; 
or  wbp  being  xeaUy  ^^  ministerBcf 
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Satan/'  while  they  appeared  to  be    of  the  Apostle's  letter  to  the  CoIm-i 


"  angels  of  light/'  were  thus  liable 
to  be  exposed;  at  the  same  time^ 
that  this  caution  tended  to  consoli- 
date the  churches  in  one  general 
bond  of  purity  and  peace.  This 
was  ike  fellowship  qfrecommenda" 
tim. 

In  such  instances  as  these,  we 
find  the  general  fellowship  of  the 
saints  was  carried  on  in  an  orderly 


sians,  which  was  to  be  read  m 
the  adjacent  church  at  ^Laodicea. 
This  was  the  feUoroship  of  edijica^ 
tion. 

The  last  kind  of  fellowship  re- 
lating to  Christians  as  a  body^ 
wlii<^  I  shall  mention,  respects 
the  purity  and  order  of  their 
churches.  Daring  the  lives  of 
the  Apostles,  the  superintendence 


and  oflidal  manner.    The  rule  of    of  this  important  concern  devolved 
the  wh(de   Christian  body  was:   'on  them; — more  particularly  on 


"  Let  all  things  be  done  decently 
and  in  order;"  and,  while  this 
rule  was  observed,  the  Lord  blessed 
them  with  prosperity : — "  walking 
in  the  ^ar  of  the  Lord,  and  in  the 
comfort  of  the  Holy  Ghost,  they 
were  multiplied." 

It  must  be  d[>served,  moreover, 
that,  in  particular  districts,  there 
was  an  intercourse  arising  ii^  the 
information  diffused  respecting  the 


the  Apostle  of  the  Gentiles.  He 
groans  under  the  burden  of  **  the 
care  of  all  the  churches,"  In  this 
vast  superintendence,  he  was  as- 
sisted by  evangelists  and  others, 
who  acted  as  messengers  and 
agents — carrying  letters;  report- 
ing afiairs ;  giving  advice,  admoni- 
tion, reproof,  comfort,  &c. ;  "  set- 
ting in  order  the  things  that  wera 
wanting ;"    organising    churches^ 


reception  of  the  Gospel  by  new  *  &c.     While  this  agency  continued 


converts,  or  the  prosperity  of  a 
particular  church.  They  could 
not  hear  these  tidings  with  indo- 
lent indifierence:  ''  n  one  member 
was  honoured,  all  the  members 


Hbere  was  but  little  occasion  far 
any  other  interference ;  but  it  was 
necessary  to  provide  for  the  with- 
drawment  of  it ;  that,  on  the  death 
of   inspired   men,    the  churches 


rejoiced  with   it,"  and  an  act  of    might  be  no  real  losers^,  possessing 
f^Iowship  took  place.     For  exam-    the  precedents  and  principles  fur« 


pie,  when  tidings  came  to  the  ears 
of  the  church  which  was  in  Jeru- 
salem, that  a  great  number  had 
believed  and  turned  to  the  Lord 
at  Antioch,  without  waiting  for 
any  application,  they  sent  forth 
Barnabas  thither,  for  the  purpose 
of  congratulating  them  in  the  n^me 
of  the  church ;  of  confirming  them 
in  the  iaidi ;  and  of  contributing  to 
their  order  and  prosperity.  Thus 
the  diurch  at  Jerusalem,  of  their 
own  accord,  immediately  formed 


Bished  by  their  appointments  and 
decisions.  Thus  the  Apostle  had 
fellowship  with  the  churches ;  and 
in  it  he  associated,  with  himself 
others,  who  took  a  lively  in- 
terest in  the  peace  of  Jeru^em. 
In  his  epistles  he  joins  Silvanus, 
and  Timothy,  and  Sosthenes;  and 
when  he  wrote  an  admonitory 
epistle  to  the  churdies  of  Galatia^ 
he  associated  in  this  act,  ''  all  the 
brethren  who  were  with  him." 
Beside  these  acts,  we*  find  in  his 


an  aUiance  with  the  infimt  diurdi  efastles  certain  principles  which 

at  Antioch,  by  this  act  of  sending  serve  to  guide  Christians  in  the 

them  a  wise  and  fidthfUl  brodwr  duty  <i  mutual  vigilance  and  ad« 

as  th^  missionary  and  represen-  monition.    The  believing  Hebrews 


were  commanded  to  "  exhort  aae 
another  daily  "  The  Romans  were 
besought  to  "mstrk  those  who 
caused  divisions  ^d  ofienQes,  con- 
ren/'  was  to  b^  communicated  to  tmtf  to  the  doctrine  they  had 
the  dmrehes  around;  as  in  the  case    learned,  and  avoid  them/'    The 

4E2  . 


tative. 

Again,  an  edifying  letter  re- 
ceived by  a  church,  after  having 
been  **  read  ta  dl  the  holy  bredi- 
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«  withdraw  themselves  ftcm  every      ^^  „^^  ^  ^^^j,  shall  save  the  sick. 
6fi9<A«r  that  walked  disorderly ; —  ^     x      -.  •     i.  c 

yet  not  to  count  him  as  an  enemy.    That  the  Lord  is  the  answerer  of 
but  to  admonish  him  as  a  brother/'    Player  is  a  glorious  truth,  and  wiU 
A  memorable  and  well  known    continue  so,  though  philosophers 
instance  of  this  kind  of  fellowship     may  argue  themselves  breathless 
took  place  between  the  churches    «pon  the  improbability   ot  it- 
of  Antioch  and  ;Jeru8alem,  when    though  they  may  tell  us  that  the 
ftls^  teachers  had  produced  a  di-    plans  of  God's  providence  are  not 
versity  of  sentiment,  and  inter-    to  be  altered  for  our  desues;  and 
runted  the  harmony  of  the  former    though  the  ngid  and  over-scru- 
cfiirch.     If  even  with  the  pre-    pulous  adherent  to  the  mere  letter 
eence  of  the   Apostle  Paul,  the    of  doctrinal  opinion  may  jom  in 
diurch  at  Antioch  thought  it  pro-    the   same  sentiment.      Some  we 
per  to  appeal  to  the  church  at  Je-    know    hate    affirmed    that    the 
rusalem  ;df<niioriy  those  churches,    thought  that  God  could  be  moved 
and  of  course,  all  others,  might    by  our  prayers  or  tears  is  to  accuse 
with  propriety  take  notice  of  each    h«n  of  weAness,  of  dMngeahle- 
other's  concerns,  in  a  brotherly    ness,  and  ofthe  shadow  of  tuniing; 
manner,  for  the  purpose  of  giving    and  it  has  been  maintained  that 
assistance  or  admonition.      If  a    it  is  impossible  to  reconcile  any 
diurch,    e.  g.  «  caused  divisions    answer  to  prayet  with  the  eternal 
dnd  offences  contrary  to  the  doc-    and  inmiutable  purposes  of  the 
trine,  of  Christ,"  they  were  to  be    divine  mind, 
martel;— they  were  to  be  admo-        Now  there  seems  nothing  far- 
nished,w.if  necessary  to  be  re-    ther  to  do  in-order  to  reconcile 
buked ;  and  in  the  last  resort,  to    this  with  the   divine    decrees,- 
be  withdrawn  from.     Such  waa    their  certainty  and  unchangeable- 
tfae  care  exerdsed  by  the  Apostles    ness,  but  to  take  a  proper  view  ot 
over  the  purity  and  peace  of  the    the  subject.     God  has  not  made 
churches  of  the  saints ;  and  such    liw  decrees  a  number  of  uncon- 
was  the  provision  they  were  au^    nected  items— they  are  not  id- 
thorised  to  make  for  the  same  vigi-    sulated  and    separated    so  as  to 
lance  after  their  decease.  stand  irrespective  of  each  other- 

As  a  corroboration  of  the  fact,  but  they  are  all  connected  as  a 
as  well  as  the  principle,  of  this  mighty  cham,  made  of  innumer- 
mutiial  care,  we  have  a  pre^  able  links,  united  together  lor 
cious  document  under  the  hand  strength  and  beauty,  and  forming 
of  Clemens  Romanus,~generally  one  magnificent  whole, 
supposed  to  be  the  same  men-  Without  at  all  dippmg  mto  the 
tioned  by  Paul  in  his  Epistle  to  question  of  cause  and  effect,  which 
the  Philippians.  Through  him^  has  been  philosophicaUy  bandl«l 
as  their  Bishop,  the  church  at  tUl  it  has  degenerated  into  the 
Rome  wrote  a  letter  to  the  most  unphilosophical  absurdity,  we 
church  at  Corinth,  (which  letter  may  at  least  venture  to  suppose 
was  s^t  by  the  hands  of  certain  such  a  relation  between  a  cau^ 
brethren,  aa  messengers  of  the  and  ite  effect,  as  that  they  do  exist 
church,)  expostulating  with  their  in  a  connection  which  we  c^  at 
brethren  of  Corinth,  for  having  no  time  fully  trace,  but  which  m 
deposed  their  elders,  and  also  ex-  the  best  mode  of  accounting  «» 
horting  them  to  submission.  This  ^acts  that  we  know ;  and,  in  this 
was  thefeUmship  of  admonition.        «tage  of  the  matter,  why  may  nrt 

TuBOLooufl.    F^y*"^  ^  *  ^M8e  by  which  ho^ 

Hitphinj  Oct.  1822.  brags  such  and  such  things  to 

(Jo  U conikmi.)  paas?  w  to  sjieak  more  in  tw 
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language  of  the  faamble  believer,  lived  just  by  met   his  attention 

why  may  not  God  inspire  his  peo-  was  drawn .  to  the  incipient  work 

pie  with  a  desire  to  ask  what  he  of  grace  upon  my  mind,  and  he 

has  determined  to  bestow  ?  was    at    much   pains  to  fan  the 

Hence  it  seems  evident  that  flame.  A  deep  rooted  affection 
there  is  nothing  contrary  to  the  had  taken  hold  of  his  mind,  coupled 
divine  purpose  in  the  answer  of  with  anticipations  of  my  future 
prayer.  But  there  is  a  fact  which  usefulness  in  the  church,  which  I 
cheers  the  heart  of  the  believer,  feel  ashamed  when  I  contrast  with 
God's  word  reveals  him  as  the  the  little  that  has  been  realised, 
hearer  of  prayer^*  The  mere  au-  While  matters  were  in  this  state 
dition  of  prayer  could  be  no  ground  I  .was  seized  with  a  strong  inflam- 
of comfort  to  a  troubled  soul;  it  matory  fever,  of  that  kind  de- 
must  be  such  a  hearing  as  implies  nominated  pleurisy ;  being  of  a 
answering:  again  the  Psalmist  plethoric  habit  and  in  a  rather 
professes  that  he  will  make  his  debilitated  state,  there  was  not  a 
prayer  and  look  up — look  up  for  little  dread  of  the  result ;  the  thiitl 
an  answer  as  in  confident  expecta-  day  was  the  Sabbath,  the  fever, 
tion  of  its  reception. f  Indeed  the  was  high,  the  good  man  went  into 
passages  are  innumerable  in  the  the  pulpit,  he  poured  out  his  soul 
Old  Testament;  but  the  most  clear  in  more  than  usual  fervour  of 
revelation  of  the 'answer  of  prayer  prayer,  in  which  the  church  joined. 
is  made  by  the  great  Intercessor  After  dismissal  the  medical  at- 
himself,  in  whose  name  prayer  tendant  and  the  man  of  God  met 
ought  to  be  made,  j:  It  would  be  at  the  door  of  the  sick  chamber, 
well  if  the  believer  would  rest  his  '^  Doctor^how  does  your  patient?" 
hopes  on  these  promises  in  the  "  A  most  extraordinary  change 
time  of  trouble ;  but  it  so  happ^is  has  taken  place,  the  pulse  has 
that  we  are  very  apt  to  view  these  fallen  forty  since  ten  o'clock,  and 
ansVers  as  a  part  of  what  belongs  hopes  may  now  .be  confidently 
to  the  period  of  inspiration,  and  entertained  of  amendment."  True, 
are  afraid  to  record  answers  to  so  it  was,  but  the  drugs,  the  bleed- 
our  prayers  lest  we  incur  the  ings,.the  blisterings were  notlhe 
charge  of  enthiisiasm.  Without  cause — the  prayer  of  faith  had 
any  dread  of  incurring  the  hateful  saved  the  sick, 
character,  and  in  utter  disregard  Not  long  since,  having  left  my 
of  the  (pinion  of  worldly  men,  or  residence  to  go  to  a  watering- 
of  philosoi^ising  Christians,  I  shall  place,  I  Nvas  seized  with  an  in- 
mention  tWo  instances,  one  of  them  flammation  in  the  throat,  a  sup- 
quite  recent,  the  other  more  re-  puration  followed,  and  the.  fever 
mote,  wherein  I  have  marked  the  was  high  and  strong.  On  the 
special  answer  of  prayer  in  my  evening  of  Saturday,  the  surgeon 
own  case,  in  peculiar  sieasons  of  punctured  the  most  prominent 
bodily  distress ; — ^these  were,  in-  places,  and  blood,  tinged  with  pus, 
deed,  the  only  times  I  was  under  followed :  no  permu:ient  relief  was 
the  Lord's  afflicting  hand  in  any  experienced,  the  fever  seemed  to 
very  alarming  manner..  gather  strength,  speech  was  gone. 

About  twenty-five  years  ago  I  and  deglutition  almost  impossible; 

began  to  be  attracted  by  the  sound  on  Sabbath  morning,  the  surgeon 

of  the  Grospel,  a  very  eminent  ser-  was  called  on  at  four,  he  repeated 

vant  of  the  Lord,  now  in  glory,  his  visit  at  ten,  still  no  relief,  and 

■'    '     ■  serious  fears  were  beginning   to 

1Y^'^\?\    ,,  ''*^».^;?*       .  «^  force  themselves  on  the  mind: — 

m;^  a. 24.  Lukeii.  &^13.  Johii  xv.  7.  at  about  one  a  young  gentieman 

James  L  5.   I  «Pohn  vu  22.  called,  who  has  been  study mg  for 


I 
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the  ministry^  but  kept  back  by  it  to  manifest  itself  in  one  persim 

bad  health ;  h^  proposed  to  call  in  rejecting  the  Scriptures  as  an 

upon  God  in  the  time  of  trouble —  imposition  on  the  world,  and  in 

which  was  at  once  assented  to ;  another  in  disregarding  their  testi- 

while  he  was  speaking  in  prayer  motiy,  while  their  divine  aiitbority 

the  surgeon    stepped    in,   prayer  is'  admitted.     It  is  to  be  wished 

being  ended,  he  requested  me  to  that  the  proposer  had  told  us  what 

turn  a  little  that  he  might  see  into  '  he  means  by  "  rejecting  the  testi- 

the  throat;    while  in  the  act  of  mony  of  God  in  his  word, while 

turning    the    imposthume    burst,  it  is  admitted  that  God  is  the 

the  matter  flowed  in  abundance,  author  of  that  word."    This  may 

and  I  had  then  to  rejoice  in  the  be  done  in  various  ways;  bat  there 

answer  of  prayer.  *  Truly  the  Lord  are  very  few  persons  indeed  who 

is  the  strength  of  my  heart,  and  will,  theoretically  and  professedly, 

will  be  my  portion  for  ever.'  and  while  they  are  conscious  that 

What  1  have  experienced  my-  they  are  doing  so,  act  in  this  man- 
self,  I  can, ,  with  confidence,  re^  ner.  .  I  think,  for  instance,  that 
commend  to  others.  Negliect  not  Unitarians  reject  the  record  of 
the  means,  despise  not  the  phy-  God  respecting  Jesus  Christ,  and 
sician,  but  look  unto  the  Lord  the  way  of  salvation  through  him; 
in  the  day  of  trouble; — pour  out  but  I  do  not  suppose  that  they 
your  heart  before  him.  Let  your  know  they  are  ^ing  so:  theyap- 
prayer  ascend  towards  his  throne,  pear  to  me  to  be  niisled  by  their 
and  lo(^  up  for  an  answer.  Let  false  reasonings,  and  by  their  pre- 
j^losophers  <— let  philosophising  judices  against  the  truth.  Dr. 
Christians  laugh-^let  them  employ  Priestley  is  said  to  have  asserted 
ridicule  —  all  the  saints  of  God  that  he  would  not  believe  the  doc- 
may  know  him  as  the  hearer  and  trine  of  the  atonement  even  if  it 
answerer  of  prayw.                 A.  irere  found  in  the  JKble.    Bnt  he 

July  4, 1882.  sinrdiy  did  not  mean  thathe  would 

aUsUl  rcnect  this  doctrine,  even  if 

God  were  to  tell  him  that  it  IS  true; 
ANSWER  to  A  OUERY.  }^t  that,  m  Ae  case  suRJOsed,  he 
*'THfiScripttu'es having  denounced  would  conclude  that  the  Scripture 
the  wratii  of  God  against  un-  eould  not  be  the  word  of  God,  a 
believers,  it  is  inqun-ed  whether  tihat  the  piWsages  whi<^  contained 
unbelief  (on  account  of  which  men  the  tenet  in  question,  lad  been 
are  the  subjects  of  this  curse,)  eorruptcd  or  forged.  Still  I  coo- 
consists  m  rejectmg  the  testimony  ceive  he  was  chargeable  witJb  the 
of  God  in  his  word,  admitting,  at  unbelief  which  is  condemned  m 
the  same  time,  that  God  is  the  the  Scripture,  he  did  not  bdieve 
author  of  that  word,  or  whether  it  the  record  which  God  has  given  of 
consists  in  disputing  the  divine  his  Son.  Perhaps  the  querist  te 
origin  of  the  Scriptures  ?  If  the  in  view  those  persons  who,  wtote 
latter,  how  is  it  that  unbeKef  they  profess  to  believe  the  divmi^ 
*  maketh  God  a  liar,'  since  it  of  the  Bible,  and  «e  ^J"*^ 
denies  that  he  has  spc&en ;  and  their  sentiments,  as  far  asiaej 
what  degree  of  evidence  is  lieces-  have  forttied  any,  iespectiH^dmne 
sary  to  the  crimfaiality  of  unbe-  tnsfth,  toe  stfllto  fromgivrngrta 
Kef  r— Cong.  Mag.  for  Jan.  1826.  cordial  iwj^titti  from  believing 

The  unbelief  whidi  is  so  fre-  with  the  heart  unto^righteoBsn^; 

quently,  so  awfiilly  ctondenitted  in  and  are  tfierefpre  daarg^me  ym 

the  Bible,  includes  both  the  kmds  the  unbdirf  which  excludes  ft«© 

whidi  are  qmcified  in  this  ^uery.  life,  and  ezpoaes  to  the.  ^^^ 

lAfSmnt  dmnmftffiices  may  cause  God.    The  fidlii  inquired  m  t» 
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Scriptures  appears  to  be  what  Dr.  thousaiid  times.  Now  it  would 
Dwight  has  well  denominated  eon*  be  easy  to  show  that  want  of  con- 
fidence in  the  moral  character  of  fidence  in  the  moral  character  of 
God  and  of  Jesus  Christ.     It  is  God  is  manifested  by  each  of  these 


habitaallj  and  practically  regard- 
ing Ihe  Divine  Being  and  the  great 
Redteraer,  whatever  they  may  re- 
veal, or  promise^  or  command,  c^ 
require,  worthy  of  entire  confix 
dence.  Now  the  unbelief  which 
makes  God  a  liar,  is  the  very 
opposite  of  this  trust  or  fkith. 
That  unbelief,  in  whatever  wav 
it  may  work,  in  whatever  form  it 
may  appear,  regards  Cxod  and 
Jesus  Christ,  as  unworthy  of  con- 
fidence, as  beings  on  whom  no 
dependanoe  can  be  placed,  at  least 
who  are  not  entitled  to  entire  de- 
pendanoe; it  therefore  implies  a 
distrust  of  his  moral  character. 
Now  all  the  three  classes  of  persons 
to  which  allusion  has  been  made— 
infidelsy  subtle  evaders,  or  per- 
verters  of  the  truth— and  those 
who  theoretically  receive,  and  yet 
practically  disregard  it,  are  charge^ 
able  with  this  unbelief.  All  these 
persons  are  influenced  by  the  same 
principle  differently  modified.  Per- 
haps it  depends  on  circumstances, 
such  as  tiie  education  which  men 
have  received,  the  connexions 
which  they  have  formed,  the  ob«- 
jects  to  wnich  their  attention  has 
been  directed,  the  leisure  which 
they  may  enjoy,  and  other  things 
of  a  similar  natare,  whether  unbe- 
lief works  and  manifests  itself  in 
the  form  of  infidelity,  of  deter- 


dasses  of  persons,  and  conse- 
quently that  they  make  him  a  liar ; 
treat  him  as  a  person  who  is  not 
entitled  to  entire  credit  and  de- 
pendanoe. I  shall  confine  myself 
to  the  first  of  them,  since  it  is  with 
regard  to  it  that  your  correspon- 
dent asks,  'VHow  is  it  that  un- 
belief makes  God  a  liar,  since  it 
denies  that  he  has  spoken  ?" 

God  has  attended  his  word  with 
that  degree  of  evidence  which  he 
deems  sufficient  fbr  the  conviction 
of  all  who  are  upright  in  heart 
He  has  positively  <kclared,  that 
all  who  will  impartially  examine 
the  Scriptures  must  be  convinced 
that  they  are  divine.  Jesus  Christ 
expressly  assures  us,  that  **  If 
any  man  will  do  his  wOl  he  shall 
know  of  his  doctrine  whether  it  be 
of  God;"  that  men  disbelieve  be^ 
cause  they  *'  hate  the  light  and 
love  the  darkness ;"  that  if  they 
*'  believe  not  Moses  and  the  pro- 
phets, neither  would  they  be  per- 
suaded, though  one  rose  from  the 
dead."  Infidels  say,  that  they 
have  examined  the  Bible,  and  the 
arguments  by  which  its  divinity  is 
supported,  and  that  its  evidences 
are  not  sufficient  to  convince  any 
impartial  man  that  it  is  the  word 
of  God.  They  maintain  that  it  is 
their  love  to  the  light,  their  zeal  for 
truth  which  induce  them  to  reject 


mined,  yet  ingenious,  evasion  of  the  Scripture :  but  that  if  one  were 

the  truth,  or  of  practical  inatten-  io  came  to  them  frtnn  the  dead  the 

tion  to  die  word  of  God.     We  falsehood  of  Jesus  Christ's  asseiv. 

may  easily  conceive  that  the  very  tion  would  soon  be  made  evident, 

same  person  who,  in  consequence  diey  would  then  believe  and  re- 

of  the  process  through  which  he  pent.     The  deistical  Gibbon,  in 

has  passed,  is  an  infidel,  would,  his  own  insidious  manner,  intro- 


had  his  education,  and  connexions, 
and  situation  been  different,  have 
been  a  Unitarian,  or,  in  a  third 
class  c£  drcumstimees,  a  woridly 
minded  orthodox  professor,  treat- 


duces  an  infidel,  challenging  the 
Christians  to  raise  the  dead  in 
only  one  instance,  and  then  he 
would  become  a  convert  to  their 
religion.     Here,  then,  infidels  are 


ing  the  testimony  of  God  with  as  directly  at  issue  with  the  Author 
much  practical  contempt  as  if  its  of  the  Bible.  They  expressly  con- 
ftlsdiood  had  been  deBumstrated  a    trscBct  him.    He  says  the  Serip- 
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tur^  is  worthjT  of  himself,  as  a  to  truth,  as  well  as  defective  in 

Bein^  of  infinite  perfection :  they  goodness,  and  that,  therefore,  he 

say   it  is  not.     He   declares  that  is  not  entitled  to  the  confidence  of 

the  Gospel  is  .worthy  of  all  accep-  his  creatures,  that  all  the  displays 

tation ;  they  say  it  diould  be  uui-  and  proofs  which,  by  the  works  of 

versally  reprobated.    He  says  that  nature,  he  has  given  them  of  his 

its  evidences  will  convince  every  perfections,    have  only   deceived 

unprejudiced   person,    every*  one  them.     In  this  way  too,  infidels 

who  attends  to  it  ividi  an  honest  make  God  a  liar, 

and  good  heart,  and  that  all  who  "  We  have  mathematical  evi- 

reject  it  will  be  justly  condemned  dence  for  this,"  says  the  eloquent 

for  ever;^they  say,  none  but  the  Saurin,    "  that  God  cannot  take 

weak,  the  superstitious,  the  priest-  pleasure  in  leading  men  into  error, 

ridden,  will  believe  the  folly  and  But  God  would  take  pleasuie  in 

absurdity  of  the  Bible.      If  the  leading  men  into  error,   if  after 

Scripture  then  is  a  divine  revela»  having  made  the  tnith   of  their 

iioHy  and  if  the  evidences  of  its  religion  to  rest  on  the  exist^ice  of 

inspiraiion  are  sufficient,    infidels  certain  facts,  which  are  suscseptible 

give  God  the  lie  in  the  most  direct  only  of  the  proofs  of  facts,  be  had 

manner.  They  cannot  escape  frqni  bestowed  on  imaginary  facts,  the 

the  charge.     And  in  addition  to  characters  of  truth  which  he  has 

this  they  charge  him  with  acting  impressed  on  such  as  are    real 

unjustly  and  tyrannically;   with  The     truth    of    our    reli^on  is 

reaping  where  he  has  not  strawed;  founded    on    these   fiu!ts;    Jesus 

requiring  faith  where  he  has  not  Christ  is  risen,  and  has  ascended 

afibrded  evidence.                          .  into  heaven :  but  this  exaltation  is 

It  may  be  said  too,  that  to  sup-  supported  by  all  the  evidence  ci 

pose  the  Supreme   Ruler  of  the  which  facts  are  susceptible.     If 

universe,  who  by  the  very  station  the  exaltatidn  of  Jesus  Christ  is 

which  he  fills,  is,  so  to  speak,  the  merely  imaginary,  God  has   per- 

natural  guardian  of  truth,  would  mitted  imaginary  facts  to  assume 

suffer  an  impo»tion  to  be  so  spe-  all  the  evidence  of  real  ones^    God, 

cious,  to  possess  so  many  of  the  therefore,  (on  this  hypothesis,)  be- 

genuine  characteristics  of  truth  as  trays  men   into  error.     But  we 

the  Bible  exhibits, — so  many,  that  have  matliematical  evidence,  that 

they  have  been  sufficient  to.  con-  it  is  impossible  for  God  to  betray 

vince  multitudes  of  the  wisest  and  men  into  errpr."     These  observa- 

best  of  men,  who  were  as  deeply  tions  deserve  tli^  serious  attention 

anxious  as  infidels  could  be  to  know  of  all  infidels.     The  Christian  reU- 

the  truth,  and  who  have  frequendy  gi<m  is  the  only  religion    in  the 

poured  out  their  whole  souls  to  world,  the  truth  of  whidi  is  inse*- 

him  in  prayer,  that  he  would  di-  parably  connected  with  wdil  at- 

rect  them,  while  they  were  lite-  tested,  facts,  the  only  one  which  a 

rally  seeking  for  it  with  as  much  strict  attention  to  the  laws  of  his- 

earnestness    and  perseverapce,  as  torical  evidence,  would  lead  us  to 

ever  a  miser  sought  for  gold ; —  receive.      We  can   believe  every 

to  suppose,  that  he  would  sufier  well  authenticated  fact  on  record, 

an  imposition  to  be  thus  circum-  respecting  Mahomet  or  Zoroaster, 

stanced   in  a  case  in  which  the  and  yet  prove,  that  they  were  both 

duty  and  the  eternal  interests  of  impostors ;  but .  it  is  impossible  to 

men  are  involved,  if  they  are  in-  do  this  respecting  Moses  or  Jesus 

volved  in  any  thing ; — ^if  diey  owe  Christ.     In  order  then  to  have  the 

any  duty,  and  have  any  eternal  semblance  of  a  refuge  from  the 

.interests,  is  in  effect,  to  assert  that,  charge  cf  making  ,G(^  a  liar«  infi- 

to  say  the  least,  he  is  indifferent  dels  ought  to  disavow  their  disbe- 
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lief  of  every  fact  recorded  in  the    would  indisputably  require  flus ; 


pages  of  history. 

.  To  the  second  part  of  the  ques-> 

tion,  "  What  degree  of  evidence  is 


nay,  it  would  not  be  difficult  to. 

prove,  perhaps   it   is  almost  too 

evident  to  need  proof,  that  it  would 


necessary  to  the  criminality  of  be  rational  to  act  in  this  manner, 
unbelief?"  I  answer,  that  degree  even  if  it  were  only  bareltf  posnhU 
which  would  render  it  barely  pro-     that  the  Bible  inighi  he  true.     In 


hahki  that  the  Scriptures  are  the 
word  of  God,  would,  doubtless, 
render  the  rejection  of  it  by  un- 
belief, in  any  of  its  forms,  criminal; 
and  the  criminality  would  be  pro- 
portional to  the  degree  of  the 
evidence,  connected  with  (I  had 
almost  said,  multiplied  by)  the 
importanca  and  urgency  of  the 
case,  the  impossibility  of  finding 
a  substitute  for  the  Bible,  if  it  be 
discarded,  and  the  difference  in 
the  consequences,  betwixt  receiv- 
ing and  rejecting  it,  on  the  sup- 
position that  it  should  prove  false. 
If  the  evidence  were  merely  pro- 
bable,  it  would  be  as  much  our 


every  point  of  view,  the  conduct 
of  infidels  is  indefensible.  .  No- 
thing but  complete  demonstratioa 
that  the  Bible  is  false,  could  render 
their  conduct  capable  of  tindica* 
tion  at  the  bar  either  of  reason  o^ 
of  self-love.  Volknb* 


BIBLICAL  CRITICISM. 

JAHN'S   HEBREW   BIBLE. 

GsNTLEifsif, — You  have  of  late 
occasionally  referred  to  Jahn's  He- 
brew Bible,  and  as  ,Mr.  Home's 
meritorious  work  on  Biblical  lite- 
rature give^  but  a  slight  notice  of 
that  edition,  perhaps  the  following 


duty  to  receive  the  Bible,  with  a  "^nef  sketch  of  its  distribution  and 

degree  of  faith  proportioned  to  contents,  which  was  handed  to  me 

that  probability,    as  it  U  now  to  ^Y  ^  J^ung  student  in  the  Hebrew 

embrace  it  in  the  full  assurance  of  language,  may  be  useful  to  soma 

faith.    As  the  Scripture  will  never  o^  your  readers.      It  should  be 


lead  us  to  embrace  any  depraved 
or  depraving  maxim  or  sentmient, 
or  to  perform  any  wicked  action  ; 


added,  that  the  text  is  well  printed* 
with  points^  and  that  the  poetical 
sections  are  metrically  arranged. 


as  it  enforces,  by  the  most  power-  i^^^>  I  believe,  a  German  Bene- 
ful  motives,  the  great  principles  of  ^^c^"*®  *'  ^r.  Dibdin,  in  his  recent 
truth,  and  integrity,  and  benevo-  Bibliographical  Tour,  erroneously 
lence ;  as,  if  we  resign  ourselves 
to  its  influence,  it  will  evi4ently 
lead  us  to  ^*  do  justice,  and  love 
mercy,  apd  walk  humbly  with  our 
God;**  as,  in  ordinary  circum- 
stances, we  can  lose  litde  by  em- 
bracing it,  if  it  is  iaise,  and /in 
every  case  must  lose  all  by  reject- 
ing it,  if  it  is  true ;  as,  if  it  is 
thrown  aside,  no  substitute  for  it 
can  be  found,  since,  if  it  does*  not 
afford  us  the  light  of  truth,  the 
world  is  completely  in  darkness ; 
— the  plain  inference  is,  that  if  the 
evidence  for  the  Bible  rose  to  only 
the  lowest  degree  of  probability, 
we  ought  to  act  as  if  it  were  evi- 
dently true,  and  carefully  to  regu- 
late our  lives  by  its  directions.  A 
wise  regard  to  our  own  interest 
CoNO.  Mao.  No.  59* 


calls  him  Hahn.  N.  Y. 

The  arrangement  of  the  Sacred 
Books  is  as  follows  :-— 

The  Pentateuch  occupies  the 
;first  volume  in  the  usual  order. 

The  second  volume  contains  the 
books  of  Joshua,  Judges,  Ruth> 
Samuel,  Kings,  Ezra,  £sthiV>  ond 
Nehemiah. 

The  Prophetic  books  are  ool- 
lected  into  the  third  volume  in  the 
following  order? — ^Amos,  Hosea, 
Micah,  Isaiah,  Joel,  Nahum,  Ha- 
bakkuk,  Obadiah,  Zephaniah,  Je- 
remiah, Lamentations,  Ezekiel, 
Daniel,  Haggai,  Zpchariah,  Jonah, 
Malachi. 

The  fourth  volume  contains  the 
Psalms,  Proverbs,  Job,  Canticles^ 
and  Ecdesiastes. 
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The   books   of  the  Chrdnides     Life  of  the  Rev.  H.  Martyn,  and 


are  scattered  through  the  first  and 
second  volumes^  bemg  placed  in  a 
sieoond  column  against  their  pa- 
rallel passages  intJie  other  historical 
books. 

Each  book  is  divided  into  greater 
or  less  sections,  to  which  is  pre- 
fixed a  short  analysis  of  their  con- 
tents. The  division  into  chapters 
is  preserved,  and  their  numbers 
noted  at  the  head  of  the  sections ; 
t)ie  numbers  of  the  verses  are  also 
raariced  in  the  margin. 

The  Masoretic  notes  which  are 
generally  added  in  the  margin  of 
Hebrew  Bibles  are  retained,-  ex- 


which  refer  to  his  journey  from 
Tebriz  towards  Constantinople, 
may  tend  to  illustrate  the  circum- 
fiftance  of  Joseph  and  Mary's  being 
accommodated  in  a  stable  at  Beth- 
lehem. 

'^  At  Shurror,  I  was  accommodated 
by  the  great  man,  with  a  stable  or  wmter- 
room;  for  they  build  it  in  such  a  strange 
vicinity,  in  order  to  have  it  warm  ia 
winter." — ^Lifc  of  Martyn,  p.  474. 

Again — '<  At  Ghanikew,  I  was  lodged 
in  a  stahte'Toom,  bnt  very  much  at  my 
etase,  as  none  of  the  people  of  the  vil- 
lage could  come  at  me,  without  passing 
through  the  house." — p.  487. 

<'  At  Mijingud,  i  took  up  my  quaiten 
at  an  Armenian's,  where,  in  the  ttMt- 
roomt  I  expected  to  be  l^  alone;  bat  a 


cept  a  very  few  which  relate  to 

the  accents,  and  mark  the  middle    ^^9^^.  y^"'*  °^«»'  «°  ?»«  .^•y  ^f 

rti_i  j^^-L         1        i*    Ecnmiazm,    gomg    on    pilgrimage   to 

of  a  book;  and,  for  the  sake  of    jvioosk,  where  John  the  Baptist  fe  snp- 

students,  they  are  all  expressed  at  -  posed  to  be  buried,  presuming  on  his 


length,  without  abbreviations  and 
wiuL  points,  and  many  are  besides 
accompanied  with  a  Latin  version. 
The  Jewish  criticisms,  which 
are  in  some  editions  added  at  the 
end  of  each  book,  are  here  omitted, 
being  of  no  use  to  Christian  rea- 
ders. The  more  important  va- 
rious readings  are  subjoined  to  the 
text,  and  in  some  more  difficult 
places,  aH  the  variations  that  could 
be  found  are  carefully  given.  The 
books  from  which  Uie  various 
readings  are  taken  are,  the  collec- 
tions of  de  Rossi,  Kennicott,  Mont- 
fiittcon,  Grabe,  Holmes,  and  Wal- 


assidttous  attentions  to  me,  oontrived  to 
get  a  place  for  himself  in  the  same 
room." — p.  490. 

<^  Arrived  at  Chiflick,  where  I  wu 
lodged  at  my  request  in  the  stable  of  the 
Post-house,  not  liking  the  tcrutitoMmg  m- 
jmdence  of  the  fellows  who  freqoent  die 
coffee  rooin." — ^p.  493. 

"  They  brought  me  to  an  open  venm- 
dah,  but  Sergius  told  them  that  I  want- 
ed a  place  in  which  to  be  atone.  This 
seemed  to  be  very  offensive  to  them . 
<  And  why  must  he  be  alone  ?'  they 
asked,  ascribing  this  desire  of  mine  to 
pride,  I  suppose.  Tempted  at  last  by 
mon^,  they  brought  me  to  a  ttabk- 
room.**'-'p,  495. 

Were  public  acoommodatioDs  in 
Judea  similar  to  those  in  Persia  or 


ton.     The  text,  which  is  that  of    Turkey?  If  so,  then  there  was  iio- 
Hooght,  is  only  changed  in  nine    thii^  unusual  or  degradii^  in  the 


or  ten  places,  in  which  many  other 
editions,  supported  by  many  and 
very  weighty  authorities,  had  gone 
before. 


%<%%^%i«^^r»^ 


ILLUSTRATION  OF  LUKE  ii.  7. 
It  appears  to  be  customary  in  the 


parents  of  our  Lord  bein^  lodged 
in  a  stable-nxmi.  On  the  oon- 
traiy,  as  a  place  of  anapaiadve 
quiet  and  privacy,  it  was  well 
adapted  to  the  circumstances  of 
Mary  at  the  time.  Or  if  the  inn 
was  so  crowded  as  to  render  her 
accommodation  in  a  separate  room 


East,  to  have  a  little  room  (parti-  impossible,  (which  is  the  fact  stated 

tioned  off)  in  the  stable,  which  is  in  the  passage)  what  other  remove 

used,  even  by  "  the  great,"  as  a  was  practicable  than  fixmi  the  sta- 

winter  room.  ble-room  into  the  stable  itself? 
The  following  extracts  from  the        Devon.  J.  B. 
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-     POETRY. 


THE  HEARJBit'S  SILENT  SABBATH. 


A  SILENT  Sabbath !  most  emphatic  mime ! 
I  never  felt  its  force  so  much  before : 
While  us'd  by  others,  I  esteem'd  it  tame. 
And  wonder*^!  how  a  Christian  should  deplore 
One  silent  Sabbath,  if  there  were  no  more 
Appointed  to  him  in  a  single  year  : 
One  from  the  number  seem'd  too  slight  a  soro, 
To  be  bewailed  by  either  sigh  or  tear ; 
But  now  I  feel  it,  'tis  indeed  serere. 

Thrown  from  its  course,  like  an  arrested  stream. 

Searching  for  outlets  in  a  circuit  wide. 

My  mind  expatiates  from  theme  to  theme ; 

But  rolls  to  none  in  one  collected  tide : 

Its  strength  still  weak'ning  as  its  waves  divide. 

It  only  spreads  to  sparkle,  or  expend 

In  flashing  vapour,  like  the  Falls  of  Clyde, 

Where  floods  which  fall  a  Cataract,  ascend 

In  clouds  of  foam,  unfixed  to  shape  or  end. 

Rainbows  may  glitter  on  the  empty  spray. 
And  range  their  halos  of  prismatic  light ; 
But,  fleeting  as  fantastic,  they  decay 
Often  by  day,  and  utterly  by  night : 
Thus  undecided  thought,  by  devious  flighty 
Cameleon-like  may  vary  in  its  hues ; 
Sometimes  be  lovely  ;  but  the  tinge  as  slight 
As  morning  sunbeams  upon  melting  dews : 
The  colours  vanish  while  tiie  gazer  views. 

While  my  Mind's  channel  was  the  sacred  bed, 
Whereon  «<  The  Sanctuary  Waters"  flow. 
Thought  roll'd  collected  of  itself,  or  sped 
Rejoicing  onward  underneath  the  glow 
Of  Ministerial  stars : .  content  to  owe 
For  light  and  guidance  to  the  Men  of  God. 
And  well  I  might  I  to  hear  thenif  is  to  know 
All  that  can  be  knovm  on  '^  the  narrow  road," 
And  all  that  should  be  shunned  upon  <<  the  broad." 

Left  to  myself— like  a  bewildered  lamb, 
Thouffh  lost  on  mountidns  of  luxuriant  green. 
Bleating  amid  the  bloom,  it  calls  its  dam, 
And  feds  as  lonely  in  the  lovely  scene. 
As  if  it  wandered  in  a  dark  ravine. 
Or  roam'd  a  wilderness  of  barren  sand :— ^ 
Mount  2iion  shines  not  with  its  usual  sheen ; 
Nor  breathe  its  flow'rs  so  delicately  bland. 
As  when  presented  by  a  Pastor's  hand. 

Habit  is  much  in  the  pursuit  of  truth, 
And  I  have  sought  it  in  "  the  House  of  God"—* 
Sought  it  as  eagles,  <<  to  renew  their  youth>" 
Select  the  Rock  of  theit  unfledg'd  abode ; 
And  perching  there,  as  when  they  gaz'd  abroad. 
For  the  first  time  on  the  effulgent  sun. 
Moult  till  their  wings  dismanUed  of  the  load 
Of  wither'd  plumage,  impotent^  and  dun. 
They  break  away  as  when  their  ^ht  begun* 
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Bom  and  bred  ap  on  Zion's  hallow'd  mounts 

I  lore  the  ejrries  of  my  early  davs, 

And  deem  it  nearer  to  the  Bacred  fount 

Of  light  Divine,  and  more  within  its  rays. 

Than  any  spot,  on  which  its  glories  blaze  : 

For  ihere^  '<  with  healing  in  their  wings"  they  shone. 

Warm  on  my  soul,  before  1  knew  the  ways. 

Where  meteor-error  flashes  and  is  gone — 

Like  fitful  splendours  in  the  Frigid  Zont. 

« 

Therey  like  the  Prophet's  senrant,  I  beheld, 
<'  Horses  and  chariots"  of  immortal  fire. 
In  which  the  Martyrs  of  the  Church  had  scal'd 
To  loftier  thrones  than  the  seraphic  quire, 
And  louder  hymns :  I  fdt  my  soul  aspire 
To  join  their  chorus,  and  to  share  their  crown  ; 
And  found  I  might,  vsithtmt  the  martyr's  pyre. 
Since  all  who  wore  it,  humbly  "  cast  it  down," 
To  sing  of  Jetu'i  bloody  and  not  their  own. 

There,  with  a  Shepherd  of  the  kindest  heart. 
That  erer  beat  within  a  human  breast, 
(His  art  was  nature,  and  his  nature  art,) 
In  pastures  green,  I  laid  me  down  to  rest. 
Or  rose  to  follow,  with  increanng  zest. 
His  gentle  footsteps  by  the  genial  rills . 
Pleas'd  to  observe,  that  blessing  he  was  blest. 
While  leading  us  .on  **  everlasting  hills," 
Where  faith  forgot  her  fears,  and  life  its  ills. 

There,  midst  a  flock,  diversified,  but  calm, 
I  cropt  the  verdure  of  eternal  spring ; 
Breathing  with  them  an  element  of  balm. 
Wafted  for  ever  from  the  waving  wing 
Of  the  celestial  dove  !  who  loves  to  bring 
The  sweetest  odours  to  the  simplest  fold. 
No  serpent  lurk'd,  insidious,  to  sting ; 
No  «  root  of  bitterness,"  nor  pride  of  gold. 
Made  breth'ren  distant^  or  disputers  bold. 

MiTIS. 


FROM  EDMESTON'S  SACRED  LYRICS. 

GAtATUNl  Vi.  1. 


Breaths  thoughts  of  pity  o'er  a  brother's  fall. 

But  dwell  not  with  stern  auger  on  his  fault  $ 

The  grace  of  God  alone,^holds  thte,  holds  aU, 

Were  that  withdrawn,  thou  too  would'st  swerve  and  bait. 

Lead  back  the  wanderer  to  the  Saviour's  fold. 
That  were  an  action  worthy  of  a  saint ; 
But  not  in  malice  let  the  crim^  be  told. 
Nor  publish  to  the  world  the  evil  taint. 

The  Saviour  suflers,  when  his  children  slide ; 
Then,  is  his  holy  name  by  men  blasphemed. 
And  he  afresh  is  mock'd  and  crucified. 
Even  by  those,  his  bitter  death  redeemed. 

Rebuke  the  sin,  but  yet  in  love  rebuke. 
Feel  as  one  member  in  another's  pain ; 
Win  back  the  soul  that  his  fair  path  forsook. 
And  mighty  and  etenxal  is  thy  gain ! 
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REVIEW  OF  BOOKS. 


IlluslratioHS  qf  Biblical  Literature,  composed  with  the  requisite  infor- 

exhibtting  the  History  and  Fate  mation  and  care,  could  not  fail  to 

of  the  Sacred  Writings,  from  the  command  attention.    We  envy  Mr. 

earliest    Period   to    the  present  Townley  his  choice  of  a  subject. 

Century ;  including  Biographical  and,  were  it  not  wrong,  we  should 

Notices  qf  Translators,  and  other  envy  him  his  success.      We  con- 

eminent  Biblical  Scholars,     By  gratulate   him  on  the  completion 

the  Rev,  James  Torvnley,  3  vols,  of  his  laborious  undertaking,  and 

8vo.-^London :  1821.  present    him  with    the    warmest 

The  literary  history  of  the  Bible  ^^^nks  of  the  religious  public  for 

presents  a  rich  and  extensive  field.  ^}^^  valuable  body  of  curious  and 

More  than  three  thousand  years  interesting     mformation,     which, 

have  elapsed  since  the  first  part  of  ^^^^  ^^^  P^"s  and  judgment,  he 

it  was  committed  to  writing,  and  ^^^   collected  together.     He  has 

during  this  long  period  it  has  b^n  ^^^   ^^    accessible    source   unex- 

consUntly  extending  its  circulation  plored,  and  he  has  made  the  best 

and  its  triumphs.     More  ancient  "^e  of  the  scattered  facts  of  ecde- 

than  the  most  celebrated  produc-  siastical  history  which  belong  to 

tions  of  Greece  and  Rome,  and  ^^  subject.     His  descnptions  of 

infinitely  more  valuable  than  all  manuscripts  and  editions  are  ex- 

the  sacred  and  classical  works  of  ceechngly  accurate,  and  many  of 

the  East  and  the  West,  in  every  ^^   bio^aphical   notices  uncom- 

age,  it  has  been  venerated  by  the  J^^^y  interesting.      From    some 

believer  for  its  divinity,  by  the  knowledge   of  the  ground    over 

philosopher  for  its  wisdom,  and  which  he  has  travelled,  we  can 

by  the  scholar,  for  its  style.     The  cordially    sympathise   with    him, 

character  of  sacredness,  which  is  when  he  says, 

stamped  upon  it,  has  sometimes  "  With  hardly  a  ray  to  guide  him 

exposed   it  to   danger,   but   more  ti^rough  the  untravelled  paths  of  the  dark 

/»  *^        ^1                  1  V  i^  affes  of  unorance  and  superstition,  he 

frequently  •secured  it  from  corrup-  Jig  ^^nA  over  many  a  ponderous  time, 

tion  and  ruin.     Its  history  is  the  hoping  to  meet  with  information  suited 

history  of  knowledge;  anditspro*  to  his  subject,  and  been  utterly  disap- 

gress  marks  the  steps  of  reUgion.  \?^f^^'  .v^^.^"'^^*"^  ^/ ?'°^?^S^ 

u   :n     ^    ^        -.u                'J              x»  history,  the  diversity  of  dates,  and  the 

It  illustr^s    the    providence   of  discordant  opinions  of  biographers,  in- 

Ood,  the  fates  of  the  church,  and  creased  his  labour,  hours,  and  sometimes 

the  character  of  the  world.     It  has  days,  have   been  spent  in  procuring  a 

passed  through  innumerable  hands,  bio^aphical  notice,  fixing  a  date,  ascer- 

k«-  U-.        *.iaj'a       11   1  taimng  the  author  of  a  version,  or  re- 

has  been  translated  into  all  Ian-  ^^^  ^^  ^pp,,^^^  contradictions  of 

guages,  and  exercised  the  pens  of  historical  details,  aad,  in  some  cases, 

the  most  learned  and  ingenious  of  without  effect.*' — Preface,  pp.  10, 11. 

oar  race.      The  blessings  it  has  The  work  is  divided  into  three 

conferred  on  men  are  in^culable.  parts.     The  first  is'  devoted  to  the 

It  has  saved  the  hardened  sinner,  period  from  the  giving  of  the  law 

and  comforted  the  despairing  mind,  to  the  birth  of  Christ.   The  second 

It  has  dispersed  the  shades  of  ig-  from  the  birth  of  Christ  to  the  in- 

noranoe,  illuminated  the  dark  re-  vention  of  printing;  and  the  last 

cesses  of    superstition,    and  hu-  from  that  epoch  to  the  present  cen- 

nianised  the  abodes  of  cruelty.     It  tury.     The  first  period  occupies 

is  destined  to  renovate  the  earth,  but  little  space,  and  the  last  occu- 

and  to  people  the  heavens.  pies  nearly  as  much  as  both  the 

The  history  of  such  a  book,  former.    The  two  last  periods  are 
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divided   into  cerituries,    and    ex-  ^^^TJ^tte^^^r ef^n V  or  t 
tensive    indices  .accompany    eacn  Enemies  the  Egyptians,  could  at  present/ 
volume.     It  would  have  been  an  xo  which  may  be  added  that  as  the  en- 
improvement  had  one  general  in-  graving  on  signete   was  P™^^y/y?; 
de^  been  made  to  serve  the  whole  ^^'^''-T/'^ra^^^^K 
Having  given  this  general  account  ^^^^^^^^  tue  characters.           .        ^. 
of  the  work,  and  our  opinion  of  its  «  ^  h^s  also  been  urged  against  this 
merits,  we  shall  proceed  to  the  ex-  hypothesis,   that  the  precept  by  which 
amination  of  it  in  detail,  and  shall  ^^^Jf -^^^^^^^^                           tl 
enrich   our  pages  with  some  ex-  ^^^.^  ^^^^  (j^^ut.  3,i.  20.)  pre- 
tracts  from  its  valuable  matter.  ^^^^  ^he  idea  of  a  people  already  well 
In  the  first  section   we  have  a  acquainted  with  the  art  of  writing.    To 
curious   and   extended   discussion  ^^^^  it  is  replied,  that  ej^a  if  this  o^^^ 
t.urjuu»    niixx                u«u^*;,.«l  «r,.i*  other  similar  injunction  be  taken  literally, 
on  the  origin  of  alphabetical  wri-  ^^^^  not,  as  is  more  probable,  figuratively, 
ting,  and  on  the  various  kinds  ot  ^^^  ^^ie  attention  demanded  by  the  divine 
writinff  material  which  were  em-  laws,  it  must  necessarily  refer  to  a  period 

nloved  in  the  earlv  afres.  Mr.  somewhat  future,  the  ongjnal  copy  of 
ployea   in  wie  cdrij^   ^^cs.  ^^  ^^   ^^^^ 

Townley  is  inclined  to  the  opmipn,  ^ch  Tr^K  must  be  subsequentiy 
which  has  been  defended  by  seve-  ^^^^  q^^  precept  itself  evidently  refers 
ral    eminent    writers,    that   Moses     to  the  time  of  their  residence  in  the  land 

was  the  first  person  who  employed  of  promise,^  ^"t'^SLrt  *aud  livinTi^ 

alphabetical   characters,    and  that  ^^^-^^e^^woddt^^fo^^ 

the  knowledge  of  them  was  com-  o_poJ^;nmty  for  certMn  Scribes  to  leam 

mUJiicated  '  to    him    by    God   on  the  art  of  alphabetic  writii^,  and  to  ac- 

Mount  Sinai.     It  is  a  curious  fact,  qnire  a  facility  in  *»~"^ti«J^  ^^ 

which  he  does  not  mention,  that  ^^f^^d"^^^  ^^^^^. 

the  law  of  the  ten  commandmeHts,  j^^,^  before  their  entrance  into  Canaaa, 

which  was  engraven  on  the  two  they  might  easily  be  furnished  by  the 

tables  of  stone  by  the  finger  of  Scribes  t»ith  «»pie»  °*  *«  7^  ."T 

God,  contains  all  4e  letters  of  the  P^l^lS^^^i^'SS^JS^f-rS^ 


Hebrew 
ter  that 


10  Teth  :   but  it  is  to  be  found  in  specting  the  explanations  of  the  Law,  or 

the  missing  clause  of  the  fifd.com.  ^^^J^-'tJ^^^^^ 

mandment,  "  That  it  may  be  (pio)  ^  ^j^^  'seventy  Elders,  might  originate  in 

well  with  thee/'  in  the  copy  of  the  ^^  information  communicated  by  the 

law  which  is  given  in  the  fifth  chap-  Jewish  legislator  to  certdn  PCT»o^»- 

ter  of  I^euteronomy    The  two  f^^^  Jected^r  t.e  V^^^^^^'^^T^ 

lowing  paragrmphs  contain  answers  J^truction."^pp.  7,  8. 
to  the  principal  objections  against  ^^^  ^^  ^^  ^^^^^  ^ 

this  hypothesis.  ^j^     the  different  substances 

«  To  this  latter  opinion  it  has  been  AT ,    ^         ^^  means   of  pre- 

ohgected  that,  '  alphabetic  wnting  must  empioyeu   w    vw  «,riniis. 

have  been  in  use  b^re  the  giving  of  the  serving  sentiment^  Plough  cunous. 

Law  at  Sinai,  since  Moses  had  been  gye  more  connected  witQ  general 

directed  before  that  time  to  write  an  biblioffraphv,    than  with   the  his- 
account  of  the  battle  witii  Amalek  in  o  3  the  Bible    We  are  not  di*- 

ftoofc,  and  also  to  write  tiie  names  of  tbc  ^^'^  ?*/***.  t'^I^JI^^ 

children  of  farad  upon  die  High-Priest's  posed  to  Wish,  however,  ttwt  to^ 

hTeaat'^l&Uyliketheef^amngsqfasignet,*  had   been   omitted;   and   the  101- 

To  which  it  has  been  replied,  *  that  both  J^^hlff  explanations,  of  some  COin- 

these  may  refer  to  a  fctnre^^^^^l  ^^n  terms,  wiU,  perhaps,  supply 

to  some  improvement  of   it,   whereby  *"""   •«**"«,  >  r        j  *^^ 

entire  words  were  denoted,  witiiout  being  mfonnation  to   some  <tf  our  r«»- 

resolved  into  their  simple  sounds.    The  ders. 

tot  might  also  be  a  prophefic  intimation         „  ^^,  ^^^  ^  ^^, 

.  to  Moses,  however,  not  underatood  by  *"  _^,^.i.  «_nio«id  the etmo- 

him  ^en  it  wm  ^Ten,  th«  he  should  ««*  ^  materials  employrt,  thee^ 
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logy  of  maoy  words  now  in  use  may  be 
traced.  Not  again  to  mention  Paper  from 
PapyruSj  or  Volume  from  Volvendo;    tbe 
very  word  Bible,  which  means,  by  way 
of  emineace,  the  Book,  is  derived  from 
the  Greek  word  Bibles,  or  BybUn,  a  book, 
but  which  originally  signified  the  inner 
bark  of  a  tree*    The  word  Book  is  also  de- 
rived from  the  Saxon  Boc  or  Bocce,  the 
Beech  Tree,   probably  from  tablets  or 
leaves  of  that  tree  having  been  used  for 
writing  upon.    Hence  also  the  term  Leaff 
applied  to  a  part  of  a  book,  and  the  use 
of  the  word  Stifle,  for  a  person's  manner 
of  writing." — p.  49. 

We  wish  the  author  had   said 
something  respecting  the  extent  to 
ivhich  the  ancient  Jews  enjoyed 
the  Old  Testament  Scriptures.  We 
doubt  very  much  whether  reading 
^as  a  common  attainment  in  Ju- 
dea.     The  possession  of  a  MS. 
copy  of  the  Bible  must  have  been 
limited  to  the  rich^  or  to  the  rulers 
of  the  people.     Perhaps  a  complete 
copy  was  not  always  to  be  found 
in  a  synagogue.     Henoe^  the  im- 
portance to  the  people  of  real  in- 
struction^ the  necessity  that  "  the 
prieist's  lips  should  keep  know- 
ledge," and  the  dependence  of  the 
multitude  on  those    who  sat  in 
Moses'  seat.     We  question  whe- 
ther the  traditions  of  the  elders 
i^ould  have    had  such  influence 
over  the  people,  had   they  been 
generally  able  to  read,  and  gene- 
rally possessed  of  the  word  of  God. 
The  most  effectual  counterpoise  to 
clerical  domination,  is  the  general 
circulation  of  the  Bible.     Had  this 
been  enjoyed  by  the  first  Christians, 
Jie  darkagesof  Christianity  would 
lever   have  occurred;  and  while 
:here  is  a  free  press,  an  intelligent 
people,  and  a  power  to  circulate 
he  Bible  iii  the  world,  the  recur- 
ence  of  a  period  of  general  apos- 
acy    and  superstition  can  never 
ake  place. 

Xhe  account  of  the  Septuagint, 
iven  by  Mr,  Townley,  is  chiefly 
xtracted  from  the  history  of 
iristeaa.  He  remarks  oh  the  fa- 
ulous  statements  of  this  narra^- 
ire^  but  considers  it  as  containing 
le  general  fact.  We  are  much 
[sposed  to  receive  Mr/Hamilton's 
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account  of  the  origin  of  this  cele- 
brated version  as  given  in  his  in- 
troduction to  the  Scriptui^es ;  and 
to  which  we  refer  those  who  may 
think  with  ourselves,  that  Mr. 
Townley^s  account  of  the  Septua- 
gint is  rather  meagre.  We  wish 
he  h^d  entered  a  little  into  the 
merits  of  the  version  itself,  for 
which  he  had  so  very  favourable 
an  opportunity.  It  is  very  une- 
qual. The  Pentateuch  is  well  trans- 
lated; the  other  books  are,  upon 
the  whole,  inferior.  They  are  all 
very  literal,  but  they  have  been 
executed  with  various  degrees  of 
skill  and  accuracy.  Isaiah  is  very 
bad,  and  Daniel  is  from  the  trans- 
lation of  Theodotion.  Only  the 
five  books  of  Moses  seem  to  have 
been  executed  at  the  request  of 
Ptolemy;  the  other  books  were 
done  at  different  times;  and  the 
whole  w^s  completed  perhaps  an 
hundred  and  fifty  years  before  the 
Christian  era.  A  knowledge  of 
the  Greek  of  the  Septuagint  is  of 
immense  importance  to  the  biblical 
scholar,  and  will  do  more  to  enable 
him  to  understand  the  New  Tes- 
tament, than  the  most  intimate 
acquaintance  with  all  the  classics 
of  Greece.  Were  the  days  and 
nights  of  our  theological  students 
more  devoted,  to  this  important 
book,  we  are  satisfied  that  the 
benefit  derived  from  it  would  soon 
appear  in  the  greater  accuracy  of 
their  sentiments,  and  the  precision 
of  their  public  instruction.  We 
were  much  interested  in  the  notice 
given  by  Mr.  Townley,  of  Cyril, 
the  Patriarch  of  Constantinople, 
by  whom  the  Alexandrine  MS.  of 
this  invaluable  version  was  sent 
to  our  Charles  I.  Our  readers 
will  thank  us  for  marking  room 
for  it. 

**  The  tragical  fate  of  Cyril  Lucar,  who 
presented  the  Alexandrum  Manuscript  to 
King  Charles  I.  demands  the  tear  of  sym- 
pathy from  every  pious  and  candid  lover 
of  literature  and  religious  liberty.  A 
native^  of  Crete,  educated  at  Venice,  and 
extensively  learned,  he  was  successively 
Patriarch  of  Alexandria,  and  Constanti- 
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nople.  In  his  younger  days  he  had 
travelled  over  a  considerable  part  of 
£uropc,  and  understood  not  only  the 
Greek,  Arabic,  and  Turkish  languages, 
but  also  the  Latin  and  Italian.  Possess- 
ing a  mind  superior  to  the  slavish  condi- 
tion of  his  country,  be  formed  various 
plans  for  the  promotion  of  the  common 
cause  of  Christianity,  and  the  particular 
church  under  his  care.  He  collected  an 
excellent  library,  which  he  furnished 
with  the  choicest  manuscripts ;  the  Alex' 
andrian  MS.  was  one  of  them.  He  also 
patronized  a  Greek,  named  Nicodemus 
Metaxa,  who  had  resided  some  years  in 
England,  and  who  having  learnt  the  art 
of  printing,  had  procured  a  printing-press 
and  types  from  London;  and  employed 
him  to  print  catechisms  and  other  books 
for  the  instruction  of  the  Greeks,  in  the 
principles  of  their  religion.  With  the 
same  benevolent  design  of  aiding  the  in- 
terests of  religion,  he  promoted  an  edi- 
tion of  the  New  Testament  in  the  Veimacu' 
lar  Greek,  undertaken  by  Mascimus  CaUio- 
folituSf  at  the  instance  of  Cornelius  Haga, 
the  Dutch  ambassador  at  Constantinople, 
and  printed  at  Geneva  in  1638,  in  4to. 
To  this  edition  he  wrote  a  preface,  in 
which  he  vindicated  the  propriety  of 
translating  the  Scriptures  into  the  vul- 
gar tongnes,  and  the  right  of  all  persons 
to  read  them.  ^With  the  utmost  libe- 
rality he  also  forwarded  the  designs  of 
Dr.  Pocock,  and  other  learned  men,  who 
visited  Constantinople,  in  order  to  acquire 
a  more  extensive  and  accurate  knowledge 
of  the  languages,  customs,  and  literature 
of  the  East. 

'*  During  his  travels,  his  inquiries  had 
been  directed  to  the  disputes  between  the 
Romish  and  Reformed  Churches;  the 
result  of  which  had  been  an  attachment 
to  the  doctrines  and  ^discipline  of  the 
latter ;  he  therefore  now  ventured  upon 
the  bold  step  of  printing  at  Constantino- 
ple, a  dmfession  of  the  FctUh  cmd  Doctrines 
of  the  Greek  church,  dedicated  to  the 
English  monarch,  Charles  I.  He  also 
conceived  the  design  of  reforming  the 
Greek  church,  and  rendering  its  doctrines 
and  ritual  nioire  scriptural.  He  occa- 
sionally attended  public  worship  in  the 
British  ambassador's  chapel,  and  even 
undertook  to  be  godfather  to  the  infant 
son  of  Sir  Peter  Wych,  who  was  named 
Cyril,  after  the  patriarch. 

'*  His  attachment  to  the  Reformed 
Church,  and  correspondence  with  its 
learned  members,  exposed  him,  however, 
bi)t  too  fatally  to  the  machinations  oC  his 
determined  enemies.  For  nearly  20  years, 
the  Jesuits,  aided  by  the  credit  and  injBu- 
cnce  of  the  French  ambassador,  perplexed 
and  misrepresented  him.  In  this  nefa- 
rious business,  his  adversaries  were  as- 
sisted by  the  stratagems  of  some  perfi- 


Berea,  a  man  of  a  dark,  malignant,  and 
violent  spirit.  Sometimes  he  was  repre- 
sented as  the  enemy  of  Islamism,  and  his 
arguments  in  defence  of  the  divinity  of 
Christ,  as  blasphemy  against  Mohammed; 
at  others,  as  employing  the  Greek  piCA 
for  the  purpose  of  circulating  inflamma- 
tory and  seditious  publications.  At  one 
time  he  was  deposed  ;  at  another  heavily 
fined;  but  the  influence  of  the  British 
Government,  and  the  exertions  of  its 
ambassadors,  shielded  him  from  the  ulti- 
mate designs  of  his  enemies,  till  the  fatal 
deed  was  effected  by  Bairam,  a  badiaw, 
in  1638. 

<^  Bairam,  being  a«  favourite  of  the 
Grand  Seignior,  and  bribed  for  tiie  par- 
pose,,  took  advantage  of  the  Grand 
Vizier's  absence,  to  persuade  the  Sol- 
tan  Mardd,  then  on  Ids  way  to  the  siege 
of  Bagdat,  that  the  death  of  CYHiL'was 
necessary  for  the  safety  of  the  state. 
An  order  was  immediately  signed  for  his 
execution,  and  sent  to  the  Governor  of 
Constantinople,  who  apprehended  and 
confined  him  in  one  of  the  castles  on  the 
Bosphorus ;  and  afterwards  on  the  27th 
of  June,  delivered  him  to  a  band  of 
Janizaries,  to  execute  the  sentence  of 
the  Sultan.  The  venerable  patriarch  was 
then  carried  out  to  the  sea,  as  though  he 
was  to  be  again  banished ;  but  sourcely 
had  they  quitted  the  shore,  before  he  per- 
ceived they  intended  to  take  away  his 
life,  and  kneeling  down,  prayed  with 
great  fervency  and  recollection;  whilst 
the  Turkish  officers  inhumanly  icstdted 
him,  and  fastening  the  bow-string  round 
his  neck,  strangled  him;  then  stripped 
him,  and  threw  his  body  into  the  sea, 
which  being  driven  to  the  shore,  was 
buried  by  his  friends.  The  rage  of  his 
enemies  pursued  him  to  the  grave,  they 
dug  up  his  corpse,  and  again  cast  it  into 
the  sea:  it  wis,  however,  recovered  a 
second  time,  and  buried  in  a  Greek 
chapel,  on  a  sniall  .island  over  against 
the  bay  of.  Nicomedia,  from  whence  it 
was  afterwards  brought  to  Constantino- 
ple, and  decently  interred.  Such  was 
the  end  of  the  great  and  good  CvRa 
Lucar;  whose  piety  and  sufferings  wiU 
endear  his  memory  to  distant  genera- 
tions!"—pp.  64—67. 

The  first  chapter  of  the  second 
division  of  the  work,  embraces  the 
first  three  centuries  of  the  Chris- 
tian era.  It  contains  statements 
respecting  the  books  of  the  New 
Testanfent — ^the  autographs  of  the 
sacred  writers — the.  Syriac,  Latin, 
Sahidic,  and  Coptic  versions^  and 
various  other  subjects  connected 
with  these  topics.     Had  it  been  at 


dious  Greeks,  particularly  CyrU,  Bishop  of    all   compatible  with  the  plan  and 


views  of  Mr.  T.,  we  should  have  of  divUiaaon,  forbide  the  Lott  ^  tbf 

liked  that  he  had  gone  hito  the  ^Tlt'^^^^J''^  caUed,  adding,  ^  Let 

_v        .             ,          »P    ^  .-t           ,  all  thugs  be  done  in  the  ntune  of  the 

Character  and  merits  of  the  early  Loyj.*    3ut  thc^  ordinances  gradnally 

commentators  on   the  Scriptures^  became  slighted,  ^or  we  find  the  practice 

«fid  thoae  of  the  middle  ages.    He  affftin  notice^  and  condemned,  in  a  copir 

has   spoken    very    ftilly    of   the  <u^»3/,  or  edict  of  qharlemi^ne^ 

-...^     *r*'             J  !tf    1     •        i?^L  In  the  twelfth  centnjry,  tpis  mode  of  divi- 

superstitions  and  fooleries  of  these  ^u^n  vas  adopted  is  a  means  of  dis- 

periods  ;  but  the  other  discussion  covering  heretical  opinions  !     One  Ptter 

^ould  have  been  more  useful.  The  of  Thoulouse,  being  accused  of  heresy,  an4 

commentaries  of  the  fathers  and  l»<iving  denied  it  upon  oath,  ajxjrson  who 

^^1^1               ».                  _A             1  stood   near,   took  up  the  Gospels,  on 

schoolmen,    discover  not  merely  ^^ich  bp  hid  sworn,^nd  openi^  them 

the  partjicular  talents  of  the  men,  guddenly,  the  first  words  he  lighted  uppn 

they  exhibit  the  spirit  of  the  age,  were  those  of  the  denl  to  our  Saviour, 

and    they  continued   to    have  a  (Mark  i.  24.;    *  What  have  we  to  do 

»wM»^<»4*nt  :•./]. .^^^»  ^^.^  ->iv«.  4.k^  ^"tn  "««>  t»»ou  Jesus  ol  Naaavdh  ?* 

powerful  mfluence,  even  after  the  y^^^  ^     ^  ^^^^     ^^^^  ^^^ 

reformation.     The  "  Uutaria  In-  with  such  a  heretic,  '  who  indeed  had 

terpretaiumis  Librarum  Sacrorum/''  nothing  to  do  with  Christ!  I' 

of  Rosenrauiler,    (a  book  which  "  ^'''^  of  Aum,  who  founded  the 

VTA  A^  M^  ^k.«Mr2  HiT.  nrA»««i<>«r  oroor  of  FranciscaM,  in  12iio,  nys  of 

we  do  not  observe  Mr.  Townley  ^^^^^^  ^^^^  ^^  was  tempted  to  have  a 

to  quote,)  would  have  rendered  ^oofc,  but  as  this  seemed  contranr  to  his 

faim  the  most  important  assistance  vow,  which  allowed  him  nothmg  but 

on  thia  topic.     The  eztoisive  and  ^^^^»  ^  ^^^*  *^  *<»^>  ^"^  ^  ^°*^  <fnecetr 

accurate  mformation  of  this  work,  %  {«'y» '^^'^ ;  ^  f^  P^7^»  .!?*^ 
J  .^   ,  .     ''****^"*'"  *'*  •*  "            'to  the  Gospel,  and  meeting  with  that 

and  Its  highly  enhghtened  reason-  |»ntence,  *  It  is  given  untoyou  to  know 

JUgs^.  Eender  it  WorAy  of  bcpn^  the  mysteries  of  the  kingdom  of  heaven, 

naore  exlemaively  known  than  it  u  ^"^  to  them  it  i^  not  given;'  TMatthew 

in  this  country.     The  present  race  ^H;  ^^'^  conduded  that  he  Aould  do 

x»  !^   wit'ii* jr.      A  w  |M«wui.  *m^  ^^jj  ^^^^^^^  without  books,  and  suffered 

at  thec4<^ans  are  not  so  mmutely  none  of  his  followers  to  have  so  much  as 

ac(|iiainted  widi  the  wgrks  of  Je^  a  Bible,  or  Breviary,  or  Psalter ! ! 

xome  and  Origen,  Augustine  and  "  BibUonumcy  was  also  practised,  not 

Chrysostom,  as  those  of  a  former  ^°J7.^  ^^.  "^"^J.  ejcuj^*"^  of  life, 

y  J,      rrt/.    .         .              J       1  Ai^d  by  pnvate  mmviduals,  but  by  the 

period,     lliis  la  not  very  deeply  highest  dignitaries  of  the  church,  on  the 

to  be  regretted  ;  but  an  |u:quaint«  most  public  occasions,  and  particularly 

ance  w^th  their  peculiar  sentiments  ^^  ^  eUctUm  of  bUhojn.   When  a  bishop 

and  respective  tocts,  is  desirable  ^"  to  bedected,  it  was  customuyto 

. '      ^     X      -^  _^        1    •  appomt  a  fast,  usually  for  three  days ; 

as  an  important  pait  of  ecdesias^  afterwards  the   Pfealmi,  the  Epistles  of 

tical    bl8tc«7»       The    ibolish    u^  St.  Paul,  and  the  Gospels  were  placed' 

whic^    was    frequently    made    ii£  ononesideof  the  altar,  and  small  billets, 

the  Bible,  is  fllustrated  by  various  "^  *^«  T^Sf  ^^  candidates  upon 

/».!              ..        i»T>M-T  them,  on  I  the  other:  a  child  or  some 

uiatances  of  the  |)ractice  qf  Biblio-  ^ther  person  then  drew  one  of  the  billets, 

man^^  a  JSVipenslitiaii,  like  jpoany  and  the  candidate  whose  name  was  upo^ 

sthens,  borrowed  &ok^  uncient  pa^  it,  was  declared  to  be  duly  elected.   On 

yaTiigi¥i^                                               '  one  of  these  occasions,  St.  Euvert  caused 

'^          •                    ^  a  child  to  be  brought,  which  had  not 

**  Superstitious  as  this  practice  was,  yet  learned  to  sp^ ;  he  then  dkiected 

t    nevertiiekss  gained   ground  by  the  the  infant  to  tak«  up  one  of  the  billets, 

lountenaace  of  certfun  of  the  clernr,  the  littie  innocent  obeyed,  and  took  up 

ome  of  whom  permitted  prayers  to  be  one  on  which  tiie  name  of  St.  Agnan 

ead  in  the  churches  for  this  very  pur-  was  inscribed,  who  was  proclaimed  to  be 

ose^     Others,  however,  endearotn^d  to  elected  by  the  Lord.    But  for  the  more 

uppreasit,  for  in  the  council  of  Vamies,  general   satisfaction    of  the  multitude, 

eld  A  JD.  46^,  it  was  ofduned,  <<  That  Euvert  consulted  tiie  Sacred  Volumes. 

'-boerer  of  the  clergy  or  laity  should  be  Oo^opening  the  Psalms,  he  read,  <  Blessed 

elected  in  the    practice    of  this    art,  is  the  n^n  whom  thou   choosest, .  and 

lonld  be  cast  out  of  the  communion  of  causest  to  approach  unto  thee,  that  he 

techutdkk."   Ia506,  theQOoncilof  Agde  jnay  dwell  in  thy  courts.'    IntheEpis- 

«ewed  lihe  doovee ;    a«d  in  578,  the  ties  of  St.  Paul  he  found  '  Other  founda- 

^uocil  of  Ausci^rBe,  amongst  other  kipds  tloA  can  ftp  man  lay,  tlkftn. t^^t  ^at  is  laid, ' 
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which  is  Jesus  Christ/    And  in  the  Gos-  it  w^s  transmitted  to  Prague,  for  secmtty. 

pels  he  opened  upon  the  words,  *  Upon  Subsequently,  Count  Konigsmark  took 

this  rock  I  ^11  build  my  church,  and  this  city  by  storm,  when  it  came  mto  the 

the  gates  of  hell  shall  not  prevwl  agiunst  possession  of  the  Swedes,  and  afterwards 

it '    These  testimonies  were  accounted  enriched  the  library  of  Holme.     After 

decisive  in  favour  of  Agnan,  all  the  suf-  Ijing  some  time  in  the  Ubrary  erf  Queen 

frages  mste  united,  and  he  was  phiced  in  Christina,  it  suddenly  disappeared,  with- 

the  episcopal  chair  of  Orleans,  amid  the  out  any  one  being  able  to  account  for  the 

acclamations  of  the  people.    A  simUar  loss,  and  was  again  brought  to  light  m 

mode  was  pursued  at  the  installation  of  the  Netherlands.    Some  hare  supposed 

abbots,  and  the  reception  of  canons."—  that  Isaac  Vosslus  received  it  as  a  pre- 

rm  114—116.  sent  from  the   Queen,  others   that  be 

^P-  "  brought  it  away  by  stealth.    The  bitter 

The  Gothic  version  Vfaa  made  is  the  more  probable,  since  during  tlie 

during  the  fourth  century     The  -^»  ^t  St^L^pSS^ 

Vulgate  Latin  was  then  also  new  ^^         ^^^^^  ^^^  ^^^^^  ^^y  ,^y 

modelled  by  Jerome.     The  Ethio-  ^^^  y^q^^  g^^  mss.    The  recoUection 

pic  version,   too,   seems  to  have  of  these  literary  depredations,  is  perpc- 

been  made  about  this  period.  The  tuated  by  a  curious  <^oWf^^,f^^ 
uccii  uiauc  cw^               f  Vossuma,    still   preserved  m  the 

foUowmg  IS  Mr.  Townle/s  account  i\^;^atUyden,  and  supposed  to  have  ' 

of  the  Gothic  Codex  Argenteus : —  \^^  stolen  by  him  whilst  in  Sweden. 

.        .,.„.„  Puffendorf,  journe^ng  through  HoUand, 

«  Of  this  important  version,  the  prin-  .^  jggg.  found  it  in  his  possession,  and 
cipal  remains  are  contamed  in  the  famous  ^ased  it  for  Count  de  la  Gardic,  for 

Codex  Argenteus,  or  Stiver  Book,  a  J^  rix.d<rfiara,  (Coxe  says  ^^250.)  who 
MS.  preserved  in  the  library  of  the  Uni-       ^^^^^  it  to  the  royal  library  at  Upsal, 

versity  of  Upsal,  m  Sweden.    It  is  im-  ^^^^  .^  ^^^  remwns."— pp.  140, 141. 
pressed,  or  written,  on  very  fine,  thin, 

smooth  vellum,  of  a  quarto  form,  and  rj^  Armenian  translation,  which 
nnrnle  colour,  thoujrh  some  sheets  have         *"«*****"  '         ^r 

K^kK "  ail  has  received  the  La  Croze  pronounces  the  queen  of 
nune  of  Argenteus,  from  its  Silvar  Let-  versions,  was  made  in  the  D^m- 
ter«;  but  the  three  first  lines  of  the  Gos-  ^ing  of  the  fifth  Century.  Its 
pels  of  St.  Luke  and  St.  Mark^  im-    g^tho,  ^^g  Miesrob,  Secretary  of 

KL'^^U"t"7oi:?;o'^*ros?yo:  state  to.  Arsaces  IV.  cf  Amenia. 

bably  be  found  to  be,  were  they  stiU  in  In  the  Sixth  century,  the  Fhiloxe- 

existcnce.     When  the  commencement  of  jjj^n  Syriac  version    was    formed 

a  section,  or  capitulary  takes  place  at  the  fey  phiJoxenus,   Bishop  of  Hiera- 

beirinning  of  the  line,  the  whole  is  dis-  J            au^.,«.  lu^  o««n>^  r^^^ruX  thp 

StSdshed  by  golden  characters;  but  if  pohs.     About  the  same  penod  the 

in  the  middle,  or  any  other  portion,  such  Scriptures  were  translated  into  tfie 
part  of  a  line  only  is  thu^  splendidly  oma-  language  of  Georgia.  The  Arabic 
mented.    The  beginning  of  the  Lord's    ^^^^{^  ^^g  made  in  the  eighth, 

l^'Siot^^^f^^ll^^'  -d  the  Slavonbn  in  the  ninth 

nately  it  has  suffered  several  mutilations,  centunes.    The  baxon  Crospels  ap- 

It  is  supposed  to  have  been  the  property  peared  about  the   tenth  century, 

of  Alaric,  king   of  Thoulouse,  whose  and  tMirts  of  the  Enirlish  Scriptum 

kingdom  and  pala^  wtereplund«^^^  beffanto  appear  in  Uie  twelfth  and 

destroyed   by     Chlodovic,    (commonly  i^gau  w  »j/4«-» 

named  Clovfs,)  in  the  year  W  ;  or  of  thirteenth.      Of   aU   these,   their 

Amalaric,  whom  Childebert  overcame  in  authors,  where  they  could  be  dis- 

battle,  in  the  year  531.    For  many  cen-  covered,    and    the    circumstances 

LTn;Lte^4^r^e^n,Tn"^^^^^^^^^  ^T^^'i^  ^Z    ^JS^^f 

where  it  was   discovered  in  1597,  by  and  the  first  printed  editions  of 

Anthony  Marillon,  who  extracted  a  few  them,  a  full  account  is.  given  in 

passages,  which  were  inserted  in  a  *  Com-  ^.j^^  u,g^  volume  of  this  work.    The 

mentaiy  On  the  Gothic  Alphabet,  pub-  ^^.^^^  :,  -o'verv  diversified  and 

lished  by  Bonaventura  Vulcanius.    Soon  '^f^^f/^  ^^  ^tc  ;         T^  u!«! 

afterwanis,  Arnold  Mereator  observed  it  miscellaneous,  that  we  tad  it  im- 

in  tiie  same  library;  and  transcribed  a  possible  to  give  a  distinct  view  rf 

few  verses,  which  Gruter  gave  to  the^  |f  ^^  q^j  bounds  do  not  admit  rf 

world  in  his  *  Inscriptiones  Antiquae.  the  extracts  which  would  be  nece»- 

When  that  district  was  ravaged  by  the  ^^^  exiracts  wmuu  wuiuu  u^ 

trienmal  war,  in  the  seventceSh  century,  sary.     It  will  perhaps  relieve  the 
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dulness  of  oar  abstract^  and  throw 
a  little  light  on  the  ciarkness  of  the 
dark  ages^  to  extract  the  following 
amusing  account  of  the  feast  of  the 
ass ;  and  the  delectable  verses  in 
which  Asinine  virtues  were  cele- 
brated by  bishops  and  dergy  in 
holy  places.  We  shall  only  give 
the  literal  version  of  the  half  Latin^ 
half  French  in  which  these  brutal 
praises  were  originally  sung. 

*'  Of  the  deplorable  state  of  religion, 
and  of  jthe  wretched  superstition  that 
reigned  in  this  ai^d  seTeml  succeeding 
ceutuiies,  no  other  proof  need  be  adduced 
than  that  of  the  Fbasi'  of  the  Ass,  cele- 
brated in  several  churches  in  France,  in 
conunemoration  of  the  Virgin  'Mary's 
JUght  into  Egypt,    This  festival  was  cele  • 


brated  at  Beauvais,  on  the  14th  of  Janu- 
ary. They  chose  a  beautiful  young 
woman,  whom  they  richly  attired,  and 
placed  a  lovely  infant  in  her  arms, 
she  then  mounted  an  ass  richly  capari- 
soned, and  rode  in  procession,  followed 
by  the  bishop  and  clergy,  from  the  cathe- 
dral to  the  church  of  St.  Stephen,  where 
she  was  placed  near  the  altar,  and  high 
mass  commenced.  Instead,  however, 
of  the  usual  responses  by  the  people, 
they  were  taught  to  imitate  the  braying 
of  the  ass ;  and  at  the  conclusion  of  the 
service,  the  priest,  instead  of  the  usual 
words  with  which  he  dismissed  the  peo- 
ple, brayed  three  times,  and  the  people 
brayed  or  uttered  the  imitative  sounds 
Hinkam,  Hinham,  Hinham!  During  the 
ceremony,  the  following  ludicrous  com- 
position, half  l^atin,  half  French,  was 
sung  with  great  vociferation,  in  praise  of 
the  ass: 


Orientis  partibus 
Adventavit  asinus ; 
Polcher  et  fortissimus, 
Sarcinis  aptissimus. 

Hczy  Sire  Asnes,  car  chantez ; 

Belle  bouche  rcchignez ; 

Vons  aurez  du  foin  assez 

Et  de  r  avmne  a  piantez. 

JLientus  eirat  pedibns. 
Nisi  foret  baculus ; 
£t  eum  in  clunibus 
Pungeret  aculeus. 
Hez,  Sire  Asnes,  &c. 

Hie  in  coHibus  Sichem, 
Jam  nutritus  sub  Ruben  i 
IVansiit  per  Jordancm, 
Saliit  in  Bethlehem. 
Hez,  Sire  Asnes,  &c. 

Ccce  magnis  auribus ! 
Subjngalis  filius ; 
Asinus  egregius, 
Asinonim  dominus ! 
Hez,  Sire  Asnes,  &c. 

Saltu  viucit  hinnulos, 
llamas  et  capreolos. 
Super  dromalarios 
Velox  Madianeos. 
Hez,  Sire  Asnes,  &c. 

Aurum  de  Arabia, 

Thns  et  myrrham  de  Saba, 

Tulit  in  ecclesia 

Virtus  asinaria. 

-    Hez,  Sire  Asnes,  &c. 

r>um  trahit  vehicula 
Multa  cum  sarcinula, 
lUius  mandibula 
Dura  terit  pabula. 
Hez,  Sire  Asnes,  &c. 

Cum  aristw  hordeum 
Come^t  et  carduum ; 
Triticom  k  paiea 
Scfregat  in  aisea. , 
Hez,  Sixe  Asnes,  &c. 


TRANSLATION. 

From  the  country  of  the  East 
Came  this  strong  and  handsome  beast : 
This  able  ass  bevond  compare. 
Heavy  loads  and  packs  to  bear. 

Now,  Seignior  Ass,  a  noble  bray ; 

That  beauteous  mouth  at  large  display ; 

Abundant  food  our  hay4ofts  yield, 

And  oats  abundant  load  the  field. 

True  it  is,  his  pace  is  slow. 
Till  he  feel  the  qmck'ning  blow ; 
Till  he  feel  the  urging  goad. 
On  his  buttock  well  bestow'd. 
Now,  Seignior  Ass,  &c. 

He  was  bom  on  Shechem*8  hill ; 
In  Reuben's  vales  he  fed  his  fill ; 
He  drank  of  Jordan's  sacred  stream. 
And  gamboled  in  Bethlehem. 
Now,  Seignior  Ass,  &c. 

See  that  broad  majestic  ear ! 
Born  he  is  the  yoke  to  wear : 
All  his  fellows  be  surpasses  I 
He's  the  very  lord  of  asses  I 
Now,  Seignior  Ass,  &c. 

In  leaping  he  excels  the  fawn; 
The  deer,  the  colts  upon  the  lawn ; 
Less  swift  the  dromedaries  ran, 
Boasted  of  in  Midian. 
Now,  Seignior  Ass,  &c. ' 

Gold  from  Araby  the  blest, 
Seba  myrrh,  of  myrrh  the  best. 
To  the  church  this  ass  did  bring . 
We  his  sturdy  labours  sing. 
Now,  Seignior  Ass,  &c. 

While  he  draws  the  loaded  wain. 
Or  many  a  pack,  he  don't  complain  : 
With  his  jaws,  a  noble  pair. 
He  doth  craunch  his  homely  &re. 

Now,  Seignior  Ass,  &c. 
The  beards  barley  and  its  stem. 
And  thistles,  yield  his  fill  of  them  : 
He  asrirts  to  separate. 
When  its  thresh'd,  the  chaff  firom  wheat. 

Now,  Seignior  Ass,  &c, 

4G2 


d96  Beviewof  Books  :''MoTison*sbfiiiMdkQ^  of  promoting  CNoteiiber, 


Amen,  dicas,  afilkie.* 
«tain  si^tur  de  gramme  : 
A&ien,  ainen,  Ttera ; 
Aspernare  Vetera. 

Hez  va !  hez  va!  bei  va  hez ! 

Bialz  Sire  As&es  car  allez ; 

Belle  bouche  ckt  chantez. 


Ameii !  bray  most  hbnonred  aas, 
Sated  novr  with  grain  and  grass ; 
AmeOy  repeat.  Amen  reply. 
Add  disregard  antiquity. 


On  the  best  Methods  of  promising 
an  effective '  Union  among  Can" 
gregatiomd  Churches,  without  in^ 
fringing  on  their  Independence.  A 
*Discon'rse^fklivered  m  the  Meet^ 
ing'houie  of  the  Rev.  W.  WiU 
Hams,  of  Stepney,  on  Sept.  5, 
18^^  at  a  monthfy  Association 
of  Protestant  Hissenting  Minu- 
iters.  By  John  Morison.  Bvo. 
l8.    6d.  — -  London :     Wedtley^ 

WhatetbIi  differenoe  of  opinion 
may  be  entertained  respecting  the 
principles  avowed  and  defended 
in  this  discourse^    there  can  be 
none  whatever  concerning  the  im- 
portance of  die  subject  and  the 
skill  with  which  the  present  writer 
has  stated  and  enforced  his  own 
peculiar  vieyrs.     We  do,  indeed, 
consider  this  as  a  very,  able  com* 
position,  and  notwith^anding  our 
"    extreme   jealousy  on  the   points 
discussed,  we  have  read  it,  if  not 
With  entire  accordance,  yet  with 
great  satisfaction  at  finding  a  ques- 
tion of  such  magnitude  and  diffi- 
culty,   managed    with    m   much 
clearness  and  cfiscretidn.  We  could 
have  wished  that  two  or  three  ex- 
pressions   had    been    omitted   or 
softened ;  to  our  minds  there  is  a 
good  deal  of  superfluous  energy  in 
the  assurance  from   Mr.  Morison 
that  he  entertains  '  ah  ime^ate 
abhorrence  of  the  word  Indepen- 
dent':—  a    distinctive    epithet    to 
which  we  must  fitill  ei^reas  our 
strong  attachment — but  notwith- 
standing the^  few  ininor  liabihties 
to  exception,  we  have  seldom  met 
with  a  more  interesting  tract,  whe- 
ther we  refer  to  the  spirit  which  it 
manifests,  the  important  consider- 
ations which  it  brings  into  view, 

*  Here  he  is  made 'to'brenfl  Iris  Icnccs. 


{To  b€  continued.) 


or  the  manly  style  in  which  it  is 
written  ind  argued. 

Mr.  Morison,  afVer  an  esordiom 
of  some  length,  Ist,  points  out  the 
characters  of  an  effective  congr^- 
ticmal  union,  and,  2d,  inquires  into 
the  means  of  improving  theprfr^ 
sent  system.     Under  ihe  first  head 
he  adverts,  1st,  to  the  objects  of 
the    association    of   believers    in 
separate  chirches,  with  the  view  of 
ascertaining  in  what  the  reed  effec* 
tiveness  of  union  in  a  single  society 
of  professing    believers    consists. 
2d,  to  the    legitimate  objects  of 
associated  chtirches,    in  tnxler  to 
shew  in  what  the  effectiveness  of 
their .  association  properly  consists. 
in  connexion  with    this  last  in- 
quiry, he  breaks  out  into  an  ani- 
fnated  strain  of  toticipati<m. 

<(  When  we  are  orgauaed  fitnn  one 
end  of  the  kingdom  to  the  other,  when 
minor  differences  of  opinion  shall  cease  to 
divide  ^s,  when  every  soul  amongst  ns 
shall  feel  a  cb'mmon  interest  in  every 
question  which  either  more  directly  or 
more  remotely  concerns  the  welfiire  of  the 
body; — ^what  is  there,  let  me  ask,  tiiat 
talent,  wealth,  piety,  and  ntmiberB,  can 
effect,  by  the  Divine  blesang,  thact  the 
congregational  chnrches  ot  this  <ioimtry 
may  not  hope  to  accompfi^  ?  If  other 
churches  ezdeed  .ns  in  nvmbera,  I  am 
bold  to  say,  they  do  not  in  real  practical 
efficiency.  We  are  now,  unhappily, 
broken  down  and  scattered  in  Tsrious 
fragments;  bnt  let  us  form  ourselves 
into  one  great  religions  community,  and 
in  all  cases,  not  affecting  tiiC  rule  of 
individual  churches,  let  ns  act  as  by  one 
impulae,  let  us  be  animated  «s  by  oae 
spirit,  let  us  be  roused  as  l^  one  common 
and  irresistible  call  of  duty,  and  ibe  spec- 
tacle which  our  churchy  wzll  vnesent, 
will  be  as  gloridtts  as  it  will  be  loWy. 

«  When  such  a  union  shall  be  reimxed, 
how  greatly  will  it  lend  to  the  identifica- 
tion of  religion' In  the  eyes  of  ttie  world! 
The  contentions,  'Che  tMnap)[iy  ^Iferances, 
of  professed  OlrifstiaiEis,— «spe<^allT  the 
unhallowed  sjarit  in  wl^h  '^SidNles  ot 
opinion  have  been  snM6xted,  )lMv«-o(te& 
roused  the  weild^'SMm,  <ibd^KWakeoed 
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a  doubt,  whetter  religion,  to  vaiionsly  associations,  and  tbouffb  we  have 

jtfed,  and  so  difcrsely  maintained,  is,  occasionally  had  to  regret  the  ah, 

in  every  instance,  the  same,  or  whether  ^^^--^'^''^V  ,""**  w  .^g     •  •^r 

there  are  not  as  many  religions  in  the  »encc  of  effiaent  means  When  some 

world  as  there  are  disputants  ?    Oh,  that  desirable  end  has  been  pro|>osedy 

in  replying  to  these  evil-affected  hy-  yet  we  are  not  aware  that  any  ad- 

standers,  we  could  make  our  Iriuinphant  ^^^H^^  addition  lO  the   existbg- 
appeal,  at  all  times,  to  the  harmony  of  .  .  i  j    i.  !j 

our  general  belief,  but  especially  to  the  machinery  would   have  removed 

simplicity  and  meekness  of  our  Christian  the  difficulty.  More  2eal  and  more 

tempers!     Congregationrtlists  have  so  money  might  often  be  available  to 

litae  to  divide  them  from  each  other,  ^^,1,1^  purposes,  but  we  should  pro- 

eitherin  sentiment  or  practice,  that  they  .     .        j   '^  •        lU 

might,  without  almost  a  single  sacrifice,  ^^t,  and  SO  we  are  convmced  would 

present  themselves  to  the  eyes   of  the  Mr.  M  orison^  against  the  concession 

world,  !n  all  the  faarinony  and  affscCion  of  power  to  any  distinct  incorpo- 

of  a  singte  faniily^pp.  41-43.  nation.      Now  the  only  principle 

The  second  discussion  enters  on  on  which  the  Independent  churches 

the  other  brandi  of  the  inquiry. —  can  act  as  a  body  is  that  of  repre- 

By  what  means,  it  k  asked,  is  a  seatadon;  biitourprinc^es  forbid 

fnore  ^ffet^ve  union  to  spring  up  ^g  to  invest  ahy  delegated  assem- 

amongst  ns,  without  ir^nging  on  Wage  with  irrespective  authorilyi— 

the  independence  of  the  churches,  we  seem  therefoi«  to  be  reduced  to 

It  is  answered,  1st,  Let  the  means  this  dilemma,  either  to  desert  oar 

now  in  operation  be  more  vigorously  principles  by  ooncedii^  power,  or 

plied,    2d,  A  oongregOtMnal  union  to  adopt  the  absurd  scheme  of  deli- 

theit  thould  -embrace  the  whole  of  berative,  bat  powerieas^  delegation* 
JEngland,  would  add  grealbf  to  the       xherc  is,  however,  one  pha  that 

str€J^h  and  unity  of  the  body,    3d,  might  be  adopted  with  excellent 

Let  the  ministers  of  the  denominor  ©fiect,  and  w«  areally  feel  it  a  di»- 

iion  more  J^eqUently  instruct  their  ~ce  to  our  commuiiit^  that  it 

peojOe  in  the  real  nature  of  (heir  has  not  k»g  ago  been  Aeted  vpoa. . 

prinoiples,  and  in  the  paramount  We  mean  the  establishment  <rfa 

duties  which  they  owe  to  the  body  as  place  of  free  and  common  resort, 

a  whtSe.    4fh,   fVe  must  pray  very  ^here  might  be  collected  a  library, 

earnestly  and  unitedly  for  the  spirit  agisters,  and  every  mean  of  pro- 

qfiove  and  unity  to  rest  upon  us.  curing    and  preser^g    inform*- 

Wkhoiit    mcddng    any  i^ecifie  tion ;  where,  too,  ih&meetings  and 

dbjddtion   to  the  measures    here  deliberations  df  the  general  body, 

proposed,  some  of  which  are,  in  in  all  cases  affecting  its  well  being, 

:^ict,  highly  expedient,  and  with-  might  be  held.     Smnething  on  the 

out  engaging  in  the  general  inves-  arrangement  of  Dr.  WiUiams's  in- 

ligation,  we  would  suggest  that  stitution,    but  which    should  be 

there  does,  at  the  present  moment,  strktly  oar  own ;  a  house  which 

exhrt  a  very   close  and  effective  we  could  enter  with  confidence  aa ' 

union  among  our  churches.     That  our  own  possession,  founded  by 

the    Congregationalists,    those   of  our  own  liberality^  and  bequeathed 

them  at  least  who  hold  orthodox  by  us  to  our  diildrei^  not  with 

principles;  should  be  split,  by  a  such  regulations  as  should  bring  it 

most  inesplicable  and  indefensible  under    the  control    of  perverted 

schism,  into  two  great  parties,  we  opinions,  but  on  such  a  basis  ae 

deeply  lament;    but  u  we  take  should  make  it  the  head  quavtere 

those  bodies  separately,  we  shall  of  happy  and  evcmgelical  union 

find  in  each  a  system  of  eombina-  throughout  all  our  genezyitiens — 

tion  and  co-operation  quMe  suffi-  something  of  this  kiii^  weuld,  we 

cieiit    for    ^  ordinary  purposes,  have  no  doubt,  go  ihr  towards  the 

AVe   have  paid  -some  attention  to  attainment  of  the  great  icib^eQt  pr(»- 

the  'JbaaiBesB  of  disaentipg  coim^  posed  iby  Ms.  Jdoriaon. 
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The  Scripture  Character  of  God; 
or  Discourses  on  the  Divine  At- 
tributes.  By  Henry  Forster 
Bttrder,  M,  A.  Svo.  price  7s.-^ 
London:  >yestley,  1822.' 

A  WORK  of  this  kind  was  much 
wanted.  We  have  had  treatises 
and  sermons  in  which  the  subject 
has  been  discussed^  both  as  a  whole 
and  in  its  various  divisions^  but  it 
has  not^  so  far  as  we  recollect,  been 
brought  before  the  public  in  a 
popular  form,  touching  lightly  on 
abstruse  res^sonings  soul  specula-, 
tions,  but  unfolding  the  Scriptural 
views  of  the  divine  character  and 
attributes  in  a  perspicuous  arrange- 
ment and  with  a  decided  reference 
to  evangelical  principle.  This  im- 
portant labour  has  been  under- 
taken by  Mr.  Burder,  and  we  have 
great  pleasure  in  ^pressing  our 
opinion  that  he  has  executed  with 
wisdom  and  discretion,  atask  which 
required  for  its  successful  comple- 
tion no  small  shar^  of  those  in- 
valuable qualifications.  Nothing 
can  be  easier  than  to  string  to- 
gether the  common-places  of  the 
different  points  of  inquiry ;  nothing 
mote  difficulty  than  to  place  them 
in  such  a  light  as  to  give  them 
strong  relief  without  sacrificing 
accuracy  to  effect.  The  tempta- 
tions to  over-step  the  limit  of  pro- 
fitable inquiry  and  description  are 
innumerable,  and  it  required  in 
Mr.  'B.  considerable  firmness  to 
repel  all  disppsition  to  enter,  upon 
a  field  which  would  have  given 
scope  for  personal  display,  to  the 
injury  of  that  sound  intellectual 
and  practical  instruction  with  which 
these  important  topics  are  so  richly 
fraught.  In  all  these  respects  he 
deserves  high  eulogy ;  he  has  evi- 
dently looked  to  the  most  effectual 
modes  of  conveying  spiritual  know- 
ledge in  preference'  to  an  idle  ex- 
hibition of  academical  dexterity. 
The  characteristics  of  his  style  are 
sustained  elegance  and  perspicuity, 
qualities  wluch'  are  at  once  rare 
and  peculiarly  adapted  '  to  the 
majestic  objects  whidi  his  subjeot 


'H.,F.  Burder's  [[NovembeRi 

led  him  to  contemplate.  He  has 
no  tawdry  decorations,  no  inflated 
and  overwrought  descriptions ;  he 
never  envelopes  himself  in  an 
Ossianic  fog  of  misty  and  myste- 
rious verbiage,  nor  does  he  take 
delight  in  setting  his  readers 
a-wondering  at  an  explosion  of 
sky-rocket  similes,  dazzling  but 
darkening.  An  extract  or  two 
will,  however,  illustrate  our  criti- 
cism more  effectually  than  pages 
of  definition.  In  exemplifying  the 
Patience  of  God  ^  towards  the 
wor}d  at  large,'  he  describes  in  the 
following  terms  its  exercise  towards 
the  antediluvian  world. 

**  How  gloriously  conspicuous  was  the 
exercise  of  divine  Patience  towards  the 
world  before  the  flood,  even  from  the 
day  in  which  our  first  mother  plucked 
the  forbidden  firuit  of  the  tree  of  Know- 
ledge, to  the  day  in  which  Noah  entered 
the  aik.  *  And  God  saw  that  the  wicked- 
ness of  man  was  great  in  the  earth,  tmi 
that  every  imagination  of  the  thoughts  of 
his  heart  was  only  evil  continually.  And 
it  repented  the  Lord  that  he  had  made 
man  on  the  earth,  and  it  grieved  him  at 
his  iheart.^-The  earth  also  was  corrupt 
before  God;  and  the  earth  was  filled 
with  violence.  And  God  looked  upon 
the  earth,  and,  behold,  it  was  corrupt ; 
for  all  flesh  had  corrupted  his  way  upon 
the  earth/' — One  exception  only  to  the 
general  depravity,  is  specified  in  this 
affecting  description,  and  yet  the  popula- 
tion of  the  earth  was  then  immensely 
great.  What  must  have  been  the  Patience 
which  endured  the  provocations  of  its 
rebellious  myriads !  What  must  hare 
been  the  Patience  which  permitted  the 
transgressor,  advancing  in  his  career  of 
wickedness,  not  only  to  add  year  to  year, 
but  century  to  century — ^which  allowed 
him  not  only  to  form,  but  to  mature,  and 
to  carry  into  full  effect,  systems  of  crime, 
and  schemes  of  violence  I  Think  of  the 
Patience  of  God  in  its  exercises  towards 
the  antediluvian  sinner,  accomplished  in 
crime,  sagacious  and  subtle  by  his  know- 
ledge of  the  world,  and  obdurate  by  long 
familiarity  with  vice.  Thmk  of  tiie 
Patience  of  God  extended  towards  him 
during  five  hundred  years — seven  hun- 
dred years — perhaps  even  nearly  a  thou- 
sand years !  What  would  have  been,  in 
character  and  crime,  the  Pharaohs — the 
Alexanders — ^the  Csesars— the  Tsmerlanes 
— ^the  Napole6ns  of  subsequent  ages,  had 
life,  and, energy,  and  opportomty  been 
continued  through  such  a  space!  Do 
]^ou  wonder,  that,  at  length,  Grod  said  to 
Noiih,  <  Th&  end  of  all  flesh  is  oomej'  or 
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do  you  not  rather  wonder  that  the  Deluge 
was  80  long  delayed?  And  think  how 
long  it  was  delayed  after  the  threatening 
was  explicitly  denounced.  '  Yet,*  said 
the  God  of  Patience,  *  his  dayt  shall  he  a 
hundred  and  twenty  years.'  Every  day, 
during  that  long  period,  did  the  slow  pro- 
gress of  the  ark  exhibit  the  Patience  of 
God,  while  the  warnings  of  the  preacher 
of  righteousness  were  calculated  to  bring 
sinners  to  repentance.  Well  might  the 
.  Apostle  Peter  invite  our  attention  to  the 
'  long-suffering  of  God,  which  waited  in 
the  days  of  Noah,  while  the  ark  was  pre- 
paring.' "—pp.  178—180. 

In  his  sermon  on  the  Divine 
Mercy,  Mr.  Burder  thus  illustrates 
the  perpetuity  and  extent  of  its  ex- 
ercise. 

*"  More  than  twenty  times,  in  the  com- 
pass of  one  song  of  praise,  does  the 
Psalmist  repeat  the  words — <  His  Mercy 
endureth  for  ever* — and  his  Mercy  is 
there  asngned  as  the  reason  even  for  the 
continuance  of  the  course  of  nature,  and 
the  giucious  interpositions  of  di^ne  Pro- 


and  keeps  him  by  the  eqergy  of  almighty 
power  through  faith  unto  salvation. 
Even  the  last  great  day,  which  will  be, 
in  one  sense,  the  day  of  wrath,  will  be 
also  the  day  of  Mercy.  Then  will  all  the 
glories  of  Mercy  be  displayed  in  their 
richest  splendours.  Then  will  the  full  ex- 
tent of  its  provisions  and  its  preparations 
be  distinctly  apparent ;  then  will  be  re- 
vealed and  enjoyed  the  exceeding  and 
eternal  weight  of  glory;  and  then  will 
there  be  exhibited,  to  full  advantage,  the 
wondrous  contrast  between  man's  misery 
and  God's  Mercy.  Of  the  nature  and 
extent  of  that  Mercy  we  shall  be  prepared 
to  form  some  adequate  conceptions,  when 
admitted  to  the  glories  of  the  divine  pre- 
sence ;  to  the  rivers  of  celestial  pleasures ; 
to  the  inexhanstible  fountain  oif  blessed- 
ness; to  the  fulness  of  eternal  joy;  to 
the  society  of  angels  and  of  smnts,  and  to 
consummate  felieiW  both  of  body  and  of 
spirit  in  the  world  which  God  has  pre- 
pared for  them  that  love  him." — ^pp.  208 
—210. 

The  volume  contains  twelve  dis- 
courses^ on  the  etemity,  the  onim- 


vidence  in  favour  of  the  children  of  men.    potence,  the  omniscience,  the  wisdom, 

call  even  our  common  blessings  Afcrdei  ?  ^^g^ty,  the  goodness,  the  patience, 
Are  they  not  the  gifts  of  the  God  of  the  mercy,  the  lovCj  the  faithfulness, 
Mercy  to  creatures  who  have  forfeited     qf  God. 

While  wc  feel  satisfied  that  the 
present  work  has  a  fair  claim  to 
general  popularityj  ,we  would  re- 
commend it  in  an  especial  manner 
to  youthful  readers.  Its  attractive 
composition^  the  clearness  of  its 
statements^  and  the  decided  cha- 
racter of  its  evangelical  instruction^ 
renders  it  a  valuable  and  sure  guide 
in  the  earlier  stages  of  religious  in- 
quiry. 

The  manner  in  which  Mr.  Mur- 
der has  occasionally  introduced 
both  the  synthetic  and  inductive 
forms  of  argumentation  is  an  in- 
structive specimen  of  the  true 
method  of  presenting  them  to 
general  readers.  Were  we  not 
pressed  for  room  we  should  have 
much  gratification  in  citing  the 
passage  where  he  has  stated  the 
proof  of  the  eternal  self-existence 
of  Jehovali;  it  compresses^  with 
clearness  and  precision,  the  sub- 
stance of  extensive  and  bewilder- 
ing discussions. 


every  claim  to  the  expression  of  his 
goodness ;  and  to  such  creatures  is  not 
every  g^ft,  in  truth,  an  act  of  Mercy  ? 

<<  The'  reign  of  mercy  began  at  the 
date  of  the  first  promise  to  fallen  man,  on 
his  expulsion  from  Paradise.  Every 
sacrifice  appointed  and  accepted  by  God, 
from  the  oUation  of  righiteous  Abel,  has 
been  a  pledge  of  Mercy.  Every  altar 
dedicated  to  Jehovah,  by  a  believing  wor- 
shipper^ has  been  a  memorial  of  Mercy. 
When  justice  required  the  destroying 
Deluge,  on  the  bosom  of  the  over- 
whelming flood  was  seen  the  ark  of 
Mercy.  The  rainbow  in  the  clouds  is 
a  symbol  of  Mercy.  On  the  ark  of  the 
covenant,  in  the  awfid  recesses  of  the 
sanctuary,  was  there  the  throne  of  Mercy. 
In  every  age  of  the  ancient  church)  as 
well  as  of  the  christian  economy,  there 
have  been  *  vessels  of  Mercy* — there 
have  been  triumphs  of  Mercy.  The 
heavenly  world  has  already  received 
myriads  of  pardoned  and  redeemed  sin- 
ners, who  are  ever  celebrating,  in  the 
loftiest  anthems  of  praise,  the  wonders  of 
Mercy. 

«  In  every  instance  in  winch  Mercy  is 
extended  to  a  sinful  being,  that  Mercjr  is 
perpetual.  It  never  forsakes  the  object 
of  its  unmerited  regard ;  it  triumphs  over 
all  bis  unworthiness,  all  his  waywardness, 
all  his  perversenessy  all  his  ingratitude^ 


600         Review  of  Booh  :-^Z)»-.  Chahners^s  Speech,  S^.     CNotbmbeu, 

A  Speech,    delivered  on  the  ^Uh  satisfied    receiver*    rf   this    am- 

May,  1822.   before  the  General  strained  gratuity, —  are    matters, 

Asiemblv  of  the  Church  of  Soai^  "^^  of  reasoning  and  inference  but 

land,  explanatory  of  the  Measures  of  melancholy   notoriety;   a^^.  if 

fvhich  Jiave  been  successfully  pur^  thej-e   be    any    mode    by    which 

sued  in  St.  Johns  Parish,  Glas^  society  can  be  liberated  from  Uiis 

gow^for  the  Extinction  of  its  severe  oppression,   he  who   shall 

^compulsory  Pauperism:  with  an  discover  and. brmg  it  into  op^- 

Appendix.     By    Thomas   Chal-  ^lon,  will  have  conferred  a  viUd 

mers,  D.  D.     8vo.  price  2s.  6d.  «"^  ^^^^S  *>«»efit  on  his  age  and 

Glasgow:  1822.  ^^^}^' .    .         ^  ^.          ^,       . 

The  solution  of  this  problem  is 

In  his   sermons    and    theological  affirmed  by  Dr.  C.  to  lie  in  giving 

writings    Dr.   Chalmers    has  ap-  free  scope  to  an  active  and  judi- 

proved  himself  the  able  and  elo-  ciously  applied  scheme  of  minute 

quent  advocate  of  the  best  interests  inspection  and  charitable  aid,  and 

of  mankind,  and  the  faithifid  and  he  has  evinced  the  highest  ability 

impressive  monitor  of  an  erring  a&d  the  most  determined   perse- 

and  perverse  generation.     If  his  verance  in  the  prosecution  of  his 

style    be    somewliat    too  Asiatic  plan.     In  the  parish  of  St.  John, 

and  luxuriant  for  our  more  rigid  which  appears  to    abound    with 

views  of  the  higher  qualities  of  poor,   he    has    put  in  motion  a 

composition,    it  is,  •  at  least,  re-  machinery  by  which  he  has,  sim- 

inarKable  for  richness  and  beauty ;  ply  in  the  application  of  the  Sab- 

and  the  peculiarity  of  manner  with  bath  collections  which  are  made 

which  the  Doctor  puts  forward  one  ev^  week  in  Scotland  lor  the 

leading  idea,  plaoing  it  in  all  lights,  benefit  of  the  needy,  eompletely 

inforcing  and  reinforcing  it  until  taken  off  the  pressure  of  his  own 

it  become,  as  it  were,  identified  poor  from  the  town  p|iuper-fund^ 

with  the  very  essence  of  emotion  Devoting  a  ^)ecific  d^ss  of  coUec- 

and   conviction,    though  it   may  tions  to  the  discharge  of  the  old 

abate  from  the   intellectual  c^a-  claims,  he  has  answered  all  new 

racter  of  his  appeals,  adds  greatly  demands  out  of  another  and  much 

>  to  the  intensity  with  which  his  inferior  branch  of  parochial  oon- 

pulpit  addresses  excite  and  over-  tributimi,  and  on  die  whole,  has 

power  the  feelings.  had   a  considerable    siuplns    ^ 

Qur  readers  are,  probably,  aware  plicable  to  the  equally  important 

that  Dr.  Chalmers  has  been,  for  exigencies  of  general  education, 

some  time,  engaged  in  a  task  of  For  the  details  of  all  this  excdient 

no  ordinary  extent  and  importance,  management,  we  must  irefer  to  the 

having  undertaken  to  prove,  by  very  able  and  interesting  pwnphlet, 

actual  experiment,  that  pauperism  which  has  left  U9«  flftir  an  eager 

and  compulsory  assessments  for  its  perusal,  at  a  loss  whether  most  to 

relief,  are  evils  easily  vincible  by  admire  the  beneficent  enef^y  shewn 

^  common    and    salutary   methods,  in  the  execution  of  the  plan,  or 

The  injurious  effects,  both  moral  the  distin^ifth^d  talept  mynifested 

and  political,  of  a  legal  provision  in  its  develiqpement  ipd  deieDoe. 

for  the  poor, — on  the  one  hand  It  may  be  considered  as  a  kind  of 

its  intolerable  pressure  on  the  pub-  r^^n^m^  of  Dr.  Chalmers's    weU- 

lic  purse,  on  the  other  the  im-  known  tmcts  on  civic  economy, 

providence  and  raplicity  which  it  and  it  wiU  add  to  his  juttly  earned 

generates  in    the    lower    classes,  reputation  as  an  accoraplifiredwri- 

with  the  mutual  hostility  and  de-  ter  and  orator,  that  of  a  high* 

fiance  which  it  kindles  between  iwided philanthropist,  axid  a, cfear 

the  reluctant  givers  and  the  dis-  headed  man  of  business. 
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Memoirs  of  the  Rev.  Thomas  Brand,  liberality  was  unbounded ;  an  in« 

r0Sh  a  Sermon  preached  on  the  telligent  individual  who  hsA  fived 

occasion  of  his  Death.    By  the  some  years  under  the  same  roof 

Re9.  Samuel  Annesley,  L.L.D.  with  iSlr.  Brand,  told  Dr.  Annes- 

A  new  Edition,  revised  and  cor-^  ley  that,  *'  besides  whAt  he  could 

reded.  By  Wm.Chaflin.\^mo.^.  not  find  out/'  Mr.  B. gave  away 

London :  Holdsworth,  1822.  "  one  year  with  another,"  upwards 

Mr.  BRANt>  was  born  at  Leaden  o^  "  three  hundred  pounds  pet 

Roothing,  Essex,  in  the  year  1 6S5.  annum,"  and  he  was  himself  accus- 

He  was  the  son  of  a  clerg3n[nan  of  tomed  to  say,  that  "  he  would  not 

the  establishmfent,  and  his  ori^nal  ^^^  his  estate,  because  it  was  en- 


destination  was  to  the  bar;  but 
his  investigations  of  Scripture  led 
him  to  the  adoption  of  dissenting 
principles,  and  the  work  of  grace 
in  his  heart  urged  him  to  the 
Christian  ministry.  He  began  to 
preach  while  tutor  in  a  respectable 
family,  and,  after  much  hesitation, 
he  assumed  the  pastoral  office  at 


tailed,  but  he  would  squeeze  it  as 
long  as  he  lived."  About  three 
years  before  his  death,  exposure  to 
inclement  weather,  ''  in  a  journey 
about  his  Master's  work,  cast  him 
into  a  violent  fever,"  from  the  effects 
of  which  he  never  recovered.  Dur« 
ing  his  affliction, 

"  He  was  neTer  observed  to  have  any 


Staplehurst      Like    many    other    ]jnquiet  emotion  of  mind  but  had  alwavs 
11     -.    XT  x*       •  ^  •^    /•  ^u  ^     *  serene  and  humble  submission  to  the 

excellent  Nonconformists  of  tha^ 

time,  he  suffered  much  for  con- 
science   sake,    but    nothing   was 


able  to  hinder  his  zealous  and  per- 
severing course  of  useful  labour. 
His  religion  was  not  merely  that 
of  official  seasons,  but  of  every 
hour,  and  every  opportunity ;  he 
delighted  in  addressing  and  cate- 
chising young  children,  and  when 


sovereign  will  of  God  $  he  did  often  be'- 
wail  his  own  imperfectiotis  and  small; 
knowledge  of  God  and  Christ,  And  elpress 
his  longing  desires  of  seeing  God  face  to 
face.  A  while  before  hid  death  he  did' 
often  say,  '  What  is  the  world  ?  it  is  not 
worth  a  straw.  O  my  God,  I  would  be 
with  thee.  Oh,  how  1  long  td  be  with 
Christ  my  dear  Redeemer  I*  This  he 
spake  with  great  earnestness,  *  O,  my 
God,  bring  me  to  thyself  V  Whereupon 
he  spake  much  of  the  glory  to  be  ttretiiod,> 


it  was  intimated,  that  this  was  a  andinsistedonthose  words,  JtiriU6e  |our 

profitless  effort,  and  that  no  abid-  S^-    *  What  greater  gift  could  he  give  ? 

[^«  ^o^.w.*'  «»«o  MV^Ur  ♦/^  «^<.„u    %^  "*  fi^^c  himself.    He  gave  all.'    Then 

ing  effect  was  likely  to  result>  he  ^^  ^^  ,^p^  ^p  .„t^  ^  ^^^^^  admiration 

called  for  a   sieve,  and   pouring  and  deep  amazement,  and   cried  out, 

w^ater  into  it,  "  look  here,"  said  he,  *  0>  my  God !  my  God !  whaj;  is  sinful 

*'  most  of  it  is  run  through,  but  "»*"  ^  W*»**  manner  of  love  is  this  • 
some  remains;  here  is  a  d^w,  a 
moisture."  He  was  a  great  distri- 
buter of  pious  tracts  and  books, 
and  gave  away  great  numbers  of 
Bibles ;  but  finding  that,^as  a  gift. 


Love  indeed  !  Oh,  I  cannot  express  it  !* 
— He  desired  one  to  read  to  him,  John 
xvu.  22.  And  the  glory  wMch  thou  gavest 
me,  I  have  given  them';  thiU  they  m^  be 
one,  even  as  we  are  one.  The  very  hearing 
of  which  put  him  into  an  ecstasy  of  joy : 
and  he  desired  him  to  read  of  Christ's 


they  were  treated  witii  neglect,  loy^,  in  the  fourteenth,  fifteenth,  six- 
he  adopted  the  plan  of  selling  them  teenth,  and  leyenteentfa  chwters  of  St. 
dt   reduced  prices;    and   this  he  John's  Gospel  j  some  of  which  were  then 

found  answ»  his  benevolent  pur.  '^jP^fJ    -^ ''^V^: 'S^'J'^Jil 

a*    .     11         <^  TT     *^  one  about  family  prayer,  he  said,  a  camel 

pose  very  effectually.     "He  once'  piavaswdlgothiiu^thecyeofaneedle, 

^ave  Wade*s  Treatise  of  the  Re-  as  a  man  that  pravs  not  ib  his  family  go 

demptton  of  Time,  curiously  bound,  to  heaven."— pp.  44, 45 . 
to  a  young  minister,  who  at  first        We  feel  ourselves  much  indebted 

received  ,it  kindly;  but  when  he  to  Mr.  Chaplin  for  introducing  to 

-began  to  read  it,  finding  Mr.  Bax-  our  notice  Uiis  brief  but  interest- 

ter  quoted  in  it,  he  hastily  returned  ing  sketch,  exhibiting  a  happy  ex- 

it,  not  enduring  to  read  any  thing  emplification  of  the  consistency  and 

eliat  Mr..  Baxter  had  written."   His  energy  of  the  Christian  character. 
Cong.  Mao.  No.  59.  4  H 
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HiUvaviA  Uttfrni^a;  or,  ^u  Vook  iisiatnt. 
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NekMtan,  8vo.  166$.  dissent,  shbws  either  that  Hie  pri- 
0R.  PLbt  in  his  Natural  History '  vileged  party  must  be  ss^y  in 
gjT  Oxfordshire^  has  related  to  the  want  of  proper  maiiition  for  the 
peculiar  honour  of  a  particular  dis-  wai*fare^  and  are  therefore  neoessi- 
trict  of  th'dt  county,  "  that  there  tated  to  use  such,  weapons  as  ^ow 
h^  not  been  known  any  such  i^ther  their  infuriated  malice  than 
things  ^s  an  alehouse,  a  sectary,  their  vigorous  prowess;  or,  that 
or  suit  of  law*  commenced,  within  conscious  tof  weakness,  they  would 
the  wln5^  parish,  in  the  memory  rather  trust  the  defence  of  their 
of  man.**  Without  staying  to  illus-  cause  to  a  dexterous  management 
trate  a  thought  which  occurred  to  of  irony  and  lampoon,  than  to  the 
our  minds  in  the  perusal  of  this  more  difficult  and  dangerous  me- 
passage,  that  it  must  have  pro-  thods  of  argumentatiiottk  Dr.  P/trf, 
Ceeded  from  the  exefcise  of  very  however,  has  the  unusual  ci^it  of 
opposite  principles,  that  alehouses  having  couched  his  sareasm  in 
and  seciafiamsm -^ete  at  once  ex-  teVms  not  offensive  to  delicacy  ;  the 
eluded  from  this  primitive  neigh-  unusual  credit,  we  say,  for  in  the 
bourhpod;  principles  very  disso-  meSry  days  of  Charles  the  Second, 
n^t  from  that  which  originated  it  was  almost  esteemed  an  index 
the  famed  hill  of  sports  about  the  of  puritiulism  to  retain  the  least 
same  period,  which  did  not  more  decency  of  expression,  aiid  where 
efiectually  appose,  sectarianism,  the  point  of  invective  wae  Non- 
than  it  fostered  debauchery ;  we  Confon^ity,  the  wit  was  e^rteemed 
cannot  but  express  our  aistohish-  the  more  poignant  in  prop<»tiou 
inent  at  the  general  prevalency  of  as  it  wias  more  indecorous.  Did 
that  spirit,  of  which  the  above  not  a  respect  for  our  -readers,  and 
quotation  furnishes  but  a  solitary,  for  the  parity  of  our  pages  fo'bid, 
and  indeed  slight  instance,  which  we  oouM  quote  passages  from  cele- 
has  endeavoured,  in  imitation  of  brated  Episcopalian  wrkeifs,  in 
the  ancient  Roman  decree  respect-  which  the  grossest  and  most  ob- 
ii^  the  Jews,  to  stigmatize  the  scene  epithets  are  bestowed  indis- 
Dissenters  of  this  country,  as  the  crhmnately  oh  men,  whoscF  whole 
declared  enemies  of  the  human  tnrime,  (such  is  the  authorized  sole* 
iBce.  We  can  have  no  possible  cism  in  speech,)  consisted  in  pie- 
objection  to  a  fair  examination  of  suming  to  devote  the  ikculties 
either  the  principles  or  general  fea-  dertv^  from  their  Maker  to  uses 
tures  of  Nonconformity,  nay,  there  for  which  they  were  originally 
are  but  feW  books  which  we  peruse  designed,  in  matters,  whieh,  both 
"with  greater  pleasure  than  thePolity  from  their  very  nature,  and  the 
of  thejudicunss  Hooker;  but  that  an  esEpdidt  command  of  Ood,  are  only 
inoflPetisive  treatise  bn  fossils,  and  cognisable  at  a  higher  tribunal 
musical  concords  (^ould  ndt  make  than  any  in  which  fi^blemanciB 
its  way  in  the  worlds  without  l^tslate,  tmd  where  it  is^heldas 
cariying  a  sting  in  its  tail  against  ^fparato6untaathori^^that '''faith 

; — : : ;.  shouid  iiot  Stand  in  the  wisdom  of 

*  The  copy  of  Dr.  Plot's  work  in  our  'B^etk,  but  in  the  power  of  God." 

possession,  has  the  following  MS.  note  We  shall  leave  such  vulgarity  of 

XNonconformist  owner,}  appended  by  an     x* •    n       /»  t   j^  "TT^ 

asterisk  to  the  two  last  of  these  parochial  ^f"^^  "^^  ?^  ?»^>^  warfare, 

immunities.    ^'  It  seems  then,  in  this  derives  all  its  sigmacanc^  from  its 

parish,  there  was  neither  law  nor  GospeL"  ^oisotaeuess  aiKi  impuri^«)  in  the 


1 882.;]                       LUerufia  HetUuva  :'^mNekwhian.  BOS 

luxuriant  bed  whence  it  originated^  rates  is  not  a  aciaisaiatic.''^*    With 
only  directing  our  ourioutf  readers  the  same  kigenuousnese,  and  <<with 
to  Parker'*  Answer  to  Chven,  to  an  equal  regard  to   truth,   after 
Chamberlaj^e^s    AngUas    NoHHa,  prohibitingj,  (under  the  severest  of 
12mo.  1682,  pp.  34,  35  y  &a  &C.  aU  penalties,  the  forfeit  of  con- 
fer a  verification  of  our  assertions,  science,)  the  entrance  of  ouv  youth 
We  shall,  by  way  of  specimen  of  into  either  of  their  UniversitKs, 
^e  elegant  phraseology  of    the  (thusvainly  endeavouring  to  make 
Episcopalian  polemics  of  that  day^,  diat  peculiar  which  the  lawB  of  afl 
inform  our  readers,  that  the  most  nations,  and  the  customs  of  civi- 
common    epithet  by   which    the  lized  countries,  have  ever  left  free 
Dissenting  ministers  were  then  de-  to  all  whose  raagnaiiiniity  would 
signated,  and  which  obtained  such  dare  to  compete  for  its  acquisition,) 
general  currency,  as  almost  to  be  they  r<^oach,  at  once,  their  anta^ 
received  as  of  classical  authority,  gonists  with  ignorance,  and  them;- 
was  belweiber.*  .  ^Ives  with  ^rmer  biffotry,  aiid 
It  would  not,   however,  be  a  with  present  Ibaiseness.    We  care 
difficult  task  to  prove,  that  a  great  not  to  rebut  such  a  ohairge.     If  the 
proportion  of   those    calumnious  works  of  Hou^e,  Ba'tbs,  Owen, 
epithets  so  unsparingly  bestowed  Clarkbon,  Baxter^  and  the  Non** 
on  Dissenters  are  chargeable,  (aL-  conformists   of  the  earlier  days, 
lowing,  for  the  sake  of  argument,  those   of  Watts,    Jones,  '  Donu 
the  mere  validity  of  their  applica**  dridoE,  &c.  did  Ji.ot  abundantly 
tion,)  rather  to  the  conduct  of  their  refute  such  an  assertion,  we  would 
adversaries  than  to  themselves,  or  refer,  for  its  complete  overthrow^  to 
at  least,  that  the.  unjust  policy  of  concessions  theinselveshavemade.i' 
thteir  enemies  has  had  a  direct  ten-  ^^'Tis  well  known  that  some  of 
dency  towards  originati|ig  the  ac-  them  (i.  e.the  Nonconformists)  phi^ 
tions  so  criroinatecC    Are  they  re*-  losophize  and  reason  as  soundly  as 
proached  with  schism  ?      Surely  any  other  men.     I  diink  I  should 
the  sepaaratioii  unjustly  reprobated  xb  that  party  right,  if  I  should 
by  that  watch- word  of  intolerance,  say,  that,   making  allowance  for 
derived  its  very  existence  from  the  their  number  in  respect  to  others, 
arbitrary  inipositioQ  of  things  con-  there  are  as  many  among  the  con- 
fessedly indLfferKit,  and  by   the  seniing  clergy  and  gentlemen  that 
suffering  party    esteemed  sinfxd,  are  able  to  speak  and  write  good 
on  the  consciences  and  conduct  of  sense,  as  there  are  aniong  the  like 
our  forefathers ;  a  separation  not  persons  somewhere  else :''  allud- 
hastily  nor  petulantly  commenced,  .  ing  to  the  insolent  boastings  jof  a 
but  cMiIy  resorted  to  after  a  fruit-  high  church  writer,  who  had  in- 
less  endeavour  of  a  century's  con-  dulged  his  spleen  in  an  attempt  to 

tinuance,  to  i  abrogate  or  meliorate     !_• 

the  offisnces  which  eventually  .en-  »  Hales  on  Schism. 

forced  it     We  have  the  authority  ^  Edwairds's  Neiv  DiscDveries,    8vo. 

of  Bf  dootoF  of  their  dwn  church,  1714,  p.  166.    Lest  any  malapert  wit 

and  one.  whom  they  justlv  regard  should  pvesmne  to   exert   his'panMng 

as  a  sinffukr  instance  <?f  tie  union  ^^^^  ^PW*  t^«  ^xbgu^tteas  land  cou- 

«p  *k^  r^^^o^-   »»»iv..^»#l    «'«i^    K^l  tained  pi  the  title  of  this  vplume  t  as 

rf  the  inpst  ppflfound   and  bnl-  that  the  claim  of  the  bissenters  to  levn- 

iiant  qiialities  ot  mmd,  to  assert,.  \^  ^nd  science,  was  a  new  discovery, 

that    '/.  wheresoever  false,  or  sus-  we  beg  leave  to  inform  him,  Uiat  Mne 

pected  opinioiis  are  made  a  piece  ^^v^  reserved  all  such  right  to  ourselves 

«fthocba«biitur^y,lM«that«p«.  t^J^ol^i^^X^^ 

— — — Doctor  rightly  considers  it  ds  one  of  them, 

*  Nicolson's  Eng.  Hist.,  p.  169.  ^^^  *^e  Dissenters  were  considered  b^ 

Pafker,  fwiiim,  &Ji^  9mU(u  ^w.  some  as  deficient  in  liiose  r^pects, 

4H2 
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chaise  the  Dissenters*  with  a  defi«  scrupulous  attention   to   the  fas- 

dency  in  those  quaHties.     But  we  tidiousness    of  modem  appetite, 

are  not  about  to  enter  on  a  defence  which  cannot  en^^ure  that  a  repast, 

of  the  Nonconformists ;  that  would  however  sumptuous,  should  be  too 

be  rem  actam  agert;  and  in  this  long;  which  sickens  in  the  perusal 

age  of  overstrained^  and  indeed  of  a    volume,   half  as   livge  as 

mistaken    liberality,   perhaps  we  one  of  Dr.  Owen's  prefaces,  and 

should  ourselves  be  censured  as  has  so  amended    upon    the    an*- 

bigots,  if  we  dared  to  stigmatize  cient  Greek  adage>  fiiya  fiipktov 

bigotry  as  it    deserves,   and   be  /ucya  xaicov,  as  to  infer  from  it, 

esteemed  illiberal,  even  by  those  that  the  value  of  a  work  is  always 

who  nominally  espouse  our  own  in  arithmetical  prqx>rtion  to  its 

party,  because  we  presume  to  vin-  diminutiveness ;     and   influenced 

plicate  those  principles,  upon  the  perhaps  by  this   knowledge,  we 

belief  of  whidi  alone,  our  separa-  have  called  our  readers'  attention 

tion  from  'the  national  e8tabligh«  to    this    volume.      The    author, 

ment  can  be  justified.  (though  his  name   is  not   men- 

We  confess  ourselves  to.be  liir-  tioned  in  the  title  page  for  ob* 

tenting  .book-worms^  and  Uierefore  vious  reasons,)  was  Mr.  John  Wil* 

our  raiders  will  not  be  surprized,  son,  the  ejected  minister  of  Beck- 

if  we-  QCcasicHially  present  them  fiird,  'Cheshire.     A  short  account 

with  a  volume,  on  the  subject  of  of  him  is  given  in  Calamy,  and 

Nonconformity,  chosen  out  of  the  in  our  volume  for   1820,  p.  123, 

almost  innumerable  works  on  that  where  he  is  recorded  to  have  been 

fertile  topic.     Perhaps  many  will  the  author  of  several  other  works 

wonder,    that    amidst    so  vast  a  on  the  same  subject      Some  of 

throng  of  Jblios  and  quartos,  the  these  pieces  are  in  our  possession, 

xrond^sed    remains,    and,    as   it  but  we  apprehend,  that  his  Nehush-^ 

were  the  vei:^  essence  of  the  rea-  tan  is  the  most  calculated  of  all  his 

soning  powers  of.  Cartwrioht,  works,  to  convey  to  the  reader  an 

Amks,  Gillespie,  Pahrer,  Owbn>  adequate  idea  of  the  erudition  and 

Clarkson,  Calamy,  &c.  &c.  wc;  extensive   reading  of  its   author. 

,aho«ld    select  an    octavo  of   an  The  limits  of  this  volume  rendered 

4^<)nymous  and  almost  unknown  it  necessary  that  the  author  should 

author;    and  we    scarcely   know  treat  only  on  one  section  of  the 

what  answer  we  should  return  to  great  argument  which  he  iinder- 

sucb  a  question.     The  most  satis-  took,  nor,  indeed,  is  it  absolutely 

factory  one  that  we  can  think  of  necessary  that  all  the  widely  ex- 

at  present  is,    that  the  volume,  tended  and  lengthened  points  in- 

besides  its  intrinsic  value,  and  its  volved  in  this  disputation  should 

great  rarity,  is  more  suited,  on  ao-  be  investigated.    If  a  tenable  lodg- 

9punt  of  its  diminutive  size,  to  the  ment  can  be  made  and  secured  in 

genius  of  this  age,  than  most  of  any.  part  of  an  enemy's  citadel,  it 

the  wpirks  written  on  the  contro-  is  sufficient,  to  ensure  a  final  vie* 

versy.     If  neither  the  learning,  tory.     Truth  is  equally  impr^^iuu 

nor  the  strength  of  argament,  nor  ble  on  every  side,  and  unassailable 

the  adroitness  of  the  author,  have  from  any  quarter.     We  would  not 

sufiicient  attraction  to  daim  the  be  understcxxl,  as  though  we  were 

attention  of  those  of  our  readers  ..  frfuning  an  excuse  for  the  onoissioDs 

intp  whose  possession  the  Nehusk"  of  our  ancestors,  in  the.  required 
tan  may  fall,  surely  its  being  but  examination  of  any  put  of  this 
a  small  octavo,  and  that  only  of  .controversy.     We  conceive  that 

192   pages,    will  secure  at  least  every  point  which  was  necessary 

one  hasty  perusal  from  its  owner,  to  the  safety  of  the  cause  of  Non- 

We  kuoD^,  and  have  hitherto  paid  a  conformity,  has  been  abundantly 


18Si.2                   Literana  ttediviva  T-^Nehushian.  605 

scanned,  and    that  no  argument  have  been  so  abused  by  the  papists, 
brought  forth  by  our  Episcopalian  from  whom  they  descended  to  the 
adversaries    remains    unexamined  Church  of  England,  is  conceded  to 
and  unrefuted  by  our    kborious  us  by  all  churchmen    that   have 
and  persevering  forefiithers.     Nor  written  on  this  subject  (by  none 
was  there  any  difficulty  in  choosing  more  avowedly  than  by  Hooker)  ; 
the  method  of  combat :  the  same  that  they  are  even  at  Uiis  time  so 
ground  had  been  traced  Before  in  abused  by  the  generality  of  those 
the  disputes  of  the  early  Protes-  using  them,  in  teaching  them  to 
tants  with  the  Papacy,  and  it  was  substitute  a  mere  formal,  exterior 
only  to  have  recourse  to  the  Church  worship  for  that  devotion  of  the 
of  England's  own  armoury  to  pro-  heart  which  is  alone  acceptable  to 
cure  weapons  for  the  conflict.  God,  is  the  ground  upon  whidi 
The  argument  principally  han-  we  assert  their  being  obnoxious  to 
died  by   Mr.  Wilson  is  the  ne-  the  same  repeal  which  the  reformer 
cessity  of  the  removal  of   those  of  Israel,  Hezekiah,  enacted  with 
rites   from  the  worship  of  God,  respect  to  the  'Nekusktan.     The 
which   having  originally  been  of  Dissenters  would,  moreover,  justify 
divine  appointment,   have  in  the  their  demand  for  the  abrogation  of 
course  of  time,  through  the  super-  those  ceremonies,  by  asserting  that 
stition  of  mankind,  been  perverted  rigorous  imposition  is,   in  effect, 
from   their    design,    and  become  to  ''  teach  for  doctrines  the  corn- 
incitements  to  idolatry  to  the  evil  mandments  of  men,"  and  that  in 
affected,  and  offences  to  the  true  so  doing  they  make  "  the  com- 
worshippers  of  God.  The*  instance  mandment  of  God  of  none  effect." 
whence  the  propriety  of  this  re-  Matt.  xv.  6 — ^9.    For,  supposing  a 
moval  is  drawn,  he  derives  from  society  of  men  meeting  tc^e^er 
the  conduct  of  Hezekiah,  as  re-  for  God's  worship,  who  sh^l,  in 
corded  in  2  Kings  xviii.  4 :  "  He  every  particular,  hold  those  doe- 
removed  the  high  places,  and  brake  trines  which   God  has  revealed, 
the    images,   and  cut  down  the  (and  here  there  will  be  no  difficulty, 
groves^  and  brake  in  pieces  the  for  both  tiiose  who  hold  the  articles 
brazen:   serpent  that   Moses    had  to  be  Calvinistic,  and  those  who 
made :    fcnr  unto  those  days  the  consider  them  to  be  Arminian,  will 
children  of  Israel  did  bum  incense  find  bodies  of  Dissenters  who  in 
to  it ;  and  he  called  it  Nehushtan."  this    particular   will   agree   with 
Our  readers  will  instantly  perceive  them,)  let  this  society  be  consti- 
thitt  this  argument  is  capable  of  tuted  ever  so  consonantly  to  the 
very  powerful  application  in  the  word  of  God,  yet  not  receiving  the 
dispute  at  issue  between  the  Epis-  liturgy,  nor  the  ceremonies  of  the 
copalians   and    ourselves,  as  the  established  church,  it  shall  not  be 
contested   ceremonies   have    con-  considered  a  church  of  God,  nor  its 
fessedly  not  a  divine  original,  as  worship  be  thought  orderly ;  while 
the  brazen  serpent,  to  which  the  the  mere  fact  of  its  adopting  the 
cited  passage  refers,  had ;   and  if  liturgy  as  its  formula  of  worship, 
the   argument  of  the  subsequent  and  the  reception  of  other  forms 
tendency  of  that  serpent  to  cause  of  human  invention,  shall,  at  once^ 
superstitious  and  idolatrous  wor-  entitle  it  to  be  considered  orthodox, 
ship,    nvere    sufficiently    valid   to  and  stamp  a  value  upon  its  wor- 
justify  Hezekiah's  annihilating  it,  ship  'which  was  before 'unknown, 
that  the  argument  of  abrogating  This,  we  conceive,  is  in  the  most 
ceremonies,  allowedly   of  human  literal  sense,  ncft  only  to  make  the 
invention,    when    abused    ta  su-  traditions   of   men  equal   to   the 
perstitioua    worship,  is    infinitely  commands  of  God,  but  to  stamp 
stronger^    That  these,  ceremonies  them  with  a  ^realer  value,  and  to 
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niake  them  of  more  importance. 
But,  ad  renif  Mr.  Wilson  has  with 
admirable  adroitness  used  the  pre- 
cedent to  be  derived  from  Heze* 
kiah's  conduct,  and  has  met  every 
objection  that  might  be  alleged  in 
audi  a  manly  and  incontrovertible 
manner,  that  the  only  efTectual  way 
of  answering  him  was  resorted  to.*-- 
*'  The  author  of  the  Friendly  De- 
bate  confuted  his  Nehushtan  by 
causing  its  author  to  be  pursuivant* 
ed  up  to  the  Council."* 

Our  readers  are,  we  doubt  not,  ge- 
nerally acquainted  with  the  writp 
ings  of  the  ancient  puritans :  those 
who  are  familiar  with  them  know 
that  their  peculiar  excellence  con- 
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"  The  vforhs  wkkk  G^d  doa  s»  timet 
give  rqnUation  to  them,  and  hit  extraordinary 
works  have  advanced  certain  times  to  suck  a 
degree  qfeminencet  that  all  those  who  honor 
God  ottgKt  to  efteeal  them  kobf.  Now  if 
this  be  so,  may  we  not  faiiiy  iiif«r  that 
evil  works  doe  in  like  manner  disparage 


times,  and  that  the  extraordinary  wicked 
works  that  have  been  done  by  super- 
stitions,  idolatrous,  proiuke  men,  have 
sunk  them  down  to  such  a  degree  of  vile- 
ness,  that  all  those  who  honour  God 
oaght  to  look  upon  them  as  unclean  and 
loathsome?  If  the  old  maxime,  contra- 
riorum  eddem  est  ratio,  be  true,  certainly 
we  mi^,  for  ^00^  and  emt  woiks  are  oon- 
traiy,  and  therefore  if  the  form/er  hare 
power  to  make  hdy  and  honourable,  the 
latter  have  power  to  make  unholy  and  dis- 
graceful." 

The  reader  will  only  have  to 
change    the    argument  from  the 


818^  not  so  much  in  the  elegance  of    circumstance  of  the  time  m  which. 


their  imag^y,  and  the  smoothness 
of  their  style,  in  which  they  were, 
generally  speaking,  inferior  to  their 
conforming  brethren,  as  in  the 
mascutine  grasp  of  thar  aiguments, 
the  weight  of  scriptural  informa- 
tion embodied  in  their  discourses, 
and  the  laborious  and .  extensive 
research  of  authorities  which  crowd 
tiie  margins  of  their  polemical 
ffciecea.  In  the  latter  respect  we 
think  Nehushtan  is  unrivalled. 
Nothing  seems  to  have  escaped 
Mr.  Wilson's  persevering  investi- 
gation that  bore  any  relatioii  to  his 
subject.  Authorities  are  cited  from 
writers  of  all  nations  and  religions, 
in  all  languages,  and  are  made  to 
elucidate  the  topic  of  his  discourse. 
In  several  instances  the  most  in- 
genious use  is  made  of  the  ami^ 
ments  of  his  opponents,  against 
their  own  cause.  Among  the  rest 
we  observe  one,  in  page  68, 
wherein  the  words  of  Hooker,  in 


to  the  instruments  tvilh  whidi  such 
actions  are  performed,  and  he  will 
perceive  the  full  import  of  our 
author's  ingenuity,  and  the  wound 
which  it  inflicts  on  the  contested 
ceremonies* 

We  have  already  adverted  to 
his  meeting  the  objections  of  bis 
opponents,  of  which  one  of  the 
most  specious  is,  that  we  should 
be  compciled,  if  this  system  were 
gener^Iy  acted  upon,  to  abrogate 
many  of  the  most  common  and 
necessary  ceremonies  and  dream- 
stances  ill  worship,  as  there  are 
but  few,  or  none,  which  have  not 
be^i  abused  by  wicked  men  to 
unworthy  purposes.    He  answers: 

**  Tliere  are  many  devices  and  worhs  of 
men  which  have  been  vanoaaly  ahusti, 
yet  being  necessary  and  profitable,  it  is 
no  other  than  reasonable,  that  beiog 
separated  from  their  abuse,  they  should  be 
retained.  I  confess  if  they  are  such  as 
may  with  any  tolerable  inoonvenieooe  be 
Mifmdy  and  the  evil  tiiat  is  (cither  afrmify 


his  defence  of  the  sacredness  of    »'  i^'^lf  ^  ^)  coyunitted  ^y  Uiem,  1^ 

such  as  does  ovtrbalianct  the  adyanU^e 
we    reccire   from    them,    wc   ougbt  to 


aome  peculiar  times^  are  adroitly 
made,  by  the  argument  of  inver- 
aioD,  to  affix  an  additional  odium 
4M  those  'actions  whidi,  though 
indifevnt  in  themsdves,  have 
been  rendered  obnosious  to  abuse 
in  the  worship  of  Ciod.  The  words 
in  italics  are  a  quotation  from 
Haoher* 

•  CiUany,  iu  127.  " 


abolish  them  as  Hezddah  did  the  high 
]daees,  groves,  and  brazen  aerpqit ;  bat 
if  it  be  otherwise,  we.  may  retain  them, 
and  go  on  in  the  comfortable  use  of  them. 
And  when  it  is  once  proved  that  t2ic  con- 
troverted ceremonies,  and  other  tilings  im- 
poa'd  on  us,  are  not  only  UsefiUtf  b»t 
necessary  and  pr^abU  *  so  tierefiar^,  Uut 
they  cannot  with  any  tolerable  incoa- 
veuience  be  spared:  and  so  profitabie 
that  the  evil  committed  by  them  doe> 
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not  overballance  the  advantage  received     foyg,  cantent  OUrselves  with  Citing 


from  tbem,  I  shall  say  as  much  of  them ; 
but  411  then,  I  must  needs  be  of  this 
persuasion,  that  we  lye  under  lin  obliga- 
tion to  lay  them  by." — p.  129, 

And  again^ 

«We  must  distingoish,    1.  Betwixt 
what  the  common  light  of  nature,  (with- 
out any  contradi(5tion  from  the  ^ord,) 
do's  direct  to^  as  preper  to  express  the 
resentments  and  workings  of  .oar   minds 
and  hearts;    and  what  some    particuiar 
men's  heads,  drawn  away  to  supentiHon, 
have  thought  lit  to  use  and  impose  upon 
others.     2.*  Betwixt  what   mien  do  by 
divine  appointment,  and  what  they  do  of 
their  awn  heads*.     3.   Betwixt  what  is 
necessary  and  prt^tabUt  and  what  is  other- 
wise.     4.  Betwixt  what  is  used  in  the 
same  outward  visible /orm  it  pass'd  under 
before,  and  what  is   used   in  another, 
wholly  aistinct  and  different.    5.  Betwixt 
cioUf  harmless  customs,  practised  without 
scandal ;  and  innovations  in  religion  prac- 
tised with  scandal.    As  fpr  those  things 
that  are  of  die  former  sort,  that  is  to  say, 
either  suggested,  (as  I  told  you,)  by  the 
cdmtnon  light  of  nature,  as  homing  of  the 
knee  in  prayer ;  or  appointed  by  God, 
as  OidwiCs  taking  v)ood  out  of  his  father's 
grove :  or  are  necessary  and  profitable^  as 
tlie  reserving  trophies  of  victory,  such  as 
GoliaWs  sword;  or  pass  under  another 
outward  visible  form ;  as  the  silver  and 
gold  taken  in  Jericho,  which,  to  say  no- 
thing of  the  necessity  and  prefOableness  of 
it,  was  in  all  probability,  according  as 
the  lanp  required,  first  mdted^  and  then 
put  into    the    treasury:    or  are    civil, 
harndess    custonts,    practised    without 
scandal,  as  veUxng  the  head :  I  say,  as 
for  those  that  are  of  this  nature,  tiiey 
fif«9,  (nay  some  of  them  arcy  as  I  showed 
in  the  limxtaXionsi^  notwithstanding  their 
abuse,  to  be  retained.  But  then,  for  those 
things  that  are  neither  suggested  by  the 


one  or  two  short  passages  which 
do  not  belong  so  entirely  to  the 
body  of  the  work^  and  which  will 
be  fair  specimens  of  die  'digressive 
part  of  this  volume. 

**  What  shall  we  say  in  drfence  of  our- 
selves,  who  though  we  have  not  the  very 
same  individual  fashions  of  Heathens  and 
Papists,  yet  we  have  of  the  same  kind,  "so 
like  them,  that  he  must  do  little  less  than 
divine,  who  distinguishes  the  one  from 
the  other.    What  beholder,  seeing  two 
pTieUs,  the  one  a  papi^,  the  other  a  pro-, 
testant,  making  the  s^n  of  the  cross,  can 
without  knowledge  of  the   persons  tell 
which  is  popish  and  which  is  protesttmt  9 
Or  cast  two  surplices  into  a  corner,  the 
one  .u$ed  in  England,  the  other  in  Italy^ 
and  who  is  he  that  upon  the  seriousest , 
viewy  can  say  this  is  popish,  and  this  is 
protestamt?    Dr.  Ames  tells  of  a  minister 
Iq  Q,  EUxaheth's  days,  who,  being  urged 
by  his  ordinary  to  wear  the  surplice,  al- 
ledged  that  the  surplice  offered  to  him  w;as 
the  very  same  the  mass  priest  was  wont  to 
sacrifice  in.    The  ordinary  admitting  thafr 
excuse,  commanded'  another  tQ  be  made  ;< 
wbiph  being ,  done  and  brought  to  the 
minister  into  the  church,  he  took  it  ^nd; 
spake  thus  to  those  that  were  present. 
Good  people,    the  Bislwp  himself  con^-. 
fessed,  that  the  former  massing  surplice 
was  not  to  be.  worn  by  a  m^ister  of  tbQ 
gffspel,  and  judge  you  if.  this  be  not  as 
like  that,  as  one  egge  to  another:  let 
this  therefore  go  after  the  dt^;  and  sa 
he  cast  it  away." — p.  150.    ' 


We  shall  conclude  our  cfxtractiB 
from  this  excellent  little  vblume 
with  the  author  s  criticism  on  the 
history  of  Naaman  the  Syrian> 
S  Kings  V.  18.  whidi  a})pears  tQ 
common  iignt  01  nature,  nor  appomi^QDy  ^g  remarkably  TUSt,  and  With  a 
the  tBifrd,  neither  are  necessary  and  profit'  s.  *.-       r         t:^  i— •.  ^k^,>«-x«    }« 

abU,  nor  are  changed  from  their  ancient     quotation  from  his  last  Chapter,  Uk 

form,  bat  are  tnnowitiofu  in  religion,  at-     which   he  SUmS  up  Ms  whole  ar* 

tended  with  scandal,  they  are  for  their     gument. 

idolatrous a6««e  to  belaid  aside,  as  the     °  ^  „  *v    c    •  wl  4  «-«•«* 

^  Naaman  the  Syrian,  upon  bis  turning 

to  the  Jewish  religion,  would  not  make 
the  Lord  an  altar  of  any  earth  but  that  of 
Israel,  And  calling  to  mind  his  former 
bowing  in  the  house  of  Rim^non,  the  Jdol 
of  his  country,  he  was  greatly  troubled 
pres^at  them  with  any  detaU  of  atit,  and  begg'd  of  God  to  forgive  liim. 
*C  12     ^  J  *^       4.     _«       In  this  (saith  he)  the  Lord  pardon  thyser- 

the  complicated    argument    con-    ^^^^^^    Concerning  this  case  of  Wa«- 

tained  in  Mr.  Wilson's  NehuslUan,  ^nan,  Expositors  and  Casuists  discourse  va- 

and  any  part  separated  from  the  riously;  I  shall,  therefore,  for  the  better 

rest,  can  give  but  a  faint  idea  of  c/eari»^  of  tJie  truth,  and  "taking  out 

^*.   .    .^ij»    ^^«4.««;4.-,  „:<.u  ,„k;^>i  what  1  have  m  hand,  mquire  a  little  into 

the  inimitable  dextenty  with  which  .^     g^^^  ^^^  his  going  into  the  house 

the  whole  is  made  to  bear  upon  the     ^f  Rimmon,  and  fcowin^  there,  was  Idwfull, 
subject  in  dispute.  We  ^hall,  there-     and  warrantable,  for  this  reason,  that  it 


texts  of   Scripture,    and  reasons  before 
menlaoned,  do  evince." — >p.  143. 

Oar  readers  are  aware,  that  in 
the  space  allotted  to  this  depart- 
ment, it  is  impossible  for  us  to 


6od 


Literaria  Rediviva: — NehusIUdti.  CNovEHBEfJ, 


wftS  not  r^iigiouSf  but  eioilj  not  out  of 
ch^iccy  but  neceigity,  not  out  of  respect  to 
the  Idof,  but  the  iTi^^is  master ,who  there 
lean'd  upon  him.  But  if  so,  wherefore 
did  he  acknowledge  it  as  a  fault,  and  begg 
forgioeneu  f  Certainly,  be  either  miss'd 
it  in  bowing,  or  else  in  begging  pardon  ; 
and  then  how,  as  the  prophet  did  not  ac- 
quMnt  hini  with  it,  and  tell  him  that  he 


pursuance  of  the  civU.oSice  which  he 
owed  to  his  master ,  used  to  go  with  lum 
to  the  house  of  Rimmon,  and  there  boa 
with  him ;  which,  upon  his  convernon, 
being  convinced  of  the  unlawfulness  of,  he 
confesses  bis  faults,  is  sorry  for  it,  and 
crttaes  pardon.  That  the  wards  are  to  be 
taken  only  in  this  sense,  I  shall  not  be  so 
peremptory  as  to  affirm,  but  this  I  am 


was  too  forward,  that  he  f,'pTi/e«cd  before  sure  of,  that  not  only ^many  good  authors 

he  had  offended,  and  begg'd  pardon  be-  go  this  way,  but  also  whereas  the  taking 

forehewasgttiZti/,both  which  are  unn«c«f-  of  them  in  other  senses  begets,  diveti 

sary  and  improper.    As  for  the  Prophet's  scruples,  this  do's  not,  but  presents  us 

valediction ;  go  in  peace ;  it  argues  not  his  with  an  eminent  convert^  and  a  remark- 

approbation  of  his  former  practice,  but  of  able  instance  of  abstaimn^  f ram  Idolatry, 

his  succeeding  repentance.    Offers  think,  with.theeoconoiw  ofit."r~p.  163. 


**  The  present  liturgy,  though  there  be 
many  good  and  useful  things  in  it,  yet  it 
hath  been  so  much  abused,  both  heretofitre 
among  the  idolatrous  papists,  from  whom 
we  had  it,  and  since  amongst  anrselves, 
that  it  hath  for  many  years  been  the  de- 
sire of  several  thousands  of  sober  and  godly 
people  of  all  degrees  in  these  nations,  that 
it  should,  after  the  other  popish  trash 
thrown'out  of  the  house  of  God  in  the  be- 


that  though  he  sinn'd  in  going  into  the 
house  of  Rimmon,  and  bowing  there,  and 
was  convinced  of  the  unlawfulness  of  it, 
yet  he  still  retained  a  resolution  to  do  it. 
But  this  I  conceive  is  an  error,  as  well  as 
the^rmer,  proceeding  from  an  apprehen- 
sion that  the  words  are  to  be  taken  in  the 
future  tense,  whereas  being  in  the  ge- 
rund, they  may  as  well  be  rendered  in 
the  preter  tense,  and  then  they  run  thus ; 

in  this  thing  the  Lord  pardon  thy  servant,       .^.      ^^  ^.^^  reformation,  be  laid  aside. 

that  when  my  master  went  mto  the  house  of  f^^  Elation  it  hath  to  the  papist*,  and 

nimmon  to  worship  there,^d  leaned  on  my  ^^  ^^^^  ^^^^  .^  .      ^  j^^^  ^^^ 

}^id,and  \^d^^y^f'\*^  ^«*';?/^  the   message  sent  by  Kii^  Edward  the 

Rimmon,  the  Lard  pardon  thy  servant  m  ^^^^  ^  ^J^  ^^^  ^^  Devon^re  and  Com- 

efetstW    The  reasons  wherefore  I  con-  ^^   ^ho  upon  that  pious  Kng's  casting 

eeive  the  words  should  rather  be  taken  ^^  '  P^^  ^^^  up>?tc$tortts»!^ 

thus  than  otherwise  are  these:    1.  Its  rt,se  up  in  arms,  and  m^e  several  im- 

ordmary  with  the  sacred  pen-tnen,  to  put  p^^^^ ^demands    to   him,    teUing  him, 

*^^  CT^  !^  ^X  ^     A  w  «.LpJS  ^^^^^  otl^er  things,  that  thef  could 

no  further  than  the  t^ord  here  rendered  ^^^  ;|^^.^^  ^^^  ^J  J^^^^   ^  J  ^^^ 

go,  its  ordinary  \nth  them  to  put  »U2  h^ve  their  old  service  of  matins,  niass,  even- 

for  HI  and  1H1.    2.  Being  taken  thus,  song,  and  procession  in  Latin,  as  it  wasbe- 

they  best  agree  with  the  context.   1 .  With  fore.    To  which  he  returns  this  answer. 

Naaman's  profession.    Behold  now  I  know  As  for  the  service  (sutii  he)  in  the  EngHth 

there  is  no  God  in  all  the  earth,  but  in  IS"  tongue,  though  it  may  seem  to  you  a  new 

rael.    And  knowing  this,  he  must  needs  service,  it  is  indeed  none  other  than  the  M, 

know  that  he  was  not  to  show  respect  to  Ymi  have  the  self-same  -words  m  EngUsk 

any  other  God  but  him.      2.  With  his  which  are  in  Latin,  saving  a  few  thingt  that 

promise.    Thy  servant  will  henceforth  offer  are  taken  out,  which  are  to  fond,  that  it  had 

neither  burnt  offering  nor  sacrifice  unto  other  been  a  shame  to  have  heard  them  in  Et^lish, 

gods,  but  unto  the  Lord,     Under  which  he  iks  all  they  can  judge  who  list  to  report  the 

bomprebends  not  only  offering  and  sacri-  truth.     And  how  can  this  with  reason  offend 

^e,  taken  in  astrt'cl  sense,  but  all  devotion,  any  reasonable  man  ?   If  the  service  m  Me 

and  all  respect  whatsoever.     3.  With  the  Latin  church  was  good  in  Latin,  it  remaxneA 

prophet's  valediction ;  go  in  peace.   Which  good  ta  English,  for  nothing  is  altered,  but  to 

I  can  hardly  think  he  would  have  said  tq  speak  with  knowledge,  what  was  spoken  with 

him,  without  any  insinuation  at  all  of  ignorance.    Thus  that  reiigious  king,  and 


dislike,  if  he  had  understood  by  his  words 
that  he  had  intended  to  go  and  show  the 
same  respect  to  the  Idol  he  us'd  to  do. 
By  this  it  appears  how  much  Baldunn  is 
out'of  the  way, when  he  saith  that  Naaman 
obtained  leave  of  the' prophet  to  accom- 
pany the  King  his  master  into  the  house 
of  Rimmon,  He  was  so  far  from  obtain- 
ing leave  of  the  prophet  to  do  it,  that  he 
never  so  much  as  desired  it  from  him. 
He  asked  not  leave  to  sin  for  the  time  to 
come,  butpordofi  for  the  time  past,  .  The 
sumime  then  of  all  this  is,  that  Naaman, 
whilst  he  was  of  the  Syrian  religion,  in 


King  James  who  came  after  him,  spake  to 
the  same  purpose.  In  a  speech  of  his  in 
Scotland,  he  said  in  plain  terms,  that  the 
English  Uturgy  was  an  ill-said  mass.  And 
hence  it  is  tnat  the  Papists  themselres 
have  such  a  liking  to  it.  Pope  Fins  tiie 
Fourth,  sending  Vinlbentio  Parpatia,  Abbot 
of  St,  Saviour,  to  Queen  £^t»^^,  offered 
to  confirm  it,  if  she  would  yield  tb  him 
in  some  other  things.  And  when  tbe  Pop^s 
intelligencers  had  seen  service  solemii^ 
sung  and  said  in  Ganterbury  and  Landm, 
with  all  their  pomp  and  procession,  they 
wondered  that  their  master  should  be  so 
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of  miracaloud  cured,  but  the  ter^ent  was^ 
The  service  book  was  never  any  figure  of 
Christ,  either'  beings  to  come,  or  being 
already  come*,  but  the  serpent  was.  Here* 
by,  to  proceed  no  further,  it  appears  that 
the  reasons  for  sparing  the  serpent,  were 
of  as  much,  nay  more  weight  than  those 
be,  which  are  prpduced  on  behalf  of  the 
serviee  book ;  yet  HeiMth,  coasidBriiig  it 
had  been  an  Idol,  did,  in  obedience  of  the 
law  of  God,  take  it,  and  break  it  in  pieces. 
Why  then  the  service  book  should  not  be 


unadvised,  as  to  interdict  a  prince  or 
state,  whose  services  and  ceremonies  so 
sj/mbolited  with  wisdom.  Nay,  so  well 
Were  the  papists  of  our  own  nation  pleased 
with  it  the  first  eleven  yearsn)f  Q.  £/istt- 
beth's  reiga,  that  they  came  to  the  churchf 
tad  joyaed  themselves  with  protestants  in 
the  use  of  it.— —Turn  you  which  way 


yOQ  will,  you  sliall  find  that  the  reasons 

for  sparing  the  brazen  serpent,  were  as 

many  and  strong,  as  those  all  edged  in  the 

behalf  of  the  service  book ;  nay,  far  more, 

and  stronger.    The  service  book  is  not  of     dealt  with  after  the  same  manner,  I  under- 

divine  institation,   bat  the  serpent  was.     stand  not."-— pp.  174 — 178. 

The  service  book  was  never  any  instrumera 
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TAomas  JohnsotCs  further  'Remonjifor 
Dissenting  from  the  Church  of  Eng^ 
land:  in  two  Dialogues  with  Mr. 
Sikes  and  John  Twiligjtt,  Pnce  4d, 
— Londoa  :  Holdsworth,  1822. 

Whatbvrr  may  be  the  case  witk 
Messrs  Johnson  and  Twilight,  Mr. 
Sikes,  w€  believe,  is  a  real  person, 
a  clergyman  who  has  published  se- 
veral pitliy  tracts  against  Dissen- 
ters and  against  Evangelical  minis- 
ters, of  the  establishment.  The  share 
which  is  assigned  to  him  in  these 
dialogues  is  made  the  more  piquant 
by  the  circamstance  that  the  senti- 
ments are  copied  frcHn  his  own  ex- 
pressions, though  their  absurdity  Is 
a  little  heightenedf  by  the  new  com^ 
pany  which  they  arc  here  made  to 
keep .  Thomas  Johnson  is  a  shrewd 
fellow ;  he  pushes  his  antagonist 
pretty  closely,  and  urges  a  good 
deal  of  forcible  argumentation  in  a 
very  pointed  way.  In  the  second 
iiaiogae  we  find  John  Twilight  on 
lis  road  to  the  dissenting  meeting. 
To/in,  it  seems,  had  been,  accos- 
omed  to  go  a  little  astray  for  the 
ake  of  hearing  Mr.  Goode,  the 
vangelical  preacher  ata  neighbour- 
Dg  church.  From  thi» disposition  to 
agrancy  he  had,  however,  been  re- 
i  aimed  by  Mr.  Sikes,  who  cun- 
inced  him  that  he  ought  not  to 
;ave  his  own  parish  steeple;  but 
Lill  John  was  not  quite  at  his  ease ; 
0  had  heard  the  Gospel  preached, 
ad  the  ministrations  of  Mr.  Sikes 
roved  bat  an  indifferent  substitute. 
Ir.  Goode  was  an  enemy  to  the 
incipl^s  of  dissent,  asd  Mr. 
CoNO.  Mao.  No.  59. 


Sikes  was  an  enemy  to  the  princi-^ 
pies  of  his  brother  churchman ;— «all 
this  puzzled  John  strangely,  and, 
after  some  hesitation,  he  came  to  a 
conclusion,  which  we  shall  state  in 
his  own  words. 

*'  You  must  know,  Thomas,  that  long  . 
before  I  took  to  going  to  hear  Mr.  Sikes, 
I  had  a  very  bad  idea  of  you  Dissenters. 
For,  though  Mr.  Goode  did  not  speak 
out  quite  so  plainly,  he  always,  made  it . 
out  to  be  a  very  dreadful  thing  to  .leaive  ' 
the  church,  and  talked  of  the  aacrameats 
and  all  that,  much  in  the  same  way  as  , 
Mr.  Sikes  does.  And  he  i^erer  said 'a 
word  against  my  going  to  hear  Mr.  Sikes, 
though  he  knew  that  his  preaching  was 
as  different  from  his  owui  as  two  reli- 
gions like,  but  only  warned  me  against 
going  to  meeting.  Now  I  hare  been 
thinking,  that  if  Mr.  Gk>ode  was  really 
a  good  man,  and  thought  Mr.  Sikes 
preiiched  wrong  doctrine,  he  would  never 
have  advised  me  to  hear  him,  at  the  tisk 
of  my  being  led  astray.  But  there  is 
another  thing.  Here  is  one  clergyman 
preaching  one  doctrine,  and  he  says  it  JB 
the  doctrine  of  the  church ;  another  cler- 
gyman is  preaching  just  opposite  doc- 
trine, and  he  says,  his  ^s  the  doctrine 
of  the  church.  Both  appeal  to  the 
Prayer-book  to  prove  they  lire  right. 
Now  which  is  a  plain  man  to  believe  }  It 
seems  to  me  to  come  after  all  to  every 
man's  judging  for  himself,  which  is  the 
doctrine  of  the  Bible ;  and  so  I  have 
'  made  up  my  mind  to  come  and  hear  what 
your  minister  has  to  say  about  religion." 
—pp.  21,22. 

Thomas  Johnson  itnproves  as  he 
proceeds ;  a  large  field  lies  before 
him,  and  we  hope  thitt  he  will  not 
desist  until  he  has  fii^Ily  exposed,  in 
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a  series  of  popular  tracts,  the  weak-  slie  beard  with  the  greatest  eager- 
ness and  iniquity  of  the  various  ness,  and  the  fftroggles  of  conscience 
manoeuvres  by  which  the  progress  v^hich  she  underwent  filled  her, 
of  light  and  truth  is  hindered  in  While  she  yielded  to  the  love  of  diA^ 
certain  quarters.  sipation,  with  anguish  and  dismay. 
x*v%%-t^^%->x%  Having  been  Introduced  to  sorae 
,,  .  ^  _  ,  rr.  pious  individuals  connected  with 
Memoirs  fMr$.  Jomna  Tiitwr,  «f  J^e  Wesleyan  Society,  she  began 
mmfl^fdui  ker  Ltfe.De^,  ^  ^^  ^^j^^  ^^  delights  of  religious 
Spmiwi  Expenmee.  With  a  He-  gympatby,  and  under  the  influence 
«omm9iiftif9ry  ^^^fJP  ***l  ^f •  of  a  sermon  preached  by  Mr.  King- 
D.BoguMy  D.p.  1^  price  As.  ^^^  ^  Baptist  minister  of  Frooie. 
—London;  Nisbet,  1820.  *«  ^y^  stripped  herself  of  her  rti^« 
We  have  so  long  been  familiar  with  '  and  ear-rings^  as  she  sat  in  the 
this  inspiriting  Memoir,  that  we  pew."  After  this,  while  passing 
were  somewhat  surprized  at  finding  throufch  the  streets  of  Bristol,  she 
from  the  very  first  sentence  of  Dr.  **  pulled  off  her  ruffles,*'  and  from 
Bogne's  preface  that  '*  it  was  never  tha*  time  became  as  remarkable  for 
before  published,"  a  few  copies  only  the  Sfn»plicity  of  her  attire,  as  she 
having  been 'Sprinted' and  circulated  had  previously  been  conspicuoas 
among  her  particular  friends-  and  for  the  shewiness  of  ber  outward 
acquaintances.'^  We  are,  however,  adorning.  On  her  return  to  Trow- 
well  pleased  to  renew  our  intimacy,  bridge  she  entered  with  all  the  ar- 
in  this  tinrestricted  mode  of  publi-  dour  of  her  character  upon  a  new 
cation^  with  a  work  which  affoi'ds  way  of  life;  wrote  expostulatory 
remaricable  illustrations  of  the  ener-  letters  to  ministers  of  the  Gospel  in 
gy  and  success  of  strong  faith,  and  whose  habits  she  detected  any  flaw, 
self-renouncing  zeal.  and  established  a  littiv  society  for 
Mrs.  Joanna  Turner,  daughter  of  reading  and; prayer.  After  various 
Mr.  John  Cook,  of  Trowbridge,  was  trials  and  difiicolties,  she  com- 
bom  in  173S,  and  in  her  diary  c6m-  menced  housekeeping,  sinco  in  no 
plainsofunhapjMness  occasioned  to  other  way  could  she  secure  an 
herself  by  the  early  developement  opening  for  the  Gospel  in  Trow- 
of  untoward  dispositions.  Pride,  bridge,  on  the  interest  of  ^fdOO,  and 
pamdoB,  and  hypocrisy,  tyrannized  of  that  small  sum  she  did  not  besi- 
over  her  young  mlud,  and  the  harsh-  tate  to  lessen  the  principal  by  sa- 
ness  of  a  stepmother  was  not  calcu-  crificing  a  portion  to  build  a  boase 
lated  to  repress  their  vehemence,  for  the  Lord's  service.  In  1766, 
When  she  was  seventeen,  her  fa-  she  accepted  a  proposal  of  mar- 
tber  died,  and  she  took  up  her  resl-  riage  from  Mr.  Turner,  a  pioos 
dence  with  a  pious  relative,  where  tradesman,  and  made  full  proof  of 
her  convictions  became  decided,  and  the  consistent  energy  of  her  oharae- 
she  put.on  record  a  solemn  covenant  ter  by  asaistiBg  him  in  his  business, 
with  €^od.  The  love  of  the  world,  keeping  his  books,  and  dividing 
however,  was  not  yet  quelled  in  her  her  attentions  between  the  shop  and 
affections,  and  her  vivacity  and  ta-  the  counting-house.  But  the  main 
lests  rendering  her  a  desirable  work  was  not  neglected;  in  fact 
companion,  she  mixed  with  the  she « was  the  most  singular  shopw&- 
light-hearted,  herself  the  gayest  manihat  ever  stood  l^bind  a  coui- 
of  the  gay.  Her  history  at  ibis  ter;  she  preached  as -she  we%bed 
time  presents  a  strange  alterna-  or  measured  out  the  ailicles  in 
tion ;  at  one  moment  throwing  ber-  which  she  dealt,  delivered  par- 
self  with  intoxication ,  into  the  eels  with  a  prayer  or  a  warning:, 
world's  embrace,  at  another  chiding  and  wrote,  letters  of  spiritual  import 
the  depraved  frivolity  of  her  pur-  to. her  customers.  And  the  smHeof 
suits,  and  lamenting  her  broken  God  was  upon  this  sublime  con- 
covenant.  Balls  and  places  of  public  sistency  of  christian  chBracter;  ber 
resort  were  animated  by  her  presence  soul  and  her  traffic  flourished  toge- 
through  the  week,  while  the  S^b-  ther;  a  blessing  was  on  her  spirit, 
bath  found  her  an  attentive  and  as  well  ^  on  her  basket  and  ber 
interested  auditor  wherever  the  store.  She  and  her  husband  pros- 
Gos^  was  |>reached  within  her  pered;  they  were  happy  in  each 
hearing.    WhitHeld  and  Komaine  other,  fit  their  labour,  and  abofe 
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all  in  die  fKMseasion  of  tbeir  hea^  we  think,  be  ]M»differea«e'«f  sent!* 
venly  IPatlier's  love.  At  first,  how-  neat  conceraiog:  the  flaif ness  and 
ever,  they  were  visited  with  trials ;  ability  with  which  the  controversy 
appearances  were  nnfavourable,  is  managed.  The  work  is  throwli 
tfiey  incurred  hazards,  and  sustain-  into  the  form  of  dlalognes  between 
ed  losses,  bat  in  the  end,  all  was  Faithful  and  Seek-truth,  with  the 
repaid,  even  in  this  world, by  pros-  occasional  intervention  of  other 
perity  from  the  Lord*  No  sooner  personages  whose  names  ave  simi- 
did  the  tide  tarn  than  they  found  a  iarly  Indicative  of  ofaaraeler.  The 
channel  for  its  profitable  direction :  following  extract  contains  the  an- 
tbey  built  a  '*  Taberoaole"  for  the  swer  of  Faithful  to  the  questions- 
worship  of  God,  and  opened  it  in  "  What  are  the  real  uses  of  the  law  I'' 
November,  1771.  The  only  aid  ciXhc  bw  ought  to  be  preached  for 
they  received  in  '*  free-will  offer-  the  pnipo^e  of  shewing  unbeliever*  tiieir 
ings,''  amounted  to  £39.  7s.  and  on  siofulness ;  for  by  the  law  14  the  kaow- 
takjng  stock  in' January,  1772,  they  ledge  of  sin.  It  should  be  preached  in  its 
found  that  the  profits  of  their  buii-  spirituality,  to  shew  them  the  sins  of 
ness  for  tbct  preceding  year,  had  ac-  their  hearts,  as  well  as  of  their  lives ; 
quitted  the  whole  cost  with  a  sur-  *»d  in  its  righteousness  and  justice,  to 
plus  of  twelve  pounds  "  as  wages  for  *^^^  ^^^^  *^®  odiousness  of  their  sins ; 
overseeing  the  work.''    In  1781,  she  and  in  its  goodness,  to  shew  them  the 

a  chapel  was  soon  afterwards  built,  co»«quenSes  of  sin.    Where  the  law  is 

and  to  the  neighbouring  village  of  thus  appUed,  aU  self-righteous  hopes  will 

Ebsbourn.    The  details,  by  herself,  be  slain.    The  Uiw should  be  preached  to 

of  her  proceedings  in  these  and  believers,  that  they  may  perceive  what  is 

other  parts  where  she  procured  the  their  duty:  that  they  may  become  ab- 

Gospel  to  be  preached,  are  full  of  quunted  with  the  extent  of  their  depra- 

Jife  and  interest.    At  length  a  can-  vity,  and  be  humbled  on  account  of  t^ 

cer  commenced  its  fatal  ravages  on  ^^^  o(  their  nature ;  that(  they  may  ad- 

her'  constitution,  and  after  a  long  ™"*  divine  grace ;  that  it  may  l^  a  test 

and  severe  trial  of  her  exemplary  ^^^^7  ^  discovfer  the  existence  of  the 

faith  and  patience,  released  her  on  Sf^  "*^J"  ^^^t"*L*^*  '^7  ?X  ^ 

Christmas  eve,  1784,  at  the  age  of  f''!!!^''^'^  i^'^''''Tf''^^}lP*^ 

M   Z           i^f  */,  .r^Tj,  WW    .**/  «g^.  VE  £qj  ^jjg  pardQn.  of  gm ;  and  to  shew  them 

62,  from  a  world  of  sin  and  suffer-  ^^^  ^^^  importance  of  abui^  in 

ing,  to  the  perfect  enjoyment  of  ho-  Christ,  that  they  may  be  free  from  con- 

Imess  and  bliss.  demnation/'— pp.  58. 59. 

Plain  Dialogues,  designed  to  relieve  j^^^  Child's  Seripture  Etmiiner  tmd 

from  varums  Difficulties  connected  ,    Assistant.    ParU  L  and  IL    Or 

with  the  Doctrines  if  Election,  Spi-  Questimson  the  Gospels  according  to 

ritual  InabiHw,    Christian  Perse-  Matthew  and  Luke,  wifh  PrmsHcal 

veranec  rand  the  Relation  of  the  Law  mui  Explanatory  OboervoHons,  mmted 

of  Qod  to  the  BeHewr;  andtocor-  t^  ^  Capaeitm  4f  Children.    % 

reci  some  unseriptural  JUnresenta-  '     J,  G.  Fuller.     Price  Is.  eaeh^ 

tions  of  that  Subfect.    By  John  Sho-  London :  Holdaworth,  1«»; 

veUer.  inn.    Second  Edition,    12mo.  -„    ,  '            .,       1.  1     t              1. 

„._ii.ndoo:  Jones.  1822.  ^^^T^^l^'^f^l^^^i 

We  hav6  read  this  little  tract  with  comprehensive  books.  The  inter- 
much  pleasure.  It  enforces  correct  rogative  form,  it  is  observed  by  the 
notions  of  the  Gospel  scheme  in  a  author,  has  been  before  applied  to 
judicious  and  intelligible  manner ;  the  Sacred  Scriptiireis,  but  only  in 
and  while  it  takes  a  popular  shape,  the  comparatively  feeble  and  ineffi- 
and  adapts  itself  in  style  and  ad-  oictit  way  of  insuTated  questions; 
dreastp  the  general  reader,  it  evinces  ^^^  ^^  ^^^  been  his  aim  to  furnish 
on  the  part  of  the  writer  much  ae-  such  a  continuity  of  examination 
curate  refteotion  and  a  right  view  as  shall  impress  on  the  scholar's 
of  the  bearings  of  his  subject.  All  mind  the  great  ontHne  of  New  Tes- 
dlflSoHlties  are  met :  and  though  tament  facts,  with  such  incidental 
opinions  may  vary  respectttig  the  suggestions  as  might  tend  to  intel- 
sufficieiu^  oftlie  answers^  iher^  can,  lectoal  and  spkituaF  improreoient. 
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In  this  design  we  Udnk  he  has  suc- 
ceeded r  much  yalaable  and  easily 
intelligible  instruction  is  arranged 
in  a  manner  which  seems  well 
suited  to  its  object. 


UoHi  from  th§  Garden  cf  Skanm. 
Second  edition,  Ir.  — «  London : 
Holdsworth,  1822. 

The  plan  of  this  little  manual  is  at 
once  simple  and  useful.  It  supplies 
a  text  for  every  day  in  the  year, 
either  selected  from  among  those 
which  in  the  Bible  itself  assume  the 
form  of  aspiration,  or  else,  by  a 
slight  adaptation,  put  into  the  lan- 
guage of  ejaculation  and  prayer. 
It  is  best,  assuredly,  for  all  to  search 
ike  Scriptures  for  themselves,  but 
those  wno  are  deficient  in  readiness 
or  restricted  in  time,  may  advan- 
tageously avail  tibemselves  of  this 
convenient  tnide  nucum. 


tfNew^PvbUcdiunui.   [[NovBHBEa, 

that  I  have  been  able  snAciently  to  estl- 
mate  the  good  to  be  expected  from  tbe 
distribution  of  the  Bible.    I  have  foucd 
it  in  every  cottage,  careMly  preserved 
aa  the  most  precious  furniture  of  the 
peasant's  chamber.     The  Duke  de  la 
Rochefoucault  has  requested  me  to  send 
him  the  books  which  in  England  make 
up  the  poor  man's  library.    After  dili- 
gent search,  I  shall  finish  by  forwarding 
to  him  the  Bible  which  suffices  for  eveiy 
moral  requirement,  in  a  country  where  it 
forms  the  basis  not  only  of  the  nationsl 
futh,  but  of  the  political  institutions,  of 
which  it  is  the  safeguard  and  the  surest 
guarantee." 


AuembUe  ^  Ginh-ale  de  la  Sociiii 
Biblique  Protestante  de  Parte, 
1822.  Troisi^me  Anntversaire,--— 
A  Paris :  Smith,  1822. 

We  have  been  uncommonly  in- 
terested by  a  cursory  perusal  of  this 
document.  A  substanticd  volume 
of  nearly  350  pages,  containing  a 
report,  speeches,  correspondence, 
accounts,  and  all  the  regular  ac- 
companiments of  a  Bible  Society's 
annual  appeal  to  public  feeling  and 
opinion',  bearing  date  from  Parist 
sanctionied  by  eminent  names,  and 
exhibiting  abundant  evidence  of  the 
eeal  and  discretion  with  which  the 
concerns  of  the  institution  have 
been  directed— this  is  indeed  a 
book  not  to  be  dismissed  without, 
at  least,  a  passing  reference  to  its 
existence,  and  an  expression  of  our 
gratitude  to  God  for  this  evidence 
jof  his  gracioqs  operations  among 
mankind.  The  general  outline  of 
the  Protestant  3ible  Society  in 
France  is  too  well  known  through 
the  medium  of  our  own  reports  to 
require  detail  here,  and  we  have  not 
room  for  a  large  analysis  of  this  in- 
teresting publication ;  but  we  shall 
not  refuse  ourselves  the  gratification 
of  translating  mid  inserting  the  fol- 
lowing extract  from  a  letter  written 
by  the  Duke  Decazes  while  Ambas- 
sador to  our  own  Court. 

f'  U 19  QOly  in  this  country  (England) 


Ar/y  Riiing  recommended,  A  Tract; 
vfriiten  immediately  on  returning 
from  an  agreeable  Morning  Wa& 
in  the  Neighbourhood  of  London, 
on  Friday,  June  7,  i822.  By 
Jacob  Sneigar,  \2mo,  Qd. — Lon- 
don:  iWestley,  1822. 

We  are  strenuous  advocates  for 
early  rising,  and  great  admirers  of 
the  freshness  and  dewy  sparkle  of  a 
fine  June  morning,  though  we  eaonot 
say  that  we  are  much  addicted  to 
wandering  over  Hampstead  Healh 
at  so  ultra-early  an  hour  as  '*  three 
o'clock  'y*  and  we  lend  a  delighted 
ear  to  the  '*  melodies  of  morn," 
though  we  have  no  special  pre- 
ference for  *'  the  braying  of  the  as»/' 
which  Mr.  Snelgar  has  enumerated 
among  them.  In  other  respects,  we 
can  cordially  sympathise  with  Mr. 
S.  in  the  enjoyment  of  his  morning 
stroll,  and  give  our  approbation  to 
the  pleasing  descriptions  and  salu- 
tary instructions  of  which  he  has 
made  this  little  tract  the  mediam. 
The  following  is  a  brief  specimen. 

*<  The  SUN  appeared  the  animating  and 
.  sovereign  power  of  the  whole.  No  gem, 
no  jewel,  no  diamond,  no  star,  ever  pre- 
sented equal  lustre^  with  his  smiliagfocc, 
through  the  variegated  shades,  and  lofty 
trees  of  Caen  Wood.  He  bad  scattered 
the  darkness  of  the  previous  night ;  and 
he  shone  in  all  the  mildness  of  unclouded 
grandeur,  and  undisturbed  serenitf.  1 
almost  felt  that  I  stood  on  enchanted 
ground.  I  was  instantly  reminded  of 
Him,  whom,  most  of  all,  I  wish  to  lore 
and  serve.  From  "NoltuTe  I  ascended  to 
her  God  j  and,  under  the  guidance  of  the 
inspired  volume,  united  with  the  Spirit 
of  adoption,  every  Christian,  when  view- 
ing the  matchless  operations  of  divine 
wisdom  and  power ;  may  joyftdly  ex< 
claim*— 


<<  My  Father  made  them  aU ! 


f» 
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I.  STATISTICAL  VIEW    OF    DISSENTERS    IN    ENGLAND   AND   WALES* 

Wishing  to  make  this  department  of  omr  woik  as  complete-  as  possible,  we  ear- 
nestly beg  our  Correspondents  to  furnish  us  with  all  documents  and  information 
relating  to  it,  addressed  to  the  Editors,  at  the  Publisher's. 

CUMBERLAND. 

(Continued from  p.  557.^ 

ToRPENHow.  —  Thomas  Tornbr  the 
incumbent  of  this  parish,  shared  in 
tlie  honours  of  the  year  1662,  when  he 
WS8  ejected  from  his  cure  for  conscience 
sake.  In  later  times  the  parish  has  fre- 
quently been  the  scene  of  a  Gospel 
ministry,  particularly  the  village  of 
Bothell. 

Wasdale. — ^This  parish  was  the  birth 
place,  and  often  enjoyed  the  ministry  of 
the  Rev.  Mr.  Nicholson,  late  tutor  of 
Cheshunt  CoUege.  He  rested  from  his 
labours  on  the  29th  of  June,  1807,  in 
the  47th  year  of  his  age.  A  memoir  of 
Mr.  Nicholson  appeared  in  the  Evan- 
gelical Magazine  for  1808,  p.  232.  It 
is  to  be  regretted,  that  the  inhabi- 
tants of  this  district,  who  are  well  dis- 
posed to  hear  the  Gospel,  do  not  how 
enjoy  the    privilege.      The   district    is 


Places, 
Ainstable 
Allonby 

Alston  Moor   . 
AUeyfield 
Bencastle 
Biennerhasset . 
Bootle 

Borrowdale     . 
Bowness  • 

Brampton 

"~^~"~^*"— ~         •        •        • 
Broughton 
Carlisle,     Fisher     Street 

Meeting-house     . 
AnnetweO  Street 

Meeting-house     . 
Cockermonth  . 
Croglin 
Crossthwaite,  Keswick    .^ 

— ^—    St,    John's  ^Independent 

Chapel   .J 

Independent. 


Denominat'ufM. 

Independent  . 
Independent. 

Independent  . 
Independent. 

Independent  . 

Independent  . 
Independent. 

Independent  . 
Independent. 

Presbyterian  . 

Independent  . 

Baptist  i 

Independent  • 

Independent  . 
Independent. 

Independent  . 


among  the  most  neglected  parts  of  the 
county. 

Wetherall. — Mr.  Wilcox,  an  early 
Nonconformist,  belonged  to  this  parish, 
which  is  extensive,  and  at  the  present 
time  contains  Nonconformists  of  three 
denominations,  Quakers,  R^man  Catho- 
lics, and  Independents,  the  last  have  a 
meeting-house  and  Sunday  school  at 
Scorby ;  where  they  enjoy  the  ministry 
of  the  Rev.  Thomas  Woodrow,  of 
AnnetweU  Street  meeting-house,  Car- 
lisle. 

Whitehaven. — ^Thcre  are  four  lai^ 
Dissenting  congregations  in  this  town,  of 
which  we  have  not  yet  been  able  to  obtain 
any  satisfactory  accounts.  We  there- 
fore, reluctantiy  quit  the  county  witiiont 
farther  notice  of  them. 

The  following  list  exhibits  the  state  of 
dissent  in  this  county  at  the  present  time, 
according  to  the  best  information  we 
have  been  enabled  to  obtain. 

M tnuteri*  Names, 
Rev.  James  Scott. 


John  Harper. 

Mr.  Lauder. 
Mr.  Walton. 

Mr.  Gritton. 

Mr.  Laurie. 
Mr.  Ivy. 
S&muel  Ruston. 

Richard  Hunter. 

Thomas  Woodrow. 

John  Haddock. 

T.  Gritton. 


Egremont 

Gamblesby 

Glassonfay 

Hensinghiam 

Kirkandrews 

KirkoBwald 

Longtown 

Lorton 

Mary  Port 


MiUum 
Ncwbiggin 
Oughton  or  Oulton 
Parkhead 
Penrith  . 


Independent. 

Independent. 

Independent. 

Independent. 

Independent. 

Presbyterian    . 

Independent. 

Scots  Church  . 

Associate  Synod. 

Independent 

Independent. 

Independent. 

Baptist 

Independent  . 

Presbyterian    , 

Independent 


A.  Macfarlane.  > 
William  Rintoul. 
Charles  Kitchin. 


Samuel  Ruston. 

John  Haddock. 

H.  Thompson,  D.D. 
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Tlaees.  Iknemin^tufM,  Mmuter's  Ntmes, 


Penruddock 

Flumbton 

RaveogliiiiiB 

Renwick 

Salkeia 

Scalebouses 

Torpenhow 

Wetherall 


Independent 

Independent 

Independent. 

Independent. 

Independent 

Independent 

liulependent. 

Independent 


Rev.  Andrew  Rattny. 
T.  Nelson. 


T.  Nelson. 


Jobn  Haddock. 


Whitehaven^  Duke  Street    Independent 

— — ,  James  Street   Presbyterian    . 

' — ,  Charles  Stfeet  Antipaddobaptist. 
-4  High  Meeting  Associate  Synod 


Wigton. 
Workington. 

We  cannot  conclude  this  article  with- 
out returning  our  thanks  to  our  Corres- 
pondents, some  of  whom  have  been 
mentioned  in  the  course  of  it ;  but  more 
particularly  to  the  Rev.  J.  Whitteridge, 
jun.  by  whom  we  have  been  furnished 


Thomxs  Woodrow. 
Arch.  Jack. 
Walter  Fairlie. 

Robert  Hogg. 


entirely  by  the  omission  of  those  wbo' 
possessed  information,  to  furnish  us  with 

it  in  due  time.      

*  *  An  instance  in  point  to  iUuttrate  the 


ifetnarkf  undjuttify  the  request  amtamdw 

the  preceding  paragroj^  has  occurred  iMU 

with  a  considerable  quantity   of  local     ihU  sheet  vasptissing  through  the  press,  A 


information* 

As  the  commencement  of  the  Statistics 
of  Devonshire  will  appear  in  our  December 
number,  we  request  our  Correspondents, 
who  are  connected  with  that  County, 
to  liimish  us  forthwith  with  all  the  in- 
formation they  Are  in  possession  of  re- 
specting the  Dissenting  churches  in  their 
ueigbbourhoods.  as  the  delays  which 
have  hitherto  tnken  place  in  the  publica- 
tion of  this  article,  have  been'  occasioned 


packet,  dated  the  IStft  October ^  reqchedmr 
hands  on  the  Z9th  of  tfte  month,  containing 
some  valuable  extracts  from  the  cluirch  books 
of  Whitefioven,  nhi^  we  had^  in  conse- 
quence of  the  delay  in  transmuting  ihew, 
despaired  of  ever  receiving.  The  on^ 
course  tee  have  found  it  practicable  to  pur- 
sue^ under  sud  circumstanees^  is  to  pro- 
mise our  readers  the  additional  matter  coh- 
iained  in  this  packet,  ai  a  Supplement  io 
Cumberland  in  our  next  number. 


tl.  MISCELLANEOUS. 


Northamptonshire  Independent  Assoda-f 
tion. — Oa  Thursday,  the  26th  of  Sepr 
tember,  the  half-yearly  meeting  of  the 
above  Association,  was  held  at  Weedon«> 
Beck.  The  Rev.  T.  Toller,  of  Kettering, 
and  the  Rev.W.  Notcntt,  of  WUbarston, 
preached  in  the  morning ;  the  former 
from  Zech.  ■}.  5. }  the  latter  .from.  Luke 
xii.  42.  and  two  following.  In  the  after- 
noon,' the  business  of  the  Association 
was  transacted,  when  the  subscriptions 
and  collections  in  behalf  of  the  Mission^ 
ary  fund  were  received,  of  which  the 
sum  of  «£26.  was  voted  to  the  .Home 
Missionary  Society;  and  the  remaimng 
^80.  to  the  London  Missionary  Society. 
The  Rev.  W.  Scott,  of  Rowell,  preached 
in  the  evening.  A  solemn  interest  was 
given  to  this  meeting,  by  the  recent  and 
sudden  death,  of  one  of  the  most  re- 
spected, and  active  members  of  the  asso- 
ciation, (the  Rev.  H.  Knight,  of.Yelver- 
toft,)  by  which  circumstance,  the  morn- 
ing preachers  were  led  to  the  impressive 
subjects  on  which  they  discoursed. 

Wymondleg  College,  —  Ori  Thursday 
the  12th  of  September,  1822,  was  held 
the  annual  examination  of  the  students 
at  Wymondley  College,  Herts,  by  the 
trustees  of  tne  late  William  Coward, 
Esq.  Portions  of  the  classifTS  weile  read 
froni  Virgil,  Livy,  and  Cicero,  and  from 
Lucian,    Herodotus,  and  Plato :  some 


portions  also,  irom  the  Psalms  ^nd  Isaiah 
in  Hebrew.  In  the  classics,  most  of  the 
students  were,  not  informed  before-band 
of  the  passages  they,  would  be  called  npoo 
to  read.      '  ' . 

The  examination  was  contlnoed  in 
Logic,  Intellectual  Philosophy,  and 
Theology  ;■  when  the  students  were  le- 
quired  to  give  an  oral  abridgment  of  tbe 
lectmres  they  had  received  in  these 
branches.  They  were  also  called  upon 
to  demonstrate 'various  problenu,  taken 
indiscriminately,  from  several  books  of 
Euclid.  Some,  in  additaon,  read  ser- 
mons of  their . own  composioff. 

The  trustees  expressed  themselves  in 
the  warmest  terms  of  approbation,  and 
said,  <<  We  have  attended  manyexiBU- 
nations  here,  but.  never  did  we  feel 
greater  pleasure  and  satisfaction,  than 
we  have  enjovjed  throughout  the  iMe  of 
tl^,  examination  this  day«" 

Bethel  Union. — On  Wednesday,  Octo- 
ber 2,  the  British  and  Foreign  Seamen's 
Friend  Society  and  Bet&el  Union,  held 
its  annual  meeting  at  the  City  of  London 
Tavern.  Lord  Gambler  in  the  Chair. 
It  will  not  be  necessary' for  ns  to  notice 
the  proceedings  on  that  occasion ;  bat 
as  the  "  Retrospect"  of  the  proceedings 
from  October  1821,  to  October  1822, 
lies  before  us,' we  shall.  In  a  few  lines, 
give  a  general  view  of  the  objects  and 
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Bdigioiu  Intdiigmoe:^'^M\ 


tr&nsactioiu  of  this  important  Associa-  sirelf  knowi^^B  History  of  the  Bible 
tioQ.  lathe  year  1817,  *<afewfHends  Society,  is  flBl^ished  for  accuracy, 
baring  encouraged  and  promoted  prayer    clearness,  and  candour :  and  it  will  long 
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meetings  and  ship  preaching  on  the 
River  Thames :"  and  the  Port  of  Ijondan 
Society  liaving  subsequently  commenced 
its  ndoable  labours,  the  sncdess  which 
had  attended  the  eiertions  of  the  first 
morers  of  the  work  among  seamen,  Ibd 
to  encreased  acti%nty,  and  ultimately,  to 
the  formation  of  «  the  Bethel  Union." 
An  attempt  to  incorporate  the  two  insti- 
tutions proved  unsuccessful,  and  the  two 
Societies  in  perfect  amity,  but  in  sepa- 
rate tracks,  urged  forward  their  noble 
work.  The  Flag  adopted  by  the  Bethel 
Union  is  now  hoisted,  as  the  signal  of 
divine  service  in  many  of  the  English 


shed  a  ray  of  lustre  upon  his  name,  that, 
though  a  churchman,  he  there,  without 
hesitation,  assigned  the  palm  of  pre-emi- 
nent distinction  to  his  co-secretary,  the 
Rev.  Joseph  Hughes,  a  dissenting  minis- 
ter. To  the  conceptions  of  Che  enlight- 
ened and  benerolent  mind  of  tliat  %'ena- 
rabteman,  Mr.  Owen  has  justly  ascribed 
(v.  1.  p.  17.)  the  first  idea  of  the  present 
British  and  Foreign  Bible  Society ;  and 
to  his  pen,  the  first  efforts  from  the 
press  to  draw  the  attention  of  the  Bri- 
tish public  to  the  subject.  Mr.  Owen  has 
left  a  chasm  iil  society ;  and  in  the  official 
situation  which  he  held  in  connexion 
Ports,  and  in  nearly  all  the  quarters  of  with  the  Bible  Society,  it  will  he  found 
the  globe.  Much  good,  has  been  done,  a  matter  of  the  greatest  difficulty  to  sup- 
aod  the  enlightened  views  of  the  Society  ply  his  loss.  Any  clergyman,  however 
have  extended  themselves  to  the  tempo-  gifted,  who  has  committea  himself  against 
ral  wants, .  as  well  as  to  the  spiritual  Dissenters  must,  we  should  think,  be 
necessities  of  siulors.   A  Boarding  House,     ineligible. 

—a  most  important  establishment,  which  At  Mile  T^wn,  near  Sheemess,  on  ihe 
we  wish  may  be  multiplied  an  hundred  7th  September,  Mr.  Robert  Brown,  As- 
fold— has  been  opened  for  the  reception  sistant  Surgeon  in  the  Dock-yard,  at  the 
of  sailors,  a  race  of  men  proverbial  for  age  of  50  years.  Mr.  Brown  hkd  been 
simplicity,  and  liability  to  imposition,  for  many  years,  a  consistent  member  of 
Able  and  disinterested  labourers,  among  a  Dissenting  Church,  and  since  his  arrival 
whom  Captain   Angas  is   conspicuous,     in  this  part  of  the  country,  attached  to 

the  church  under  the  pastoral  care  of  Mi;. 
Prankard,  of  Sheerness.  The  amuible 
picture  of  Christianity  displayed  in  his 
conduct  towards  the  church  and  the 
world  at  large,  procured  for  him  the 
esteem  and  affection  of  all  his  Christian 
brethren,  ahd  even  forced  from  those 
who  were  opposed  to  his  religions  views, 
a  tribute  honourable  to  his  character. 
Few  pnvate  individuals  were  ever  ihore 
respected  while  living,  or  more  lamented 
after  their  decease.  Uniting  the  most 
conciliating  demeanour,  with  the  most 


have  engaged  in  the  work,  and  we  trust, 
that  the  ffjod  will  of  the  public  towards 
this  excellent  Institution  will  be  mani- 
fested by  ample  support,  and  that  the 
blessing  of  Gk>d  may  give  an  abundant 
iucrease. 

DKATH9. 

The  Rev.  John  Owen, — It  is  with  ex- 
treme sorrow  that  we  advert  to  the  re- 
cent death  of  the  Rev.  John  Owen,  one 
of  the  active  and  disinterested  Secretaries 
of  the  British  and  Foreign  Bible  Society. 
We  do  not  mention  this  event  as  matter 


of  intelligence,  for  our  readers  will  have     inflexible  and  primitive  integrity,  private 


long  since  learnt  it  firom  the  usual  sources 
of  information,  but  we  should  not  do  jus- 
tice to  our  own  feelings,  were  we  to  leave 
it  unnoticed.  The  language  of  pimegyric 
has  too  often  been  lavish^  on  the  un- 
worthy dead,  but  in  this  instance,  not  to 
eulogise,  would  be  to  defraud  the  emi- 


affection,  and  public  inspect  were  ever 
ensured  to  him,  from  aU  who  had  the 
pleasure  of  his  acqumntance.  The  spiri- 
tuality of  his  mittd  was  so  appareiit  in 
every  part  of  his  oondoct,  that  he  seemed 
at  once  a  living  instance  of  what  true 
Christianity  should  be,  and  a  reproof 'to 
its  present  degeneracy.    One  of  the  last 


nent  and  the  good  of  their  just  due.   Mr.  _      .     .. 

Owen  was  most  admirably  fitted  for  the    expressions  of  this  saint  of  God,  was, 

inftportaiit,  fl«d  sometimes  embaRmntiig    t^*  ^  bim  «*  to  die,   waa  gain.*'— 


Station  which  he  occupied ;  his  eloquence 
was  ready,  animated,  full  of  tact,  and 
most  emphatically  ad  rem.  There  was 
an  air  of  cheerfulness  and  liveliness  in 
his  whole  demeanor,  when  engaged  in 
public  meetings  that  gave  life  and  viva- 
city to  all  around  him.  We  had  no  fur- 
ther acquaintance  with  him  tiian  that 
which  arose  from  casual  intercourse*;  but 
we  have  heard  those  who  knew  him  wellj 
speak  in  the  highest  terms  of  his  domes- 
tic and  social  character.  His  literary 
character  was  highly  respectable.    The 


BUsied  tare  they  wha  die  in  the  Lord,* 


production  by  which  he  is  most  eztea-    different. 


We  willingly  comply  with  the  request 
of  a  correspondent  to  insert  the  following 
directions: — How  to  dittinguith  oXAUC 
ACii>,  (which  is  a  poison,)  fimn  i&nou 
SALT. — ^There  is  a  very  simple  way  of 
satisfying  one's  self,  that  the  Uoie  about  to 
be  taken  is  not  oxalic  acid.  Taste  one  drop 
of  it,  or  else  a  partide  of  the  suspected 
crystals,  and  if  it  be  oxalic  acidy  it  will  be 
found  extremely  sour,  like  most  other 
acids.    Thd  taste  of  Epsom  salt  is  quite 
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IMerary  ^g^eei.^-Atumen  to  Corre^mtdaU*. 
TRARY  NOTICES,  &c. 
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Tie  Editors  will  feel  obliged  to  Literary  Gentleffleo  and  Publiihers  for  the  com- 
manication  of  Nottcei  (post  paid)  salted  to  this  Department  of  the  London  Guristiaii 
Instbuctoa.  ^        » 


%•»  •%»%'»^^%<% 


WORKS  PREPARING  FOR  THE  PRESS. 

Trath  against  Falsehood ;  or,  Faots  op- 
posed to  Fiotion,  10  a  series  of  Lettters 
addressed  to  Doaglas,  the  Aatbor  of**  No 
Fiction.'*    By  Lefevre« 

In  the  Press,  a  Funeral  Sermon  for  the 
Jate  Kev.  John  Owen,  of  Palbam*  By  the 
tlev.  Joseph  Hughes,  of  Battersea. 

Shortly  will  be  pablished  in  one  Tolame 
8vo.  with  a  Portrait,  Lectures  on  Sorip> 
tun  Comparisons,  by  William  Beogo'  Col- 
Iyer,  D.D.  LL.I>.  &c.  forming  the  soTenth 
sind  completing  volame  of  the  series. 

Travels  in  the  Northern  States  of  Ame- 
rica, particularly  thpse  of  New  England  and 
l«ew  York.  By  Timothy  D wight,  LL.D. 
In  the  Press,  Grai^l^er's  Biographical 
History  of  England.     Fifth  Edition,  in  6 

vols.  8 TO. 

The  History  of  Rome  from  the  Earliest 
Period/to  the  Termination  of  the  Empire. 
By  Charles  Mills,  Esq.  Author  of  the 
"  History  of  the  Crnsades,''  in  10  vols.  8vo» 

An  Essay  on  the  History  of  the  l^nglisli 
Oovernment  and  Constitniion,  from  the 
reign  of  Henry  VII.  to  the  present  time. 
By  Lord  John  Russell.  Second  Edition, 
in  8vo. 

The  History  of  Roman  Literature,  from 
the  Early  Periods,  to  the  Augustan  Age. 
By  John  Dunlop.    In  %  vols.  8vo. 

The  British  Constitniion,  or  an  Epitome 
of  Blackstone*s  Commentaries  on  tlie  Laws 
of  Cogland  ;  for  the  use  oif  Schools.  By 
Vincent  Wanosirocht,  LUD^io  12mo. 


«%%^«^iv^^^ 


WORKS   KEGENTLY  PURLi&IiED.' 

Gleanings  and  RecoHeetiona,  (moral  and 
reli^ufl,)  to  assist  the  Memory  of  Yoptiu 
By  k  Parent.  Dedicated  to  his  own  Son. 
18mo.  Is. 


A  Defence  of  the  Deity  of  jBsva  Gbrist, 
IB  Reply  to  Ram-Mohda  Roy,  oC  Calcutta. 
By  Dr.  -Marshman,  of'  Serampore.  8ro. 
7s.  boards. 

A  Treatise  on  the  Faith  and  Hope  of  the 
Gospels  By  theiate  Rev.  Benjamin  lag- 
him.    Poarth  Edition,  ISmo.  ds.  6d.  bds. 
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ANSWERS  TO  CORRESPONDENTS,  &c 

Communications  have  been  received  this  moatb-from  Rev.  J.  Sharp*— J.  Tnrner— 
C.  N.  Davies — J.  Piakerton— J.  Thornton — J.  TarnbuU— J.  ShoveHer,  jna.— J. 
Philip— W.  Orme. 

Also  from  Messrs.  T.  Wood— P.  Mitchell— Allan. 


We  are  under  the  necessity  of  postponing  the  Criticism  on  t)wight  until  our  next 
Number. 

Erratutn.'^V,  560,  in  the   query,  for  Cave,  read  Care,  in  both  places. 
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MEMOIR    OF    THE    LATE    REV.    SAMUEL    NEWTON, 

THIRTY-SIX  YEARS  PASTOR  OF  THE  CONGREGATIONAL  CHURCH, 

WITHAM,    ESSEX. 


This  eminent  minister  of  Jesus 
Christ  was   born  in  the  city   of 
Norwich,  on  the  17th  of  February, 
1763.     His  father,  who  was  a  na- 
tive of  Milbourne  Port,  Somerset- 
shire,  where  the  descendants  of 
a  branch  of  the  family  still  reside, 
received    his    education    for    the 
christian  ministry  in  the  academy 
at  that  time  conducted  at  Mile 
End,  but  now  established  at  Ho- 
merton.      At  an  early  age,  Mr. 
Newton,  senior,  went  to  Norwich 
as  assistant  to  the  Rev.  Dr.  Wood, 
an  excellent  man,  the  friend  and 
associate  of  Dr.  Doddridge,  who 
presided  over  a  large  and  flourish- 
ing congregation,  comprising  many 
families  of  the  very  first  respecta- 
bility. ,  Mr.  Newton,  soon  after 
his  settlement  at  Norwich,  married 
the  daughter  of  Dr.  Wood,  a  lady 
of  a  fine  understanding,  a  most 
amiable    disposition,     and     great 
piety.      Durinff   a   part  of  Mrs. 
Newton's  life,  she  was  visited  with 
a  disorder  which  affected  her  in- 
tellect, but  from  which  she  hap- 
pily recovered,  and  lived  to  re- 
joice in  the  increasing  usefulness 
and  growing   reputation  of   her 
son,  till  in  the  year  1798  she  died 
in  peace  and  hope  at  the  age  of 
sixty  years.     In  the  course  of  Mr. 
Newton'^    ministry    at   Norwich, 
several  distressing  disputes  arose 
in  his  once  harmonious  congr^a- 
tion,  and  occasioned. repeated  se- 
parations,   but    he    was    carried 
through  these  trying  scenes  with 
much  composure  and  fortitude  by 
Cong.  Mag.  No.  6o. 


a  firm  reliance  on  God,  coupled 
with  a  disposition  naturally  buoy- 
ant and  cheerful.  This  temper  of 
mind  enabled  Mr.  N.  to  enjoy  the 
pleasures  of  life  with  great  zest 
and  animation,  while  it  preserved 
him  from  sinking  under  the  pres- 
sure of  its  troubles  into  undue  and 
unbecoming  dejection.  He  closed 
his  earthly  career  calmly  and  hap- 
pily on  the  12th  of  October,  1810, 
in  the  78th  year  of  his  age,  and 
the  56th.  of  his  ministry,  leaving 
no  family  to  deplore  his  loss,  ex- 
cept his  son  Samuel,  the  subject  of 
the  present  memoir. 

Mr.  Newton  personally  con- 
ducted the  early  education  of  liis 
son,  with  no  assistance  except  in 
the  French  language  and  the  ma- 
thematics, for  which  departments 
of  learning  he  engaged  different 
masters.  The  particular  plans  he 
adopted  in  his  interesting  and  im- 
portant undertaking  are  not  now 
known,  except  that  he  very  early 
endeavoured  to  accustom  his  son 
to  think  and  judge  for  himself, 
encouraging  him  to  express  and  to 
defend  whatever  opinions  he  might 
have  formed  on  Uie  various  sub- 
jects which,  in  the  course  of  his 
studies,  came  under  his  considera- 
tion, while  he  condescendingly 
laid  aside  the  authority  of  the  tutor 
and  the  father  to  become. his  anta- 
gonist and  guide  in  the  argument. 
While  proceeding  with  the  educa- 
tion of  his  son,  Mr.  Newton  had 
also  for  a  pupil,  Mr.  Wm«  Godwin, 
author  of  the  work  on  Political 
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Justice^  who  was  the  son  of  a  dis-  students  by  his  great  predilection 

setiting  minister  at  Guestwick^  in  for  metaphysical  inquiries — a  de^ 

Norfolk.     Mr.  S.  Newton  has  been  partment  of  study  certainly  not 

heard  to  relate,  that  by  Mr.  God-  without  its  advantages  in  the  cd- 

win,   when  his  fellow  pupil,   he  ture  of  the  understanding,  when 

was  first  taught  to  pray  extempore,  pursued  soberly,  and  not  pushed 

Mr.  G.  being  accustomed  to  take  on  till  the  mind  is  bewildered  and 

him  privately  into  a  room  for  this  confounded  instead  of  gaining  clear 

purpose:  a  somewhat  singular  fact,  ideas  and  useful  knowledge.    It 

when  the  subsequent  histories  of  is  a  pursuit,  however,    in   which 

the  teadher  and  pupil  in  this  sacred  preachers  should  engage  with  can- 

exercise  are  considered.  tion,  as  there  is  some  danger  of  its 

In  the  year   1780,  when  Mr.  rendering  their  discourses  less  in- 

Newton  had  attainecl  the  age  of  teresting  to  the  hearts^  and  less 

seventeen,  he  proceeded  to  Ho«  intelligible  to  the  minds  of  their 

merton  to  complete  his  education,  uneducated  hearers.     When   pur- 

where  he  was  maintained  entirely  sued  to  excess,  it  is  unfriendly  to 

at  the  expense  of  his  father.     Into  the  plain  sense  and  warm  feeling, 

that    long-established    and    most  which,  as  they  are  the  most  ac- 

highly  respectable   seminary  Mr.  oeptable,  so  will  generally  be  found 

'N.  carried  attainments  in  classical  the  most  useful  qualities  of  Grospel 

learning  and  general  knowledge,  sermons.     Mr.  Newton's  metaphy- 

but  rarely   indeed   possessed   by  sical  turn  of  mind  seems  'to  have 

"candidates  for  die  christian  minis-  diminished  the  interest  and  suc- 

try  among  protestant  dissenters,  oess  of  his  earlier  pulpit  efhrts^, 

when  they  first  resort  to  our  public  which  were  considered  deficient  in 

academies  to  secure,  as  far  as  possi-  unction  and  savour,   and  did  not 

ble,  the 'important  advantages  of  a  encourage  his  friends  to  hope  he 

liberal  education.    But  these  early  would  ever  attain  that  excdienoe 

advantages,    and  unusual  attain-  as  a  preacher  which  he  afterwards 

ments,  were  far  from  producing  in  reached.. 

Mr.  Newton  an  indolent  confidence        After  remaining  three  years  at 

of  his  present  superiority ;  for  such  Homerton,  a  term    shorter  than 

was  his  ardotur  in  the  continued  that  which  students  generally  spend 

pursuit  ofknowledge,  that  for  some  in  that  academy^  but  which  was 

time  after  his  entrance  into  liie  aca^  deemed  sufficient  for  Mr*  Newton, 

demy,  he  sat  up  two  whole  n%hts  as  his  early  advantages  and  progress 

in  every  week  urging  the  diligent  had  been  so  unusual,  he  proceeded 

prosecution   of  his  studies ;    but  to  Lowestofi^  in  Suffolk^  yphere  he 

finding  this  practice  prgndiciaS  to  found  a  small  and  droopin^congre- 

his  health,  and  perhaps  discovering  gation,  which  his  labours,  though 

that  on  the  whoie  it  did  not  ma-  limited  to  the  short  term,  of  one 

terially  contribute  to  his  literary  year,  contributed  to  revive  and  in- 

progress,  fae  entirGly  abandoned  it,  ciiease.    Ms.  Newton  seems  never 

Whde  in  the  academy,  Mt.  New-«  to  have  entertained  an  intention  of 

ton  was  far  f)*om.satisfyh^g  faiBiself  permanently  settling  at  Loweatoff, 

with  that  degree  of  study  saad  ap-  and  the  church  at  Witliiun:  being 

Slication  which  would  haw  «na--  at  this  time  destitute  of  «  pastor, 

led    bim    to    pass   with    credit  through  the  death  of  the  Bey.  Mr. 

through  the  appointed  and  legolar  Case,  he  accepted  an  invxtiitiQn  to 

exercises  of  his  clasr;  he  read  the  ptvach  to  thilt  people  as  a.  proba- 

entire  works  of  several  of  the  an-  tioner,  in  the.  year  1785^  m4 ' ^^ 

cieht  classical  authors,  and  among  shortly    ^erwards    unanimou^y 

the  rest  those  of  Citero.-    He  was  calljftl  to  the  j^astoral  ehax|;eanioiig 

^fisthrguii^ed  among  iiis  fbllow<&  fbem*    His  ^dinadon^oak  fdaoe 
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in  April  1786 ;  andof  the  Presby-  in  this  portentous  and  truly  awfol 

tery^  l>7  the  laying  Ga  of  whose  condusion^  the.  great  Searcher  of 

hands  he  was  solemnly  set  impart  to  hearts  can  alone  determine ;  but  it 

his  sacred  office^  the  Rev.  J.  M.  was  a  oonclu«on  of  the  correctoess 

Ray,  of  Sudbury,  alone  remains  to  of  which  he  was  himself  fully  satis- 

this  present ;  the  rest  are  fallen  on  fied,  and  which  there  is  reason  to 

sleep ;  but  the  traditionary  record  believe  he  retained  to  the  day  of 

of  dieir  holy  lives  and  extensive  his  death.     To  this  view  of  his 

labours,  still  secures  for  the  names  character,  he  was  led  by  a  very 

of  Wickens,  and  Fell,  and  Ste-  solemn  consideration  of  his  oon- 

venson,  an  affectionate  veneration  duct,  opinions,  and  feelings ;  and 

among  the  churches  of  Essex^—  in  the  bitterness  of  his  wounded 

His  &ther  delivered  the  charge*  spirit,  he  cried  out,  *^  What  shall  I 

Mr.  Newton  had  not  been  long  do  to  be  saved  ?"     To  a  mind  in 

settled  at  Witham  before  he  mar-  this  state  of  feeling,  Socinianism 

ried  Miss  Todd,  of  Coleheister,  a  ofiars  no  consolation  for  its  sorrowe, 

lady  many  years  his  senior.     Mrs.  no  foundation  for  its  hope-^  is  a 

Newton  possessed  a  good  under-  system  which  cannot  produce  a 

standing,  and  an  unusual  anima-  wounded  spirit  or  sympathize  with 

tion  and  vivacity  of  mind,  which  it,  or  cure  it     From  this  time  Mr. 

she  retained  unimpaired  to  a  very  Newton  lost  all  predilection  for  Dr. 

advanced  period  of  life.    She  was  Priestley's  works  «id  opinions^  and 

a  woman  of  great  piety,  and  eon-  turned  his  eyes  to  Christ  with  feel- 

curred .  most  cordially  in  her  bus-  ings  and  desires  far  different  from 

band's  almost  unbounded  liberality,  tfa^e  with  which  hemust  be  oontem- 

in  employing  his  property  for  the  |^ted  by  theman^  who  is  preptoed 

I'elief  of  the  distressed.  to  strip  him  4)f  his  divinity,  his 

In  this  early  period  of  Mr.  atonement^  and  his  justifying  righ- 
Newton's  ministry,  he  was  mnch  teousness.  A  heart  wider  the  in- 
occupied  with  the  writings  of  Dr.  fluence  of  the  Holy  Spuut,  is  the 
Priestley,  and  of  other  early  advo-  best  guide  to  religious  truths  and 
cates  of  Unitarian  sentiments  in  the^  best  assistance,  the  mind  can 
this  country,  and  his  mind  received  enjoy  in  ascertaining  the  true  mean- 
a  very  considerable  bias  in  fasvour  ing  of  the  word  of  God.  The  ad- 
of  their  opinions.  Whether  his  vocates  of  Dr.  Priestley's  theobgy 
mind  w-as  prepared  for  the  full  r^  would  doubtless  insinuate,  that 
ception  of  that  system  cannot  now  when  Mr.  Newton's  mind  bec^ttne 
be  aso^tained,  or  what  might  thu»  anxious  and  agitated,  he  lost 
have^  been  the  result  of.forther  re-  the  true  philosophic  ceolness  and 
seardi  and  reflection,  had  not  his  indiffisrence  to  dl  religious  senti- 
inquiriesbeenpowerfollyinfluenoed  mmt,  which  alone,  in  their  opi- 
by  the  very  deep  solicitude,  "vidiich  nian,  qualifies  a  man  for  arriving 
at  this  juncture  todt  possession  of  at  correct  views  of  divine  43ruth; 
his  mind»  on  the  important  msbject  and  diat  he  no  kng^r  possessed 
of  fai»owik  chssaoter  and  stute'  in  the  froedom  ftom  re%iotts  fodingy 
tlie  sight  of-€kid;  Hebeeamethe  wneedfel  to -guide  tiie  mind  hi 
attl]gect  of  the  deepest  sorrow  and  fonaing  m  jiidgmmil;  of  truth,  and 
alaiais.  '  His  sins'  rose  in'  faia  re-  enorin  rdigioustontroverq^  That 
ttiembracneev  and  ovetwhefaned  him  Mr.  Ntawtoa's  mind  n^longer  po»- 
-m^i^  amdotts  foai  and  grie£  He  aessed  'this  oaba  indiffer^ice  is 
eamd' to>  ^  'edndusioii,  that  hi*.  uncpiestionaUe;  but?rthat^  he  was 
thertehe-had'ttot  been  posrassed  .therefore  disqwdlfied  to-  ju^g®  ef, 
tff  Ihe  giMB  oi  6od/  aad^  of  andattaiQ^taDOKr^etasligaious  opi- 
tanus^ 0iafmimim0Bti^  A^uenr, is deniiMl.  ^&Ai^ii^^o(s^ 
^WMbcr  Mvi^Mewtoii  ^89  ooirect  eur  to  those  who  h«lduiditfer«nee 

4  Kt 


^iO                 iienfir  qfjke  laU  Rev^  Samuel  Kewion.  []D£CEMBt:n> 

in.  religion  to  be  the  only  guide  to  feelings  infl«enced  his  mind  in  his 
truth  in  religion,   that  this'  cool  inquiries  into  divine  truth,  and  in 
absence  of  feeling  must  give  the  the  convictions  he  arrived  at,  can- 
mind  as  powerful  a  predilection  in  not  be  doubted ;   but  xheiv  infiu- 
favour  of  a  system  calculated  to  ence  was  legitimate — it  tended  to 
repress  feeling,  as  a  state  of  excited  tmitb,  as  it  filled  him  with  anxiety 
feeling  can  give  the  mind  in  favour  to  know  the  truths  humility  and 
of  a  system  which  shall,  stimulate  sincerity  to  receive  it. 
feeling  ?     A  state  of  coolness  is  not  I  ndeed,  through  the  whole  course 
here  a  state  of  impartiality.      It  of  Mr.  Newton's  subsequent  read*- 
creates  in  the  mind  a  predilection  ing  and  study  in  theology,  he  paid 
in  favour  of  religious  sentiments  plirticular  attention  Xo  the  points 
congenial    with    itself.      A   cold  in   controversy  between  ordiodox 
heart  is  not,  in  religious  matters,  divines,  and  their  Socinian  oppo- 
less  a  partizan  than  a  warm  one —  nents.     There  is  not  a  text  of  im- 
it  carries  with  it  its  prejudices  and  portance  to  decide  the  controversy, 
its  bias,  and  is  as  solicitous  with  which  he  did  not  most  diligently 
the  judgment  to  decide  in  its  fa-  examine,  always  candidly  acknow- 
vour,   as  cffie  of  deeper  feeling,  ledging,  where  he  saw  reason  to  do 
The  true  preparation  of  the  mind  so,  the  force  of  the  arguments,  or 
for  religious  inquiry,  is  an  honest,  the  justice  of  the  criticisms  ad- 
a  deep  solicitude  to  arrive  at  truth,  vanced  by  the  advocates  of  Unita- 
arising  from  a  full  impression  of  rianism.      He  watched  for  every 
the  importance  of  the  subject,  and  new  argument,  every  fresh  criti- 
of  the  liability  of  the  weak  mind  of  cism  advanced-  upon  the  subject  by 
mati,  led  astray  by  various  passions  writers  on  both  sides,  and  gave  to 
and  sins,  to  fall  into  errors  ruinous  all  he  met  with,  the  most  deliberate 
to  his  eternal  mterests.      This  is  CMisideration.  What  was  the  result 
true  fireedom  from  prejudice^  this  of  this  long  continued  laboriousoon- 
is  true  superiority  to  its  warping  sideration  of  this  important  con- 
infiuence,  this  is  the  state  of  mind  troversy,  is  apparent  by  the  tracts 
Ood  will  approve  and  guide.     And^  which  Mr.  Newton  felt  it  Ins  duty 
it  is  too  obvious  to, need  mention*  to  publish  upon  the  subject,  but  a 
ing,  that  this  very  earnest  solicitude  short  time  before  his  dieath.     The 
to  know  the  truth,  will  exist  in  fiir  most  cool,  dispassionate,  and  diii^ 
greater  force  and  efficiency  where  gent  investigation  aHavineed  Mr. 
the  mind  is  roused  to  feel  the  full  Newton,  that  in  adopting  orthodox 
importance  of  eternal    salvation,  sentiment,  he  had  not  been  the 
tluui  where  it  reposes  in  calm  and  dupe  (^his  feelings;  but  that  rea- 
undisturbed  indifference.     It  was  son  could  derive  no  other  views 
thus  with  Mr.  Newton,  and  there  from  revelation,  when  it  approached 
is  no  reason  to  suppose,  tiiat,  after  the  sacked  page  to  ask  wi^*  humble 
his  mind  became  the  subject  of  simplicity, ''  what  is  truth?" 
di^ep  and  /u^xiojus  feeling  on  his  But  this  important  change  in 
religious  i^tate^  his  inquiries, into  Mr.  Newton's  chanacter  is  worthy 
>4iyine  truth  were  less  honest,  less  of  a  more  .particular  nanatioD,  and 
diligent,  or  less  free  from^ prejudice*  the  following,  account  ia  deiived 
than  before^.      Nor  is.  there  the  fromseveralc^hiafirienda^towhaBif 
slightest  reason  for  supposing,  that  at  different  times,  httiEftAj.  opened 
liis  6^b3equent  firm,  decided^  and  his  mind  upon  the.subje^lu.  'At an 
a^ctionateattachmsinttoCalvimfr-  early  ..period  ef.bia.aaiai^tiy.  at 
^  ^octriiies^  was  the  result  of  WiAami  bismind becAme.4ilini)ed 
inere  feeling, ,  and  not,  of  the,  delj^  anduneaisiy  b|y  such  a  (ae9S(B>«f  sii^ 
l>«r»t^  judgmept  .of  his  poweiful  ^s,  he  had  b^>/pK«vmuj^  w^^ 
mA^m^\lg^V  miad^     Xh«t.hi3  quaint,  with,  w^bjob^   tagiitar 
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with  the  unsettled  dtate  of  his  re-  evil  of  sin,  and  the  glorious  salva*^ 

ligioa«  opinions,  filled  his  mind  tion  of  Christ,  with  all  the  earnest- 

with  growing  distress/     In   this  ness  of  one  who  spake  out  of  the 

dark  and  corafbrtle^  frame  he  long  fulness  of  a  deep  experience  of 

continued,   anxiously  seeking  for  his  gHttd  and  awful  subjects.   An 

some  friend  to  whom  he  might  im-  unctioh  from     the  divine    Spirit 

burden  his  mind  with  entire  confr-  attended  thts  awakening  preaching 

dence.  In  the  mean  time  his  distress  of  his  sorrowful  servant.     Nura- 

became  more  awful,  and  hi$  soul  bers  were  converted  ;  and  the  evi- 

almost  sunk  into  utter  despair.   To  dent  •  presence  of  God    with  his 

his  anxiety  relative  to  his    own  public  labours,    encotiraged   him 

spiritual  stat^,  was  added  a  most  both  to  proceed  in  his  ministry, 

distressing  fear,  that  he  had  done  and  to  entertain  hopes  of  his  per- 

wrong  in  entering  the  ministry,  sonal  interest  in  the  grace  of  God. 

and  was  increasing  his  sin  by  r»-  While  many  were  coming  forward 

maining  in  his  sacred  office.  These  to  testify  the  efficacy  of  his  preachr 

awful  fears  acted  powerfully  on  ing  to  their  daving  conversion  to 

his  susceptible  mind,  and  produced  God,  and  to  unite  themselves  to 

the  most  intense  anguish,  till  the  the  church  under  his  pastoral  care« 

health  of  his  body  sunk  under  the  he  felt  reconciled   to  the  sorrow 

sufferings  of  his  mind,  which  al-  which  had  produed  a  change  in 

lowed  him  no  repose  by  night  or  bis  ministry,  productive  of  such 

by  day.     At  length  Mr.  Newton,  delightful  results. 

in    his    perplexity  and    anguish.  In  the  midst  of  Mr*  Newton's 

apyplied  to  the  venerable  Abraham  spiritual  anxiety,  no  works  were 

Booth  for  counsel  and  sympathy,  so  welcome  to  his  heart  as  those 

fully  disclosing  to  him  the  parti-  which  treated  of  the  full  and  free 

culars  of  his  unhappy  case.     He  redemption  of  Christ.     Bunyan's 

informed  that  aged  and  devoted  '^Come  and  welcome"  was  pecu- 

minister  <$f  Christ  of  all  the  causes  Uarly  sweet  to  him.     He  was  most 

of  his  deep  distress,  and  asked  his  deeply  humbled  in  the  furnace  of 

opinion,  whether  for  one  so  lost  spiritual .  sorrow,     and    received 

there  could  be  any  hope,  and  whe-  there  a  conviction,  which  remained 

ther  it  was'  not  his  duty  immedi-  in  powerful  operation    upon  his 

ately  to  relinquish  the  ministry.  mind  to  the  day  of  his  death,  that 

Mr.  B<x>th's  answer  was  of  the  there  was  for  him  no  hope  but  in 

most    encouraging    tendency;    it  the  most  simple,  entire,  and  un- 

WBS  calculated  to  cherish  his  hopes  reserved   dependance    upon    l&ee 

of  obtaining  a  personal  interest  in  grace  alone.     Upon  nothing  else 

the  m^cy  of  God,  and  to  encou-  did    he   ever  place  the  slightest 

rage  him  to  proceed  in  preachitig  dependance;    from   nothing  else 

the  G^pel  of  Christ.     '•  Be  your  did  he  ever  derive  the  smallest 

sins  never  so  great,  there  is  mercy  consolation.     On    one    occasion, 

for  you,'"  was  the  i^urport  of  his  when  Mr.  Newton,  just  as  he  was 

reply  *  **  and  as  for  the  ministry,  attaining  the  steady  light  of  peace 

pf«adi  stich  views  of  truth  as^  yoti  and  hope  in  his  soul,  gave  a  full 

become  experimentally  atcquainted  account  of  the  scenes  of  darkness 

wi^/^d  wait  for  further  disco-  and  anguish  through  which  he  had 

veries^f  the  glorious  Gospel ;  and  passed,  to  a  neighbouring  minister 

«»  you  obtain  them,  preach  them,  and  fiiend,  his  soul  melted  within 

flndwMdirth&'result;  fbrlJkeLord  him.    he  wept  bitterly,   and  hi$ 

will  blefes  you.*'   Upon  this  advice  nfrhole  deportment  discovered  the 

Mr.  Newton  acted^  and  his  power-  deepest  emotion.    His  friend^  whp 

Ittl  miitd^  stung  .with  anguish,'  ptit  survives  him,  still  looks  upon  that 

icnrdi  its  utmost  ena-gj^  of  thought  intertiew  with  p^uUar  pleasure;, 

Mnd  feeling.    He  expatiated  on  the  and  oontiniiet  to  dwell  vpon  it, 
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as  one  of  the  most  affecting  and 
edifying  scenes  he  was  ever  called 
to  witness  ;  and  to  the  day  of  his 
death,  Mr.  Newton  regarded  his 
state,  previous  to  this  great  era  of 
his  life,  with  deep  humility  and 
sorrow,  and  occasionally  spoke  of 
it  with  feelings  which  manifested 
bow  complete  and  permanent  a 
change  he  considered  his  character 
to  have  undergone. 

It  is  impossible  to  avoid  indulg- 
ing in  a  passing  reflexion  on  the 
absolute  necessity  of  experimental 
piety    in    a    Christian    minister; 
without  this  all  other  qualifications 
are  of  little  value ;  they  may,  in- 
deed, be  perverted  to  purposes  the 
most    mischievous.      From    what 
other  source  under  God  is  to  arise 
the  savour,  unction,  and  power  of 
his  public  ministry ;   from  what 
other  source  the  tender  sympathy 
and  anxious  watchfulness  of  his 
private,  pastond,  oversight  of  his 
flock  >    Upon  possessing  ministers 
of  eminent  personal  piety,  depends 
the  pveservation  and  prosperity  of 
vkal  godliness   m  our  chuidies. 
Without  this,  not  even  will  a  form 
of   sound  doctrine  be  preserved 
among  us.     There  is  a  direct  and 
unavoidable  tendency  in  the  want 
of  personal  piety,  to  lead  a  mi- 
nister on  to  heterodox  sentiments ; 
and  in  minds  of  the  highest  order 
and  attainments  this  tendeniry  is 
most  powei-fully  felt     Evangelical 
sentiments  will  be  cordially  loved 
only  by  men  of  evangelical  feel- 
ings.    A  minister  not  bom  again, 
and  alive  unto  God,  will  fed,  un- 
less he  is  sunk  into  the  most  awful, 
spiritual    insensibility,    that    the 
great  doctrines  of  the  Gospel. an 
a^inM  him.     He  will   fed   tlmt 
either  his  doctrine  is  erroneous,  or 
his  heart  not  right  in.  the  sight  of 
God»     At .  tfaia   point,  if  divine 
grace- do  not  interpose  to  convince 
Him  of  sin,  and  convert  him  to 
God,  he  will  take  refuge  from  an 
uneasy  mind  in  a»  system  of  doe- 
taiae-mortt  congenial  to  his  fsel- 
ing»  «&d  more  fevDoiaUe  ta  his 
state.    Thft>  pvidv  of  nason  ^riU 
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coincide  with  the  wishes  of  an 
unsatisfied  conscience,  to  induce 
Yam  to  make  rational  Christianity 
an  asylum  from  the  holy  severity 
of  more  scriptural  doctrine.     To 
men  of  cuMvated  minds  and  lite- 
rary research,  but  d^stittit^  of  per- 
sonal   godliness,    there    is    every 
thing  to  soothe  and  flatter  in  the 
Unitarian  system.    And  however 
the  advocates  of  that  system  may 
feel    disposed    to    attribute    Mr. 
Newton's   happy  confirmation  in 
evangelical  truth  to  the  operati<Hi 
of  feeling,  rather  than  to  the  con- 
victions   of    his     understanding, 
there  cannot  be  a  doubt  but  that, 
bad    he    sunk    into  Socinianism, 
such    a    termination    of   his    re- 
searches, so  devoutly  to  be  depre- 
cated, would  have  been  equally 
the  result  of  feelings  of  a  nature 
opposite,  to  those  Which,  through 
the  grace  of  God,  hapj^y  {n^do^ 
minated  in  his  mind.     May  He 
that   walketh    in    l^e    midst  of 
the .  golden  candlesticks  save  our 
ehurches  from  unconverted  pastors! 
This  is  a  prayer  in  which>noone 
would  have  united  with  more  holy 
fervour  than*  the  lamented  subject 
of  this  Memoir. 

From  this  time  to  the  dose  of  his 
life,  Mr.  Newton  continued  a  hdy, 
devoted  minister  of  Christ,  preach- 
ed with  greaib  reputation,  and 
maintained  a  high  and  command- 
ing character.  It  would  contain 
a  history  of  his  whole  subsequent 
life,  if  it  were  said-  that  he  spent 
his  time  and  stemigth  in  assidnotts 
study  fltod'fervent  devotion  ;  in  di- 
ligent pastoral  labours  public  and 
private;  in  promoting  puUie  be- 
nevolent Institutions,  and  practisiiig 
th^  most  eKtensivs  private  lyyer*- 
hey I  in -^^ doing^ffood^aa hehad op- 
portunitp',toaIlmeQ."  l»hJ9S!id>8&- 
quent  christian  course,.  J^,  nfind 
WAS  indeed  ofi^eoi  dMdedb.  and 
disturbed  with  asodouaidwiht'S  of 
his  inters  in  Christ,  yet  %iM  he 
enabled  to  epduve  .  to .  the  .  csd 
th]rougkgcace.d«ri|M;.  •  .       ,- 
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In  1785  an  invitation  to  become 
joint  preacher  at  the  Lock  Hoq>ital 
was  sent  to  Mr.  Scott  from  the  go- 
vernors of  that  Institution,  which, 
afler  due  deliberation^  he  accepted. 
He  found,  however,  that  he  had 
placed  himself  in  a  situation  which 
brought  him  many  anxieties  and 
vexations,  with  a  very  inadequate 
allotment  of  the  good  things 
of  this  life.  His  preaching  was 
unpopular;  his  fearless  and  uni- 
versal offer  of  the  invitations  of 
the  Gospel,  and  his  practical  strain 
of  appeal^  exposed  him  to  the 
(^uirge  of  Arminianism,  while  his 
stern  and  uncompromising  regard 
to  consistency,  involved  him  at 
times  in  unpleasant  circumstances. 
Still  he  persevered,  and  by  the 
steady  and  undeviating  rectitude 
of  his  course,  bore  down  all  oppo- 
sition. .  His  work  was,  indeed,  la- 
borious, and  scantily  paid.  His 
"  salary  at  the  Lock  W€W  no  more 
than  £80 ;  his  Bread-street  Lec- 
tureship produced  him  j£30 ;  and 
he  preached  on  alternate  Sabbaths 
in  Lothbury  Church  at  six  in  the 
morning  for  "  78.  6d.  a  time :" 
he  had,  in  addition,  such  presents 
as  the  pirecarious  Hberality  of  his 
friends  might  induce  them  to  be- 
stow. We'  shall  insert  in  this 
place  a  sketch  of  his  Sabbath's 
work,  given  by  a  lady  who  had 
frequenUy  been  a ,  resident  in  his 
house,  and  whose  name,  had  it 
been  stated,  would  have  been  an 
ample  pledge  for  the  accuracy  of 
her  concluding  estimate, 

''The  account  I  have  been accustomi^ 
to  relate  of  Mr.  Scott's  Si^day  labours, 
is  as  follows,  and  my  memory  does  not 
tax  me  with  inaccuracy.  At  four  o'clock 
in  the  morning^  of  erery  alternate  Sun- 
day, winter  as  well  as  summer,  the 
watchman  gave  one  heavy  knock,  at  the 
door,  4n4  Mr.  S.  and  an  old  maid-servant 
arose,^ — ^for  he  could  not  go  out  without 
his  ^reai(£B8t.  He  thenset  fo^h  to  meet  a 
congregation  at  a  church  in  Lothbury, 


about  three  miles  and  a  half  off;  I  rather 
think  the  only  church  in  London  attend- 
ed so  early  as  six  o'clock  in  the  morning. 
I  think  he  had  from  two  to  three  hundred 
auditors,  and  administered  the  sacrament 
each  time.     He  used  to  observe  that,  if 
at  any  time,  in  his  early  walk  through 
the  streets  in  the  depth  of  winter,  he  was 
tempted  to  complain,  the  view  of  the 
newsmen,  equally  alert,  and  for  a  very 
different  object,  changed  his  repinings 
into  thanksgivings. — From  the  city  he 
returned  home,  and  abOut  ten  o'clock 
assembled  his  family  to  prayers  :  imme- 
diately after  which  he  proceeded  to  the 
chapel,  where  he  performed  the  whole 
service,  with  the  administration  of  the 
sacrament  on   the    alternate    Sundays, 
When  he  did  not  go  to  Lothbury.    His 
sermons,  you  know,  were  most  ingeni- 
ously brought  into  an  exact  hour ;  just 
about  the  same  time,  as  I  have  heard  him 
say,  being  spent  in  composing  them.    I 
well  remember  accompanying  him  to  the 
afternoon  church  in  Bread  Street,  (nearly 
as.iar  as  Lothbury,)  after  his  taking  his 
dinner  without  sitting  down.    On  this 
occasion  I  hired  a  hackney  eoacfa :  but 
he  desired  me  not  to  speak,  as  he  took 
that  time  to  prepare  his  sermon.    I  hav<e 
calculated  that  he  could  not  go  muqh 
less  than  fourteen  miles  in  the  day,  fre- 
quently the  whole  of  it  on  foot,  besides 
the  three  services,  and  at  times  a  fourth 
sermon  at  Long-acre  Chapel,  or  elsewhere, 
on  his  way  home  in  the  evening :    and 
then  he  concluded  the  whole  with  family 
prayer,  and  that  not  a  very  short  one. — 
Considering  his  bilious  and  asthmatic 
habit,  this  was  immeuHe  labour  !     And 
all  this  I  knew  him  do  very  soon  after,  if^ 
not  the  very  next  Sunday  after,  he  had 
broken  a  rib  by  falling  down  the  cabin 
stairs  of  a  Margate  packet ;  and  it  seem- 
ed to  me  as  if  he  passed  few  weeks  with- 
out taking  an  emetic  !     But  his  heart 
was  in  his  work ;  and  1  never  saw  a  more 
devoted  Christian.    Indeed  he  appeared 
to  me  to  have  hardly  a  word  or  a  thongiht 
out  of  the  precise  line  of  his  duty :  'Which 
made  him  somewhat  formidable  to  weaker 
,and  more  sinful  beings. — His  trials,   I 
should  think,  (as  you  would  have  ine 
'  honest  with  you,)  were  thostf  of  temper. 
Never,  I  often  remarked,  was  there  a-pe- 
tition  in  his  family  prayers^  lor  imy  t^^g 
but  the  pardon  of  sin,  and  the  suppres- 
sing of  corruption. 

"  His  life,  and  labours,  and  devdt^d^ 
ness,  kept  him  from  much'k&ovfMgfe'Of 
the.  world ;  but  the  flitreogth  of  hi«  jn^g^- 
ment  gave  him  a  rapid  Insight  into-jpass- 
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ing  affain  :  and  upon  the  whole  I  should  names  I  never  before  heard." — We 
be  inclined  to  say,  he  was  one  of  the  jo  not  find  this  distinction  re- 
wisest  men  I  ever  J^n/^'-Y^"  J^"^^  corded  in  the  title  page  to  any  of 
more  than  I  can  do  of  the  nature  and  m-  c  «  f 
habits  of  his  daily  life.  1  can  only  say  his  wqrks.  Mr.  S.  was  unfor- 
that,  when  fatigued  with  writing,  he  tunate  in  his  early  commercial 
would  come  up  stairs,  where  the  Bible  connections.  His  first  bookseller 
was  generally  open,  and  his  relaxatiou  i^^^^^  ^^  ]^i^  grossly  ;  and  the 
seemed  to  be,  talkmg  over  some  text  .  f  .  .  »  .  /  '  , 
^th  those  whim  he  found  there  :  and  I  publication  of  a  third  ediUon  in- 
can  truly  declare  that  I  never  lived  in  a  '  volved  him  in  a  Chancery  suit, 
bappier  or  more  united  family."  which  ended  in  the  discomfiture 

of  his  adversary.  His  last  pub- 
While  in  this  situation,  a  pro-  lishers  were,  happily,  honomitible 
pQsal  was  madd  to  Mr.  Scott  that  men,  and  in  addition  to  the  puno- 
he  should  ;write  a  commentary  on  tual  discharge  of  their  engage- 
the  Bible,  to  be  published  in  ments,  exonerated  him  from  all 
weekly  numbers ;  and  for  this  expense  on  accopnt  of  the  law  pro- 
the  remuneration  was  to  be  one  ceedings.  Twelve  thousand  copies 
guinea  for  each  number.  He  ac-  of  the  Commentary  have  been 
«eded,  and  commenced  in  Ja-  jnrinted  in  England,  and  at  least 
nuary,  1788,  but  when  the  fif-  double  that  number  in  America; 
teendi  publication  had  appeared,  the  retail  price  of  the  whole  would 
the  very  impudent  intimation  was  amount  to  the  large  sum  of 
made  to  him,  that  unless  he  could  £199,900. 

procure  money  from  his  fiiends.  In  September,  1790,  be  lost  his 
the  work  must  cease.  In  this  di-  excellent  wife,  who  had  been, 
lemma,  he  adopted  the  worst  pos-  during  nearly  sixteen  years,  the 
aible  alternative ;  instead  of  taking  faithfiil  and  affectionate  sliarer  of 
the  wiser  hazard  of  making  him-  his  anxieties,  and  a  wise  counsellor 
self  the  master  of  his  own  mate-  in  his  difficulties.  He  .so(»x  mar- 
rials,  he  strained  every  nerve  to  ned  again,  and  respecting  the  ol>- 
keep  his  publisher  afloat,  and  the  ject  of  his  second  ckoice,  his 
whole  business  terminated  in  the  "  whole  family  concurs  in  the  sen- 
bankruptcy  of  the  bookseller,  with  tence  which"  he  "  pronounced  on 
enormous  loss  to  Mr.  Scott,  invol-  his  dying  bed,  that  she^  had  been 
ving  not  only  the  whole  of  his  slen-  an  unspeakable  blessing  to  him  and 
der  property,  but  leaving  him  JB500.  his  for  more  tfian  thirty  years." 
in  debt.  After  much  embarrass-  While  engaged  in  these  various 
ment,  a  second  edition  was  under-  transactions,  his  indefatigable  mind 
taken,  and  the  sale  was  pros-  gave  existence  to  several  works,  of 
perous,  but  in  consequence  of  the  which  we  shall  decline  the  barren 
rise  in  paper  and  printing,  as  well  recapitulation.  In  1796,  the  health 
as  of  other  circumstances  connected  of  his  family  requiring  a  residence 
with  Mr.  Scott's  habits  of  compo-  at  Margate,  he  made  repeated 
sition,  the  proceeds  of  the  work  voyages  between  London  and  that 
scarcely  covered  the  original  cost,  place,  and  took  all  opportunities 
And  when,  on  the  preparation  of  of  openly  expressing  his  disap- 
a  third  edition,'  he  transferred  the  probation  of  every  violation  of  re- 
copyright,  his  ultimate  remune-  ligion  and  morality  that  took  place 
ration  for  the  labour  of  above  on  board  the  packets  in  whioi  he 
twenty-one  years,  was  less  than  sailed.  His  determined  oool^ess, 
jBIOOO.  In  1 807,  he  received  "a  and  the  presence  of  mindvith 
parchment,  by  which"  he  writes,  which  he  encountered  the  aaaaidts 
''  I  am  constituted  D.D.  by  the  of  all  kinds  of  tempers,  ^'g^ned 
Bickensonian  College,  Carlisle,  him  much  esteem  among  the  sai- 
Pennsylvania,  by  persons  whose  lors,  who.abfeiqrs  welcomed  hitn, 
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and  described  him  as  the  gentleman 
tvhom  nothing  could  make  angry,** 
On  one  occasion  at  the  request 
of  the  company  he  expounded  and 
engaged  ip  prayer,  while  the  vessel 
lay  at  anchor.  We  subjoin  the 
following  passive  firom  a  letter 
writen  about  this  time. 

"  Mr.  Hart)  ia  his  hymiift,  often  tt* 
presents  faith  as  constatuig  in  a.  betief 
that  Christ  died  for  me»  in  partLcnlar ; 
which,  being  no  propoution  of  scripture, 
can  only  he  directiig  known  by  a  neir  re- 
feUtioa.  This  opens  a  doof  to  daluskm. 
Many  are  ooofidaat^  wihoBe  lives  prora 
their  confidence  to  be  presumption  ;  and 
many  are  cast  doim  for  want  of  this 
confidence,  conduding^  themselves  un- 
heUeoen  because  they  have  it  not^  whose 
faith  is  notwithstandisi^  proTed  to  be  li« 
ving  and  saving,  bv  its  propcnr  fruita.— 
Faith  is  the  belief  of  God's  testimony,  es- 
pecially cbn^ceming  his  Son,  and  eternal 
hfe  for  sinners;  lA  him  s  it  embraces  this 
salyation,  and  gives  up  other  confidences* 
and  other  objects,  for  the  sake  of  it :  and, 
when  its  efi^cts  on  the  judgment,  de- 
sires, affections,  &c.  prove  it  to  l^  ge- 
name,  flie  spirit  Of  adoptk>B  enables  a 
man  to  otmeliide  aecardSngtoteripturet  that 
Christ  died  for  him  in  parttcular.  But 
this  is  rather  the  maturity  of  faith  and 
hope  than  essential  to  the  nature  of  faith. 

• Again,  a  person's  doubting  (fkis  oum 

state  is  generally  condemned  by  Mr.  H.| 
as  unbelief ;  whereas  it  is  often  a  genuine 
exercise  of  faith  in  6od*s  word,  under 
existing  circumstances.  We  believe,  on 
Ood's  testimony,  that  such  and  such 
characters  have  only  a  dead  faith ;  and 
we  find  reason  to  doubt,  whether  we  are 
not  such  characters.  This  puts  us  on  sdLf- 
ezamination,  prayer,  &c. :  and  thus  our 
doubts,  which  WCTe  very  salutary,  are  re- 
moved.—The  apostle  sUfod  in  doubt  of  the 
Oalatiana  3  and  sursly  it  behoved  them 
to  doubt  of  themselves. — Indeed  every 
caution  against  being  deceived,  in  the 
Whole  Scripture,  Confutes  this  too  popular 
sentiment ;  whidi  Is  ofdy  stiited  to  bol- 
ster up  the  presumptuous,  and  crush  the 
feeble  and  tempted.— -To  doubt  ^  truth 
of  God's  word^  or  the  power  and  wiUing^- 
ness  of  Christ  to  save  all  that  truly  come 
to  him,  ia  direct  unbelief:  but  to  doubt 
vritether  I  coma  aright,'  and  am  a  true 
believer*  when  maay.  things  In  my  expe^ 
rieace  and  conduct  seem  inconsistent  with 
the  Hfe  of  faith  and  grace,  is  the  grand 
preservative  agaifist  dehtsion,  and  incite- 
ment §•  wasahftiiticss,  .adf-esaaainatioa, 
and  circumspecdon.  9at  Mt»  H.  docs 
not  attend  to  such  distinctions." 

A  nevtuce  Sinieu  in  1801^  taeo^ 
CoNe,  Mao,  No.  60« 


Sandfbrd,  Bucks.  €SI5 

pelled  Mr.  Scott  to  give  up  hfs 
morning  lecture  at  Lothbury ;  and 
in  the  same  year,  he  obtained  the 
living  of  Aston  Sandford.  In 
1802,  he  was  appointed  sole  chap- 
lain to  the  Lock,  but  in  the  foI« 
lowing  year  removed  wholly  to 
Aston.  This  rectory  was  nomi- 
nally worth  £180.  annually,  biit 
the  expenses  consequent  on  bnfla-  . 
ing  a  new  parsonage  house,  in- 
duced that  small  amount  to  less 
than  £100.  Such  were  the  ho- 
nours and  rewaids  with  whicili  the 
ecclesiastical  establishment  of  Eng- 
land crowned  otie  of  the  best  and 
mo8|t  useful  of  her  sons!  The 
man  who  would  have  conferred 
honour  on  ^l  mitre,  was  overlooked 
amid  the  higher  claims  of  cour- 
tiers and  university  graduatc^s. 

The  quiet  and  seclusion  ^blch 
he  enjoyed  fn  this  small  village, 
enabled  him  to  pursue  without  in- 
terruption his  other  plans.  In 
I8O7,  however,  he  acceded  to  thfe 
request  of  the  Qmrch  Missionary 
Society,  that  he  would  undertake 
the  preparation  of  their  Mission- 
aries ;  a  labour  in  which  he  per- 
severed until,  in  1814,  his  im- 
paired health  compelled  him  to 
resign  tihe  charge.  It  is  to  be 
mentioned  as  an  illustration  of  the 
unbroken  energy  of  his  mind  at 
this  advanced  age,  that  in  compli- 
anbe  with  the  very  singular  re- 
quest of  the  Society,  he  mastered 
the  Sasoo  and  Ard[>ic  limguages, 
for  the  purpose  of  instractiag  his 
pupils. 

In  1813  Mr.  Scott  made  an 
unexpected  dtscovery,  which  re- 
quiral  all  the  Ibrtitude  even  of  his 
resolute  spirit  to  bear  up  against* 
He  had  hoped,  and  on  plausible 
grounds,  that  the  sale  of  his  eopww 
right  and  of  his  works  wotud 
cover  all  his  debts ;  but  on  comin|r 
to  a  settlement  with  his  printer, 
he  discovered  that  large  qutfititiea 
of  hispriitted  stock  were  sUllon 
hand,  and  on  striking  a  final  bil- 
lance,  he  found  himself  in  debt  to 
the  amount  of  £  1 200.    In  this  di« 
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lemmay    agitated   with  the  over- 
whelming apprehension  of ''  dying 
insolvent/'  the  only  resource  which 
occurred  to  him  was  to  issue  a  cir- 
cular to  a  few  friends^  stating  the 
facts^  and  soliciting  their  purchase 
of  his  works  in  five  volumes  octavo^ 
at  a  reduced  price.     The  result 
was  delightful.  His  friends  exerted 
themselves    on   all  sides.     From 
Cambridge  he  received  through  Mr. 
Simeon  £590^  as  f'  a  present^  be- 
side a  considerable  sum  for  books." 
From  Bristol  and  from  York  li- 
beral donations  were  sent  him^  and 
in  addition  to  the  purchase  of  the 
works  which  he  tendered  for  sale^ 
he  '^received  at  least  £2000.  as 
presents,  in  little  more  than  two 
months." 

On  the  l6th  of  April,  1821, 
ibis  good  and  faithful  servant  en* 
tered  into  the  jot/  of  his  Lord,  His 
sufferings  were  severe,  but  his 
supports  were  strong;  if  there 
were  darkness  and  dejection,  there 
was  a  deliberate  reliance  upon  the 
power  and  promise  of  Him  who 
died  to  sanctify  and  save,  which 
no  doubt,  no  fear,  no  weakness 
could  shake.  He  knew  in  whom 
he  had  believed,  and  his  strons 
consolation  was  in  the  promise  and 
the  oath — the  two  immutable  things 
—of  his  Heavenly  Father.  The 
last  scene  is  thus  described  by  his 
daughter. 

'^HeBeemed  about  half-past  six  al- 

sunt  diiqnieted  by  seeing  the  bitter  dia- 

tresa  of  a  senraat  who  sat  by  him,  and 

repeatedly  shook  his  head  as  a  sign  that 

she  should  moderate  her  grief.    As  her 

f^liags'became  ungdvemable,  she  rose  to 

leare  the  room.:   which  when. he  per- 

,C9iir«d,  he.  made  an.  attempt  to  take  his 

hanjd  out  of  bed,  to  give  her  before  she 

'went:   but  his  weakness  prevented  his 

^-sttcceeding.    It  was  his  la^t  effort.    He 

-Mon  after  made  a  sign  to  Mri  B.  to  raise 

his  hc^.,.  Mr»/D.  took  hira  in  his  arms; 

he  laid  his  head  on  his  shoulder,  and 

raised  his  €fyea  to  heaven':  a  look  of  un- 

'ittterable  joy,  ahexpresraoteofgloryb^h, 

;j6and  JOMer  h^  whole  comtenanoe,  and  in 

>fefrj9iin^te4>  without  sigh  pr^trugg^, 

without  ev^n  a  discomposed  feature,  lie 

iweeXly  slqft  in  Jesus,    We  aH,  eten  my 

poor  mother,  <tood  j^andii^reomi/i^ied. 
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We  could  hardly  conceive  it  coidd  he 
death." 

It  now  only  remains   that  we 
add  a  few  sentences  in  general  es- 
timate of  his  qualities  as  an  author. 
We  have  not,  in  the  course  of  this 
brief  sketch  of  his  life,  paused  to 
specify  his  different  works  under 
the  dates  of  their  publication,  and 
the  general  catalogue  is  too  exten- 
sive for  insertion  here.     Of  his 
Force  of  Truth  we  have  already 
spoken ;    his  Essays  stand  proba- 
bly next  in  value,  and  his  contro- 
versial works  are  full  of  important 
matter;    but  his   Commentary  is 
the  work  by  which  he  will  for  a 
long  time  to  come  be  most  com- 
monly weighed  in  the  balance.  Of 
that  excellent  production,  it  would 
be  difficult  to  speak  in  terms  of 
exaggerated  praise ;  it  is  an  inex- 
haustible treasury  of  things  new 
and  old.    Unlike  many  other  si- 
milar  works,    it  is  emphatically 
trustworthy,  and  if  we  were  com- 
pelled   in    our    investigations   of 
Scripture  to  follow  any  commen- 
tator implicitly^  our  leader  should 
be  Scott«     It  might,  perhaps,  have 
been  advantageously  compressed ; 
more  vivacity  and  energy  of  style 
might  have  given  it  greater  and 
more  general  attraction  ;  bat  it  is 
marked    with    all    the    peculiar 
soundness  of  mind  and  depth  of 
scriptural  knowledge  whidi  distin. 
guished  the  author,   and  it  will 
never  be  superseded.     Our  view 
of  Mr.  Scott's  character  will  be 
collected  from  our  preliminary  re- 
marks, and  from  our  statemetits  of 
the  leading  events  of  his  life.  Dif^ 
fering  from  him  as  we  do^xi  im- 
portant points'  of  discipline^  and 
doubtful  as  we  are  of  the  motives 
of  many  of  his  brethren^  we  feel 
an  unmixed  gratification  in  teoord- 
ing  our  conviction,  that  more  in. 
tegrity  and  disinterestedness  tban 
were  displayed'  by  him  tliityiigh  his 
whole  life^  never  adorned  tfae  cha- 
racter of  man.' 

We  well  rem tober  hetoiwlg  Imn 
prea/ch  in  the  polpit  of  SLmrfs, 


1822.;]  Short  t>iso(mri€S. 

on  his  last  visit  to  Leicester.  A 
more  impressive  discourse  has  ' 
seldom  been  delivered.  He  spoke 
as  if  on  the  very  verge  of  life,  and 
his  words  were  those  of  one  who 
was  holding  close  communion  with 
the  heavenly  world,  and  turning 
back  for  a  moment  to  expostulate 
with  men.  A  minister  whose  own 
transcendaat  powers  make  his 
praise  of  the  highest  value,  spoke 
of  that  sermon  as  beyond  all 
eulogy,  and  as  trampling  criticism 
in  the  dust 

The  materials  of  this  memoir 
have  been  derived  from  the  life  of 


•ivb.  xxxri. 


627 


Mr.  Scott,  drawn  up  by  his  Ban, 
the  Rev.  John  Scott,  of  Hull.  The 
volume  is  most  interesting,  and 
the  way  in  which  it  is  put  together 
is  extremely  creditri;>le  to  the  good 
taste  and  right  feeling  of  the  au* 
thor.  He  shews  no  anxiety  to 
make  himself  prominent,  neither 
does  he  avoid  any  fair  occasion  of 
expressing  his  .  sentiments.  He 
has,  as  much  as  possible,  made  his 
father  speak  for  himself,  his  se- 
lection is  perfectly  judicious,  and 
all  chasms  are  filled  up  with  much 
ability. 


SHORT  DISCOURSES  FOR  FAMILIES,  &c. 


No.  XXXV  L 

SKETCH   OF  A  SERMON  HEARD 
AT  .-. 

And  she  wad  unto  Elijah,  what  have  I 
to  do  with  thee,  O  tbou  man  of  God  ? 
Art  thou  come  unto  me  to  call  my  sin  to 
remembrance,  and  to  slay  my  son  ? 

It  is  not  necessary  to  recapitulate, 
at  large,  the  circumstances  of  this 
transaction^    This  widow  had  ad- 
ministered to  the  wants  of  Elijah. 
She  had  a  son,  it  may  be  supposed 
an  only  child,  and  this>  added  to  the 
loneliness  of  her  condition,  made 
him  still. dearer  to  her.    When  her 
son  died,  her  conscience  broughther 
sins  to  her  remembra^Qe.  .  There 
is  in  the  human  mind  a  strong 
tendency  to  remember  sin  when 
we  are  brought  by  distress  into 
immediate  ccsitact  with  God.  When 
Peter's  vessel  b^an  to  sink  with 
the  miraculous  fraught  of  fishes^ 
his  astonishment  at  the  miracle, 
the  fear  of  deatli^  and  the  presence 
of  a  divine  being,  revived  within 
him  the. .memory  of  his  .gins,  an4 
"  he  fell  down .  at  Jesus'  .knees> 
^yiogj*  Depart  from  me ;  for  I  aiji 
a  sinM  man,  O  Lord!"    And  the 
reason  why  the  widow  of.  Sarepta 
imagined  her  lois  jto  t^  ^  dtfiei^ 


visitation  from  heavep,  waSj  no 
doubt,  her  intimate  connexion 
with  the  prophet  of  God.  ' 

It  is  a  fixed  maxim  in  the  go- 
vernment of  God  that  there  shall 
be,  either  here  or  hereafter,  a 
panful  remembrance  of  sin.  It  is 
the  policy  of  men  to  forget  sin,  to 
lose  its  memory  in  amusement ;  to 
stupify  the  conscience;  to  dissi- 
pate the  attention,  and  divert  the 
eye  of  the  mind  from  their  internal 
state  to  outward  prospects.  Many 
maxims  in  the  false  philosophy  of 
the  world  tend  to  extenuate  sin,  to 
lessen  its  horror,  and  to  dimiaishthe 
a^rehension  of  the  wrath  of  God. 
The  palliative  epithets  given  to 
vice — ^vivacity,  spirit,  names  allied 
to  virtne,*-^ve  a  dangerous  effect 
upon  themind,  and  prevent  it  from 
taking  to  itself  the  full  shame  and 
penitence  of  sin.  God,  is  4eter- 
xsined  to,  counteract  this;,  he  has 
determined  that  it  diall  be  ade- 
quately felt  and  expressed.'  It 
c^nbt  be  that  rebculion  should 
break  out  in  any  part  of  the  divine 
dominion,'  and  not  be  remembered 
and  repented.  It  is  unnatdral 
that  so  great  a  source  of  evil  and 
(psordei:  should  be  ^gotten.    God 
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has  provided  a  xewmiy,  but  he  Itm 
cxxmected  *with  it  the  memory  and 
repentance  of  sin. 

The  aubject  may  suggest  to  us 
several  important  considerations. 
And, 

lst.<— ^How  does  God  bring  it  to 
pasir  that  sin  is  remembered  even 
in  the  present  life  ?  — ^Men  are  very 
apt  to  forget  what  they  have  dofie, 
but  not  what  they  have  mffered. 
There  is  a  general  tendency  ill 
affliction  to  remind  men  of  sin; 
it  bears  ,the  evident  marks  of  the 
divine  anger,  of  the  frown  of  God. 
When  men  have  lost  the  remem- 
brance of  their  transgressions, 
God,  by  afiSiction,  brings  it  back 
to  their  consciences.  Twenty 
years  had  elapsed  since  the  bre- 
thren of  Joseph  had  torn  him  from 
his  father's  arms,  and  sold  him 
into  Egyptian  bondage ;  but  it 
was  not  fofgdtten,  it  was  written 
in  Xht  divine  bodk,  and  -that  very 
brother  whom  they  had  sold  to 
slavery,  but  who  reigned  in  all  the 
splendour  of  sovereign  majesty,  was 
made  the  providential  instrument 
of  awakenmg  their  memory  and 
their  remorse.  '^  And  they  said 
one  to  another ;  we  are  verily  guilty 
concerning  our  brother,  in  that  we 
saw  the  anguish  of  his  soul,  when 
he  besought  us;  and  we  would 
not  hear;  therefore  is  this  distress 
come  upon  us.  And  Reuben  an- 
swered them,  sayitig,  spake  I  not 
unto  you,  saying,  db  not  sin  a^inst 
the  child ;  and  ye  would  not  hear? 
Tlierefbre  behold  also,  his  blodd  is 
required."  The  chastisement  of 
Divine  Providence  is  inteijitiottal ; 
it  has  a  jmrpose ;  it  is  Che  hand^ 
waiting  on  the  wall  against  ns, 
and  it  has  a  salutary  tendency  to 
soften  and  to  subdue  our  pride 
and  hardness.  When  nnners  are 
in  health  and  prosperity,  th^  ans 
careless  and  high-miiided ;  but 
when  they  are  afflicted,  we  find  it 
easy  to  convince  them  of  thehr  sin  ♦ 
they  are  humbled  in  spirit,  and 
their' hearts  are  tender; 

i[Kdly.~There  is  a  peeuUar  tR»« 
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dency  in  afl^ction  l3a  revive  the 
recollection  of  sin.  There  is  a 
law  €>f  veteliation  in  the  providence 
of  God,  that  adapts  the  visitation 
to  the  crime.  When  Adam  fell, 
be  had  abused  the  fertility  of 
Paradise  ;  .and  he  was  doomed 
to  the  barrenness  of  a  world 
which  brought  forth,  spontaneous* 
ly,  "  thorns  and  thistles,"  but  com 
'*  with  the  sweat  of  his  brow :" 
God  took  from  him  the  knowledge 
of  good,  and  sufikred  him-  to  re- 
tain only  the  knowledge  of  evil. 
Adoni-bczek  acknowledged  this 
when  the  children  of  Israel  **  pur- 
sued after  him,  and  caught  him, 
and  cut  off  bis  thumbs  and  bis 
great  toes.  And  Adoni-bezek  said, 
thi'eescore  and  ten  kings,  having 
their  thumbs,  and  their  great  toes 
cut  off,  gathered  their  meat  under 
my  table ;  as  I  have  done,  so  God 
hath  requited  me."  When  Sa- 
muel hewed  Agag  in  fneces  befbie 
the  Lord,"  he  slew  him  for  this 
reason,  "  As  thy  sword  hath  made 
women  childless,  so  shall  thy  mo- 
ther be  childless  among  wixnen." 
When  Abimelech,  the  illegitimate 
son  of  Gideon,  slew  his  brethren, 
Jotham  the  youngest  escaped; 
and  the  curse  which  he  pronounced 
upon  Abimelech  and  the  men  of 
Shechem,  was  exactly  fulfilled. 
^^  God  sent  an  evil  spirit  between 
Abimeledi  and  the  men  of  She^ 
chem,  and  the  men  of  Shediem 
dealt  treacherously  with  Abime- 
lech :  that  the  cvuelty  done  to  the 
tfareescotte  and  ten  sons  of  Jemb* 
baal  might  come,  and  their  blood 
be  kdd  upon  Abimeledi  their  bro- 
ther^ whieh  slew  them;  and  upon 
the  men  of  £fa«cbem  which  aided 
him  in  the  killing  of  hiBbiethren." 
^'  Fhpe»"  lkera%,  ^^  ^ania  out  firem 
Abimelech  an^  dtfvoived  the  mm 
of  Shechem;"  and  lie  faimsdf 
8h(»i;ly  after  perished  in  ma  m* 
sfttdt  upon  Th^es,  psobai^  ibe 
tributaty  or  ally  of  Sbmdnaaa. 

*'  Thus  God  randeMdithe  wi^^ 
edneas  of ^  AbnueieGli  wbigb  lie  dxl 
untto  his  fttber,  in  spying  liii  «* 
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of  your  readers,  a  few,  a  very  few    mastering  tyranny  of  some  gigantic 


moments,  while  I,  endeavour  to 
point  out  the  source  an(|  the  only 
remedy  of  this  spreading  plague. 

Considerable  mischief  is,  I  fear, 
done  by  the  forbearance  with  which 
we  are  inclined  to  speak  and  feel 
respecting  the  victims  of  this  ter- 
rible disease.  Personal  attach- 
ment, individual  admiration,  the 
impulse  of  humanity,  the  habits 
of  general  courtesy,  lead  us  to  veil 
its  odious  features,  and  to  clothe 
our  sentiments  in  mild  and  miti*- 
gated  language;  nor  would  this 
be  altogether  objectionable,  were 


illusion.  All,  however,  that  we 
shall  have  gained  by  this,  will  be, 
to  shift  our  investigation  from  the 
final  act  to  its  antecedent  stages, 
from  the  period  in  which  the  mind 
lost  its  equilibrium,  to  that  pre- 
vious point,  where,  instead  of 
making  a  firm  stand  against  the 
assault  of  temptation,  it  withdrew 
its  sentinels,  abandoned  the  breach, 
threw  open  the  gates,  and  gave 
free  entrance  to  the  enemy.  Thus, 
instead  of  an  acquittal  under  the 
plea  of  entire  and  overwhelming 
delusion,  we  shall  still    be    con- 


it  not  for  that  common  frailty  of    strained  to  connect  with  this  strange 


our  nature,  which  makes  us  at 
once  so  impressible  by  names,  and 
so  negligent  of  things. 

It  is  delusioTif  say  some,  a  dire 
and  overwhelming  self-deception, 
which  changes  man  from  a  being 
abhorrent    of  death    into    ".  the 
slayer  of  himself.''    Not  always — 
it  is  sometimes  the  very  reverse  of 
this,  it  is  often  a  keen  and  vivid 
perception  of  the  reality  of  circum- 
stances and  events,  which  inflames 
the  spirit  to  this  desperate  deter- 
mination.    But  if  not  delusion  in 
the  specific  process  by  which  the 
mind  is  goaded  to  extremities,  is 
not  the  aet  itself  under  the  imme- 
diate    urgency    of    irresponsible 
error  ?     To  a  certain  extent  this 
may  be  admitted ;  it  is  probable 
that  no  one  ever  yet  committed 
the  final  deed  under  the  full  and 
unimpaired  impression  of  all  its 
characters  and  consequences;  no 
one  ever  yet  approached  the  edge 
of   the    abyss,    planted    his  foot 
firmly  on  the  very  Verge,  bent  for- 
ward to  take  a  deliberate  survey 
of   the  tremendous  depths,    and 
then  made  the  fatal  spring.    But 
not  to  enter  on  the  boundless  field 
of  inquiry  suggested  by  tlie  dif- 
ferent shades  and  qualities  of  self- 
deception^  it  shall  be  conceded,  for 
the  sake  of  argument,  that  the  last 
step  is  taken  only  when  the  indi- 
vi(Hial  is  stttrendered  to  the  over- 


act, either  immediately  or  re- 
motely, dereliction  of  the  high  and 
invigorating  principle  of  Trust  in 
God. 

The  plea  of  insanity  is  nothing 
more  than  that  of  delusion,  under 
a  more  specific  form ;  and  nothing 
can  be  more  certain  than  that  in  a 
large  proportion  of  instances  the 
itaind  is  swept,  by  some  fierce  eddy 
of  conflicting  andunstemmed  emo- 
tions, from  its  safe  and  quiet  an- 
chorage.    But  this  mode  of  seek- 
ing solutions  for  a  terrible  enigma, 
is  nothing  more,  or  rather  nothing 
less,  than  one  of  those  subterfuges 
which  man  is  ingenious  in  inter- 
posing between  himself  and  truth. 
Without  denying  that,  in  some  un- 
happy instances,  suicide   and  in- 
sanity are  the  mere  efiects  of  in- 
surmountable, physical  disorgani- 
zation, it  still  remains  to  seek  out 
that    general  principle    to  which 
this  **  overflowing  scourge"  must 
be  referred.     And  this  we  shall 
not  have  far  to  seek — Sik  entered 
into  the  worlds  and  death  by  sin. 
Madness    in    its  **  ireful    mood," 
delusion    in   its     subtlest    g^ise, 
despair  in  its  gloomiest  hue,  are 
but  the  effects  of  sin ;  and  whe- 
ther we  survey  the  subject  under 
a  nearer  or  more  distant  aspect, 
the  result  will  be  the  same.     It  is 
not  only  to  the  original  taint  of 
onr  nature,  entailing  moral  and 
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Even  vfith  respect  to  those  who  sin  must  be  remembered  either  in 
are  saved,  God  never  suffers  any  this  life  or  the  next  You  may 
to  come  to  him^  but  in  the  way  of  throw  it  aside, — ^you  may  heap  the 
penitence.  The  Spirit  is  a  con-  rubbish  of  the  world  upon  it — 
vincing  before  he  is  a  consoling  you  may  cover  it  with  ten  tbou- 
Spirit.  He  breaks  down  the  sin-  sand  loads  of  thick  earth — you 
ner,  lays  him  prostrate  and  ago-  may  even  thrust  it  down  to  the 
nizing  at  the  footstool  of  Christ,  depths  of  hell— but  in  the  depths 
before  he  raises  him  to  his  em-  of  hell  it  will  meet  you. — ^Thc  re- 
brace.  The  believer  never  loses  membrance  of  sin  will  become  the 
the  sense  of  the  shame  and  guilt  of  terrible  agent  of  God  —  it  will 
his  sin,  and  this  remembrance  will  fasten  upon  you  to  all  eternity — 
compel  him  to  refer  his  salvation  it  will  be  turned  into  the  worm 
only  to  the  Redeemer.  that  never  dies,  the  fire  tliat  never 

Never  lose  sight  of  this— that  shall  be  quenched. 
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ON  SUICIDE.  graced  and  rejected,  to  those  from 
(To  Ute  Editor*.)  whom  "the  life  of  life  is  fled." 
Gektlbmem, — Among  the  innu-  We  might  even  understand  the 
merable  calamities  which  sin  has  process  of  depraved  feeling  by 
broughtintothe  world,  that  strange  which  the  enervated  spirit  of  the 
debilitation  of  the  human  mind,,  exhausted  debauchee,  or  oi  the 
which  leads  to  the  commission  of  languid  victim  of  luxury  and  en- 
self-murder,  is  the  most  appallingly  nui , 
conspicuous.  God  has  fenced  ^  ,  ,  ,  ,  ' 
round    with    so   many   and   such  "Stretehed^n  the  rack  of  a  too  casjr 

awful  guards,  the  sanctuary  of  in-  ' 

tellectual  and  accountable  exist-  and  writhing  under  the  unmanning 

ence, — He  has  impressed  so  strong-  wretchedness  of  the  ttedmim  vittBy 

ly  on  every  heart,   the  warning  do  is  roused  to  the  fatal  energy  of 

thyself  no  harm, — He  has  infixed  suicide.     But  when  this  fell  epi- 

80  ipdelibly  in  man's  nature  the  demic  rages  in  a  higher  atmos- 

principle  of  self-preservation,  that  phere,  and  invades  those  who  are 

when  the  fearful  tragedies  which  surrounded  by  the  invigorating  sti- 

violate  the  primary  elements  of  na<  muli  of  existence ;  when  it  seizes 

tural  law,  are  presented^  day  after .  on  such  individuals  as  Whttbiead, 

day,  almost  before  our  very  sight,  Romilly,    and    Castlereagh,    the 

we  cannot  but   inquire,  how  it  is  men  of  their  country's  confidence, 

that  the  whole  system  of  feeling  or    their   monarch's    favour,    we 

can  be  thus  reversed,  how  it  is  that  must  seek  the  origin  of  the  ma- 

the  love  of, life  and  "the  dread  lady,  not  exclusively. in  the  de- 

of  something  after  death,"  can  be  sponding  mind  or  the  oveichaiged 

changed  into  a  daring  anticipation  brain,  but  in  some  jmiicipiede^wr 

of  futurity,  a  frantic  determination  and  more  comprehensive,  in  seme 

to  encounter   the  terrors  of  the  subtle  and  penetrating  poison  that 

great  assize  and  the  irreversible .  destroys,  not  only  the  mental  con* 

decree.     We  might   make  some  trol,  but  the  mottl  masteiy^Rl^ 

approach   towards  a    solution  of  which  the  Ahnigbty  and  Att-mer- 

the   mystery,     if   this    desperate  ciful,  *wliien  he  mttde^  man  igprighi, 

act   were   confined  to  the  mise*  amply  endowed  his  ereatare.  I  will 

rable  and  destitute,    to  the  dis-  claim.  Gentlemen,  £rom  the  patieooe 
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of  your  readers,  a  few,  a  very  few    mastering  tyranny  of  some  gigantic 


moments,  while  I  endeavour  to 
point  out  the  source  an4  the  only 
remedy  of  this  spreading  plague. 

Considerable  mischief  is,  I  fear, 
done  by  the  forbearance  with  which 
we  are  inclined  to  speak  and  feel 
respecting  the  victims  of  this  ter- 
rible disease.  Personal  attach- 
ment, individual  admiration,  the 
impulse  of  humanity,  the  habits 
of  general  courtesy,  lead  us  to  veil 
its  odious  features,  and  to  clothe 
our  sentiments  in  mild  and  miti*- 
gated  language;  nor  would  this 
be  altogether  objectionable,  were 


illusion.  All,  however,  that  we 
shall  have  gained  by  this,  will  be, 
to  shift  our  investigation  from  the 
final  act  to  its  antecedent  stages, 
from  the  period  in  which  the  mind 
lost  its  equilibrium,  to  that  pre- 
vious point,  where,  instead  of 
making  a  firm  stand  against  the 
assault  of  temptation,  it  withdrew 
its  sentinels,  abandoned  the  breach, 
threw  open  the  gates,  and  gave 
free  entrance  to  the  enemy.  Thus, 
instead  of  an  acquittal  under  the 
plea  of  entire  and  overwhelming 
delusion,  we  shall  still    be   con- 


it  not  for  that  common  frailty  of    stramed  to  connect  with  this  strange 
our   nature,  which  makes  us  at    act,     either    ipimediately    or   re- 


ooce  so  impressible  by  names,  and 
so  negligent  of  things. 

It  is  delusion f  say  some,  a  dire 
and  overwhelming  self-deception, 
which  changes  man  from  a  being 
abhorrent    of  death    into    ''.the 
slayer  of  himself/'    Not  always — 
it  is  sometimes  the  very  reverse  of 
this,  it  is  often  a  keen  and  vivid 
perception  of  the  reality  of  circum- 
stances and  events,  which  inflames 
the  spirit  to  this  desperate  deter- 
mination.    But  if  not  delusion  in 
the  specific  process  by  which  the 
mind  is  goaded  to  extremities,  is 
not  the  aet  itself  under  the  imme- 
diate    urgency    of    irresponsible 
error  ?     To  a  certain  extent  this 
may  be  admitted;  it  is  probable 
that  no  one  ever  yet  committed 
the  fioal  deed  under  the  full  and 
unimpaired  impression  of  all  its 
characters  and  consequences;  no 
one  ever  yet  approached  the  edge 
of   the    abyss,    planted    his  foot 
firmly  on  the  very  Verge,  bent  for- 
ward to  take  a  deliberate  survey 
of    the   tremendous  depths,    and 
then  mad»  the  fatal  spring.     But 
not  to  enter  on  the  boundless  field 
of  inquiry  suggested  by  tlie  dif- 
ferent shades  and  qualities  of  self- 
deception,  it  shall  be  conceded,  for 
the  sake  of  argument,  that  the  last 
step  is  taken  only  when  the  indi- 
vidnal  is  surrendered  to  the  over- 


motely,  dereliction  of  the  high  and 
invigorating  principle  of  Trust  in 
God. 

The  plea  of  insanity  is  nothing 
more  than  that  of  delusion,  under 
a  more  specific  form ;  and  nothing 
can  be  more  certain  than  that  in  a 
large  proportion  of  instances  the 
ihind  is  swept,  by  some  fierce  eddy 
of  conflicting  andunstemmed  emo- 
tions, from  its  safe  and  quiet  an- 
chorage.    But  this  mode  of  seek- 
ing solutions  for  a  terrible  enigma, 
is  nothing  more,  or  rather  nothing 
less,  than  one  of  those  subterfuges 
which  man  is  ingenious  in  inter- 
posing between  himself  and  truth. 
Without  denying  that,  in  some  un- 
happy instances,  suicide   and  in- 
sanity are  the  mere  effects  of  in- 
surmountable, physical  disorgani- 
zation, it  still  remains  to  seek  out 
that    general  principle    to  which 
this  '*  overflowing  scourge"  must 
be  referred.     And  this  we  shall 
not  have  far  to  seek — Sin  entered 
into  the  worlds  and  dbath  by  sin. 
Madness    in    its  *^  ireful    mood,'' 
delusion    in  its     subtlest    g^ise, 
despair  in  its  gloomiest  hue,  are 
but  the  eflects  of  sin ;  and  whe- 
ther we  survey  the  subject  under 
a  nearer  or  more  distant  aspect, 
the  result  will  be  the  same.     It  is 
not  only  to  the  original  taint  of 
onr  nature,  entailing  moral  and 
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physical  disease  upon  our  kind, 
that  we  are  to  look  as  the  source 
of  the  evil,  but  to  sin  cherished  in 
the  affections,  as  its  immediate  in- 
centive. Yes^  if  we  shrink  from 
tliis  disastrous  close  of  life,  let  us 
recoil  from  those  destructive  pro- 
cesses of  thought  and  act,  which 
lead  to  it  as  their  proper  end. 
From  those  excesses  which  over- 
task the  spring  and  energy  of  life 
I  would  warn  the  young ;-— against 
those  secret  indulgences  of  un- 
hallowed imagination,  which  injure 
the  elasticity  of  mind  and  destroy 
the  equipoise  of  feeling,  I  would 
lift  up  a  warning  voice  to  all* 

Hence  we  infer  the  remedy — 
Cume  unto  ME  all  ye  that  are 
weary  a?id  heavy^iadeitf  and  I  will 
give  you  rest: — were  we  but  in 
earnest  in  our  search  after  happi- 
ness, we  should  seek  it  here.  It 
cannot  be  thought  strange  that  the 
value  of  the  highest  of  aH  felicities 
IS  unknown  to  earthly  men ;  they 
seek  enjoyment  in  turmoil,  and 
anxiety,  and  danger,  but  they 
never  dream  of  identifying  it  with 
rest^  till  broken  down  by  profitless 
fatigue.  O  that  in  this  their  day, 
they  knew  the  things  belonging  to 
their  peace !  then  would  they  re- 
ject the  allurements  o(  wealth,  the 
blandishments  of  criminal  pleasure, 
the  excitements  of  ambition,  with 
all  the  misery  and  madness  which 
follow  in  their  train,  for  that  pure 
faith,  and  those  tranquillizing  fore- 
tastes of  eternal  rest  which  belong 
to  the  people  of  God.  It  has 
gone  forth  thai,  they  who  are  of 
the  world  shall  perish  with  the 
world — ^that  they  shaU  share  its 
^plagues,  its  wretchednesses,  its 
despondencies,  its  destructions : 
while  the  children  of  the  kingdom, 
though  they  must-encounter  atro]i|^ 
trials  of  their  faith  and  patience, 
have  still  an  anchor  of  their  hope 
and  confidence,  sure  and  stead* 
fsLatf^the  Lord  is  my  portion^  ^aiih 
my  soul, 

N.  Y. 
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ON  CHRISTIAI^  FELLOWSHIP. 
No.  II. 


Thb  fellowship  we  have  spoken 
of,  respects,  for  the  most  part,  the 
intercourse  of  the  church  uniyersal, 
as  being  **  all  baptized  by  one  Spirit 
into  one  body.  T4iis  feHowship 
was  as  intimate,  and  as  cosstant, 
and  as  orderly,  as  the  nature  of 
the  case  would  allows  Happy 
had  it  been  for  the  chorch 
of  Christ  at  large^  had  it  been 
maintained  in  its  primitive  spiiit 
to  the  present  day  I 

The  fellowship  of  individual 
Christicms  in  a  particular  Society, 
was"  that  of  a  band  of  select,  faith- 
ful, and  affecdosate  {fiends.  Tbey 
met,  weekly  at  least,  to  unite  in 
prayer  and  praise;  to  ^'ncoroke 
one  another  to  love  and  good 
works  r  lo  ediiy  one  another  bj 
mutual  exhortation ;  to  enjoy  the 
same  spiritual  instruction  and  con- 
fort  from  the  ministry  of  the  eiden 
of  the  church;  and  to  celebrate, 
in  the  Lord's  Supper,  the  love  of 
Christ,  in  ^vin^  hnnse|f  a  laBSoin 
for  their  sms;  thus  ^^giowiog  in 
grace^  and  the  knowledge  of  oqt 
Lord  and  Saviour  Jesus  Christ'' 

As  men^iers  of  the  same  reli- 
gious Society,  ^htj  tooi  tbe 
deepest  interest  in  each  other's 
circumstances ;  **  no  man  lived  to 
himself:"  they  wept,  and  they  re- 
joiced together.  Mutual  tigilaoce 
was  observed  over  each  other^* 
conduct^  as  weH  aft  pastoisl  ctfe 
exercised  by  the  stated  Of  eraeefs 
of  the  iflock.  By  the  proapeiity  of 
th^r  own  churdi,  as  well  as  ^ 
that  of  the  universal  kingdom  of 
Christ,  their  *^joy  in  thfe  1^ 
abounded ;  each  fhlt  hio^self  a 
melnb^  of  tlie  great  «fa«nlj 
named  by  the  name  of  JeMs.**  1> 
their  best  and  most  floorisbioS 
state^  there  was  bat  <me  interest 
and  one  object,  and  that  wai,  tbe 
glory,  and  honour,  and  p»i*' 
of  their  tisen  and  •glorified  ^ 
deemier. 
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Mnnj  charmiDg  descriptions  of 
this  fellowship  are  g;iven  us  in  the 
New  Testament^    **  We  are  bound 
to  thank  God  always  for  you  bre- 
thren/' saith  the  apostle  Paul  to 
the  ThessalonianS)  **  because  that 
your   faith   growtth  exceedingly, 
and  the  lore  of  every  one  of  you 
all  toward  each  other  aboundeth.'* 
"Ye  are  all  the  children  of  light, 
and  the  children  of  the  day ;  where- 
fore, comfort  yourselves  together, 
and  edify  one  another,  even  as  also 
Jre  do."    "Now,  we  exhort  you, 
brethren,  warn  them  that  are  un- 
ruly, comfort  the  feeble-minded, 
support  the  weak,  be  patient  toward 
all  mra.     6ee  that  none  render  evil 
for  evil  unto  any  man;  but  ever 
follow  that  which  is  good,  both 
amoi^  yourselves  and  to  all  men," 
—  "  Greet  all  the  brethren  with  a 
holy  kiss."    **  If  there  be  any  con- 
solation in  ChrisH,"  saith  the  same 
apostle  to  the  Philippians,  **  if  any 
comfort  of  love,  if  any  fellowship 
of  the  Sprit,  if  any  bowels  and 
mercies ;  fulfil  ye  my  joy;  that  ye 
be  like-minded,  having  the  same 
love,  being  of  one  accord,  of  one 
mind.  Letnothing  be  done  through 
strife  or  vain  glory;  butinlowli- 
ness  of  mind  let  each  esteoa  th6 
other  better  than  themselves.  Look 
not  every  man  on  his  own-things, 
but  every  man  also  on  the  things 
oi  others." — Such  was    the  duty 
and  »uch  to  a  great  extent,  the 
practice  of  the  first  Christians  in 
tbeir  relation    to  each  other,  as 
members  of  a  par^ular  church  of 
Ohrist. 

In  thia  system  of  fellowship, 

iKf  liether  general  or  particular,  we 

»ce    an  admirable    provision   for 

maintaining  "  the  unity  of   the 

spirit  in  the  bond  of  peace."    The 

motives  operating,  the  authority  to 

^velaich  they  professed  subjection, 

t:H«  objects  for  which  they  were 

a,ssociated,  were  all  so  l»»ly,  so 

Jvt^t,  so  good — thaJt  we  cannot  con- 

o^ive  of  any  relation  in  the  society 

men  on  earth,  possessing  such 

ength  and  tenderness,  and  so 

aJiy  real  attractions. 

Cong.  Mao.  No.  60. 
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Let  it  b^  observed,  however, 
that,  in  order  to  a  participation  of 
this  holy  and  delightful  fellowship^ 
a  person  must  have  been  a  member 
of  some  particular  Christian  church* 
It  was  not  enouQ^h  that  he  *'  loved 
the  Lord  Jesus  Christ  in  sincerity,** 
and  was  secretly  a  believer  in  him : 
it  was  necessary  he  should  become 
a  church»member,  and  make  there^ 
by  an  open  and  decided  profession 
of  discipleship)  in  order  to  his  re« 
cognition  as  a  Christian  brotheri 
and  to  his  participation  of  church 
privileges.  It  is  to  be  feared  that 
modem  Christians  do  not  enter  so 
fully  into  the  spirit  and  practice  of 
this  fellowship  as  they  ought ;  and 
that  there  is  much  reason  to  be  on 
our  guard  against  mistaking  the 
true  nature  of  Christian  fellowship, 
as  well  as  against  its  neglect.  In 
the  way  of  caution  then,  it  may  be 
observed, 

1st.  That  the  mere  circumstance 
of  accidental  connexitm  givjBS  no 
title  to  this  fellowship. 

How  many  rest  satisfied  with 
being  bom  in  a  Christian  country, 
so  called ;  or,  with  being  descended 
from  pious  parents  or  ancestors! 
Surely,  to  mention  the  fact,  is  sufii* 
cient  to  convince  all  such,  that,  as 
yet,  *'  they  have  no  part  nor  lot  in 
this  matter."  If  they  will,  for  a 
moment,  reflect  on  the  nature  of 
Christian  fellowship,  as  already 
stated,  they  must  be  assured  that 
Christianity  is  not  to  be  judged  by 
the  standard  of  this  world.  A  per- 
son may,  indeed,  become  "  a  citi- 
zeli  of  no  mean  cHy,"  by  virtue  of 
his  birth  ;  and  may  be  entitled  to 
lay  datm  to  the  fellowship  of  the 
rich,  and  the  noble,  and  the  privi* 
leged  among  his  countrymen ;  but 
it  isnotfio  in  "  the  kingdom  which 
is  not  of  this  world  :'*  the  fellow- 
ship of  all  the  subjects  of  that 
kingdom  arises  out  of  their  personal- 
character f  a^d  a  voluntary,  specific 
compact  with  the  church  of  Christ, 

2dly. — External  privileges  of  a 
religious  nature,  do  not  of  them-' 
selves  constitute  Christian  fellow- 
ship. 

4M 
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To  be  baptised  in  the  name  of 
the  Father,  the  Son,  and  the  Holy 
-  Ghost,  especially  in  the  public 
assembly  of  God's  people — ^must, 
doubtless,  be  considered  a  religious 
privilege  of  no  unimportant  nature ; 
as  it  binds  the  parties  to  a  profes- 
sion of  the  Christian  religion  in  dis- 
tinction from  every  other ;  but,  as 
it  works  no  moral  or  spiritual  change 
in  the  party  baptised ; — as  'it  is 
merely  a  hopeful  pledge,  that  he 
will,  sooner  or  later,  be  brought 
into  the  fellowship  of  the  church, 
it  does  not,  of  itself ^  constitute  any 
title  thereto,  or,  ip  fact,communicate 
&ny  proper  fitness  for  it.  Baptism 
brings  with  it  an  obligation  both  to 
give  and  to  receive  religums  instruc- 
Iton;— no  doubt  with  an  ultimate 
view  to  a  connexion  with  the  church 
of  Christ:  but  this  instruction  is 
Dot  church-fellowship,  neither  does 
it  convey  any  title  to  that  privi- 
lege; since  it  is  only  a  preparatory 
course,  and  the  party  instructed 
may  not,  after  all,  appear  suitably 
quuified. 

But  if,  by  good  abilities,  and 
ample  means  of  knowledge,  such 
persons  arrive  at  even  considerable 
attainments;  if  they  become  ac- 
quainted with  **  all  mysteries  and 
ail  knowledge/'  and  are  capable  of 
■peaking  well  on  the  great  topics 
of  our  faith— not  only  **  with  the 
tongues  of  men,  but  with  the  tongues 
of  angels"  themselves ; — this  is  not, 
f^  itself y  a  reason  for  the  participa- 
tion of  Christian  fellowship;  all 
this,  and  mifch  more,  may  exist 
Without  that  '^  lave  which  is  the 
bond  of  perfectness." 

If  so,  it  follows,  that  an  occa- 
sioncU  or  even  a  stated  attendance 
trith  the  people  of  God  in  their 
worship  and  fellowship,  is  not  to 
be  considered  in  itself y  an  act  of 
fellowship,  or  as  giving  any  right  to 
It  participation  of  church  privileges. 

I  Icnow  that  Inany  ipistake  their 
aituation  as  hearers  of  the  word, 
and  look  with  ^LJecUous,  and,  some- 
times, even  with  a  contemptuous 
eye  On  those  who  are  associated  in 
the  bonds  of  church  fellowship.. 
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They  do  not,  in  truth,  like  the 
constitution  and  discipline  of  the 
church,  while  they  are  very  de- 
sirous of  enjoying  some  of  its  pe- 
cuUar  privileges ;  and  claim  to  be 
recognized  as  partakers  of  them 
equally  with  the  brethren.  Possi- 
bly, if  they  would  submit  to  learn 
"  what  the  will  of  the  Lord  is"  in 
this  matter,  and  would  hearken  to 
the  voice  of  reason,  they  jaoigbt  be 
found  not  destitute  of  the  princi- 
pal qualifications  which  entitle  any 
to  the  enjoyment  of  Christian  com- 
munion, and  might  be,  in  an  or- 
derly manner,  admitted  to  it. 

The  spirit,  and  often  the  conduct 
of  such  is  the  same  as  if  a  person 
should  chuse  to  attend  the  delibe- 
rations of  the  British  Parliament 
from  day  to  day,  and  after  a  few 
days,  or  a  few  years  of  such  con- 
stant attendance,  should  come  for- 
ward and  claim  in  virtue  thereof 
to  speak  in  the  assembly,  and  gire 
his  vote-^his  casting  vote  on  the 
division,  and  enjoy  his  abare  ef  in- 
fluence in  all  the  elections,  and  ap- 
pointments, and  proceedings  of  the 
Senate.  A  church,  in  its  courtesy 
to  such  individuals,  should  be 
earefiil  not  to  barter  away  its  en- 
tire constitution  and  its  very  exist- 
ence. Such  ititrusive  claims  should 
not  be  submitted  to — **  tto,  not  for 
an  hour."  Let  those  who  wbh  to 
partake  of  the  fellowship  of  the 
.  saints,  by  their  humility  and  lore 
prove  diemselves  worthy  of  the 
privilege ;  and  then  let  them  enjoy 
It— -not  by  a  violent  and  unlawful 
seizure,  but  by  a  quiet  and  rightful 
possession. 

3dly. — Membership  of  <i  chari- 
table society  for  religious  purposes, 
is,  in  itsdf,  neither  Christian  fellow- 
ship, nor  to  be  looked  upon  as  a 
substitute  for  it. 

I  mean,  of  course,  such  societies 
as  are  not  composed  exclusively  of 
accredited  members  of  Christian 
churches.  Those  societies  which, 
from  their  constitution,  udmit  a 
heterogeneous  mixture  of  all  possi- 
ble sentiments  and  characters,  can- 
not, of  necessity,  be  regarded  as 
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connnunicating  any  reli^ous  cha-  trottbleiioine  intruder  as  soon  as 

racier,  or  any  church  privileges  to  possible,  observing, 

their  members.      I  venerate  the  First,-— That  there  is,  .at  pre* 

promoters  of  these  beneficent  insti-  sent,  no  real  ground  for  it.    Think 

tuiions :  l  am  one  with  them,  and  of  the  church  as  a  garden  ex- 

1  cannot  suspect  them  of  any  in-  posed  to  all  the  changes  of  season 

tentipnor  desjre  to  encourage  di»-  and  of  weather.    Think  of  *^the 

affection  towards  the  order^  pro-  husbandman  who  waiteth  for  the 

cediire  of  Christian  fellowship.  precious  fruit  of   the  earth,  and 

If,^  therefore,  any  persons  being  hath  hmg  patience  for  it."    Think 

members  of  these  gneat  institutional  of  what  tne  Lord  hath  done  by 

should  abuse  them  so  much  as  to  your  instrumentality.    Thihk  more 

iancy  themselves  thereby  partakers  upon  what  your  charge  is,  **  Be 

essentially  of  Christiaa  fellowship ;  thou  faithful  unto  death."     I  be* 

and,  because  they  may  preside  with  lieve  that  God  hath  fixed  you  at 

dignity,  or  speak  with  zeal  at  a  pub-  S        ■,  and  that  you  ought  there 

lie  meeting,  or  relish  its  interesting  to  abid^,  until  he  clearly  calls  you 

proceedings,  or  contribute  hand-  away. 

somelytoitsobjects,should  conceive  Secondly, — The    thought   yon 

that  they  are  essentially  one  with  suggest,  may  arise  from  a  little 

tlie  Christian  world — that  they  form  impatience.     I  onoe  experienced 

a    part  of  the  train  of  the  King  what  you  now  do.     About  four 

of  Sion,  and  are  entitled  to  expect  years  ago,  my  mind  was  much  de« 

that  they  shall  see  his  face  with  jected  on    the  same  account.     I 

joy,  '*  when  he  shall  come  to  be  mentioned  it  to  a  very  respectable 

glorified  in  his  saints,  and  admired  and  experienced  minister  of  Jesus' 

in  all  them  that  believe  ;*'   they  Christ,  and  he  said,  **  I  was  once 

have  yet  to  learn  what  are  the  first  much  tried  as  you  are,  but  have 

principles  of  Christian  fellow^ship^  had  reason  to  thank  God  for  sHut- 

and  certainly  may  be  imposing  on  ting  up  my  way  with  thorns,  so 

themselves  a  most  awful  delusion,  that  I  could  not  remove  when  I 

Theologus.  would."    I  can  safely  say  that  this 

Hitchen,  Nov,  1822.  hint  was  of  great  use  to  me,  and  I 

'  (T9hi  amUmied.)  ^cive  equal  reason  with  this  worthy 

•  minister  for  thankfulness  on  the 
same  account. 

ORIGINAL  LETTER  OF  THE  LATE         Thirdlv The    induh^ttCe    of 

RtV.  W.  EVANS,  TO  AN  ITINE-  '   t        XlTu,   ..   ^.^  t!w^... 

RANT,  UNDER  THE  PATRON-  ^^^^  f-  thought  IS  very  mjunous, 

AGE  OF  THE  CHESHIRE  UNION,  »»  >t  leads  the  mind  to  magnify 

TO    WHICH   H£  WAS   SECRE-  gm^U    trials    into   mountains— to 

TARY.  ^ajjg  every  little  trifle  as  a  serious 

My   0EAR  S. — ^Your  letter,  just  and  intended  offence,  when  there 

received ,  appears  to  me  of  a  nature  is  not  the  least  ground  for  such  a 

which  requires  a  speedy  answer ;  supposition— and,  particulariy,  to 

and,  though  I  am  just  now  very  busy  indispose  the  mind  for  present  and 

in    preparing  for    my  journey,  I  urgent  duty.     In  this  reSpect>  I 

cannot,  with  comfort  to  myself,  found,  by  painfid  experi«ice,,that, 

omit  to  drop  you  a  few  lines  on  in  indulging  this  temper,  I  waa 

the  subject  of  ihe  first  part  of  it.  doing  all  in  my  power  /o  produce^ 

I  truly  sympathize  with  you  in  in  teality,  those  very  evils,  which 

all   your  difficulties  and  discou-  I  only  fancied  to  exist.    Guards 

ragements ;   but  still  it  does  not  my  dear  brother,  against  this-    It 

appear  to  me,  that  you  would  be  is  assuredly  the  voice  of  an  enemy' 

justified  in  entertaining  the  thought  to  your  peafce,  and  of  an  enemy  to 

lOf    leaving  S'-^—- >•    Dismiss  the  your  Master  and  his  cause* 
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FoartMy,— Tbe  disposition  to 
remove  on  every  slight  occasion^ 
very  much  lessens  the  estimation 
of  a  Gospel  minister  in  the  eyes 
of  the  public.  I  have  known  se» 
veral  instances  of  this^  especially 
in  joung  men,  full  of  consequence, 
who  would  bear  no  disappoint- 
ment^ brook  no  affront,  but  who 
thought  the  whole  world  must  bow 
to  their  caprices.  They  would 
iirst  leave  one  situation^  then  ano- 
ther>  and  so  on^  till  their  characters 
became  known  by  their  instability, 
and  they  have  been  glad  to  con- 
ceal their  shame  by  abandoning 
the  ministry  altogether.  I  have 
no  fear  of  this^  respecting  you; 
but;  the  first  step  towards  it,  may 
lead  to  a  second,  the  second  to  a 
third,  &c.  &c.  "  But;  thou,  my 
dear  brother,  endure  hardness  as  a 
good  soldier  of  Jesus  Christ." 

Fifthly, — Weigh  well  in  your 
own  mind  whether  this  evil  conse- 
quences of  your  leaving  S— — , 
may  not  be  much  greater  than  the 
good  you  may  do  elsewhere.  Mi- 
nisters have  often  removed  from 
smaller  to  larger  congregations, 
under  the  idea  of  more  extensive 
usefulness,  who  have  thereby  con- 
tributed to  the  ruin  of  the  places 
which  they  have  left,  and  this 
should  be  always  considered  as  a 
drawback  upon  all  their  subsequent 
usefulness.  I  cannot  bear  to  reflect 
on  the  consequences  of  your  re* 

moving,  at  present,  from  S . 

How  it  will  discourage  the  little 
affectionate  flock  which  now  re- 
gards you  as  its  father  in  the 
Opspel !  How  it  will  expose  the 
open  fold  to  the. ravenous  wolf! 
How  it  jjvill  cast  a  gloom  over  the 
places  which  you  visit!  How  it 
will  damp  the  spirits  of  the  Union ! 
How  difficult  it  will  be  to  obtain  a 
successor !  How  it  will  grieve-^ 
but  I  will  not  proceed.  I  hope  you 
have  not  fallen  into  the  hands  of 
any  of  those  robbers  of  churches 
who  unhinge  the  minds  of  minis«t 
ters,  by  holding  forth  the  delusive 
lure  of  more  splendid  offers,  and  of 
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more  brSliant  station.    But  I 


a 

must  now  take  an  affectionate 
leave  of  you  for  a  little  time.  Do 
not  take  these  hints  unkindly ;  I 
fancy  that  I  could  swell  them  into 
a  volume.  But  it  i^  high  time  to 
conclude.  I  thank  you  for  the 
account  of  poor  Mrs.  S— — 's  last 
moments  ;  I  hope  it  will  strengthen 
your  own  hands  in  the  Lord,  and 
prove  as  useful,  as  I  am  persuaded 
It  will  be  acceptable  to  the  Union, 
With  kindest  respects,  I  remain, 
truly  yours.  W.  Evans. 

&oe!q)ort,  March  9,  1812. 

BIBLICAL  CRITICISM. 

ON  THE  TRANSLATION  OF  TUB 
WORD  avaaratric  (RESURREC- 
TION.) BY  DWIGIIT  AND  CAMP- 
BELL. 

On  1  Cor.  xv.  Dr.  Dwi^ht  ob- 
serves, "  The  subject  of  this  chap- 
ter is  the  avaaraaiCf  or  future  ex- 
istence of  man.  This  word  is  com- 
monly, but  often  erroneously,  ren- 
dered resurrection.  So  far  as  I 
have  observed,  it  usually  daiotes 
our  existence  beyond  the  graye.*— 
**  The  proper  Greek  word  for  resur- 
rection, is  £y^^0'cc»  as  in  Matthew 
xxvii.  52,  5S,  Many  bodies  of  the 
saints — came  out  of  the  graves 
after  their  resurrection,  fi^cra  eytmv 
,  avrn.  The  ayd^ratriQ  is  the  thiog 
mentioned,  as  having  been  denied 
by-  some  of  the  Corinthian  Chris- 
tians. See  verse  12  of  the  context, 
how  say  some  among  them,  that 
there  is  no  resurrection  of  the 
dead,''  ^c  What  is  the  appro- 
priate Greek  word  for  resurrection, 
must,  1  apprehend,  be  learned  en- 
tirely from  the  Bible,,  especially 
from  the  New  Testament.  The 
Greek. classic  authors  had  no  idea 
of  the  resurrection,  and,  therefore, 
could  not  use  a  word  to  denote  it 
Now,  it  is  remarkable,  that  the 
word  eyipaiQ^  is  used  but  once  in 
the  whole  New  Testament,  viz.  in 
the  passage  quoted  by  Dwight; 
whereas^  ayajTaai£,.or  avmaraffii 
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Tuiv  viKfMv^  is  constantly  employed 
by  the  inspired  authors  of  that  sa- 
cred book,  to  express  the  resurrec- 
tion of  the  body;  nay,  with  the 
single  exception  above  mentioned) 
it  is  die  only  word  which  they  use 
for  that   purpose.      In    upwards 
of  twenty  places,  it  undoubtedly 
means  the  resurrection  in  the  ordi- 
nary sense  of  the  word  in  English. 
In  about  seven  or  eight  places  it 
may,  without  destroying  the  sense, 
signify  a  separate  or  future  state. 
Every  where  with  a  single  excep- 
tion, it  appears  to  me,  the  resurrec- 
tion of  the  body,  is  the  idea  in- 
tended to  be  conveyed,  and,  there- 
fore,  the    common  translation  is 
correct.     In  one  place,  Luke  ii.  54. 
nvatrratri^  signifies  raising  from  a 
Ifiv  to  a  high  condition.      Even 
then,  according  to  our  translators, 
and   many    expositors,    it  means 
rising  after  a  fall.     In   abqut  17 
or    18  places    ayaoTaccc   without 
vinpiatVy  evidently  means  the  resur- 
rettion  of  the  body,  or  of  a  body. 
It  follows  then,  if  Dwight's  idea  is 
correct,  that  the  Apostles,  writing 
under  the  influence  of  the  Divine 
Spirit,  have  only  once  expressed 
themselves   correctly  on  this  im- 
portant subject, — only  once  used 
the  appropriate  word  for  resurrec- 
tion,  and  in  upwards  of  20  in- 
stances, (indeed,  ih   every  other 
place,  with  one  exception,  in  which 
they  have  employed  a  substantive, 
to  signify  rising  from  the  dead,) 
have  used  a  less  proper,  or  ambi- 
guous word  !     The  truth  is,  there 
was  no  word  appropriated  to  this 
idea,  till  he  who  is  the  resurrection 
and  the  life,  appeared  in  the  world. 
As  he  was  the  great  revealer  of  the 
doctrine,  the  omnipotent  author  of 
the  work  to  which  it  relates,  he 
had  a  right  to  appropriate  to  it 
what  word  he  pleased,    and  he 
knew  well  which  was  the  best  cal- 
culated to  convey  the  idea  intended. 
He  has   appropriated  avaara^i^. 
Nor  is  there',  perhaps,  in  all  the 
/copious  stores  of  the  Greek  Ian* 
gu^ge,  one  more  naturally  signifi** 
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cant  of  a  resurrection,  than  that 
which  is  used  by  the  writers  of  the 
New  Testament  It  would  be  easy 
to  show,  did  the  limits  of  this  essay 
permit,  that  it  is  in  several  respects 
preferable  to  'Eytp<nc» 

The  manner  in  which  the  Apos- 
tle connects  the  ayatrratrtQy  of 
which  he  speaks  in  1  Cor.  xv.  12. 
with  the  resurrection  of  Jesus  Christ, 
proves,  that  he  had  in  view  pri- 
marily, not  a  past  or  future  state, 
but  the  resurrection  properly  so 
called. 

That  the  Apostle  had  the  resur* 
rection  of  the  body  in  view,  is  evi- 
dent from  the  20th  verse.  But 
now  is  Christ  risen  from  the  dead, 
and  become  the  first  fruits  of  those 
who  slept  Unless  we  adopt  the 
unscriptural  idea  of  the  sleep  of  the 
soul,  (which  Dwight  was  far  from 
believing,^  departed  saints  can  be 
said  to  sleep  only,  as  it  regards 
their  bodies.  Christ  by  rising  from 
the  d^ad,  became,  as  far  as  the 
skep  of  death  is  concerned,  the 
•first  fruits  only  of  their  bodies.  It 
inevitably  follows  then,  that  the 
Apostle  is  speaking  of  the  resur- 
rection of  the  body.  This  will  be 
more  evident,  if  possible,  in  com- 
paring the  20th  with  the  23d  verse. 
"  Christ  th^  first  fruits ;  after- 
ward, they  who  are  Christ's  at  his 
coming.''  It  is  at  the  coming  of 
Christ,  according  to  the  Apostle's 
own  decision,  that  the  ayaaTaaic 
is  to  be  efiected.  Another  argu- 
ment in  support  of  this  sentiment 
may  be«  derived  from  the  21st  and 
22d  verses.  ''  For  since  by  man 
came  death,  by  man  came  also 
the  resurrection  of  the  dead.  For 
'  as  in  Adam  all  die,  even  so  in 
Christ  shall  all  be  made  alive." 
On  the  supposition  that  avairrturiQ 
viKp(ay  here  s^ifies  the  future 
state»  the  reasooing  of  the  Apostle 
will  be,  since  by  man  came  the 
deaths  or  amiihilation  of  the  soul,, 
by  man,  (that  is  by  Christ,)  came 
aho  the  existence  of  the  soul  in  a 
future  »tate.  If  any  thing  is  Mr^nt- 
jng  to  complete  die  proof  of  the 
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position  we    are  endeavouring  to    of  their  opinion  on  one  particu- 


support,  it  may  be  found  in  the 
35th  and  following  verses.  For 
the  42d  verse,  especially  the  word 
in  question,  is  incontrovertibly  ap- 
plied to  the  resurrection  of  the 
body.  **  So  also  is  the  resurrec- 
tion of  the  dead,  it  is  sown  in  cor- 
ruption, it  is  raised  in  incorruption," 
&c.  Dwight,  indeed,  allows,  (and 
who  can  deny  it  ?)  that  from  the 


lar  article,  respecting  which  tbey 
thought  they  could  propose  a  per- 
plexing question  to  our  Lord.  In 
Acts  xxiii.  8,  where  the  sacred 
historian  professedly  details  these 
sentiments,  we  have  the  avwrravtiQ 
stated  as  one  tenet.  ''  For  the 
Sadducees  say,  that  there  is  so  re- 
surrection, neither  angel,  nor  spirit" 
If  the  word  aya4n'aai^  had  meant, 


35th  verse,  the  Apostle  treats  of    according  to  Campbell,  the  separ 
the  resurrection  of  the  dead,  and    rate  and  future    state,  it  would 


liardly  have  been  necessary  for  the 
Evangelist  to  add,  neither  angd 
nor  spirit. — Any  person  thatwiU 
compare  this  last  passage,  espe- 
cially in  the  original,  with  the  6th 


illustrates  the  nature  of  the  body 
with  which  they  shall  come*  But, 
if  we  can  be  certain  of  any  thing, 
we  may  surely  be  certain  that  the 
Apostle  treats  of  the  same  subject 

from  the  12th  verse  to  the  end  of    verse  of  the  same  chapter,  with 
the  chapter.  iv.    2d  ;     xxvi.    8th ;    and  xviL 

Much  as  I  admire  the  acumen,  32d;  will  meet  with  compl|^ 
and  the  critical  abilities  of  Camp-  proof,  that  avatrraffi^  here  means 
bell,  I  cannot  acquiesce  in  his  inter-  the  resurrection,  properly  so  called. 
pretation  of  this  word.     He  thus    It  is,  therefore,  highly  probable,  to 


translates  Matthew  xxii.  23.  *'  The 
same  day  came  the  Sadducees  to 
him,  who  say,  that  there  is  no  future 
life."  And  in  his  note  on  this  verse, 
he  says, "  The  word  aveurraaig^  or 
rather  the  phrase  avaara&is  riav 
ycKptov  is  indeed  the  common  term 
by  which  the  resurrection,  properly 
so  called^  is  expressed  in  the  New 
Testament.  Yet  this  isneither  the 
only  nor  the  primitive  import  of  the 


say  the  least,  that  it  means  the 
same  thing  in  Matthew  xxii.  25. 
The  truth  I  apprehend  is,  that 
ayatrratrig  Tuy  veKJxav  was  the 
common  .term  employed  by  our 
Lord  and  his  Apostles,  to  sigoifj 
the  resurrection  of  the  bodj,  the 
word  ayaara^ii  when  applied  to 
the  dead,  is  eliptical,  like  resurrec- 
tion with  us,  and  r%^y  ytgottv'^ 
always  understood.      It  is  plain 


word   ayaaraaric,  it  denotes  only    from    the  statement  of  the  Sad- 
being  raised  from  inactivity  to  ao-    ducees    themselves,    verse   28th, 


and  Mark  xii.  23,  ''  In  tbe  re- 
surrection, whose  wife  siuUl  she 
be  of  the  seven;  In  the  resur- 
rection, when  they  sh^l  rise^  whose 
wife  shall  she  be  V  that  they  meant 
the  resurrection  at  the  last  day. 
If  they  had  meant  the  separate 


tion,  or  from  obscurity  to  eminence, 
or  a  return  to  such  a  state  after  an 
interruption,  &c.  In  this  view, 
when  applied  to  the  de^ad,  the 
word  properly  denotes  no  more 
than  a  renewal  of  life  to  them  in 
whatever  manner  this  may  happen. 

To  say,  therefore,  in  English,  in'  connected  with  it  the  future  state, 
giving  the  tenets  of  the  Sadducees,  they  would  have  said,  whose  wife 
that  they  deny  the  resurrection,  is  is  she ;  for  it  appear;}  from  their 
at  least,  to  give  a  very  defective  own  statement,  that  all  the  parties 
account  of  their  sentiments  on  this  were  dead.  According  to  Camp- 
very  topic;  it  is  notorious — that  bell's  idea,  our  Lord  evaded,  inr 
they  denied  the  existence  of  an-  stead  of  answering  the  qoesucv)' 
gels,  and  of  all  separate  spirits." 
But  the  Evangelist  did  not  under- 
take to  give  an  account  of  their 
reH]giot}s  creed  in  general,  bqt  only 


They  pointed  out  what  they  thought 
an  absurdity  connected  with  the 
doptrine  of  a  resurrection;  and  be, 
instead  of  thawing,  tbein  Utat  the 


absordity  existed  only  in 
own  imaginations,  proved  the  doc* 
trine  of  a  future  state,  which  they 
night  ha?e  admitted,  and  yet  re- 
peated their  objection  in  all  its 
force.  The  Doctor  maintains,  that 
the  passa^  which  our  Saviour 
quoted  from  Exodus,  proved  only, 
that  the  souls  of  the  patriarchs 
were  alive,  and  enjoyed  God  as 
their  God.  This  the  Sadducees 
might  have  allowed,  and  shown 
that  their  opponent  had  eluded 
their  inquiry,  and  that  still  all 
the  confusion  which  they  had  sup- 
posed would  take  place,  if  the 
dead  were  raised.  I  do  not  hesi- 
tate to  assert^  that  if  the  Sadducees 
had  understood  our  Lord's  reason* 
ing,  as  applying  to  a  future  state 
only,  they  would  not  have  been 
silenced,      l^hey  were  too  subtle. 
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their  good,  for  this  is  only  a  change  of 
the  manner  of  life.  When  applied 
to  the  dead,  (and  to  what  else  can 
they  be  applied  ?)  they  can  denote 
only  the  resurrection  of  the  body^ 
for  it  is  only  the  body  that  decays 
and  dies,  and  consequently  only  .the 
body  that  can  have  its  life  renewed. 
In  his  note  on  Matthew  xxii.  23. 
he  founds  his  doctrine  on  the  primi« 
tive  import  of  the  word  avatrrcurie, 
"  It  denotes,  simply,  being  raised 
from  inactivity  to  action,  or  from 
obscurity  to  eminence,  or  a  return 
to  such  a  state  after  an  interrupt 
tion.  The  verb  avurrrffii  has  the 
like  latitude  of  signification,  and 
both  words  are  used  in  this  extent 
by  the  writers  of  the  New  Testa- 
ment, as  well  .as  by  the  seventy. 
Agreeably,  therefore,  to  the  origi- 
nal import,  rising  from  a  seat  is 


too  well  versed  in  disputations  of    properly   termed  anwa^ccy  so  is 
this  kind,  and  too  bold  and  confi*    awaking  out  of  sleep,  or  promotion 


dent,  not  to  take  every  advantage 
that  might  present  itself  in  the 
course  of  a  debate. 

I  cannot  find  that  the  learned 
critic  has  produced  a  single  clear 
decisive  argument,  and  to  prove  that 
upaffraats  was  ever  Used  by  the 
Jews  to  signify  a  separate  or  fu- 
ture state.     He  indeed  says,  in  his 
6th  dissertation,  after  quoting  from 
Josephus  a  passage  which  is  far 
from  establishing  his  position,  (and 
he  does  not  seem  to  be  satisfied 
with  it  himself ;)    *'  The  immor- 
tality of  the  soul,  and  the  transmi- 
gration of  the  good,  seem  to  have 
been  all  that  they  (the  Jews)  com- 
prehended in  the  phrase  apatrroiriQ 
Tfav   vBKpiavm     Indeed,   the  words 
strictly   denote  no    more  than  a 
renewal  of  life."  We  have  positive, 
and  sufficient  evidence  from  the  New 
Testament,  that  in  the  mouth  of  a 
Jew,  the  words  ia  question  did  not 
usually  denote  either  the  one  or 
the   other.    And  if,  as  Campbell 
says,   they  signify,  strictly,  a  re- 
newal of  life,  they  cannot  strictly 
denote  either  of  them.     They  can- 
not mean  the  immortality  of  the 
soul,  for  this  is  the  contiauance  of 
life ;  nor  the  transmigration  of  the 


from  an  inferior  condition.  In  this 
view,  when  apnlied  to  the  dead, 
the  word  properly  denotes  no  more 
than  a  renewal  of  life  to  them  in 
whatever  manner  this  may  happen ; 
nay,  that  the  Pharisees  themselves 
did  not  universally  mean  by  this 
term,  the  re-union  of  soul  and  body^ 
is  evident  from  the  account  which 
the  Jewish  historian  gives  of  their 
doctrine,  as  well  as  from  some 
passages  in  the  Gospels,  of  both 
which  I  had  occasion  to  take  no- 
tice." Diss.  6,  p.  S.— «This  pas« 
sage  is  altogether  unworthy  of 
Campbell.  In  the  Dissertation  to 
which  he  refers,  he  quotes  a  pas- 
sage from  Josepfaus,  to  prove,  that 
the  Pharisees  believed  in  the  doc- 
trines of  a  future  state  of  rewards 
and  punishments,  and  of  the  trans- 
miration  of  souls,  but  nothing 
that  has  even  the  appearance  of  a 
proof,  that  they  applied  the  term 
in  qpestionf  to  either  the  one  doc- 
trine or  the  other.  Josephus  does 
not  so  much  as  use,  in  the  passage 
quoted,  in  any  sense,  the  ^word 
ayoorad'tc-  The  whole  force  of 
Campbells  reasoning,  if  reasoning 
it  can  be  called^  when  reduced  to 
the  form  of  a  syllogism  is,  **  The 
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Phariseei  believed  in  the  doctirbe        That  our  Lord  intended  to  prove 

of  a   future    state."     The  word  the  resurrection  of  the  dead,  is 

avo^roo'iCt  signifies   being  raised  clear  from  the  31st  and  32d  verses, 

from  inactivity  to  action,  and  may  even  according  to  Campbell's  tians^ 

therefore,  without  impropriety,  be  lation.     "  But  as  to  the  quickening 

vpplied  to  a  future  state ;  **  There>>  of  the  dead^  have  you  not  read/ 

fore,  the  Pharisees  did  use  it  to  &c.    In  what  respects  is  the  phrase, 

signify  a  future  state/'    There  is  the  '^  quickening:  of  the  dead/'  less 

not  a  single  example  produced  to  clearly  expressive  of  a  resurrection 

prove,  that  they  actually  did  ever  than  the  English  translation   is  ? 

80  use  it.     Who  does  not  see,  that  or  how  can  any  words  more  forci- 

the  conclusion  is  not,  in  their  syllo-  bly  convey  the  idea  of  a  resurrec- 

gism,  contamed  in  the  premises?  tion?  unless  we  suppose,  that  the 

The  Pharisees  might  believe  in  the  bodies  of  the  dead  are  quickened, 

doctrine  of  a  future  state,  the  word  and    suffered    to    remain   in   the 

ayaoraate  may  signify  rising  from  grave.     Or  how  can  the  expres' 

activity    to    action,   and   yet  the  sion,'*  the  quickening  of  the  dead," 

Pharisees  might  not  apply  it  to  a  be  with  any  propriety  used  to  de- 

-  future  state ;  nor  can  it,  according  note  a  future,  or.  separate  state  ? 

to  its  primitive  import,  or  in  any  of  In  this  translation,  Campbell  has 

the  senses  which  the  Doctor  has  contradicted   his  own   reasoning, 

given  of  it,  naturally,  or  with  pro-  and  given  up  all  for  which  he  con- 

Sriety,  be  so  applied.    He  says,  it  tended.    Indeed,  so  plainly  do  the 

enotes  being  raised   from  inac-  original  words  mean  a  resurrection, 

tivity  to   action.     But  surely  he  properly  so  called,  that  it  is  im- 

does  not  mean  to  say,  that  the  possible  for  any  translator,  who  is 

soul  was  inactive  during  its  union  not  determined  to  pervert  them, 

with  the  body.     It  signifies  also  to  render  them  so  as  that  they  will 

rising  from  obscurity  to  eminence,  not  teach  that  doctrine.     It  may 

or  being  promoted  from  an  inferior  also  be  observed,  that  Campbell 

condition.     But  the  separate  or  having  affixed   a  wrong  sense  to 

future  state,  includes  the  souls  of  the  word  avocrraacc,    one   which 

the  wicked  as  well  as  of  the  righ-  would  not   apply  in  moat  cases, 

teous ;  the  former,  unhappily,  are  found  himself  obliged  to  translate 

the  qaore  numerous,  and  it  cannot  it  in  the  roost  vague  and  arbitrary 

be  said  of  them,  that  they  rise  manner.     In  the  23d    verse,  he 

from  obscurity  to  eminence.   Death  translates  it ''  future  life''    In  the 

is  to  their  souls,  as  well  as  to  their  28th,  resurrection.     In  the  30th, 

bodies,  an  awful  descent,  instead  of  that  state,  (a  phrase  sufficiently 

an  ascent  or  a  rise ;  a  plunge  into  indefinite   to   signify  almost  any 

the  pit  of  darkness.     Could  it  be  thing,  for  it  is  not  clearly  defined 

said  with  any  propriety,  that  the  by  any  antecedent,)    and  in  the 

soul  of  Dives,  for  instance,  rose  Slst,  quickening !!    To  conclude, 

from  obscurity  to  eminence,  or  was  after  having  seriously  considered, 

jiromotedhomdjainferior condition^  and,  to  the  best  of  my   ability, 

It  means,  he  tells  us,  a  return  to  scrutinized  the  word  in  question, 

such  a  state  after  an  interruption,  I  can  find  no  proof  that  it  ever 

and  an  awaking  out  of  sleep ;  but  signifies  the  separate    or    future 

how  can  it  be  said,  that  the  soul,  state.     I  have  no  doubt  that  the 

when  it  leaves  the  body,  awakes  common  translation  is  correct,  and 

out  of  sleep,  or  experiences  a  re^  that  the  term  avoffracnc^  when  ap« 

newal  of  life,  or  returns  to  a  former  phed  to  the  dead,  and  the  phrase 

state?     It  is  unnecessary  to  show  avaaraai^nay  yeKputy^  always  mean 

how  exactly,  in  all  those  senses,  it  the  resurrection  of  ike  ho^, 

applies  to  the  resurrection  of  the  -       VoLsirs. 

body. 
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THE    MINISTER'S     SILENT 
SABBATH. 


That  SabbathTsmile  upoa  the   heavens 

and  earth. 
Seems  a  new  element  combi  Q*d  with  light ; 
Or,  light  exalted  by  a  second  birth  t 
Until  it  shines  ineffable  and  bright, 
As  morning's  star  upon  the  brow  ot  night. 
Nature  seems  conscious  of  the  sacred  day  j 
And  yonder  sun,  alive  to  the  delin^ht. 
Shines  in  his  strength,  rejoicing  to  display. 
Emblems  of  Jesus'  universal  swav. 

•  • 

I,  too,  would  shiocy  although'  an  humble 

star, 
And  shed  my  beams  upon  the  day  of  rest ; 
Alas  !  I  may  not,  but  must  dwell  afar 
From  the  calm  orbit,  where  with  zeal  and 

zest, 
I  led  jay  flock,  caressing  and  caressM 
By  the  dear  pledges  of  my  past'ral  love 
I  may  not  join  them,  even,  as  a  guest. 
But  sit  abme,  as,  deep  within  the  grove. 
Dwells,  by  herself,  the  newly  widowed 

dove. 

*<  Present  in  spirit,"  I  can  only  be, 
Now  they  are  met  within  «« the  House  df 

God  ;'• 
O,  for  the  wings,  of  yonderdove  to  flee. 
From  this  dull  prison^  and  the  weighty 

load 
Of  woes  which  keep  me  fifom  the  loved 

abode. 
Of  my  beloved  people ! — 'Tis  in  vain  J 
These  struggles  cannot  cure,  but  must 

corrode. 
The  wounds  inflicted  by  my  gallinj^  chain ;  * 
The  effort  irritates  the  seats  of  pain. 

< 

"  My  galling  chain  /"  Oh,^  not  because  its  . 

weight. 
And  burning  links,  shikdeep  into  my  soul ; 
But,  that  H  keeps  me  from  the  saerlsd 

height, 
Where  feeds  my  flock.    'Tis  this  severe 

control, 
I  cannot  brook  with  gladness.    Were  the 

sole  '■  "■ 

Suffering,  only  what  I  feeliromfMni,.  . 
I  could  endure  it ;  yea,  X  cQuld  extol 
The  hand  that  binds  me  with  this  heavy 

chain. 
And  wait  with  patience  till  it  loosed  again, 

I  knew  affliction,  and  had  found  it*s  wprth;^^ 
Before  I  ministered  **  in  holy  tilings  ;*' 
It  wean'd  my  heart  sufficiently  from  earth. 
To  choose  the  pittance  which  my  office' 

brings,  J 

In  preference  to  wealth,  ^nd  allthatkings 
Can  give  of  honour,  or  exalted  rank  : 
It  tore  and  tarnished  my  aspiring  wings. 
As  light'ning  scathes  the  eagle's,  till  IsauK 
From  my  high  eyry  to  the  humble  bank. 
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This  tamed  ambition^  and  cndear'd  the 

cross  ; 
And  now,  'though  grievous,  I  do  not  be- 
wail 
The  purging  fires  which  purify  my  dross » 
They  burn  intense,  but  all  their  flames 

impale 
Only'the  alhty;  searijhing  to  assail 
The  deep  recesses  of  incipient  sin, 
Until  the  gdd,  no  longer  i^roSs  or  pale. 
Shall  shew  itself  to  heavenly  gold  akin, 
BurnisU'd  without,  and  genuine  within.  - 

All  my  r^pn^ets,'  regard  xAywork,  not  woes.' 
Could  1  but  labour  in  my;  loved  employ. 
The  fire  might  burn  until  my  being  close :' 
'Tis  not  unwelcome,  that  it  is  not  joy ; 
Pain  I  coultl  bear,  if  it  did  "not  destroy 
The  power  of  preaching  the  Rbdcemck's 

Cross  :     .  x 

My  own  would  neither  burden  nor  annoy. 
Could  I  ingratiate  His.  The  endless  loss 
Of  health,  when  counted,  would  be  held 

but  dross.        < 

These  arc  my  feelings  fiow  ;  what  felt  I, 

when 
All  health  and  spirits,   I  had  power  to' 

preach? 
I  want  it  now ;  did  I  improve  it  then. 
While  souls  immortal  were  within  my. 

reach  :— 
I  stood  for  years,  npdn  the  stormy  beach' 
Of  those  ingulfing  ooeans'*~<leath  and  sin. 
Hearing  ivQoi  time  tcy  time,  im.  doMit 

screech 
Of  sinners  sinking  like  the  **  lead"  within !. 
What  did  I  then  Xo  extricate  or  win  ?'^ 


>»t 


I  had  a  tridenti  potent  to  divide  > 

The  mighty  waters  of  the  sea  of  death; 
Rushed  I,  rejoicing,  through  the  swelling, 

tide, 
With  the  Cross  lifted  to  the  eye  of  faith  ? 
Was  its  bright  side  effulgent  on  the  path. 
By  which  the  guiUy  may  return  to  God  ? 
Saw  the  polluted  how  their  souls  might 

bathe. 
In  the  free  fountSiin  of  EmmMiael's  blood  ? 
Used  I  the  Cross,  as  Moses  used  his  rod  ? 

These  are  dread  questions ;  but  they  will 

be  put, 
^^^a  my  Sool  paMesto'the  Bar  aihove  ; 
Let  mif\  ttien^  sekirok  theni.to  the  very  iwt ; 
While  pardon  tarries  with  the  God  of  Love,^ 
And  space  remains  to  alter  or  improve. 
How  cent  tknowf  £duld  I  uncover  hell. 
And  bid  the  darkness  of  the  pit  remove  j 
And  hear  np  spirit,  In  accusing  ydl, 
Charge  me  with  blood ;  then,  all  were  well, 

Wovld  An^ls  whisper  In  my  anxious  ear. 
How  often  ^^  joy"  amongst  their  rshka 

has  spread. 
When  "godly  sorrow"  and  the  silent  tear, 
•Proved  1  was  wounding  hearts  until  they 

bkd; 
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Could  I  revisit  tbe  departed  dead, 
Who  once  depended  upon  me  for  light. 
And  find  that  all  had  actually  fled 
To  Christ  for  refuge ;  or,  that  none  could 

write, 
**  False  prophet"  oh  my  brow, — ^then  all 

were  right. 

But  these  are  sources  I  may  not  appn>acb, 
Tho'  sweetest  peace  upon  the  facts  depend : 
Upon  such  secrets,  I  must  not  encroach, 
But  leave  them  secret,  till  my  service  ehd. 
Knowledge  like  this,  would  never,  safely 

blend 
With    the    weak    elements   of   human 

thought : 
Suspense  may  rack — but  cetiainly  would 

rend 
Both   soul  and  body,   were'  the  vision 

sought, 
Full  on  the  senses,  or  the  feellngs^brought. 

Searcher  of  hearts  !  to  thee  alone  I  turn, 
Baring  my  bosoili  to  invite  thine  eye : 
Let  its  glance  penetrate  the  secret  uru. 
Where  conscious  motivei  in  concealment 

lie; 
Unveil  them  all,  until  my  soul  descry 
The  latent  springs  of  its  apparent  zeal : 
Professing  much — I  call  on  Grod  to  try. 
How  far  my  words  accord  with  wh&t  I  feel. 
I  wait  his  answer  anxiously,  hut  still! 


I  am  not  satisfied,  though  conscience  bear 
Impassioned  witness  to  my  warm  appeals : 
Hearts  are  deceitful;  oft  the  teeming  lair 
Of  wiles  thatdarken,  and  of  pride  that  steels 
The  soul  against  conviction — till  it  feels 
So  selfish,  partial,  jealous,  and  supioe. 
As  to  arrest  its  self-revolving  wheels. 
Lest  they  should  hurry  it  across  the  fine 
Where/act5,  like  lightnings,  wither  while 
they  shine. 

Although  not  faithless,  formal  Ihavebeen; 
Cold,  while  correct ;    insipid,     though 

awake ; — 
Strength  in  my  voice — emotion  in  my 

mien. 
While  all  within  was  stagnant  as  I  spake, 
And  wavdess  as  the  bosom  of  a  lake 
Shut  up  from  winds  by  the  o'erhaoging 

woods. 
My  rounded  periods  falling,  flake  on  flake. 
Like  winged  snow  upon  the  wintry  floods, 
Merg'd,  as  they  fell  in  cold  and  countless 

broods. 

Garlands  immortal  on  Mount  Zion  grow. 
Not  to  be  plucked — save  by  the  preacher's 

hand  : 
For  him  they  blossom,  fructify,  and  glow, 
In  vernal  beauty,  and  with  fragrance  blaml. 
Poetic  wreaths  are  transient  e'en  when 


grand. 
How  wHl  it  come  ?  Ndt  sounding  firom  » Though  they  should  flourish  till  the  fall 

theciond,  of  time: 

At  erst  He  amwer'd  when  his  prophets    No  wave  will  wuft  them  to  Emmamiel's 


pray'd: 
But,  come  it  will,  not  audible  or  loud. 
In  the  calm  majesty  of  grace  arrayed, 
Exciting  feelings  awfully  afraid 
Of  aught  equivocal,  untrue,  or  coldr^ 
Inspiring  efforts,  not  to  be  allay'd. 

Till  every  soul  within  my  ample  fold  .^^^  ^^^^^^  gnjasacM,  »uu  i,uc  u™  w .«-- . 

Have  Christ  before  it,  and  on  Chnst  lay    ^^^  y^,^  ^y  tfc*»— the  trumpets  that 

**"'''  inform 


land. 

To  be  re-worn  in  the  celestial  clime 
With'crowus  of  glory  upon  brows  aublime. 

Ctmoeru^  afid  not  adinirers,  there  will 

rorm 
The  test  of  greatness,  and  the  orbof  feme ': 


hold. 

iSuch  are   God's  answers — whispers  to 

the  heart. 
Sent  from  the  oracle  of  truth  revealed; 
Not  from  neurw^urces,  nor  hy  mystic  art; 
But  the  old  truth,  felt  inwardly,  and  seal'd 
By  the  eternal  Spirit — till  it  yield 


Eternal  ages— of  thor  Father's  name. 
All  other  glory  will  he  hold  bat  shame. 
When  cpnverts  constitute  the  source  oi 

rank:— f 
A  host  of  them,  with   amaranths  will 

firame 


Sach  light  and  guidan^  to  the  glowing     A  wreath  all  dewy  from  the  vcrdantbaBk 
g  o  ^  a       ^     Oflife'simmortalriverwmchthcydrtfik. 


soul. 

That  all  within  is  ensulous  to  wield 
7^b4t  Spirit's  sword,  and  panting  to  unroll 
Redemption's  Charter,  wide,  from  pole 

to  pole  \ 

This  strong  emotion  isbeyond  my  strength; 
I  feel  all  j^irit,  intellect,  and  flame  j 


Of  life's  inunortal  river  which  they  drs&k. 

Here  my  ambition  bums — ^my  soul  aapirrs 
With  more  emotion  than  the  conq'rorknew 
Who  ihade  the  world  the  cause  of  his 

desires. 
And  wished  it  wider  as  hie  eagles  flew. 
.  .^^.  «.  .^.,  -,  — . — .^,,  _— ^--.™  ^  ^  wider  field  expands  upon  my  view. 

And  must  suppress  the  fire.—  Tis  gone  at    j.^^  empire;  ever  held,  when  farthest 

!)W  I  am  cool  and  traiquU ;  but  nottame,    j^^  ^^  ^j^^  living— and  in  heaven  renew 
Although  the  impulse  has.  unnerved  my    communion  witii  them,  when  thdr  aoub 

And  left  me  weaker  than  I  was  before  :  j^      ^,  ^        ^  ^^le  fountain-head ! 

StUl,  there  is  nrnnc  in  Emmanu^s  name  '^*""*'-^        »        #         •         • 
That  stirsmy  heart  within  its  inmOit  core;  Pastor 

Wak'ningawish  to  make— one  effort  more.  rAsr 
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Lectures  on  the  Book  of  Eccksiastes, 
By  Ralph  Wardlatv,  D.  D.  In 
2  vob. — ^London  :    1 82 1 . 

It  has  not  often  happened  to  us 
that,  after  the  deliberate  perusal  of 
more  than  seven  hundred  pi^es^ 
we  could  give  our  warm  and  un- 
qualified approbation  to  their  con* 
tents.  In  the  present  instance  we 
feel  it  an  indulgence  to  have  an 
opportunity  of  expressing  our*  ad- 
miration in  strong^and  unrestricted 
terms ;  for  the  points  •  in  which 
our  o{Hnions  have  not  been  in  en- 
tire accordance  with  the  sentiments 
of  Dr.  Wardlaw,  are  so  few  and 
80  unimportant  as  to  leave  us  at 
full  liberty  to  give  him,  without 
abatement,  the  high  praise  diie  to 
the  enlightened,  judicious,  and  elo- 
quent commentator  on  the  word  of 
God.  We  had  been  induced  to 
anticipate  his  success  in  this  diffi- 
cult department  of  public  minis- 
tration, by  his  "  Three  Lectures 
on  Romans^  iv.  chap.  9 — 25  v,"  in 
illustration  of  the  Abrahamic  cove^ 
nant;  but  as  that  valuable  work 
was  chiefly  controversial,  the  feel- 
ings with  which  we  perused  it 
were  of  a  more  mingled  kind  than 
in  the  present  instance,  inasmuch 
as  the  ^'ee^nd  unembarrassed  flow 
of  general  instruction  was  impeded 
by  the  distinctions  and  deductions 
of  specific  argumentation. 

The  book  of  Ecclesiastes,  from 
its  very  nature,  and  still  more  from 
its  mod^s  of  construction,  presents 
formidable  difficulties  to  the  in- 
qXiirer.  There  is  in  it  so  much  of 
transiticm;  so  large  a  portion  of  it 
depends,  for  its  accurate  compre- 
hension, on  the  character  of  the 
writer ;  such  important  conse- 
quences are  connected  witli  the 
right  disposition  of  the  members 
of  sentences ;  that  its  eflective  in- 
terpretation requires  a  rare  combi- 
Jiaticm  of  high  and  valuable  quali* 


ties.  Skill  and  acuteness  in  dis- 
cussing, caution  and  patience  in 
investigating  and  solving,  a  tho- 
rough knowledge  of  th^^mtricades 
of  the  human  heart,  and  the  va- 
rieties and  vicissitudes  o€  human 
life,  intimate  conversance  with  the 
character  of  the  sacred  writings, 
and,  above  all,  a  jealous  watchful- 
ness against  the  seductions  of  ima- 
gination, with  an  humble  and 
anxious  desire  to  ascertain  the  in- 
tention of  the  great  Fountain  of 
Inspiration,  are  indispensable  pre* 
requisites  for  the  adequate  execu- 
tion of  this  arduous  task.  Per- 
haps no  man  who  ever  lived  was 
more  amply  furnished  by  nature 
und  study  for  the  work  of  Scrip- 
ture illustration,  than  ^'  that  giant 
in  an  manner  of  knowledge," 
Hugo  Grotius;  one  thing,  how- 
ever, was  wanting,  and  the  ab- 
sence of  the  meek  and  lowly  mind 
shows  itself  too  plainly  in  the  man- 
ner in  which'  he  has  venture^  to 
tamper  with  the  import  of  Holy 
Writ.  He  permitted  himself,  from 
motives  which  we  shall  not  here 
scrutinize,  to  divest  the  book  of 
Ecclesiastes  of  its  authority,  by  in- 
sidiously questioning  the  fact  on 
which  that  authority  is  mainly 
founded ;  affirming  that  it  was  not 
the  work  of  Solomon,  but  the  pro- 
duction of  a  later  age.  For  our 
own  parts,  without  resting  the  disi- 
tinct  proof  of  the  inspiration  of 
this  portion  of  the  sacred  canon 
nn  the  authorship  of  the  Sbn  of 
David,  we  can  have  no  hesitation 
in  expressing  our  conviction  that 
any  other  hypothesis  is  completely 
at  variance,  either  with  the  validitj^ 
of  its  claims  or  with  the  purity  of 
its  text.  "  That  the  book  was  the 
composition  of  Solomon,  the  titlfe 
bears;  universal  tradition  affii'ms; 
and  internal  evidence  concurs  to 
provfe.*^  From  that  perversity  of 
mind  which^  as  ah  interpreter  o^ 
4  N2 
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Scripture^  too  often  deprives  Gro- 
tius  of  all  claim  upon  our  confi- 
dence.  Dr.   Wardlaw  is  happily 
free.     With  a  clear  head,  an  un- 
biassed judgment,  and  a  ste^ady* 
regard  to  evangelical  truth,  he  en- 
ters  firmly,    but  with  admirable 
discretion,  on  the  difficulties  of  his 
task.     From  a  large  and  appalling 
division  of  those  difficulties,  indeed, 
he  liberates  himself,  at  once,  by  ex- 
cluding from  his  prescribed  range 
of  research,  "  critical  or  philologi- 
cal disquisition,"  and  by  assuming, 
"  with  very  few  exceptions,  the 
correctness  of  the  common  English 
versibn,  in  expressing  the  sense  of 
the  original,  being  satisfied  that  in 
most  instances  in  which  different 
translations  have  been  proposed, 
its  claims  to  preference  are  at  least 
not  inferior  to  those  of  others." 
While  we  feel  regret  at  the  de- 
privation  of  the  illustrative  and 
explanatory  matter,  which  would 
have  been    peculiarly  acceptable 
from  Dr.  W/s  discreet  and  discri- 
minative habits  of  mind,  we  ac- 
knowledge the  more  extensive  use- 
fulness of  his  actual  plan. 

The  Lectures  commence  with 
an  -  interesting  expo^tion  of  the 
character  of  Solomon,  as  a  kind  of 
basis  for  the  'system  which  is  fol- 
lowed throughout  the  work ;  and 
we  shall  take  occasion,  in  this  place, 
to  suggest  the  great  injustice  which 
will,  be  done  both  to  himself  and 
thC'  author,  by  the  reader  who 
shall  merely  dip  into  these  volumes. 
The  modern  modes  of  study,  if 
indjeed  they  merit  such  a  distinc- 
tion, are  fatally  injurious  to  clear 
and  valid  intelligence  and  reten- 
tion. The  slight  and'  cursory 
glance. which  is  sufficient  for  the 
•average  reading  of  our  day,  be- 
comes, when  habitual,  the  most 
destructive  of  intellectual  vices  ; 
it  disqualifies  for  dose  attention 
and  for  continuous  thought,  and 
we  urgently  remonstrate  against 
its  indulgence.  In  the  work  be- 
fore us  much  depends  on  the 
steadiness  with  which  certain  prin- 
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ciples  of  elucidation  are  kept  in 
view,  and  much  of  its  excellence 
is  derived  from  the  sequence  and 
connection  which  is  flius  given 
to  what  would  otherwise  appear 
vague,  scattered,  and  obscure. 

These  prelections  are  too  mul- 
tifarious to   admit  of  analysis  in 
our     restricted     pages,    nor    are 
we  aware  that  they  could  be  ad- 
yant^eously  dissected  on  even  a 
larger  scale  ;    they  combine  the 
various  methods  of  pulpit  instruc- 
tion in  a  way  which,  if  always 
imitated,  would  make  expository 
exercises  among  the  most  interest- 
ing as  well  as  the  most  useful  of  a 
minister  s  public  labours,  but  which 
is  very  little  susceptible  of  abstract 
and  compression.    Neither  can  the 
absence  of  analysis  be  supplied  by 
the  multiplication  of  brief  extracU 
Such  a  method  would  be  singu- 
larly inapplicable  to  the  manner  of 
Dr.  Wardlaw.    He  is  by  no  means 
remarkable  for  sparkling  sentences, 
or  paragraphs  standing  oi:t  in  start- 
ling brilliancy   from  surrounding 
mediocrity ;     his   style,   although 
carefully   formed,   has   no  symp- 
toms of  servile  elaboration,  and 
though  richly  inlaid  with  Scrip- 
ture    language  and.    illustratioo, 
betrays  none  of  that  stiffness  and 
constraint  which  is  sometimes  at- 
tendant on  the  unskilful  introduc- 
tion of  antique  forms  of  expres- 
sion.   His  composition  is  certainly 
not  perfect,  but  we  have  no  dispo- 
sition to  dwell  on  minor  defects 
when  they  are  absorbed  in  sub- 
stantial excellences.     Since  then 
we  are  prevented,  by  the  nature  of 
the  present  work,  from   availing 
ourselves  of  two  of  the  usual  modes 
of  reviewing,  we  must  have  recourse 
to  a  third,  and  transcribe  a  pas- 
sage or  two  of  dimensions  suffi- 
cient to  display  the  leading  cha- 
racteristics of  these  yolumes. 

Chap.  iv.  verses  7, 8.  "  Then  1  returned, 
and  I  saw  vanity  under  the  sun.  There  is 
one  (alone)  and  (there  is)  not  a  second ! 
yea,  he  hath  neither  child  nor  brother ;  yet 
is  there  no  end  of  all  his  labour ;  neither 
i^  his  eye  satisfied  unth  riches  ;    neitbtf 
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(gaith  he)>  For  whom  do  I  labour  and 
bereave  my  soul  of  good  ?  This  is 
alfo  vanity  ;  yea,  it  is  a  sore  travail." 

<<This  is  a  strikingly  graphical,  though 
brief  description,  of  tlie  avaricious  keen- 
.ness  and  carefulness  of  a  toiling,  griping, 
hoarding,    insulated  miser. — *  There    is 
one,^  and  there  is  not  a  second' — no  heir 
apparent,  no  connection  either  by  blood 
or  by  particular  friendship,  to  succeed 
htm  ;  *  neither  child  nor  brother,'   (that 
is,  no  neat  relative,)  to  inherit  his  accu- 
mulated   treastitres  .— *  yet  is  there  no 
end  of  all  his  labour ;'  he  toils  with  un- 
inUTmitting    solicitude,    *  rising   early, 
and  sitting  late,*  nor  ever  can  bear  the 
thought  of  retiring  from  active  business, 
as  long  as  he  can  add  a  single  penny  by 
it  to  his  store  . — *  neither  is  his  eye  sa- 
tisfied with   riches ;'    constantly   either 
contemplating  his  acquisitions,  or  on  the 
eager  look-out  for  more ;  never  saying. 
It  is  enough ;  a  greedy  receiver,  but  a 
reluctant  and  parsimonious  giver.     He 
.takes  no  enjoyment  of  his  wealth  ;  but 
starves  in  the  midst  of  abundance ;  not 
only    *  labouring^*   but   *  bereaving    his 
soul  of  good  ^*  living  with  the  most  piti- 
ful   penuriousness  ;     grudging    himself 
every' morsel  of  meat,  every  rag  of  cloth- 
ing, every  common  comfort  of  life.   And 
the  habit  grows  upon  him ;  he  becomes 
increasingly  avaricious  as  he  advances  in 
wealth  and  in  years  ;  no  selfish  consider- 
ation can  move  him,  nor  any  claim  of 
charity  touch  his  soul ;    his  hollow  eye 
contracts   the  timid  glance  of   lurking 
suspicion ;    his  whole  countenance   the 
marked  and  settled  expression  of  anxiety 
and  unfeeling  narrowness ;  and  his  was»ted 
frame,  his  antique  and  threadbare  cloth- 
ing, and  every  part  of  his  appearance, 
betrays' the  confirmed  and  unimpressible 
MISER.    Those  who  first  assigned  this 
designation  to  the  character  were  hdppy 
in  their  selection.  Miser  signifies  wretched ; 
and  surely  there  is  not  on  earth  a  more 
pitiable  object  than  the  man  here  de- 
scribed ;  the  unhappy  victim  of  one  of 
the  strangest  aberrations  of  understand- 
ing ;  one  of  the  most  unaccountable  con- 
tradictions to  all  right  feeling,  and  to 
every  ordinary  principle  of  humnn  na- 
ture, that  is  to  be  found  amongst  the  in- 
tellectual   and    moral   varieties  of   the 
species.' 

**  Solomon's  description  shows  us  that 
these  varieties  have,  in  every  age,  been 
much  the  same.  Many  a  time  has  it 
since  been  realized,  with  wonderful  ac- 
curacy.— ^The  character  may  be  traced  to 
various  origins.  In  some  instances,  it 
has  arisen  from  a  fatal  error  in  education, 
— from  early  and  ill-judged  lessons  of  ex- 
cessive parsimony  impressed  upon  the 
youthtul  mind,  gradually  forming  in  the 
heart  an  undue  **  love  of  money,"  an  ha- 
bitual desire  of  getting,  and   dread  of 
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losing,  or  of  being  necessitated  to  give 
away  :-— in  other  cases,  from  the  appre-  ■ 
hension  and  presentiment  of  a  diseased 
mind,— «  hypochondriacal  foreboding  of 
approaching  poverty,  of  dying  in  want ; 
an  evil,  to  which  every  penny  that  is  lost 
or  parted  with  is  of  course  cdnceived  by 
the  disordered  imagination  to  contribute  i 
— and  in  others  still, s  from  the  weak 
minded  vanity  jof  being  noticed  and 
spoken  of,  during  life,  and  after  death, 
as  the  possessor  of  so  much  wealth,  or 
as  the  man  that  had  left  it  behind  him.— ^ 
From  whatever  source  it  may  have  arisen, 
and  whatever  may  have  promoted  its 
growth,  it  is  well  denominated  *  vanity 
and  a  sore  travail'  The  poor  rich  fool 
lives  in  misery,  and  dies  uulamented. 
Those,  whosoever  they  may  be,  to  whom 
he  bequeaths  his  wealth,  give  him  little/ 
thanks  for  it.  He  has  only  given  it  when 
he  could  hold  it  no  longer.  He  has  not 
parted  with  it ;  he  has  been  obliged  to 
leave  it;  and  not  one  fartliing  of  it„ 
they  know  well,  should  they  ever  have 
touched,  could  he  by  any  possibility 
have  retained  possession.  They  are  glad 
the  nseless  old  felLno  is  out  of  the  way ; 
they  lay  him  in  the  dust  without  a  sigh  ; 
and  with  secret  self-gratulation,take  pos- 
session of  his  hoards." — pp.  189 — 192. 

<*  Chap.  xi.  verse  7.  *  The  dust  shall  return 
to  the  earth  as.'it  was,  and  the  spirit  shall 
return  to  God  who  gave  it.'— The  body, 
formed  originally  from  the  dust,  shall 
imdergo  the  full  execution  of  its  sen- 
tence,— 'Dust  thou  (art),  and  unto  dust 
thou  shalt  jetnrn ;'  a  sentence  pro- 
nounced on  man,  in  consequence  of  his 
sin,  and  of  which  the  stroke  of  death, 
throughout  successive  generations,  has 
been  the  righteous  fulfilment.  For,  al- 
though man  was  formed  from  the  dust, 
he  was  not  on  that  acc(mnt  necessarily 
mortal.  The  power  that  gave  him  life 
wits  able  to  sustain  it  in  never-fading 
vigour.  We  talk  of  death  as  coming  in 
the  course  of  nature.  But  of  the  original 
course  of  nature,  when  man  came,  in  the 
beauty  of  holiness,  from  his  Creator's 
hand,  it  w.'.-.i  no  part.  It  pertains  to  the 
course  of  fallen  nature.  Man  was  death- 
less while  he  was  sinless.  He  became 
mortal  when  he  npostaii/ed  frum  God. 
And  the  universality  of  the  reign  of  death 
is  a  mournful  but  conclusive  evidence  of 
tlie  univei*sa!ity  of  the  apostasy.     Every 


openintj^ 
back  to 


shrouded  corpse,  and  every 
grave,  should  lead  our  minds 
the  entrance  of  sin, — to 

<*  — mkn's  first  disobedience,  and  the  fruit 
Of  that  forbidden  tree,  whose  mortal  taste 
Brought  death  into  the  world,  and  all  our 
wo:* 

**  And  while  the  body  is  consigned  to 
the  grave,  to  l)c  food  for  the  loathsome 
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worm,  and  to  mingle  with  the  dust  of  for- 
mer generations,  the  immortAl  spirit,  the 
tenant  of  this  earthly  tabemade,  shall-— 
perish  with  it  ?  No. — Sleep  with  it  in 
the  tomb  for  ages  in  a  state  of  insensibi- 
lity ?  No^ — It  shall  <  return  unto  God 
who  gave  it.' — Solomon  was  no  mate- 
rialist.   He  did  not  consider  the  soul  as 


ham's  bosom.  The  rich  man  also  died, 
and  was  buried ;  and  in  hell  he  lifted  up 
his  e3^e8,  being  in  torments.' " — pp.  293 
—294. 


We  regret  that  we  cannot  find 
space  for  adequate  specimens  of 

the  concluding  observations,  con- 

of  the  same  substance  with  the  body,  and  4.„;^-   ^  4.1^^  ««;,„•♦., „i  ^^A  -^^M^n^y 

thought  as  the  mere  result  of  sudden  mo-  Naming  the  spmtual  and  practical 

difications  and  arrangements  of  matter  application   and   improvement  of 


and  motion,  and  death  the  final  destruc- 
tion of  the  whole  man ; — ^but  the  body,  as 
only  the  oi^n  of  the  indwelling  spirit^ 
like  a  complete  set  of  admirably  adapted 
instruments,  by  which  it  acquired  its 
knowledge,  and  reduced  that  knowledge 
to  use  in  the  execution  of  the  dictates  of 
its  will ;  and  the  soul,  though  acting  by 
means  of  the  body  while  it  continues  its 

occupant,  yet  capable  of  existence,  of     the  deepest  interest  both  to  the  persoa 
thought  and  of  activity,  in  a  state  of     himself  and  to  surviving  spectators.  Vs- 


the  whole  book  ;  but  we  must 
make  room  for  the  following  touch- 
ing passage,  extracted  from  the 
sermon  on  the  death  of  the  autboi^s 
venerable  father. 

.  *<  Of  all  the  periods  and  events  of  life, 
the  concluding  scene  is  accompanied  with 


separation  from  it.  Of  the  manner,  it 
is  true,  in  which  a  spirit  exists,  and 
thinks,  and  acts,  and  enjoys,  in  its  disem* 
bodied  state,  we  can  form  no  distinct 
conception ;  but  we  are  quite  as  igno- 
rant of  the  manner  in  which  spirit  ope- 
rates on  matter  when  connected  with  it ; 
for,  though  we  know  the  facts,  we  cannot 
Account  for  them  :  and  if  even  the  facts 
that  are  attested  by  our  senses  and  expe- 


rious  are  the  ways  in  wMch  it  comes, 
and  various  the  aspects  it  presents ;  but 
in  all  it  is  affecting  and  solemn.  What 
can  be  more  so,  than  the  approach  of  tint 
moment,  which,  to  the  dying  man,  is  the 
boundary  between  time  and  etenitji 
terminatii^g  the  one  and  commendog  the 
other  }  putting  an  end  to  all  his  inter- 
ests in  this  world,  and  fixing  his  coQ' 
dition  for  a  never-ending  existence,  m 


rience  w«  are  unable  to  explain,  ought  the  world  unknown  '.—What  can  be  more 
not  this  to  prevent  incredulity  and  seep*  80,  than  those  moments  of  silent  asd  in- 
ticism,  as  to  others  that  are  beyond  the     describable  anxiety,  when  the  hist  saoefa 


Sf)here  of  our  observation,  and  which  we 
luive  no  cause  for  doubting  but  our  inca- 
pacity to  conceive  of  them  ? 

<*  f^or  was  the  soul,  according^  to  So- 
lomon, to  fall,  during  the  sleep  of  the 
body  in  the  grave,  into  a  state  of  insen- 
sibility, or  unconsciousness.—- Had  it  been 
to  partake  in  the  deep  slumbers  of  the 
tomb,  it  could  not  have  been  said  to  <  re- 
turn to  God  who  gave  it,'  any  more  than 
the  body.  The  distinction  between  the 
two  is  niarked  ;  and  the  existence  of  the 
soul,  in  life  and  consciousness,  when  se-^ 
parate  from  the  body^  emphatically  de- 
clared. 

<*  When  the  spirit  thus  returns  to  God, 
we  are  not  to  understand  that;  in  every  in- 
stance, it  is  to  remain  in  his  presence,  and 
to  enter  into  his  joy.  It  goes  10  receive 
its  doom  from  the  supreme  Judge;  a 
doom,  not  at  that  time  formally  pro- 
nounced indeed,  but  which  the  subse- 
quent decisions  of  the  great  day  shall  only 
recognise  and  ratify.    That  day  of  formal 


of  the  numbered  hour  are  running ;  whes 
the  beat  of  the  heart  has  become  (00 
languid  to  fciev  felt  at  the  extremities  of 
the  frame ;  when  the  cold  hand  retnrns 
not  the  gentle  pressure ;  when  tiie  eye  is 
fixed,  zm^  the  ear  turns  do  more  toinuds 
the  voice  of  consoling  kindness ;  vba 
the  restless  limbs  are  still  and  motionless ; 
when  the  breath,  before  oppressive  and 
laborious,  becomes  feebler  and  feebler, 
till  it  dies  away,  and  to  the  listeniag  etf 
there  is  no  sound  amidst  the  bn»tUfas 
silence,  nor  to  the  arrested  eye,  tbst 
watches  with  the  unmoving  look  of  tbiil' 
ling  solicitude  for  the  last  symptom  of 
remaining  life,  is  motion  longer  percep- 
tible ;  when  surrounding  friends  cuntinoe 
to  speak  in  whispers,  and  to  step  through 
the  chamber  on  the  tiptoe  of  cautioos 
quietness,  as  if  still  fearful  of  dbtnrbiog 
him,  whom  the  noise  of  a  thousand  thoo' 
ders  could  not  startle. 

**  Have  you  witnessed  such  a  scene  my 
friends  ?     if  you  have  not,  you  hsTe  fet 


judicial  sentence  may  be  distant :  but  this     to  experience  tiie  most  deeply  solemn 


is  not  inconsistent  with  immediate  tran- 
sition at  death  to  happiness  or  wu, — %vith 
the  *  spirit  of  the  just*  being  *  nuide  per- 
fect' in  heaven,  and  the  souls  of  the  wick- 
ed <  going  to  their  own  place,*  to  that 
*■  everlasting  fire  that  is  prepared  for  the 
devil  and  his  angels.*-^*  The  beggar  died, 
and  was  carried  by  the  angels  into  Abra- 


leelings  of  which  the  bosom  of  num  is 
susceptible.  And  they  are  feelings,  ren- 
dered the  more  solemn  by  the  thought, 
that  what  we  now  witness  in  another  ^^ 
very  soon  be  witnessed  by  others  in  onr> 
selves.  The  scenes  of  another  man's 
MSt  may  be  such  as  cm  hardly  be  ex- 
pected ever  to  occur   to  tu;  hot  the 
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dying^cene  is  one  which  must  come  to    tithesis — but  ('3)   he  that  feareth 


«U.  There  is  no  passage  to  another 
world,  but  through  the  valley  of  the 
shadoif  of  desAb.  By  that  wae  all  must 
go,  whether  it  conduct  them  to  the  abodes 
of  bliss  or  to  those  of  misery.  This  gives 
us  an  interest  in  the  death  of  every  one 
that  dies.  We  tlien  behold  what,  in  one 
form  or  another,  must  inevitably  befall 
ourselves."— pp.337,  338. 

Before^  however,  we  close  this 
article,  we  shaU  offer  a  brief  com- 
ment on  a  section  which  has  puz- 
zled annotators  beyond  what  the 
real  difficulty  of  the  case  appears 
to  warrant.  Chapter  vii.  v.  1 5 — 
18,  is  considered  by  Dr.  Ward- 
law  as  *'  an  instance  of  serious  and 
impressive  irony."  He  supports 
his  view  of  the  sense  with  an  abi- 
lity which  can  be  only  rightly  ap- 


God  shall  come  forth  cf  them  all. 
In  substance  this  statement  ao« 
eords  widi  the  explanation  of  Dn. 
Wardlaw,  while  we  think  that  it 
avoids  the  awkwardness  of.  sup- 
posing a  mode  of  expression  which 
M,  in  our  view,  injurious  to  the 
connection. 


«^  V»  %'«%««/%«^ 


T/ie  Church  in  the  Wilderness,  or 
the  Encampment  of  the  Israelites; 
in  which  are  displayed  the  Trea* 
sures  of  Providence,  and  the 
Riches  of  Grace.  By  W.  Seaton. 
2  Vols. — London. 

We  owe  an  apology  to  the  inge- 


preciated  by  comparing  it  with  the  nious  and  pious  author  of  these 
endless  and  unmeat^ing  wordiness  interesting  volumes,  for  our  delay 
lavished  on  the  passage  by  the    in  noticing  them.     They  are  worth 


calerva  of  commentators,  and  he 
draws  from  it  a  series  of  most  im- 
portant instructions ;  but  we  must 
still  confess  ourselves  dissatisfied 
with  his  interpretation.  It  seems 
to  us  that  the  key  to  the  meaning 


notice,  both  for  their  subject  and 
spirit.  There  is  no  part  of  the  Old 
Testament  so  often,  or  justly  refer- 
red to,  as  typical  of  the  Christian 
pilgrimage  from  earth  to  heaven, 
as  the  journeying  of  "  the  Church 


is  supplied  by  the  first  clause  of    in  the  wilderness"  -from  Egyyt  to 


the  1 5th  verse — in  the  days  of  his 
vanity — and  that  the  expressions 
which,  have  excited  so  much  dis- 
cussion are  to  be  considered  as  the 
language  of  a  sceptical  and  refined 
libertine.  Contemplating  the  ap- 
parent want  of  equity  in  the  dis- 
pensations of  Providence,  the  de- 
pression of  the  ''just,"  and  the 
prosperity  of  the  *'  wicked,"  and 


Canaan.  Moses  has  recorded  the 
various  places  where  the  Israelites 
encamped,  and  the  important  events 
which  occurred  at  some  of  them* 
The  eleventh  encampment  was  at 
Sinai,  and  will  ever  be  memorable 
by  the  giving  of  the  law,  and  the 
erection  of  the  tabernacles.  The 
removal  from  Sinai  must  have  been 
about  a  year  after  the  departure  of 


having  exhausted  the  extremes  of  the  Jews  from  Egypt;    for  then 

wisdom  and  folly,  he  adopts  as  his  they  celebrated  the  passover  the 

rule  of  life  a  sort  of  Epicurean  second  time.    After  this,  they  ad-< 

ne  quid  nimis;  as  much  accommo-  vanced,  as  directed  by  the  pillar  of 

dation  to  the  world  as  may  not  cloud,  until   they  came  to  Rith- 

interfere  with  the  maintenance  of  math ;  the  fourteenth  encampment, 

a  fair  character,  and  as  large  a  when  they  were  ordered  to  turn 

draught  of  pleasure  as  shall  con-  again  into  the  wilderness ;  there 

sist  with  the  preservation  of  health,  they  remained  upwards  of  thirty- 

On  this  determination  he  insists  eight  years,  during  which  we  hear 

that  it  is  "  good"  to  "  take  hold,"  little  of  them  until  they  appeared 

and  then,  suddenly  changing  hi»  at  Pisgah. 

language  from  that  of  a  satisfied        Forty^two  encampments  are  re- 

and  systematic  sensualist  to  the  corded  by  the  author,  and  under 

firm  tone  of  a  religious  iQonitor,  each   he  has  thrown  together,  a 

he  suras  up  with  this  emphatic  an-^  number  of  weighty  and  pertinent 
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remarks^  which  a  spiritual  mind    hood,  and  want,  but  did  not  pass  iwury 

must  relish,  and  a  contemplative '  ?*y;  ^^^^'J^  **\«  ^^  ^*?,f*^  ^^'  ]^\^ 
•    1  fui'   x^A.      '       ax.        uiat  she  found  reason  stUl  to  retain  the 

mmd  approve.      Mighty   m    the     name  of  sweetuess."— pp.  57, 58. 
Scriptures,  he  has  introduced  with 
great  heauty  and  effect  their  "  ap- 
ples of  gold,"  into  his  own  "  pic- 
tures of  silver." 

The  /bf/r/A  encampment,  Marah, 
is  entitled^  "  Bitter  made  Sweet, 


The  following  remarks  on  the 
opening  of  the  Tabernacle  in  the 
Wilderness  have  much  force  and 
unction. 


and  thus  experimentally  improved. 

"  These  bitter  waters  present  no  unapt 
^mbleib  of  those  afflictive  dispensations 
with  which  the  Lord's  people  are  some- 
times exercised,  especially  when  in  their 
first  convictions  they  taste  the  bitters  of 
guilt  and  sin.  Then  nothing  is  sweet. 
Their  very,  abundance  becmnes  affected. 
It  is  MarAh  every  where.  Life  is  bitter ; 
health  is  bitter ;  home  is  bitter  ;~*'aU  is 
bitter.  And  how  naturally  are  we  re^^ 
minded  of  the  heart- thirstings,  and  the 
soul-^falntiags,  of  those  whd  pant  for  the 
waters  of  liife.  They  long  for  the  grace 
of  Christ.  In  search  of  living  streams, 
they  sometimes  come  to  waters  they  can- 
not drink ;  bitter  and  unsatisfying ;  yea, 
pernicious.  The  world  caimot  }ncld  sup- 
ply."— ^p.  56. 

**  Unless  shut  up  in  unbelief,  we  can- 
not leave  Marah  without  profit.  >Vhat 
does  the  record  teach  ?  Surely  tliere 
can  be  nothing  so  bitter  in  the  lot  and 
journey  of  the  Lord's  people,  nothing  so 
afilictive,  but  he  can  and  will  make  salu- 
tary and  pleasant.  How  has  he  changed 
the  bitterest  sorrows  into  the  sweetest 
comforts !  What  was  most  repugnant 
Co  nature,  has,  by  grace,  been  rendered 
agreeable.  After  days  of  trial,  (and, 
should  thev  be  montfais  and  years,  still, 
what  are  they  ?)  covenant  love  will  pre- 
yail  over  all  our  trials,  and  not  only 
change  the  bitter  into  sweet,  but  even 
turn  our  water  into  ^vine.  To  believers 
only  this  wUl  so  turn  out.  The  love  of 
God  shed  abroad  in  the  heart  at  once 
sweetens  all.  Secret  virtups,  thrown 
into  the  arrangements  of  Providence^ 
soon  work  an  agreeable  change.  Possi- 
bly the  reader's  own  life  may  supply  him 
with  some  memorable  instances  in  which 
hia  keenest  sorrows  have  been  chanpred 
into  the  most  sensible  comforts.  If  but 
just  come  to  bitter  waters,  let  not  sense 
prevail,  but  faith.  Some  secret  influ- 
ence may  be  at  hand ;    some  tree  of 


**  The  tempest  died  away,  and  mercy 
opened  to  man  the  sanctuary  of  God. 
Let  us  enter.     It  is  the  gate  of  bcaren ! 
The  Christian  feels  a  sacred  awe  pen-iul' 
ing  his  bosom,  and  is  differently  affected 
by  every  thing  he  sees,  to  one  who  u 
ignorant  of  the  holy  mysteries  of  redemp'^ 
tion.  -God  la  here!    All  is  full  of liis 
grace  and  glory !    At  every  step,  the  oo- 
derstanding  feeds    on    spiritual    troth, 
while  the  heart  is  filled  with  heareoly 
love.     No  noise   and   confusion   here. 
The  Christian  feels  a  solemn  stillaess, 
while,  with  the  book  of  the  Gospel  in 
his  hand,  he  goes  from  mystery  to  rnvs- 
tery,  and  in  the  light  of  heaven  is  over- 
joyed at  spiritual  'discoveries.    '  In  this 
templ&»    every  one,'    and   every  thiog, 
*  doth  speak  of  his  glory.'     He  feels  as 
though  the  admonition,  <  See  that  thoo 
make  all  things  after  the  pattern/  were 
addressed  to   him,  with  tiiis  difference 
only.  See  that  thou  observe  all  thiogi 
here  according  to  the  design.    Opening 
to  the  Epistle  to  the  Hebrews,  he  at  once 
becomes  instructed  in  the  solemn  insti- 
tutions of  this  sacred  place.    Ob,  wh&t 
beauty  and  grace  meet  the  eye !    Whtt 
admiration  fills  the  heart,  on  finding  a 
dispensation   of  outward  type,  replete 
with  heavenly  wisdom,  and  Gospel  truth. 
The  terrors  of  justice,  and  the  channs  of 
grace,    as   in   mingled  /  rays,  throv  an 
awful  glory  over  the  whole  of  this  sanc- 
tuary.   We  can  look  no  where  ftx)m  the 
altar  to  the  ark,  but  the  attention  is  ur- 
rested  with  the  manifestatlous  of  God  in 
Christ,  grace  in  covenant,  and  love  in 
purpose.    As  *  faith  is  the  substance  of 
things  hoped  for,  and   the  evidence  of 
things  not  seen,'  so,  in  the  Christian's 
view,  the    shadows   of  good  things  to 
come,  brighten  before  him  into  spiritual 
realities.    The  counsel  of  peace  is  deeply 
imprinted  oh  all.     The  altar  stained  with 
the  blood  of  the  sacrifices,  expresses  bot^ 
the  evil  of  em,  and  its  expiation,  wtula 
the  sprinkling  of  that  blood  bespeaks  the 
virtue  of  the  atonement.    In  the  offering 
of  incense  is  seen  the  prevalence  of  priestly 
intercession.     The  ceremonial  wsshiugs 


which  you   need  only  be  informed,  to 

make  the  bitter  sweet.    In  the  admirable  denoted    pollution   and  cleansing :  ^od 

connections  of  Providence  may  be  some  the    light   diffused  through-  the  vhole 

_:_-    J!        ...  ^  sanctuary,  that  understanding  and  purity 

communicated  by  the  Spirit  to  the  Church. 
Advancing  on,  we  approach  nearer  to  the 
divine  presence.  Tbie  viul  is  withdravn, 
and  the  believer  has  boldness  to '  enter 
into  thc'holy  of  holies/    There  is  the 


wise   disposition  ^f  circumstances,    as 
soon  to  fill  you  with  adoring  love  and 

grateful  praise.  <  Call  me  not  Naomi, 
ut  call  me  Marah,'  said  a  distressed 
daughter  of  Abraham,  when  returning:  to 
her  native  country  childless,  in  widow- 
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ark,  that  most  tecred  symbol  cootainkig^ 
vit^ia  it  thQ  tables  of  the  ooveaaat,  tibe 
golden  pot"  with  maana,  and  Aanon's  rod 
that  budded.  This  is  full  pf  Christ,  who, 
in  the  humble  form  of  our  .nature,  com- 
prised in  himself  the  law  in  its  perfection, 
as  an  nabibkeo  ootenant ;  the  heavenly 
manna,  and  all  the  authority,  the' life, 
the  budding  forth,  and  fruit  of  the  priest- 
hood. In  the  covering  of  the  mercy-seat, 
is  contemplated  the  mantle  of  peace  and 
lore,  spread  by  the  hifiidte  Mi^estyove^ 
the  person  of  our  Divine  Redeemer,  in 
all  his  personal  perfections,  mediatorial 
possessions,  and  priestly  merits.  The 
cherubim  of  glory  here  extended  across 
theif  Bpt^adSng  wingi,  with  their  faces 
intent  upon  the  ark  beneath.  So  the 
angels  of  God  desire  to  look  into  the 
wonders  of  redemption.  Above  is  the 
mercy-seat,  the  throne  oU  grace,  the 
resting  place  of  justice,  truth,  and  love. 
Here  righteousness  reigos  in  the  salya- 
tion  of  sinners.  Christ  is  set  forth  <  to 
be  a  propitiation,  through  faith  in  liis 
blood,  for  the  remission  of  sins,'  and  <  is 
the  justifier  of  him  that  believeth.'  How 
ffleasinglT  dieadftd  Is  this  place !  The 
g^ory  of  mdiaess  is  every  where,  oneve^ 
thing,  and  on  every  one." — pp.  175-178. 

We  ccmld  multiply  extracts  with 
much  pleasure  did  our  limits  per- 
mit. Should  the  work  reach  a 
second  edition,  and  we  hope  it 
will^  there  are  many  sentences 
which  the  Author  must  re-model, 
and  render  definite.  The  perfec- 
tion of  his  plan  requires,  also,  that 
the  plagues  of  Egypt  should  be, 
at  least,  noticed  ns  preparatory 
Bteps  towards  the  fonnation  of  the 
Church  in  the  Wilderness. 

Where  did  Mr.  Seaton  learn 
that  Migdol — ^a  fortress  on  the 
Egyptian  side  of  the  Red  Sea,  be- 
longed to  the  Philistines  ? 

We  cannot  close  this  article 
without  availing  ourselves  of  the 
opportunity  it  affords, '  to  place  two 
points  of  the  Mosaic  narrative  in 
theit  true  light.  The  first  is  the 
death  <*f  Moses.  He  was  not  per- 
mitted to  lead  the  Church  into 
Can^u,  nor  to  enter  it  himself. 
Wh  V  ?  M^.  S.  bbser<F«s  that^ 
*^  Though  the  reason'  as»gned  was 
a  persbnal  offence— vet  .we  are  to 
consider  the  impenection  of  his 
ministry  as  the  pfimaiy  Saus^,  from 
which  there'was4d})3blut^  necessity, 

Cong.  Mao.  No.  60. 


V  Church  in  the  WiUkrness.        649 

as  a  typical  econoipy,  that  .it 
should  yield  to  another  the  per« 
fection  and  consummation  of  its 
spiritual  realities.  The  law  made 
nothing  perfect !"  Again,."  there 
is  no  perfection  in  the  lives  and 
transactions  of  typical  characters." 
Now  the  true  reason  of  displacing 
Moses,  is  implied  in  these  remarks ; 
but  we  are  of  opinion,  that  the 
author  did  not  perceive  it  clearly. 
They  are,  at  least,  too  general  to 
explain  it.  Or,  if  he  meant  what 
we  understand  from  them,  why 
did  he  not  apply^the  typical  prin- 
ciple to  the  case  ?  The  real  state 
of  the  case  is  this :  the  genius  and 
design  of  the  dispensation  would 
have  been  violated,  had  the  Law^ 
giver  led  the  tribes  into  Canaan. 
Canaan  was  originally  promised, 
and  eventually  given  as  the  type 
and  pledge  of  **  a  better  country, 
that  is,  a  heavenly,"  Now,  as  thfe 
law  cannot  introduce  the  church 
to  heaven — it  was  necessary  that 
the  Lawgiver  should  not  intro- 
duce the  church  into  ''  the  earnest 
of  that  inheritEn/lce."  *  Moses  must^ 
therefore,  have  given  place  tp 
Joshua,  by  some  means,  even  if  he 
had  not  offended  at  the  waters  of 
strife ;  and  to  the  consciousness  of 
this  typical  necessity,  should  be 
ascribed  the  cajm  acquiescence  of 
the  Jewish  Lawgiver  in  the  mea- 
sure. 

We  hAve  another  hint  to  throw 
out  concerning  "  the  Church  in 
the  Wilderness."  It  is  useful,  and 
it  may  be  proper  to  accommodate 
their  temporal  distress  and  deliver- 
ance, as  emblems  of  spiritual  ex« 
tremities  and  relief;  but  we  enter 
our  solemn  protest  against  ascrib- 
ing to  the  generation  that  fell  in 
the  wilderness,  the  feelings  or  de-« 
sires  of  believers.  They  were  ur^ 
believers,  and  therefore  should  not 
have  credit  for  the  spiritual  anxie- 
ties so  often  attributed  to  them. 
Mr.  Seatcm  is  not  often  charge- 
able with  this  &ult  i  his  object  has 
been  to  find  parallels  between  tem- 
poral and  spiritual  things;   and 

40 
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the  encampments  have  furnished  dinals,  but  the  very  earth  and  air 
them  abundantly.  What  we  wish, 
however^  to  suggest  is — ^the  im- 
propriety of  employing  as  direct 
proofs  of  the  election  ot  grace,  the 
terms  in  ^hich  the  church  in  the 
wildemefls  is  addressed.     We  are 


seem  to  teem  with  lies.  A  future 
state,  heaven,  hell,  and  judgment, 
are  openly  turned  into  ridicule,  as 
childish  fables.  Good  men  have, 
of  late,  been  treated  with  so  much 
contempt  and  scorn,  that  there  is 


Calvinists,  and  therefore  jealous  of    not  one  left  amongst  them  to  be  an 
whatever  tends  to  bring  into  ques-     object  of  their  laughter."     The 


don  the  divine  sovereignty.  Now, 
if  the  spiritual  feeUngs  of  be- 
lievers cannot  be  ascribed,  with 
truth,  to  the  generation  which  fell 
in  the  wilderness — still  less,  in 
their  spiritual  import,  can  the 
terms  "  chosen,"  "  elected,"  "  se^ 
parated,"be  applied  tothem.  Their 
national  election  is  a  fine  emblem 
of  the  election  of  grace,  and  a  col- 
lateral proof  of  it;  but  it  proves 
nothing  decisive  as  to  the  personal 
adoption  of  those  who  fell  in  the 
wilderness.  Why  then  should  a 
doctrine  with  the  whole  New  Tes- 
tament for  its  basis — ^be  shifted 


profligacy  of  the  clergy  had  be- 
come so  great  >md  notorious,  that 
the  earth  began  to  groan  under 
their  abominations,  and  to  make 
preparation  for  vomiting  them 
forth.  Poets  satirized  them, 
statesmen  divided  them,  and  the 
common  people  regarded  them  with 
thehatrecf  of  fear  rather  than  with 
the  reverence  of  lave. 

During  this  century,  the  morn- 
ing star  of  the  Reformation  arose  in 
England.  John  Widif  was  born 
in  1524,  and  finished  his  course  in 
1.104.  To  this  extraordinary  man 
we  are  indebted,  for  the  first  trans- 


upon  the  graves  and  carcases  <^    lation  of  the  entire  Bible  into  oar 
declared    *'  unbelievers"  for  sup-    vernacular  tongue.     His  learning 


port? 

Tomleifs  lUuslraHons  of  BibUcal 
Liieratnre* 

Conclvdedfrom  page  596. 

Jhe  second  volume  of  this  valua* 
ble  work  begins  with  the  four- 
teenth century.  The  moral  dark- 
ness which  had  for  ages  over- 
spread the  horizon  of  the  civilized 
world  had  then  become  almost 
palpable.  .  All  classes  of  society 
were  sunk  in  ignorance,  and  every 
order  of  men  was  d^raded  by  vice 
and  superstitioih.  The  testimony 
of  the  celebrated  Petrarch,  respect- 
ing the  state  of  Avignon,  then  the 
residence  of  the  Pope,  afibrds  top 
Just  a  picture  of  the  general  cpndi- 
tibn  of  th^  earthy  "  In  this  dty 
there  is  no  pieAy^  no  rev^ence  pr 
fear  of  God,  no  f^ith  jpr  charity, 
pothingthat  is  bdy*  |pst,  eqwyta.. 
blie,  or  buxnan^/,  Why  slipuld  I 
speak  of  truth,  where  not  only  the 
houses,  palace's,' courts^  cburcbeSj 
and  t)ie  thrones  of  popes  and  car* 


was  more  extensive  than  that  of 
most  of  his  contemporaries.  His 
theological  attainments  ^were  far 
superior  to  those  c^  any  individual 
of  his  age.  His  sentiments  were 
more  in  unison  with  the  Scriptures 
than  with  ,  ,the  .  opinions .  of  the 
father^  or  tOe  dogmata  of  Popes. 
Not  less  undaunted  in^  stHrit,  than 
enlightened  in  mind,  he  fearlessly 
avowed  his  convictions,  and  in  the 
face  of  dang^  and  death,  waged 
war  with  the  vices  and  the  erron 
of  his  times.  His  infiuenoe  was 
very  extensive.  His  foDowers 
were  numerops  in  England;  they 
extended  also  to  Sc^land;  and 
under  various  names  were  found 
in  many  parts  of  Europe..  Joik 
memory  V  this  intre^  and  de^ 
voted  apofili^  a.  pillar  remains  to 
be  erected,  nol  to  pMe^e  his 
name,  be^  to  illustrate  the  obliga- 
tions of  bis  Qountnr^  and  tecooa- 
memorote  ^Jbose.wviGcs  in  ^ 
cuise  of  liberty  and  rdl^on,  wMch 
will  cpnstit{(t^  the^^o^f  w  Wio- 
lif  through  .^e^Mjy^n    ,  -^ 


<o 
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In  the  fifteenth  century,  the 
visible  progress  of  Wiclifs  doc- 
trines may  be  traced  both  at  home 
and  abroad.  The  Lollards  became 
very  numerous,  and,  were  exceed- 
ingly active  ^  and,  as  in  all  such 
cases,  were  the  objects  of  hatred 
and  persecution  by  the  ruling 
powers.  Of  these  facts  the  fol- 
lowing paragraph  contains  an  in- 
teresting illustration. 

'^  But  yiol^Dt  as  were  the  measures 
ponued  against  those  who  read  the  Scrip- 
tnres  in  Engluh,  there  were  some  found, 
who  at  every  hazard  sought  wisdom  from 
the  book  of  God.    These,  to  promote  the 
more  general  circulation  of  the  Scriptures, 
caused  select  portions  of  Wiclife't  TranS" 
lotion  to  be  written  in  small  volumes,  that 
the  potor  might  purchase  them,  printing 
being  unknown,  &nd  writing  tedious  and 
expensive.      Lewis,   the  author  of  The 
Histonf  of  the  Englhh  TrantUuiont  cf  the 
Bible,  possessed  one  of  these  copies  in 
24mo.  which  contaiaed  St,  John's  Go&p^, 
the  Epiittet  of  St,  James^  St,  Peter,  St,  John, 
St,  Jude,  ana  the  Apocalypse,    ,The  bishop's 
registers  often  mention  these  little  books, 
or  Ixb^,  as  they  were  oalted,  and  notice 
them  as  being  prohibited.    Persons  who 
were   detect^  reading,  them,    or  even 
having  them  in  possession,  were  prose- 
cuted, and  sometimes  were  burnt  with 
them  hanging  about '  their  necks*     In 
1429,  Nicholas  Belward,  of  South  Ehn- 
ham,  in  Suffolk,  was  accused  of  having 
in  his  possession  a  New  Te^axnent,  which 
he  had  bought  in  London,  for  four  marks 
hoA  forty  pence,  £2,  16s.  M.'a  sum  equi- 
valent to  more  than  «£40.  at  present ;  an 
astonishing  price  to  hare  been  paid  by  a 
labouring  man,  for  such  Belward  appears 
to  have  been    William  Wright  deposing 
that  he  *'  had  wrought  with  him  continu- 
ally by  the  sgaoe  of  one  year ;  and  studied ' 
diligently  upon  the  said  New  Testament.'* 
In    the  same  year   an   accusation  was 
brought  also  against  Margaret  Backster, 
in  winch  it  was  deposed,  that  she  had  de- 
sired Joan^  the  wife  of  one  Cliffland,  and 
her  miud,  to  <  come  ieeretly  in  the  ni^ht 
to  her  chamber,  and  there  she  should 
hear  her  husband  read  the  Iiaw  of  Christ 
to  them ;  which  law  was  written  in  a 
book  that  her  husband  was  wont  to  read 
to  her  bu  night}  and  that  h^ •husband 
was  well  learned  in  the  Ghristiail^veri^,' 
Many  other  dep(>sition8,  of  a  similar  na- 
ture, were  aiatte  by  the  enemies  of  the 
LoUflrds»  in.conaeqoenee  of« which,  'Ae 
i>UowcrB  of   WleUf  were  subjeded  to 
various    penances   and    imnrisonmtots. 
Against  Richard  Fletcher,  of  Beccles,  it 
was  alledged,  <  He  is  a  most   perftct 
doctor  IB  that  sect^  and  can  very  well 
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and  perfectly  expound  the  Holy  Scrip- 
tures, and  hath  a  book  of  the  New  Law  in 
EngUih,'  Against  Sir  Hmh  Pye,  priest, 
it  was  deposed,  that  he  had  '  bequeathed 
to  Alice,  servant  to  William  White,  a 
New  Testament,  which  they  then  cadled 
the  book  of  the  New  Law,  and-  was  in  cus- 
tody of  Oswald  Godfrey,  of  Colchester.' 
Even  the  ability  to  read  was  enumerated 
amongst  the  crimes  of  this  sect,  by  their 
violent  persecutors,  for  it  is  remarked  in 
the  depositions,  that  '  William  Bate, 
taUor,  of  Sything,  and  his  wife,  and  his 
son,  which  can  read  English  very  well,  is 
of  the  same  sect ;'  that '  the  daughter  of 
Thomas  Moone  is  partly  of  the  same  sect, 
and  can  read  English  ;*  and  that  *  John 
Pert,  late  servant  of  Thomas  Moone,  is 
of  the  same  sect,  and  can  read  well,  and 
did  read  in  the  presence  of  WUliam 
White.' "—Vol.  ii.  pp.  80,  81. 

The  most  important  event  in 
this  century,  as  all  our  readers  are 
aware,  is  the  invention  of  printing, 
with  wl^ich  Mr.  Townley  com« 
mences  the  third  division  of  his. 
work.  The  inventor  of  this  hea- 
venly art,  was  John  Gutenberg,  of 
Mentz,  whoaboi^t  1457>  produced 
the  first  edition  of  the  Bible,  printed 
by  moveable  types. 

At  this  8tafi;e,  in  the  process  of 
the  divine  administration  of  this 
world,  it  becomes  us  to  stand  still 
and  to  admire  the  wonderful  works 
of  the  Lord.  For  ages,  Jehovah 
af>peared,  as  if  he  had  been  wink- 
ing at  the  ignorance  and  profli- 
gacy of  mankind.  Every  succeed- 
ing event  appeared  only  to  plunge 
the  world  into  deeper  barbarism 
and  wretchedness.  Society  every 
where  seemed  retrograding  to  a 
state  of  savagism ;  and  the  Hght  of 
mercy,  which  had  once  promised  to' 
beautify  all  the  habitations  of  dark- 
ness and  cruelty,  had  almost  set  in 
perpetual  oblivion.  **  But,  when 
the  time  of  the  promise  drew  near^ 
God  again  visited  and  redeemed 
his  people."  ^  Before  a  new  race 
of  aposUes  was  raised  up,  a  power 
almost  equal  to  the  miraculous 
energy  of  primitive  times  was  pro- 
vided, which  in  their  hands  hurled 
destruction  on  all  the  enemies  of 
knovlrledge  and  pleiv.  Printing 
may  be  adled,  the  gift  tif  tongues 
in  another  form.   By  it,  every  man 
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is  made  to  hear  the  word  of  Xjod 
in  the  language  in  which  he  was 
bom.      It  secures  to   the  sacred 
volume^  a  truth  of  representation, 
a  permanence  to  the  record,  and 
affords  a    facility  of  circulation, 
which  even  the  gifts  of  tongues 
could  not  confer.     It  is  but  of  late 
that  Christians  have  begun  to  avail 
themselves  of  the  vast  advantages 
which  this  art  has  put  in  their 
power ;  and  which^  had  they  been 
used  with  sufficient  energy  and  per- 
severance since  the  Reformation, 
would  not  have  left  to  the  present 
age  the  honour  of  evangelizing  the 
earth.     Now,   however,   that  the 
discovery  of   its   true  value   has 
been  made,  it  only  remains  to  give 
soul  and  perseverance  to  our  efforts. 
''Every  crown  has  been  earned 
and   won;    every    other    sort  of 
glory  has  become  trite  and  faded. 
To  renovate,  not  a  nation,  but  the 
human  race;  to  place  the  moral 
world   upon   a  nlw  foundation ; 
and  tp  commence   an  era  in  the 
history  of  mankind,  might  be  the 
destiny  of  England,  at  a  small  ex- 
pense compared  with  the  expendi- 
ture of  keeping  nations  in  subjec- 
tion by  terror  alone.     With  more 
than  the  literary  glory  of  Greece, 
and  with  gratitude  as  sacred  as 
belonged  to  Israel  of  old,  England, 
at  once  the  classic  and  sacred  land 
of  the  latter  days,  would  have  the 
fulness   of  the  Gentiles,  and  the 
completion  of  science  fpr  her  in- 
heritance rf  glory."* 

It  is  altogether  impossible  to 
follow  our  author  through  the  nu- 
merous and  interesting  details  of 
this  important  century.  The  re- 
vival of  letters  which  then  took 
place,  affords  ample  scope  for  illus- 
trating the  characters,  and  eulo- 
gizing the  efforts  &f  a  vast  number 
of  those  eminent  men,  into  whose 
labours  we  now  enter,  without  feel- 


mimuscripts,  the  patrons,  and  cura- 
tors of  the  sacred  writings  and  the 
ancient  classics,  all  deserve  to  be 
held  in  remembrance  for  their  ef- 
forts and  sacrifices  in  the  cause  of 
knowledge.  The  disinterestedness 
of  some  of  them  was  singularly 
great.  Of  this  the  following  no- 
tice of  Wesselus  affords  a  striking 
instance. 

"  John  Herman  Wesselus,  of  Gro 
ningeu,  was  bora  about  the  year  1419. 
He  studied  at  Zwoll  and  Cologne,  sud 
afterwards  at  Paris,  and  was  so  cek- 
brated  for  his  talents  and  ait^niDents,  m 
to  be  denominated  Tlie  Light  of  the  ]{oiU' 
His  extraordinary  tcUgioos  koowledge, 
and  tiTily  Christian  spirit,  were  so  intBs- 
putable,  and  his  views  of  Gospel  doctrines 
so  dear,  that  he  has  justly  beca  called 
The  Forerunner  of  Luther,  So  astonished 
was  that  great  reformer  when  he  first  met 
with  some  pieces  written  by  Wesselm, 
that  he  wrote  a  preface  to, the  Leipsc 
edition  of  his  works,  pi4nted  in  1522,  is 
which  he  says,  *  It  is  very  plain  he  wm 
tanght  of  God,  as  Isaiah  prophetied  tkat 
Christians  should  be  :  (Is,  lir.  13.)  aod 
aa  in  my  own  case,  so  with  him,  it  caooot 
be  supposed  that  he  received  hisdoctriM 
from  men.  If  I  had  read  his  works  be- 
fore, my  enemies  might  have  soppoied 
that  I  hiad  karnt  every  thing  from  ^^t- 
selus,  such  a  perfect  coincidoiGe  there  ii 
in  oar  opinions/ 

"  Wesedus  not  only  studied  the  Greek 
language,  by  the  help  of  the  Dominicas 
friars,  who  about  this  time  passed  orer 
to  the  West,  from  Coastantinople,  after 
its  subjection  to  the  Mohasunedan  gO" 
vernment,  hut  obtained  Arom  cerUiQ 
learned  Jews,  a  knowledge  of  the  Hcbre^f 
Chaldce,  and  Arabic  tongues.  Having 
been  early  instructed  in  the  scholittK 
disputes,  aod  havisg  hy  hia  MatXtjf^' 
quired  an  unoommon  ahaie  of  S^ltf" 
learaipg,  h^  taught  philosophy  and  philo- 
logy wi^  great  applause,  at  GroBJQge^ 
I^aris,  Ccdogne,  Heidelberg^  and  rsp^ 
dally  atBtt8iL>  vtiere  he  had  thefaiiM>» 
Reuchlin  for  a  hearer.  Hb  oppositioo  ^ 
the  Romish  erron,  imd  thj&  prevalent  sab- 
tilties  of  scholastic  disputations,  ssk- 
jected  him 'to  consideraUe  danger;  kot 
Mb  reputation  for  kwiiiBg  and  pie^ 
was  ao  graat)  a«d  his  proteetpiv  ^^^ 
powerful  ^^  ^  ^acaped  ustfov*^  "^ 
the  storm. 

'*  On  the  advaocament  of  Cvfiail 
Fnmds  de  Rovers  t&  the  papal  ehanr, 
imdar  thername  of  Sixtus  IV.  k  tf^"' 


ing  all  that  gratitude  which  is  due 
to  their  invaJuable  services.     The 

early  printers,    the   collectors   of    himtoRome,  andpron>bedtftgrw»tk'"' 

whatever  he  would  ask  :  Wesael**  •■• 

— -*      awered,  *  Holy  fath«,  aaid  kind  patrw, 

*  Ppuglas's  dints  OB  AGanoiis*  I  shall  not  press  hardtipon  yonrholtoa^ 


v. 


Yon  well  kno^  I  never  aimed  at  great 
things.  But  as  you  now  sustain  the  cha- 
racter of  the  supreme  pontiff,-  and  shep- 
herd on  earth,  my  request  is,  that  you 
would  BO  discharge  the  dutien  of  your 
elevated  statiou,  that  your  praise  may 
correspond  with  your  dignity,  and  that 
when  the  gn>at  Shcplierd  shall  appear, 
whose  iirstininister  you  are,  he  may  say, 
*■  Well  done,  gpRod  and  faithful  servant, 
enter  into  the  }oy  of  thy  Lord  :*  and 
moreover,  that  you  may  be  able  to  say 
boldly,  *  Lord,  thou  gave'st  me  five  talents, 
behold,  I  have  gained  five  other  talents/ 
The  pope  replied,  *  That  must  be  my  care. 
Bnt  do  you  ask  something  for  yourself.' 
*  Then,  rejoined  Wesselns,  *  I  beg  you  to 
give  me  out  of  the  Vatican  Library,  a 
Greek,  and  an  Hebrew  Bible.'  'You 
shall  have  them,'  said  Sixtus,  *  but  fool- 
ish man,  why  don't  you  ask  foi*  a  bishop- 
rick,  or  something  of tliat sort?' — '  For 
the  best  of  reasons,'  said  Wesselus,  *  be- 
cause I  do  not  want  such  things.'  The 
Hebrew  Bible  thus  presented,  was  long 
afterwards  preserved  in  his  native  city  of 
Groningen.  He  died  in  1489,  aged  70.'* 
—Vol.  ii.  pp.  176, 176. 

The  Reformation,  which  had 
been  long  preceded  by  a  nu* 
merous  train  of  causes,  at  length 
borst  upon  the  world,  in  the  be- 
ginning of  the  sixteenth  century, 
by  the  exertions  of  Martin  Luther^ 
This  eminent  man,  raised  up  by 
God  for  the  accomplishment  of  a 
great  work,  was  furnished  with 
every  qualification  necessary  for 
carrying  it  on.  With  faith  equal 
to  the  ^  removing  of  mountains ; 
with  zesl  which  derived  fresh 
energy  from  every  new  obstacle 
which  occurred ;  with  a  spirit  of 
devotion  whiob  burnt  with  a  steady 
and  uncemng  flame — ^the  spirit  of 
the  apostles  arid  martyrs  appeared 
to  hare  re-animated  Martin  Luther, 
that  he  might  Aght  the  battle  of 
the  Lord. 

Luther  was  equally  distinguished 
as  a  profound  theologian,  as  the 
leader  of  a  party,  and  as  a  tnmsla- 
tor  of  ^le  Bible^  It  is  in  the  latter 
capadty  chiefly,  that  he  appeals  in 
Mr.  Townley's  work.  His  Ger- 
man tvanslatiom  was  begun  in  1 521 , 
ahd  afW  many  interruptions,  was 
comi^eted  in  1 56^.  On  this  great 
und^^rteking  he  bestowed  inSnite 
paiB0^    Th#  MSkmiag  aeecnimj  ci 
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the  manner  in  which  the  work 
was  prosecuted  must  interest  our 
readers. 

"In  accomplishing  this  translation, 
Lnther  had  to  encounter  various  difil> 
cutties,  not  only  from  the  different  idioms 
of  the  Hebrew  and  Germau  languages, 
but  from  the  proper  names  of  the  animals 
mentioned  in  the  Pentateuch,  and  the 
parta  of  them  noticed  relative  to  the 
Jewish  sacrifices.  In  a  letter  to  Wences-> 
laus  Linens,  he  exclaims,  <  How  difficult 
and  laborious  the  task,  to  enforce  the 
Hebrew  writers  to  speak  German,  which 
they  resist,  like  the  nightingale  refusing 
to  quit  its  delightful  melody  to  imitate 
the  coarse  notes  of  the  monotonous 
cuckoo!'  And  in  another  to  Spalatin, 
he  writes,  '  We  find  so  much  difficulty 
in  translating  Job,  arising  from  the  siri>U* 
mity  of  his  style,  that  he  appears  much 
more  impatient  of  our  translation,  thas 
of  the  consolation  of  his  friends,  or  he 
would  certainly  have  sat  for  ever  on  ike 
dunghill.  Unless,  perhaps,  the  author 
meant  that  his  book  should  never  be 
translated.  This  haft  caused  the  delay  of 
the  press  iii  this  third  part  of  the  Bible.' 

By  the  friendly  aid  of  Spalatin,  he  ob- 
tained mttch  infcvmation  respecting  dif' 
ferent  species  of  Insectt  and  ReptiiUf  as 
well  as  of  Wi!d  BeoiU,  and  Rapacious  Birdt. 
He  also  employed  butchers  to  dmect  dif- 
fereiit  ontmob,  at  his  own  house,  that  by 
examimng  their  different  parts,  he  might 
accitfately  $Z]Hrew  the'  sacrificial  torms. 
But  Luther  was  not  satisfied  with  in- 
qniries  only  of  this  nature,  for  he  wisdy 
called  in  to  his  assistance,  in  this  great 
work,   several   singularly  learned,  and 
pious  professors  of  divinity,  that  each 
might  contribute  towards  the  perfection 
of  the  whole.    Their  method  was  to  as- 
semble fromi  time  to  time,  when  each* 
came   prepared,   by  having   previously 
studied  the  particular  parts  of  the  BiUe 
then  under  consideration.    Some  of  the 
professors  excelled  in  an  acquamtance 
with  the  Chaldee  paraphrases,  or  Tar- 
gums  ;  others  in  the  Rabbinical  writings ; 
while  other*  brought  various  lights  ftom. 
the  Greek  Septuagint,  and  the  fragments' 
of  tile    Greek    translations  of  Aquila,. 
Symmachus,  and  Theodotion.    Luther, 
wiio  presided,  had  always  before  him  tiie 
Hebrew  Bible,  the  Latin  Vulgate,  and 
hia  ownvMntiier^ version  ;  MeiaDctiMm 
brovght  the   Greek,  nM  Cruciger  the 
Chaldee,   and  the  other   professors  the 
Rabbinical  writings.     Thus    they  pro- 
ceeded to  examine  the  whote,  sentence 
by  sentence,  till  after  sufficient  delibera- 
tiDo,  it  waa  agveed,  eitiier  to  confirm^ 
alter,  cwr^t,  or  improve  the  tnanslar 
tion,  as  occasion  required  ;  and  so  de- 
sirous were  they  of  producing  a  correct 
transliitioa,  tiiat  they  sonie^e^  retarded 
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fourteen  twxettive  dayt  to  the  reeoiuidera-'  anecdotes  of  literature.     ThatCal- 

tim  rf  a  ««gte  line,  or  even  a  vxn-d  /"-  ^in,  in  the  course  of  a  long  life,  de- 

Vol.  11.  pp.  277,' 278.  *  J  *    *i      •         ^-     s^    ^  c^Ls^-i^ 

'^^  voted  to  the  investigation  of  truths 

While  noticing  the  labours  of  may  have  changed  his  mind  on 
Luther  as  a  translator  of  the  word  some  thec^ogical  topics,  we  are  not 
of  God,  we  cannot  pass  over  those  concerned  to  dispute.  But  we 
of  his  distinguished  contemporary  certainly  do  not  consider  the  facts 
and  coadjutor,  Calvin.  Tliey  were  referred  to  by  Mr.  Townley,  as 
by  no  means  so  arduous  in  this  substantiating  the  charge  of  theo- 
department,  as  the  exertions  of  logical  tergiversation.  The  pas- 
Luther  ;  but  they  are  not  unwor-  sages  he  quotes  do  not  contain  the 
thy  of  notice.  We  quote  the  fol-  Arminian  doctrine  of  universal  re- 
lowing  paragraph  for  the  sake  of  demption,  which  they  are  supposed 
offering  a  remark  or  two  on  one  of  to  assert.  They  relate  to  the 
the  sentences.  boundless  sufficiency  of  the  atone- 

«  ¥    leor  *i^     1  1 *_i  r.      t.  ment  of  Christ,  and  to  the  univer- 

<' In  1535,  toe  celebrated  French  ver-  i      n    /»^.     >;        i      «,r 

noiigenenUycBUedO<tvetoi'iA7iir,from  sw  call  of  the  Gospl.    We  suppose 

the  name  of  its  ostensible  translator,  was  Mr.  Townley  will  admit,  that  the 

begun  to  be  printed  at  Nenfehitel  in  most  obnoxious  of  Calvin's  senti- 

Switzo-lan^  by  Pierre  de  Win^e,and  ments  are  embodied  in  his'Insti- 

bean  this  date  in  the  title,  though  De  .    .          ti*          ...u         x» 

Bure  says  it  was  not  comiriLeted  till  1537.  ^^^     If  so,  the  reformer    must 

The  tiUe  of  this  rare  edition  is  as  foUows .  have  changed  his  mind  very  soon 

*  La  Bible  qui  eat  toute  la  Saincte  escrip-  indeed.     The  above  preface  was 

tune.    EnlaquellcBontco.ntenu8,leViea  written   in  February    1535;    the 

Testament  et  le  Noureau,  transiateE  en  x;^.   _ j..  •  _     p  ^.u     t     4.-4^  * 

Fran9oys.     Le  VieU^de  Lebrieu:  et  le  ^^  «J^.^««  of  the  Institutes  ap- 

Nouveau,  du  Grec.    Aussadeuz  amples  p^ed  m  1530.     We  sUte  these 

Tables,   liine  pour   linierpvetatioA  des  things  to  vindicate,  not  the  aen- 

propreanoms:  laatreenform»Dindice,  timents,   but  the    conaiatency   of 

pour  trouer  plusiears  sentences  et  ma-  r^„i,  •„        f\^    „««:^„„    «.«;^4. 

Seres.'    Beniath  are  two  mottoe.  The  ^J^^^' ,    P^   ^*^^"«    P^^ts   we 

first  two  words  are  printed  within  a  wood- .  should  dcjclme  expressmg  ourselves 

cut  franie,  or  border,  having  an  Hebrew  in   his  language,   though  we  ap- 

inscription  on  a  label  at  the  top.   On  the  T»>ove  of  the  substance  of  his  sen- 

reverse  is  a  Latin  address  from  Calvin,  fivnonf a 

with  a  pompous  title,  <  JOANNES  CA-  ^"^^^*     ,    ,                ,.     .       . 

LUINUS   CESARIBUS,   REGIBUS,  We  find  that  our  limits  impe- 

PRINCIBUS,   GENTIBUSQUE  OM-  riously  forbid  our  going  over  the 

NIBUS   CHRISTI    IMPERIO    SUB-  third   volume  of  this  work   with 

DITIS  SALUTEM.'    This  is  followed  ^^  jeffree  of  minuteness.      Tt  ^ 

by  a  French    address  of  '  ROBERT  8^7  degree  ot  mmutenws.      It  is 

OLIEUETANUS,  HUMBLE  ET  PE-  not  less  interesting  than  the  others; 

TIT  TRANSLATEUR,   A  LEGLISE  but  as  it  approaches  nearer  to  our 

DE  JESUS  CHRIST  SALUT,'  dated  own  times,  its  details  become  more 

k?Fl  f.^C?^^'^  '^'•- ''flS^^''"  ^^^^'    The  histofy  of  the  D»- 

RIER,  1535.     Agreatair  of  tenderness  .  ,            .          ^          ^        -~*  *^w- 

and  simplicity  pervades  the  whole  of  this  ^^^^  versions,  from  a  manuscript. 

epistl<e.    In  the  Latin  Preface  by  Calrin,  account  of  them  by  Dr.  Heodor- 

portions  are  found  yery  different  front  son,    is  new  and   valuable ;  as  it 

tibose  which  he  aftenrards  nuuntain|^.  furnishes  uS  with  infoirmation  re- 

The    pnnter    received    fifteen  bundled  .-         ^,       i.*i.i»    'i    i  i_               r. 

crowns  of  gold,  for  the  entire  impression,  specting   the    biblical    labours   of 

which  is  beautifully  executed  in  a  smaU  several  persons  little  known^  and 

secretary-gothic  type,  in  foHo."— Vol.  ii.  contains  a  Critical  i;Qvestigali<m  of 

pp,  432, 433.  ^g  merit^.of  the  successiye-mn*. 

In    support  of  'the   assertion^  lations.     The  same  nDuarka  will 

that    the  Latin  preface  contains  also  apply  to  die  aoooont  of  the 

sentiments  very  diffeventfrom  those  Icelandic  versions^ .  fimidbed:  by 

which  Calvin  afterwardsmaintain-*  the  same  reqpectaUe.iiylividual* 

ed^  two  paragraphs  fixim  it  are  Ourautb«r'saoeoimtof  the  paw- 

quoted  in  a  note,  as  given  in  Bdoe's  Sjent  audK»iiedr  English  viensiosi  is 


^  BUdkxi  IMeroUire.  66$ 

than  we  expected.      For     not,  in  the  Snent^Comimmdmeiit ;  causinip 


1822.3 

shorter 

this  he  apologizes,  as  no  complete 
biographical  account  of  the  trans- 
lators has  ever  been  pablished. 
Mr.  Todd's  Life  of  Bishop  Walton, 
which  has  been  published  since 
Mr.  Townley's  work  was  com- 
pleted, partly  supplies  this  desi- 
deratum. For  our  own  part^  we 
freely  declare,  that  we  think  our 
translators  have  received  fully  more 
credit  for  their  learning,  and  for 
their  labours,  than  they  are  justly 
entitled  to.  The  labours  of  their 
predecessors  have  not  been  duly 
estimated;  and  King  James's  trans- 
lators have  received*  the  same  ap- 
plause, as  if  tliey  had  made  their 
version  de  novo.  It  would  not  be 
difficult  to  show,  that  their  im- 
provements on  Tindal,  and  Cover- 
dale,  and  the  Geneva  translation, 
are  by  no  means  so  great  or  so 
numerous'',  as   are  generally  sup- 


it  to  be  read,  *  Thou  shalt  commit  adul- 
tery.* His  Majesty  King  Charles  I.  being 
made  acquainted  with  it  by  Dr.  William 
Laud,  Bishop  of  London,  order  was 
given  for  calling  the  printers  into  the 
high-comoiission,  where,  upon  the  fact 
being  proved,  the  whole  impression  was 
called  in,  and  the  printers  heavily  fined. 
With  this  fine,  or  a  part  of  it,  a  fount  of 
fair  Gn^ek  types  and  matrices  were  pro- 
vided, for  publishing  such  MSS.,  as 
might  be  prepared,  and  should  be  judged 
worthy  of  publication ;  of  this  kind  were 
the  Catena  and  Theophylaet,  edited  by 
Lyndsell."— Vol.  iU.  pp.  318,  319* 

**  Unfortunately,  this  (the  Polish  ver- 
sion) translation  was  the  occasion  of 
great  opposition  to  the  reformed  churches 
of  Poland ;  it  roused  almost  the  whole 
nation  against  them,  and  served  ^  a  pre- 
text for  burning  thousands  of  Polish 
Bibles,  thus  rendering  them  still  more 
rare,  at  the  very  time  when  the  reformed 
were  endeavouring  to  render  the  Scrip- 
tures more  genenil  among  the  members 
of  their  churches.  T^e  trantposltion  of  a 
tingle  Utttr  was  tiie  cause  of  all  these 
evSs.     Ten  correctora  ol  the  press  had 


posed.  In,  such  a  work  as  the  'f*"  times  revised  each  sheet  of  this  edi- 
present,  the  rules  laid  down  by 
"  the  High  and  mighty  Prince 
James,"  for  the  instruction  and 
government  of  the  learned  men 
employed  by  him,  to  furnish  his 
subjects  with  the  word  of  God  in 
their  mother  tongue,  ought  cer- 
tainly to  have  had  a  place.  They  bishop  of  Onezen,  convened  a  synod  at 
discover  quite  as  much  regard  for    Warsaw,  in  1634,  in  which  this  Bible 

*u^   •-* \s.       c  •  4.1.         was  prohibited,  under  pain  of  anathema 

the  interests  of  sovereign  autho-    ande^eommunication;  Pope  Urban  VIII. 

rity,  and  ecclesiastical  mfluence,  as    on  July  29th,  of  the  same  year,  confirmed 
for  the  advancement  of  sacred. lite-    the  decision  by  his  formal  approbation ; 


tion,  and  had  not  perceived  the  error  ;  it 
consisted  in  putting  do  for  od,  in  Matt. 
iv.  I,  equivalent  to  an  insertion  of  to  for 
£y  in  the  English  version.  No  sooner 
had  the  edition  issued  from  the  press, 
than  the  enemies  of  th^  Protestant  cause 
rused  a  clamour  against  the  reformed, 
and'e^cchumed  against  them  as  corrupters 
of  the  word  of  Ood.    John  fTiiruryfc,  arch- 


rature,  and  the  glory  of  God. 

Sometimes  a  very  trifling  cir- 
cumstance has  had  considerable 
influence  on  the  late  of  an  edition 
of  the  Bible.  Of  this  we  are  fur- 
nished with  two  anecdotes  in  this 
volume.  The  one  relates  to  an 
edition  of  the  English  Scriptures, 
the  other,  to  the  Polish  Protestant 
version.  ^ 

'<  But  although  no  neto  English  trans- 
lation has  be6n  made  by  royal  command, 
since  thetim'e  of  James  I.  several  circum- 
stances have  ooearred,  which  pf  ove  the 
care  taken  to  preserve  tiie  version  from 
being  corrupted  or  becoming  obsolete. 
In  1632,  Barker  and  Lucas,  the  king's 
printers,  (nririted  an  edition  of  the  Bible 
of  1000  copies^  in  iMdi  a  serious  mis* 
take  WM  made  by  ka^iii£f.4iiit>' the.  void 


and  the  Jesuits  have  ever  since  followed 
up  the  decree,  by  purchasing  and  burning 
all  the  copies  of  this  edition,  and  of  sub- 
sequent editions  of  this  version,  which 
have  come  in  their  way.  The  Ikanlbws 
Bible  being  thus  exposed  to  constant  en- 
deavours to  destroy  it,  6oon  became  diffi- 
cult to  obtain :  an  exact  copy,  except 
the  correction  of  errors,  was  printed 
at  Amsterdam,  1660.  8vo/'— Vol.  iii. 
pp.  449, 460, 

We  are  surprised  that  Mr.  T. 
has  furnished  us  with  no  account 
of  the  biblical  labours  of  a  nurilber 
of  distinguished  scholars,  who  in 
the  couvse  of  the  last  century  parti- 
cularly, enriched  our  languages  by 
the  translation  of  the  whole,  or 
particukr  ports  of  the  Bible  ;  sudi 
men   as  PuFver,    Bate,   Oedd08> 


&6  ReviemofBooki.:^Hortu*$^^Supfdenmt,^.     CDecembeh, 

Lowth,Blayney,Newccime,Camp-  rinte  tHe  pabliartiton  o^  tte  first 

belL  M'Knirfit,  Doddridge,  Wors-  Our  estimate  of  its  worth  has  al- 

ley  Wynne,  Wakefield,  and  others  ready  been  distinctly  given,  and 

whom  we  could  mention,  deserved  we  avail  oarselves  of  the  present 

a  niche  in  a  work  consecrated  to  opportunity  to  state  very    bnefly 

Biblical  Literature.    Though  their  the  nature  of  the  addiUons  which 

works  have  not  contributed  to  alter  haver  been  made.     They  are  both 

or  improve  the  received  version,  interesting  and  judicious ;  and  Mr. 

they  have  done  much  to  diffuse  Horne  has  taken  exemplary  pains 

the  light  of  scriptural  knowledge,  to  adjust  them  m  such  a  manner 

and  to  prepare  the  way  for  a  trans-  »«  to  enrich  the  new  editiona  with- 

lation,  more  according  to  the  truth  out^detenorating  the  dd. 
and  meaning  of  the  sacred  text        The  addenda  to  the  second  vo- 

than  the  present     This  is  much  iome  contain  an  abridged  but  sa- 

tobc  desired,  but  we  fear  the  pros-  tisfactory  account  of    the   disco- 

pect   of  enjoying  it    is   yet    far  veries  of  MaY.     While  that   un- 

distant     A  very  different  state  of  wearied  explorer   of    ancient  re- 

thbgs  must  occur  before  our  pub-  cords  was  examining  certain  coduxs 

lie  authorities  could  be  safely  trust,  resdripti,    he    discovered    several 

ed  with  such  an  midertaking.   But  important  portions  of  the  Gothic 

we  fondly  hope,  that  the  progress  version,    tiie    more    valu^le,    as 

of  knowledge,  and  the  advance-  containing  fragments  of  the  OW 

ment  of  piety  in  the  country,  will  Testament,  ami  as  refuting  "the 

in  due  time  be  accompanied  with  idle  tale  repeated  by  Gibbonafter 

the  destruction  of  prejudices,  sys-  F«ceding  writers,  viz.  thatU^ 

terns,  and  interests,,  which  inter-  i^  prudently  suppressed  Ae  four 

nose  betweenthe  light  of  heavenly  books  of  Kings,  aa  they  fiiight 

truth,  and  die  understandings  and  tend  to  mritate  the  fierce  and  san- 

consciences  of  men.     The  work  of  gumaiy  spu^it  of  his  countrymen. 
Mr.  Townley  we  think  calculated    A  well  executed  fac-simde  of  one 

to  hasten,  not  to  retard  tiiis  era.  of  ^ese  codices,  and  of  the  Codex 

For  the  labour  he  has  bestowed,  Casareus  of  the  book  of  Geneas 

and  the  pleasure  he  has  furnished  at  Vienna,  illustniteB  Uus  part  of 

us  by  his  numerous  aiKl  diversified  the  Suppietoent.     We  exUMict  die 

details,  we  again  return  him  our  AiUowinj^  addrtion  t^  tie  aecoimt 

most  hearty  thanks ;  and  we  truat,  of  Hemricfe  s  Acta  ApasMorum. 
that  he  will  experience,  in  the  sue-  **  Some  of  Hcmrich's  expositions  are 
cess  of  his  work,  as  ample  a  reward  cbawte^d  ^/.^t  la»gy*teia4rf»^ 
'  •  J  X  •-.  -:*«  -«^  ««  i^;o  pretatiott  which  If  adopted  by  aoare  mo- 
as  18  due  to  its  ments,  ami  a*  hw  Slj^^xpowtors  and  critics  in  iGennaiiy, 
fondest  hopes  may  have  led  htm  to  and  against  which  the  stndent  cannot  be 
expect.  too  much  upon,  his  guard.    Taj^e  one  in- 

vx%^^,%^^^  «tance;   the  account  of  Anaaioa  US&ag 
'*'****'*^*^  ^irn  4oid  (Acts  y*  li^6.)   Im  vmdt  to 

Suppleynentary  Pages  to  ike  Second    mean  that  Peter  stabbed  ikianw;  which 

EdUior.  of  aft  IntroducUon  to  the  &^^^tt^  :i'^/fLt'i^J^S^ 

7?*.;-     li^  J        J  zr       1  J  \,  ^r  with  the  t^he^^eut  and  easily  exaaperitea 

Critical  Study  and  Knowledge.  ^  taapet  of  Peter  l" 
the.  Holy  Scriptures,    By  Tkos.         Among  the  Addenda  to    die 

Hartwell  Home,  M.A.   Svo.  3&  ^^^  ^vrfame,   will   be   foona  » 

;    —London :  Cadell,  1822.  concise  but  useful  "  DJcUotiaiy  of 

Wb  are  exceedingly  gratified  to  the  Symbolical  l^anguage  of  the 

find  that  public  o{Hnio&  has  so  de«  Scripfeurea." 
ctdedly   sanctioned    Mr.  Honie's        The  addkions  to  the  ae^  edi- 

excellent  yrork,  as  to  call  for  a  tion,  not  intdpded  m  this  supple- 

third  edition  in  so  short  a  apade  of  ment,  poi;isist,  w^  helieve,  fiMj 

time,  as  that  whkh  has  elapaed  erf*  «eftreMe|^         . 


1 8tS.[]^       LUerana  Rtdinta  :-~Ht^artCASaueb4arie,  ^. 
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;  or,  s^e  i^ooft  aaiouttt. 
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2^  Sanciuarie  of  a  troubled  Souk. 
By  Sir  John  Hayward,  Knight, 
Doctor  of  Law. — London  : — 
Printed  by  George  Purslow. 
1620. 

If  we  had  been  in  possession  of 
this  book  (a  small  thick  volume 
of  about  800  pages)  when  we  re- 
viewed "David's  Teares,"  we  should 
certainly  have  included  both  under 
one  kead;  and  we  take  it  up  at 
the  present  time^  chiefly  as  ena- 
bling  us  to  supply  certain  defects 
in  that  article,   which  bur  better 
information  now  enables  us  to  cor- 
rect and  amend.     The  author.  Sir 
John  Hayward,   is  usually  ranked 
among  the  writers  on  English  His- 
tory, with  but  little  reference  to 
his    works    of    piety.      He    was 
educated  at  Cambridge,  where  he 
took  the  degree  of  Doctor  of  Laws, 
and  we  infer  that  he  actually  prac- 
tised in  the  ecclesiastical  courts, 
from  the  dedication  to  the  present' 
volume,  in  which,  addressing  him- 
self to  the  Archbishop  of  Canter- 
bury, he  speaks  of  "some  depen- 
dencies both  of  himself  and  his 
"profession"  upon    that    prelate. 
In  1.599,  he  published  "the  first 
part  of  the  life  and  raigne  of  King 
Henry  IV."  which  was  dedicated 
to  the  £art  of  Essex,  but  a  short 
time  previous  to  that  nobleman's 
disastrous  end.     Some  expressions 
and    opinions   advanced    in    this 
work,  awakened  the  wrath  of  Eli- 
zabeth, who  had  Hayward  thrown 
into  prison,  and  consulted  Bacon 
on  the  treasonable  tendency  of  his 
book.     Bacon's  answer  was  liberal 
and  sarcastic; — "For  treason,  he 
found  none ;   but  for  felony  very 
many" — alluding   to  the  free  use 
made  of  translation  from  Tacitus. 
Elizabeth,  not  satisfied  with  this 
levity,  and-  having  a  suspicion  that 
some  more    important  pofsonoge 
Cong.  Mao.  No.  60. 


had  been  concerned  in  the  compo^ 
sition^  suggested  the  employment 
of  the  rack,  for  the  purpose  of  ex- 
torting confession,  ami  this  wanton 
exercise  of  power  and  cruelty  was 
only  evaded  by  the  jocose  dexterity 
bf  Bacon,   who  proposed  to  shut 
up  the  culprit,  with  pen  and  inky 
and  then  to  rack  his  stjt/le^     King 
James  seems  to  have  taken  a  fancy 
to  him,  and  in   1610,  when  the 
Scottish  Solomon  devised  the  no- 
table plan  of  his  Chelsea  College 
for  controversial  divinity,  Hayward 
was  appointed  historiographer.    In 
l6l9»  he  obtained  the  honour  of 
knighthood,    and  in    1624^  came 
forward  as  the  champion  of  the 
king's  eedesiasttcal  supremacy.  He 
died  in  \627*     He  published  se- 
veral  works,   both  historical  and 
relating  to  practical  piety ;     the 
former  not  without  ability,  the  latt^ 
distinguished   in  general    by  thq 
same  merits  and  defects  which  we 
pointed'   out    in    our   review    of 
•David's  Teares,  an  article  of  which 
we  shall  now  proceed  to  supply 
the  deficiences,  so  far  as  they  re- 
lated^  to  the  absence  of  date  and 
title. 

The  complete  copy  which  we 
have  since  inspected,  has  an  en- 
grayed  title  page,  representing  the 
King  of  Israel  kneeling  in  a  niche, 
with  his  h&rp  beside  him,  and  hiit 
crown  and  sceptre  cast  on  the 
ground  before  him.  Above  him, 
on  his  left  hand,  is  the  symbolical 
figure  of  Vengeance  with  the  arrow 
on  the  string ;  on  his  right  hand, 
Mercie  bends  forward  with  "  a 
pardon,"  under  the  broad  seal  of 
heaven ;  other  significant  emblems 
are  introduced,  and  at  the  foot  of 
the  page  is  the  title,  with  the  au- 
thor and  printer*s  name,  and  the 
date  1632. 

The  frontispiece  to  the  Sane- 
tusry.  is  a  more  cQEDplicated  A& 

4? 


65$^  LUerar%aB€dmiMi^^Hagwaris  Sanduarie      CDeckmbek, 

fair.     On  tiie  top  it  has  the  divine    when  he  essays  the  delineation  of 


bright  and  elevated  objects.  He 
has  mnch  of  the  point  and  anti- 
thesis, sometimes  very  effective, 
which  distinguish  our  old  writers, 
and  the  following  passage,  strik- 
ingly descriptive  o^  an  agitated 
soul  in  the  hour  of  dissolution,  dis- 
plays his  habitual  peculiarities. 

<<  It  is  desirous  to  stay,  it  is  com- 
pelled to  goe;  the  one  whereof  is  im- 
possible, the  other  intolerable.  And  as 
It  often  happeneth,  that  whilest  one 
thinketh  too  much  of  doing,  he  leaneth 
to  doe  the  effect  of  his  thinking;  so, 
whilest  it  lamenteth  the  losse  of  all  tiie 
time  that  is  past,  it  loseth  that  little 
which  then  remaineth. 

"  Looking  backe,  it  esteemcth  the 
whole  race  which  it  hath  runne,  as  a 
short  step  .  looking  forward,  it  beholdeth 
the  infinit  space  of  etemitie,  wherein  it 
hath  to  continue.  Lifting  vp  the  minde 
to  heauen,  it  discouereth  a  most  bright 
and  beautifull  glory :  againe,  Muting  it 


glory  and  the  ineffable  name ;  *the 
rest  of  the  page  is  occupied  by 
architectural  decorations,  amid 
which  are  arranged  the  following 
figures  and  devices.  In  a  central 
niche  stands  divine  "  Love,"  pierc- 
ing a  ''contrite  heart"  with  a  flaming 
spear ;  on  her  right  and  left  stand 
"  Faith"  and  "  Hope,"  bearing  up 
the  heart  by  massive  chains.  Below 
Faith^appearsthe  figure  of  "Griefe," 
lacerating  the  heart  with  thorns, 
and  below  Hope  is  *'  Feare,"  pier- 
cing it  with  a  sword.  Between 
the  two  latter  figures  hangs  a  dra- 
pery, containing  the  title,  beneath 
which  is  the  portrait  of  Sir  John, 
by  Hole,  with  his  age,  59,  marked 
within  the  border;  and  on  each  side 
is  a  small  design,  with  the  mottoes 
*'  Flye  from  Evel,"  and  "  Doe 
Good." 

The  work  itself  is  made  up  of    ^ownc  rpon  the  earth,  it  weth  all  thkigs 
^.^.r^.-  ^-.-A.-  :         au     1      .   .  enfolded  m  a  misty  darknesse.      If  it 

prayers,  confessions,  thanksgivings,     ^^i^^h  to  memory  tte  tim6  that  is  past. 


and  essays  on  different  but  con- 
nected subjects.  It  seems  to  have 
been  highly  popular  in  its  day, 
since  the  author  says  of  it,  in  his 
"  epilogue,"  that  "  after  twenty 
yeeres  growth,  and  almost  so  many 
impressions,  this  book  is  now  cdme 
to  the  full  stature,  and  I  take  my 
last  leave,  either  for  altering  or 
encreasing  it  hereafter."-  As  we  have 
already  given  a  sufficient  critical  es- 
timate of  the  general  abilities  of  Sir 
John's  theological  authorship  in  a 
former  article,  we  shall  not  go  over 
the  same  ground  here.  In  gene- 
ral, we  should  say  that,  with  the 


it  will  strongly  accuse ;  if  it  lookeih  to 
the  time  which  is  presently  to  ensue,  it 
will  terrifie  most  extremely.  The  plea- 
sures ouer  passed,  which  in  themselues 
were  little,  shall  then  seeme  notfaii^; 
the  approaching  iudgement,  ^ich  before 
seemed  nothing,  shall  then  be  esteemed 
TxUbeasurably  great.  Hitherto  hath  beene 
ourowne  day;  but  then  shall  be  the  day 
of  the  Lord. 

«  Hereupon  a  newswarmeof  thou^ts 
stiugeth  the  minde.  It  lamenteth  that 
it  hath  built  so  many  castles,  some  in 
the  ayre,  others  vpon  the  sands :  that 
with  the  spider,  it  hath  euen  exhansted 
the  bowels,  in  workes  of  so  little  both 
continuance  and  vse  :  that  it  hath  wasted 
that  candle  in  idle  play,  which  was  al- 
lowed to  haue  lighted  it  to  bed. 

<<  That  it  was  so  chained   with   the 


same  average  character,  the  pre-  enchantments  of  a  momentany  estate,  m 
sent  work  was  more  carefully 
written  than  the  former.  By  his 
own  account,  Hay  ward  had  occu- 
pied himself  at  intervals,  during 
twenty  years,  in  revising  and  ela- 
borating its    successive  editions; 


scarce  to  thinkc  upon  the  condition  which 
neuer  shall  haue  end  :  that  it  made  so 
great  prouision  for  the  one,  and  little  or 
none  at  all  for  the  other :  that  to  satbfie 
the  flesh,  which  is  to  be  a  nest  of  wormes ; 
it  hath  neglected  the  Spirit,  wiiich  was 
to  haue  beene  a  companion  of  angels. 
That  it  hath  lost,  for  so  ^ort  a  shew, 
the  eternal]  substance  of  pleasore:  Chat 


and  though  there  is  still  something 

of  crudeness  both  in  the  sentiment  i^  ^^^  exchanged  (more  foolishly  then 

ana  expression,  the  good  effects  of  the  mde  Indians,  who  giue  gold  for  glasse) 

all  this  polishing  are  sufficiently  the  treasure  of  immortall  glory,  for  trifles 

apparent.     Hay  ward  seems  to  ex-  •"iJe^es  ?^  fl<»ting  vanitfe. 

eel  in  dark  and   annallinir  rpnr*.  "  O  !  if  it  had  but  a  small  time  more  of 

cei  m  aarK  ana  appallmg  repre- ,  ^nendment,  how  seriously  would  it  con- 

aentations;    he  is«.lesi  luccesaful  i]«rt?    Whatasharpeaiidsenerecoam 
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would  it  8et  into  ?  But  it  it  Uk«  TBto 
shone,  desirous  to  runne,  and  mifler- 
ably  spumed,  but  so  short  reieed  that  hee 
cannot  stirre  :  or  like  vnto  those  who  in 
their  drearoes  are  taken  with  some  ft-ar- 
full  vision ;  who  sweat  with  paine,  and 
striue  to  cnr  for  hslpe,  but  cannot  finde 
any  strength  to  cry. 

*<  In  tiie  meane  time,  the  head  sboot- 
eth,  the  backe  aketh,  the  heart  panteth, 
the  throate  ratleth,  the  tongue  faultreth, 
the  breath  shortneth,  the  flesh  trembleth, 
the  veines  beate,  the  heart-strings  cracke, 
the  eyes  waze  dimme,  the  nose  sharpe» 
the  browes  hard,  the  cheekes  cold  and 


with  tempered  tiif  tempts,  of  Ml."— 
pp.  139, 140.  , 

We  shall  close  ^our  citations  with 
the  author's  description  of  the  fe- 
licity of  the  blest,  arising  from  the 
vision  of  God ;    some  parts  of  it 

we  think  eminently  beautifuL 
*•  . 

'*  Lastly,  they  shall  be  filled  with  per- 
fect pleasuxe  and  ioy  which  no  vnder- 
standing  is  able  to  apprehend.  And  this 
shall  proceed  from  the  cleere  vision  of 
Almighty  God,  in  beholding  him,  face  to 


wan,  the  lips  pale,  the  hands  numbe,  the    face ;  in  beholding  him,  at  he  is;  wherein 


loynts  stifTe,  the  whole  body  is  in  a  cold 
sweat ;  strength  fainting,  life  vanishing, 
and  death  drawing  onl  And  as  he  that 
besiegeth  a  castle  or  fort,  first  maketh 
his  breach  with  great  artillery,  then 
assaulteth,  entrelfa  and  possesseth  the 
same.  Euen  so  death,  firstj  by  diners 
sorts  of  sicknesses  and  paines  be^teth  all 
the  naturall  forces,  battereth  without  in- 
termission, all  the  principall  parts  of  the 
body.  But  when  he  maketh  his  per- 
sonall  approach;  when  the  sicke  man 
beginnetlt,  first  to  doubt  of  his  life,  and 
afterward  to  despaire ;  then  are  all  his 
paines  iiod  perplexities  enlarged ;  then  is 
hee  driuen  to  extremitie  of  distressej 
then  are  all  hia  members  and  faculties 
£urprised  with  those  accidents,  which  are 
the  common  combattants  of  death."— 
pp.  20—24. 


consisteth  theiessentiall  glory  and  felicity 
of  the  saints,-  and  which  is  the  last  end 
and  centre  of  their  desires.  For  the  sonle 
of  man  can  neuer  finde,  either  society  or 
rest,  vntill  it  attaine  to  this  blessed 
vision;  euen  as  neither  the  hearing  of 
God,  nor  conuersing  with  him,  could 
satisfie  the  mind  of  Moses,  but  rather 
edged  his  desire  to  behold  God's  face. 
The  reason  is,  for  that  all  the  pleasures 
and  contentments  of  this  world,  being 
beames  of  that  sunne,  sparkles  of  that 
fire,  are  most  purely  and  perfectly  con- 
tained in  God.  the  perfections  of  all 
creatures,  and  whatsoever  deserueth 
either  loue  or  admiration,  are  more  fully 
in  God,  .then  in  tfaemselues,  whereof  it 
foUoweth,  that  whosoeuer  enioyeth  the 
presence  of  God,  enioyeth  the  perfections 
of  all  creatures  which  are  able  to  delight 


,  either  body   or  soule The 

There  is  great  power,  *nd  fine    vnderstanding  shall  rest,  in  that  light  of 


discrimination,  in  the  following 
picture  of  the  restlessness  ^nd  mi- 
sery of  eternal  punishment. 

'*  And  yet  as  one  that  floateth,  halfe 
choaked  and  wearied  in  the  middest  of 
tile  sea,  ceaseth  not  to  wrestle  with  the 
wanes,  to  cast  forth  his  armes  euery  way, 
although  he  graspeth  nothing  but  thinne 
and  weake  water,  which  continually  de- 
ceiueth  his  paines;  so  they  who  both 
swimme  andsinke  in  this  depth  of  death, 
shall  alwayes  striue  and  struggle  ther- 
with,  altnough  they  neither  finde  nor 
hope  for  any  helpe. 

^*  O  deadly  life  !  O  iminortall  death ! 
what  shall  I  tearme  thee  ?  Life  9  And 
wherefore  then  dost  thou  kill  ?  Death  f 
And  wherefore  then  dost  thou  endure  ? 


knowledge;  the  will  shall  rest,  in  loue 
of  that  goodnesse ;  the  desire  shall  rest, 
in  fi-uition  of  that  delight.  Euerv  power 
of  the  soule  shall  bee  alwa3^  nungry, 
and  always  satisfied;  hungry  without 
wanting,  and  satisfied  without  loathing. 
The  more  it  hath,  the  more  it  shall  de- 
sire ;  the  more  it  desireth,  the  more  it 
shall  haue :  the  more  it  hath  and  desireth; 
the  more  it  shall  see  to  be  desired  and 
had.  The  three  disciples  saw  but  a 
glimpse  of  this  glory  vpon  Mount  Tabor ^ 
and  were  rauiAed  with  such  content- 
ment therewith,  that  they  cryed  jont. 
It  ikgood  tut  bee  Aere."— pp.  212—215. 


Prefixed  to  the  second  part,  is 
an  address  '*to  the  reader,"  re- 
questing that  if  he  has  found  corn- 
There  is  neither  life,  nor  death,  but  hath    fort  or  content  from  "  these  devo- 
some  thing  good  in  it;  for  in  life  there  is    tions,"   if   he    has    by   their     in- 


some  ease,  and  in  death  an  end .  but  thou 

hast  neither  ease  nor  end.    What  then 

shall  I  tearme  thee  ?    Euen  the  bitter- 

nesse  of  both.    For,  of  death  thou  ha^t 

the  torment  without  any  end ;  of  life  thou 

hast  the  continuance,  without  any  ease. 

God  hath  taken  away  both  from  life  and  . 

from  death  all  that  which  is  good;  the    isabjomed. 

iwidue  he  hath  mixed  togst^ier,  and  diers- 


strumentality  been  j"  either  stirred 
to  good,  or  stayed  from  evil,"  he 
will  "afford"  at  his  "fittest  sea- 
son" ^  a  short  prayer  far  the 
author,  which  is^  forUiat  purpost^ 
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ANALYTICAL  AND  CRITICAL  NOTICES  OF 

NEW  PUBLICATIONS. 


Fraternal  Achiee,  addressed  to  the 
Rev.  John  Pearse,  of  Wrexlutm^  on 
the  occasion  of  his  Ordination  over 
yhe  Presbyterian  Church  in  that 
Plkce,  on  the^Sd  of  January,  1 S22, 
by  his  Brother^  the  Rev.  James 
Brightwell  Pearce,  Pastor  of  the 
Independent  Church  at  Clavering^ 
Essex.  Bt^o.  Is. — London:  Holds- 
worth,  1822. 

This  is  a  subject  which  has  been 
so  frequently  and  so  ably  treated  as 
to  leave  but  little  room  for  novelty 
of  illustration,  but  Mr.  Pearce  has 
encountered  the  difficulties  of  his 
task  with  ability.  From  2  Ti- 
mothy,  iv.  6.  he  exhorts  his  bro- 
*  ther — I.  Faithfully  to  Discharge  the 
Duties  (f  his  Pastoral  Office.^2.  To  be 
actuated  by  its  Appropriate  Motives, — 

3.  To  Surmount  its  Difficulties,  and-^ 

4.  To  Realise  its  Encour^dgements . 
Under  the  first  head,  he  enumerates 
among  the  duties  of  the  Christian 
pastor  —  Leading  in  Public  Devo' 
tion — The  Administration  of  Baptism 
and  the  Lord's  Supper — The  mainte- 
nance of  Scriptural  Discipline — Preacli- 
ittg — An  Exemplary  Deportment,  Un- 
der the  head  of  Preaching,  JVlr. 
Pearce  suggests  that  pulpit  exer- 
cises should  be  experimetUal  and  ju- 
diciuus  —practiced  but  not  legal— pfain 
and  intelligible  but  unthout  vulgarity — 
faithful  but  not  personal. 

These  important  topics  are  urged 
with  fidelity  and  force,  and  in  a 
style  which  though  somewhat  orna- 
mental, is  generally  under  the  con- 
trol of  correct  feeling.  There  is, 
however^  in  the  Idth  page,  a  phrase 
that  strikes  us  as  ofl'ending  against 
the  rigid  proprieties  of  pulpit  com- 
position;  we  refer  to  the  passage  in 
which,  while  deprecating  *'  high 
£own  declamation,  graced  with  rhe- 
torical flowers,'^  Mr.  P.  appears  to 
as  toi  have  fallen  into  the  error 
against  which  he  is  protesting. 
^*  The  irecording  angel,'*  it  is  said, 
^  enters  the  tragedy  with  signal 
marks  of  ditine  disapprobation/' 
We  really  think  this  in  very  bad 
Iast0;  botn in  plosion  and  in  figure; 


and  we  notice  it  with  every  anxiety 
not  to  give  pain,  but  in  friendly  ad- 
monition to  a  writer  who  is  in  no 
way  dependent  upon  these  violent 
expedients  to  produce  eflTect.  We 
have  been  gratified  by  Mr.  Pearce's 
charge,  and  while  we  express  oar 
favourable  estimate  of  his  talents, 
we  would  warn  him  against  errors 
which  are  contagious  among  us. 


Directions  and  Encouragements  for 
■  Travellers  to  Zion:  being  an  Earnest 
and  Affectionate  Address  to  profess- 
ing  Clinaim,  in  general,  onJterel 
important  Subjects  By  Joseph  Frees- 
ton.  Fourth  edition,  SvO.  price  7t, 
\2mo,  «5«.— London  :  Longman, 
1822. 

We  are  gratified'  by  the  opportanity 
of  noticing  this  reprint  of  a  valuable 
and  interesting  book.  To  splendor 
of  imagery,  or  elaborate  composi- 
tion, the  pious  and  amiable  anthor 
made  no  pretension;  but  he  had 
the  better  faculties  which  enabled 
him  to  describe  the  deep  things  of 
God  with  manly  simplicity  of  lan- 
guage, and  with  evident  sincerity 
of  feeling.  Every  one  who  had  the 
happiness  of  kndwing  the  late  ex- 
eellent  Mr.  Freeston  will  know  that 
in  the  judicious  suggestioDs  of  this 
volume  he  wrote  from  his  own  ex- 
perience ;  and  that  his  christian 
cuunsels  and  expostulations  came 
warm  from  his  heart. 

This  work  has  been  so  long  aod 
so  acceptably  before  the  religions 
public  as  to  render  it  quite  unne- 
cessary for  us  to  cite  specimens. 
The  subjects  are  as  follows  i^O* 
the  Chrutian*s  great  C/iange — Oa  his 
invaluable  Privileges  —  On  Fersoaal 
Religion — Oil  Domestic  and  Relative 
Duties—On  Public  Duties — On  Con- 
iistemcty  of  Character — Tlte  Imprme- 
•ment  of  Adversity — How  to  Recover 
Lost  Peace. ^'  Mind — WiUking  wiih 
:G6d — Heavenly-mindedness — Oh  Seek- 
ing the  Salivation  rf  Others — Death 
and  the  Heavenly  State — Address  to 
;  Uhbeiieving  and l}acfislii&ng-^7'ko  True 
Chrittian  a  Sjnritual  Parson — on  Fro- 
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gressive  HoUnen — Mutation  an  the  again  to  repent ;  lie  then  told  them  it  was 

Death  of  a  Beloved  Child—On  Belt-  too  late,  for  now,  said  he,  I  am  judged 

gioiu  Declension^On  the  Doitbti  and  ">d  condemned.'* 
Feart  ^  Christians,    It  wHl  be  seen         We  must,  however,  regard  it  as  a 

by  this  aDaiytical  sketch  that  these  defect  in  a  worlc  designed  for  the 

essays  are  on  important  topics,  and  religious  improvement  of  the  young, 

a  reference  to  the  volume  will  shew  that  the  doctiines  of  grace  are  not 

that  they  are  profitably  discussed.  more    conspicuously    brought   for- 
ward. 


^/%»<»»%»<%»^^^ 


%^»^^^^'%%/%%<4 


Intellectual  Caftverse ;  or  Juvenile  As^  ^„      » ...t    «            r            "^m      i     ^ 

,ociation   improved:    a    Sketch    of  1  ke  Ltttk  Suueo  Image  Merehmtt. 

Friendly  Conference,  ««  t/.e  Exia-.  fH    **/  ^'^1^  f  "'""•   ^H'T 

enee  /a  Supreme  Bei'V-     Bv  a  ^«'  /!"«  '* '  trench.    Second  edx- 

Frteuil  to  YoutA—LoadJu:  ma.  '«"'•    3d.-Lonoon:  Westley. 

rr  .«.  -  •            8 J       II           •*•*!.•  **  On  Friday,  the  4th  of  June  1818: 

Th EKE  IS  considerable  merit  iq  this  ^^  ^^^^  ^[^  ^            ^^  the  side  of 

httle   book    and  it  seems,  on   the  ^  La^e  of  Geneva,  to  try  a  telescope, 

whole,  well  adapted  to  promote  the  ^1,^1^  ^  ^^^^  looking  at  some  objects, 

benevolent  intention  of  the  author,  ^^o  mtie  boys,  from  ^ght  to  ten  years 

Two  young  men  had  been  much  in  of  age,  attracted  by  the  sight  of  the  in- 

the  habit  of  rambl  hg  in  company  otniment  in  our  hands,  drew  near,  and 

with  each  other,  and  their  desultory  regaided  us  with  much  curiosity.'* 

conversation  had  been  productive  They  were  indulged  with  a  peep 

both  (of  intellectual  and  moral  in-  through  the  glass,  and  the  opportu- 

jur>  to  their  characters.    An  elderly  nity  is  embraced  of  inquiring  into 

fiiend  remonstrated  with  them  on  the  state  of  their  religious  Unow- 

this  mischievous  misuse  of  inva-  ledge.    They  answer  ingenuously, 

luable  time,  and  the  result  of  their  and  exhibit  all  the  deplorable  igno- 

consequent  resolutions  of  amend-  ranee  which  clouds  the  minds  of 

ment,  is  here  presented  in  the  form  > those  who  inhabit  Popish  countries, 

ot  dialogues.    Some  good  descrip-  By  degrees  they  are  led  forward, 

tion  IS  mingled  with  the  argumen-  in  the  dialogue,  to  the  acknowledge^ 

tative  portions  of  thd  tract ;  the  train  ment  of  their  depraved  and  danger- 

of  reasoning  is  judiciously  conduct-  ous  condition  by  nature;  they  are 

ed  ;  and  the  whole  is  well  caico-  then  instructed  in  the  work  of  llje 

lated  for  the  instruction  of  inquiring  Spirit,  and  the  great  salvation  of 

youth.  Jesus  Christ.    All  this  is  most  in- 


^»%»»%%%%^»i»%i%^ 


terestingly  and  ably  managed,  and 
Gleanings  and  Hecotiectior.s,  to  Assist     f^  trust  that  this  golden  tract  will 
the  &mor^  of  Youth,    By  a  Far    bave  an  extensive  circulation. 
rent.    Is.    London:  1822. 


This  neatly  printed  little  volume  ---        .      .       «•                   j    r 

contains  a  considerable  vaiiety  of  ^^  reiurnwg  Stmer,  ^'^yred  of  « 

useful  matter.    Essays  on  different  ^iccesjful  Kecgiitan  at  the  Foot  ^ 

points  of  morality  and  religion  are  tl  ^^""'J-.'    ^c        t  '      1 

followed   by  miscellaneous    glean-  P*''f  ^'^l?^'    ^''^i  ooo'***''' 

ings,  by  recollections  of  the  New  London :  Baynes,  182i. 

Testament,  by  a  catechism,  and  by  From    John  vi.   37,    Mr.   Nichols 

an  explanation  of  the  fasts  and  fes-  urges  the  gracioiis  enrouragements 

tivals  observed  in  ihe  churches  of  which  the  Gospel  holds  out,  as  a 

the  establishment.    There  is  a  sen-  powerful  motive  for  repentance  and 

tentiousncss  in  the  style,  that  adds  coming  unto  Jesus.    If  there  be  no 

to  the  effect  of  the  instruction.    We  peculiar  novelty  of  illustration  in 

quote  the  following  anecdote.  this  sermon,  there  is,  at  least,  much 

,,  n^ .   ,  „         -        .  . . affectionate  earnestness  ;    and  we 

**  Bet  le  tells  U8  Ufa  ceitHin  great  man  .           •     u^   ^  *u«*  ♦k^  Ko^^^Aiortf 

who,  bring  admonished  in  his  s^kness  to  ?«ncerely  hope  that  the  benevolent 

repent,  answered,  that  he  would  not  re-  mtcnUons  ot    the   author  may   be 

pent  yet  j  for,  if  he  should  recover,  his  abundantly  realised  in  the  salutary 

conipanioiis  would  laugh  at  him :   but  effects,  under  the  divine  blessing,  ot 

gTx. wing  worse,  ius  irieuds  pressed  him  his  exhortations. 


fl«2 


Varklies,  IMerary,  Scientific,  Sj^.  [Dbcbmbki, 
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A  SpirUel  i^ep/'/.'^-Beroard  de  PaliiRj, 
•  natiye  of  Agen,  in  Prance,  was  a  maker  of 
earthenware,  at  Sainlei.  and  diiUnj^uUhed 
himself  bjr  his  Icnowledge  and  talents.    He 
oooipoBcd  a  namber  of  scientific  and  prac- 
tical works,  wMcb   have  been  repeatedly 
repablisbed,  and  tlie  last  edition,  in  1777,  is 
enriched    with    notes,  by   the  celebrated 
Faojas  de  St.  Fondn.    This  able  and  wortbj 
man  was  a  Calvinisl,  and  the  French  king, 
Henrjr  II  I.  saiil  to  him  one  daj,  that  **  be 
•hoold  be  compelled  to  give  him  up  to  his 
enemies,  unless  he  changed  his  religion." 
"  VoQ  hare  often  said  to  me,  Sire,"  was  the 
andaanted  replj  of  de   Palissjr,  *'  that  yoo 
pitied  me  ;  but  as  for  me,  I  pitj  you,  who 
have  given  otteranoe  lo  sach  words  as  I 
$hall  be  compelled.     These  are  nnfcingljr 
words;  and  1  say  to  jott  in  rojal    phraae, 
4hat  neither  the  Guises,  nor  all  your  people, 
oor  yoaraelf,  are  able  to  compel  a  horoble 
jnanafaotarer  of  earthenware^  to  bend  his 
knee  before  statues."     Bernard  was  a  man 
ofhumour,  as  well  as  of  intrepidity;  he  would 
sometimes  say,  al lading  to  his  trade,  and  his 
trust  in  Providence,  that  *'  his  only  property 
was  heaven  and  earth." 

Testirmmiei  to  t/ie  Excdlence  of  the  Bible» 
— "Farewell  I"  says  Bishop  Ridley,  with 
roach  pathos  and  beauty,  to  the  place  of  bis 
education :  '*  farewell !  in  thine  orchard, 
'  the  walls,  the  butts,  and  the  trees,  if  they 
«ould  speak,  would  bear  me  witness,  I 
learned  without  book  almost  all  St.  Paul's 
Rpi sties,   and    I    ween  all   the'  Canonical 

Epistles of  which  study,  although 

a  great  part  did  depart  from  me,  yet  the 
sweet  smell  thereof,  1  trust,  I  shall  carry 
with  me  to  heaven ;  for  the  profit  thereof 
I  think  1  have  felt  in  all  my  life  time  ever 
after."  "  Looking,"  says  the  martyr 
Bilney,  "into  the  New  Testament,  by 
God's  speoial  providence,  I  met  with  these 
words,  "  this  is  a  true  saying,  and  worthy 
4>f  all  acceptation,  that  Jesus  Christ  came 
into  the  world  to  save  sinners,  whereof  I 
am  chief."  O  most  sweet  and  comfortable 
•enleuce  to  my  soul !  This  one  sentence, 
through  God's  instruction,  and  inward 
working,  did  «o  exhilarate  my  heart,  which 
before  was  wounded   with  the  guilt  of  my 

sins tliat  immediately   1  found 

comfort  and  quietness  in  ray  soul,  so  that 
my  bruised  boiies  leaped  for  joy."  **  I  can 
find  no  rest,  says  Chillingworth,  speaking 
of  the  Scriptures,  **  for  the  sole  of  my  foot, 
but  upon  this  rock  only." — Cunningham's 
Sennoni* 

Polycarp, — When  Polycarp  waa  broaght 
to  the  trilxioal,  the  Proconsul  asked  him 
if  he  was  Polycarp;  to  which  he  assented. 
The  Proconsul  then  began  to  exhort  him, 
saying,  **  have  pity  on  thine  own  great  age ; 
swear  by  the  fortune  of  Caesar,  repent ;  say, 
-lake  away  the  Atheists,"  (meaning  the 
Christfans).     Polycarp,  casting  bis  eye  so- 


lemnly over  the  multitude,  waving  bis  hand 
to  them,  and  looking  up  to  heaven,  said,  "fake 
away  thete  Alheists,"  (meaning  the  utolaton 
around  him).  The  Procon-iul  still  argingbim, 
and  saying,  *'  swear  and  I  will  reieaiie  thee; 
reproach  Christ."   Polycarp  said,  **  Eighty 
and  six  years  years  have  1  served  him,  and 
he   hath  never  wronged  me,  and  howcas 
I  blaspheme  my  king  who  hath  saved  me  ?" 
"  I  have  wild  beasts,**  said  the  Proconsul, 
'*  and  will  expose  you  to  them  unless  job 
repent."    "  Call  them,**  said  the  martyr. 
"  I  will  tame  your  spirit  hjjire*'  said  the 
Roman.     *'  You   threaten  fiie.*'  said  Poly- 
carp, "  with  the  fire  which  burns  only  for 
a  moment,  but  are  yourself  ignorant  of  the 
fire  of  eternal  punishment,  reserved  for  the 
ungodly."      "  Soon    after,"    it    is    added, 
*'  being  bound   on   the   burning  stake,  he 
exclaimed,  "  O  Father  of  thy  belored  and 
blessed  Son  Jesus  Christ  I  O  God   of  all 
principalities  and  of  all  Creation  !   1  bless 
thee  that  Thou  hast  counted  me   worthy 
of  this  day,  and  this  hour,   to  receive  ny 
portion  in  the  number  of  the  martyrs,  ia 
the   cup  of  Christ.     I  praise  thee  for  all 
these  things.    I  bless  Thee,  I  glorify  Thee, 
by  the  Eternal  High  Priest,  Jesas  Chri»t, 
thy  well  beloved  Son  ;  through  whom,  and 
with  whom,  in  the  Holy  Spirit,  be  glory  to 
Thee,  both  now  and  for  ever.  Amen  !" — 
Cuwnv^kam's  Sermons, 

Importancp.  of  a  good  Private  Charac- 
ter.^~  While  Dr.  Franklin  resided  at  Paasy, 
near  Paris,  Lord  Fitzmaurtoe  called  to  see 
him ;  and  as  the  father  of  that  noblemsB 
had  requested  that  he  would  give  bin 
such  instructive  hints  as  might  be  usefal 
to  him,  the  Doctor  oocasionally  mentioned 
the  old  story  of  DemostbeDes*  answer  to 
one  who  demanded  what  was  the  first 
point  of  oratory  ?  Aoion.  The  second ;  Ac' 
tion.  The  third  ?  Action.  W  hich  the  Doc- 
tor obiierved  had  been  generally  under- 
stood to  mean,  the  action  of  an  orator 
with  his  hands,  &c.  in  speaking ;  but  fae 
tbodght  another  kind  of  action  of  more 
im|K>rtance  to  an  orator,  who  would  per- 
suade people  to  follow  his  advice;  vis. 
such  a  course  of  aotiqa  in  the  conduct  of 
life,  as  would  impress  them  with  an  opi- 
nion of  his  integrity,  as  well  as  of  bis 
understanding.  Ho  intimated  that  this  opi- 
nion, being  once  estsbliKbed,  all  tbediffical- 
ties,  delays,  and  oppositions  nsnatly  ocea- 
sioued  by  doubts  and  suspicions,  woold 
be  prevented ;  and  that  such  a  man,  tbongh 
a  very  imperfect  speaker,  woald  alaost 
always  carry  his  pointf  against  the  most 
flourishing  oratpr,  who  has  not  the  eba- 
racter  of  sincerity.  '*  To  express  mj 
sense  of  tho  importance  of  a  good  privsta 
charactier  in  public  afiairs,*'  sa^a  Franklioi 
**  I  said  the  advantage  of  baring  it,  and 
tho  disadvantage  of  not  having  it,  were  s» 
great,  that  1  eren  believed  if  George  III* 
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bad  had  a  bad  pritate  obaraoier,  and  John  moTO,  That  benoefortb  pra^era,  imploriDg 

Wilkes  a  good  one,  tbe  latter  might  ha? e  the  assistanoe  of  Heaven  and  its  bleuing 

tamed  the  former  ont  of  his  kingdom.*' —  U|>on  our  delilieratioQ!*,  be  held  in  this  as- 

Memoirs  qf  Franklin,  VoL  ii.  p.  157*  semblv  every  morning  before  we  proceed  to 

Reasmablenas  and  UtiUty  of  Prayer  ac-  Easiness  ;  aiid  that  one  or  more  of  the  cler- 

knowUdged.- ^During  tbe   deliberations  of     »/  °^  ^^l*  ^^JT  ^,!r''*l°*'**!.*L*°  ??''"**'.  ?" 
the  American  Conrention  relative  to  tbe     that  service."— ilfm(H«o/Fra»Wi«,  vol. ii. 

p.  194. 

An  Account  of  the  Writing  ajid  grea^ 
Learning  of  a  blind  Gentlewoman  at  Geneva* 
— In  the  account  that  1  gave  joa  of  Geneva, 
I  forgat  to  mention  a  very  extraordinary 
person  that  is  there,  lVfr:<.  Walker.  Her 
qaestion,  is.  methinks,  a  melancholy  proof  father  is  of  Schaffliou.te.  Siie  lost  her  sight 
of  the  imperfection  of  the  human  under-  when  she  was  but  a  year  old,  b^  being  too 
standing.  We  indeed  [feem  to  feel  our  near  a  stove  that  was  very  hot.  There  rests 
own  want  of  political  wisdom,  since  we  in  the  upper  part  of  her  eye  so  much  sight, 
have  been  mnning  all  about  in  search  of  that  she  distinguishes  day  from  night ;  and 
it.     We  have  gone  back  to  ancient  history      when  any   person   stands  between  her  and 


United    States,    Dr. 
a  motion  for  prayers. 


constitution    of  tbe 

Franklin  introduced 

with  the  following  important  observations  : 

"  The  small  progress  we  have  made  after 

fonr  or  five  weeks  close  atti^ndance,  and 

onr  diffeteDt  sentiments   on  almost  every 


for  models  of  government,  and  examined 
the  different  forms  of  those  republics, 
which,  having  been  originally  formed  with 
the  seeds  of  their  own  dissolution,  now  no 
longer  exist ;  and  we  have  viewed  modern 
states  all  round  Europe,  but  find  none 
of  their  constitutions  suitable  to  onr  cir- 
carostanoes.  In  this  situation,  gropin;;,  as 
it  were,  in  the  dark,  to  find  political  troth, 
and  scarce  able  to  distinguish  it  when 
presented  to  as,  how  has  it  happened  that 
we  have  not  hitherto  once  thought  of 
bambl^  applying  to  tbe  Father  of  Lights 
to  illuminate  our  understandings?  In  the 
beginning  of  the  contest  with  Britain,  when 
we  were  sensible  of  danger,  we  had  daily 
prayers  in  this 'room  for  the  divine  pro- 
tection I  oarpravers  were  beard, — and  they 
were  gracionsly  answered.  All  of  us,  who 
were  engaged  in  the  struggle,  must  have 
observed  frequent  instances  of  a  snperin. 
tending  Providence  in  our  favour.  To 
that  kind  Providence  we  owe  this  bappy 
opport unity  of  consulting  in  peace  on 
the  means  of  establishing  our  future  na- 
tional felicity.  And  have  we  now  for- 
gotten that  powerful  fried  ?  —  or  do  we 
imagine  we  no  longer  need  its  assistance  !— 
I  have  lived  a  loug  time;  and  the  longer  I 
live,  the  more  convincing  proofs  I  see  of 
this  truth.  That  God  governs  in  tlie  affairt 
of  men!  And  if  a  sparrow  cannot  fall  to 
the  ground  without  his  notice,  is  it  pro- 
bable that  an  empire  can  rise  without 
his  aid? — We  have  been  assured  in  the 
Sacred  Writings,  that  *  except  the  Lord 
build  the-  hposet  they  labour  in  vain 
that  baild  it.*  I  firmly  believe  this: 
and  I  also  believe,  that  without  bis 
concurring  aid,  we  shall  socceed  in  thiM 
political  building  no  better  than  the  build- 
ers  of  Babel :  we  shall  be  divided  by  our 
little  partial  local  interests,  our  projects  will 
be  confounded,  and  we  ourselves  shall  be- 
come a  reproach  and  a  bye>word  down  to 


the  light,  she  will  distinguish  by  the  head 
and  its  dress  a  man  from  a  woman ;  but 
when  she  turns  down  her  eyes  she  sees  no- 
thing. She  bath  a  vast  memory;  besides 
the  French,  which  is  her  natural  language, 
she  speaks  both  High  Dutch,  Italian,  and 
Latin.  She  hath  all  the  Psalms  by  heart,  iu 
French,  and  many  of  them  in  Dutch  and  Ita- 
lian. She  understands  the  old  philpsophy 
well,  and  is  now  studying  the  new.  She 
bath  studied  the  body  of  divinity  well,  and 
hath  the  texts  of  Scripture  very  ready.  On 
all  which  matters  I  bad  long  conversations 
with  her.  She  not  only  sings  well,  but-ahe 
plays  rarely  on  the  organ ;  and  I  was  told 
she  played  on  the  violin,  but  her  violin  was 
ont  of  order-  But  that  which  is  most  of  all 
is,  she  writes  legibly.  .  In  order  to  her 
learning  to  write,  her  father,  who  is  a 
worthy  man,  and  hath  such  tenderness 
for  her,  that  he  furnisheth  her  with 
masters  of  all  sorts,  ordered  letters  to 
be  carved  in  wood;  and  she,  by  feeling 
the  characters,  formed  such  an  idea  of 
them,  that  she  writes  with  a  Crayon  so  dis- 
tinctly, that  her  writing  can  be  well  read, 
of  which  I  have  several  essays.  I  saw  ber 
wVite ;  she  doth  it  more  nimbly  than  can  be 
imagined.  She  hath  a  machine  that  holds 
the  paper,  and  keeps  ber  always  in  line. 
But  that  which  is  above  all  the  rest,  she  is 
a  person  of  extraordinary  devotion,  great 
resignation  to  the  will  of  God,  and  of  a  pro- 
found humility.  The  prceptor  that  tbe  fa- 
ther kept  in  the  boose  with  her,  hath  like- 
V  wise  a  wonderful  faculty  of  acquiring 
tongnes.  When  ho  first  eame  to  Geneva, 
(for  he  is  of  Zurich,)  be  spoke' not  a  word 
of  French ;  and  within  thirteen  months,  he 
preached  in  French  correctly,  and  with  a 
good  accent  He  also  began  to  study 
Italian  in  the  month  of  November,  and  be- 
fore the  end  of  the  following  February,  be 
|>reacbed  in  Italian.  His  accent  was  good, 
and  his  style  was  florid,  which  wan  very  ex- 


future  ages.  And  what  is  worse,  mankind  may  traordinary  ;  for  the  Italian  language  is  not 

hereafter,  from   this   nnfortunate   instance,  spoken  in  Geneva,  though'  tbe  race  of  the' 

despair  of  establishing  government  by  ha-  Italians  do  keep  up  still  an  Italian  church' 

man  wifdon,  sod  leave  it  to  chance,  war,  there.**  —  Biahop   Bwmetfs    Letters  from 

and  eo&qaoft.    I  therefore  beg  leave  to  Switzerland,  ^. 
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■  Wishing  to  make  this  department  of  our  work  as  complete  as  possible,  we  esr- 
nestly  beg  our  Correspondents  to  ftimish  us  with  all  documents  and  infonnatioo 
relating  to  it,  addressed  to  the  ElUtors,  at  the  Publisher's. 


CUMBERLAND. 

(Continued  Jtom  page  6X4.) 

Maryport.— At  this  maritime  town 
there  are  now  three  meeting-houses,  re- 

*  sprted  to  by  Dissenters  of  different  deno- 
minations. 

The  Scots  Church  bears,  oa  its  front, 
the  date  of  its  erection,  A.  D.  1777.  It 
appears  that  a  few  worthy  mechanics, 
who  had  been  members  of  a  similar 
church  at  Workington,  were  instrumen- 
tal in  its  establishment,  after  having, 
for  a  prior  period  of  two  or  three  years, 
assembled  with  others  in  a  hired  room ; 
and  enjoyed  the  ministry  of  a  'Mr.  Mac- 
rae, from  Scotland,  of  whom  report 
speaks  favourably  as  an  exemplary  and 
devoted  pastor;  but  he  could  not  be 
induced  to  remain  here,  chiefly,  it  is  said,  , 
because  of  the  shocking  profanation  of 
the  Lord's  day,  which  he  was  Compelled 
to  witness.  He  succeeded,  however,  in 
procuring  a  convenient  chapel,  with  a 
promising  attendance  of  hearers ,  and 
soon  afterwards  returned  to  his  native 
country.  In  the  same  year  Mr.  John 
Dunn  came  to  Maryport.  He  also  was 
a  North  Briton,  and  officiated  here  du- 
ring the  long  space  of  forty  years.  His 
services  are  generally  believed  to  have 
been  acceptable  and  satisfactory  for  seve- 
ral years  after  his  settlement,  but  at 
length  they  declined  in  interest  and  use- 
fulness, so  that,  unfortunately,  as  he 
advanced-  in  years  the  congregation  ex- 
perienced an  almost  weekly  diminution 
of  their  numbers  in  the  house  of  Ood  ; 
and  at  Christmas,  1817,  he  felt  it  to  be 

,   his  duty  to  rdinqnish  hilB  charge,  and 
retire  to  Edinburgh  or  its  vicinity,  where 
he  still  resides,  in  the  possession  of  a 
competent    inl^eritance.      Mr.    Robert 
Wallace,  also  of  the  Established  Church 
of  Scotland,  succeeded  to  the  charge,, 
and  promised  to  become  exceedingly  use- 
ful in  the  revival  and  prosperity  of  the, 
cause.    The  chapel  was  very  much  en- 
larged and  improved,  and  the  congrega- 
tion considerably  increased.     But  Mr. 
W.,    having    continued   scarcely   three 
years,  accepted  the  living  of  Kirkpatrick, 
in  Gdloway.  Many,  of  his  hearers  deeply 
regretted  his  departure ;  and  the  people 
were  far  from  being  united  in  the  choice 
of  hi^  successor.    The  successful  candi- 
date very  shortly  afterwards  returned  to 
^otlaQd,  and  Mr.  William  Rintoul». 
|centiate  of  the  presbytery  of  Dnmbiane^ 


is  now  the  officiating  minister^  of  a  con- 
gregation which  numbers  about  200  oa 
the  average  attendance. 

Atsociate  Synod. — A  considerable  sepa- 
ration of  hearers  from  the  Scots  Church 
took  place  soon  after  Mr.  Wallace's  re- 
moval ;  and  they  continue  to  Assemble  in 
a  very  spacious  room  of»a  manufac- 
tory, which  had  been  for  some  time 
unemployed.  The  pulpit  has  been  occu- 
pied by  ministers  of  the  secessioa  in 
Scotland ;  and  large  numbers  are  said  to 
be  frequently  present  at  their  meetings. 
Divisions,  by  calling  forth  angry  tem- 
pers, as  well  as  for  other  reasons,  are 
often  subjects  of  regret  among  Dissent- 
ing confiTCgations,  but  in  an  increasingly 
populous  town  like  Maryport,  it  is  ap- 
prehended there  is  still  ample  room  for 
another  chapel ;  and  it  is  hoped  that  the 
friends  of  both  will  endeavour  to  foi^ive 
and  forget  their  former  differences,  and 
aim  in  ^ture  to  stimulate  each  other  to 
love  and  good  works  for  the  common 
good  of  the  church,  and  advancement  of 
the  Saviour's  cause. 

Independents. — In  a  separate  place 
of  worship  Independency  was  first  iotro- 
duced  into  this  town,  by  some  of  the 
preachers,  connected  with  Messrs.  Hal- 
^ane.  Ministers  of  this  commonion  had 
i^ver  been  reii^sed  the  pal  pit  of  the  Old 
Meeting-house,  and  indeed  the  people, 
though  professedly  of  the  Scottish  Church, 
were  of  course,  as  being  out  of  Scotland, 
no  £surther  under  the  ecclesiastical  con- 
trol of  that  establishment  than  might 
suit  their  pleasure ;  and  they  were  there- 
fqre  perfectly  independent  in  the  manage- 
ment of  their  religious  concerns.  Accbrd- 
uiigly  the  people  were  favoured  with  the 
services  of  the  above  ministers  raj 
frequently,  till  ''an  upper  room"  was 
actually  ren^  for  a  new  and  distinct 
congregation.  This  was  doae  by  Mr. 
Charles  Kitchin,  who  became  per- 
manently resident  here,  vd  1807.  fiis 
prospects  of  usefulness  were  flattering; 
and  numbers  appeared  anxiously  con- 
qerped  to  know  the  way  of  sidvation 
from  him.  Two  years,  however,  had  not 
elapsed  before  the  public  avowal  of  strict 
Antipaedobaptist  sentiments  closed  the 
door  of  future  success.  The  church, 
which  haid  promised  to  become  nume- 
rous, divided  and  subdivided,  till  iti 
menibers  were  scattered;  aad  Mr.  K. 
has  now  the  «haigo  of  about  Uom  12  to 
20  hewers. 


It  is  but  Justice  here  to  mentkm  the    tAnrPr^ittSfiiCii8«Coii|^i¥gati6iMll0ii* 
praisewortfaf  and  prosperous  exertions  of    seittcrtr  i^  the  iMrship  of  dod  ia  their 


aa  individual  ill  this  to^rn — Mr.  AndhbW 
Hay — now  connected  with  the  l^ecession 
Chmncby  for  to  him  the  cause  of  Sunday 
schools  in  this  town  is  most  deeply  in- 
ilebted.  For  many  ^ears  he  conducted 
one  of  these  inistitutiotts  by  his  6wn  soli- 
tury  labour,  till  at  length  he  has  had  tlic 
cordial  satisfaction  of  witnessing,  as  the 
direct  or  indirect  coosequence  of  hb 
eifortSy  the  re^ar  establishment  of  a 
Omeral  Sundcnf  School  Union,  atid  a  week- 
ly school  on  the  plan  of  the  British  and 
Foreign  School  Society. 

Whitehaven  is  in  thd  well  known 
and  extensive  parish  of  "St.  Bees — a  pU- 
rish  which,  however  distiUj^uished  fot  its 
provincial  college,  established  by  "  the 
gravest  and  g^atest  prelate  of  the  land/* 
Arcfilushop  Orindall,  himself  a  sufferdr 
for  consciente  sake,  has  no  title  to  the 
honours  of  nonconformity  in  the  memo 
rable  year  1662.  At  that  early  period, 
this  town  was  a  mere  village,  for  it  was 
not  till  the  year  1666  that  Sir  Jo)in  Low« 
ther  received  a  grant  fipom  King  Charles  II. 
of  all  the  ungn^ated  lands  within  this 
district:  (se&  Hutchhison,  ii.  p.  49.) 
and  firojected  the  establishment  of  a  ma- 
ritime town.  The  earliest  notices  df 
Dissent  ia  Whitehaven;  which  h^e  ytit 
lieen  traced,  itre  ih  the  *<  Register  of 
the  church  at  Coekermbuth,"  and  relate 
to  the  pastoral  attentions  of  the  immor- 
tal IiKrkham. 

"  Npv  lOj  (1670,)  the  pastor  went  to 


way."— The  next  leg»l  instrument^  dat$4 
April  23, 1695,  represents  «  ElishaGak, 
Heniy  Palmer,  WUliam  Atkinion,  Wil- 
liam Ferye^,  and  John  Shepherd,"  as 
having  .<*6oneetcd  subscriptions,"  aftd, 
being  «  empowered  U>  build  a  hduse  or 
chapel  in  a  decent  manner,  a  handsome 
gatt*,  &c.rV  and  to  **  be  used  by  Pro^v 
testant  Dissenters  from  the  Church  of 
England*,  whether  Presbyterian  or  Cdnr 
gregatidUftll,  according  to  their  way  and 
persuksion."  The  fi(^t  notice  of  a  mir 
nister  appicars  iu  a  deed  dated  March  10^ 
1711 ,  which  contains  the  namie  of ''  Tho- 
mas DixdN;  Clerk  ;"  but  no  further  in- 
formation respecting  him  can  be  collected 
from  any  of  the  debdd  or  papers.  His 
name  is  still  remembered  in  Whitehai^cih 
as  Dr.  Dixon ;  and  he  is  spoken  of.  with 
respect.  Nor  may  it  be  unsuitable,  heir 
to  mention,  what  tradition  relates,'  that^ 
among  the  eariiest  friends  of  this'  causd, 
there  were  Some  pious  emigrants  from 
Ireland,  who  were  driven  hithpr  by  ^6e 
of  those  storms  of  persecution  which 
have  so  often  desolated' that  still  .unhappy 
and  injured  4;ouBtry.  Dr.  D.  reuadvefl 
to  Bolton  in  1723,  and  was  sugceeded  by 
Mr.  Emanuel  (Lemuel)  Latham »  wlip 
continued  to  be  lUttiister  but  ashort  til^. 
It  is  probable  he  was.imntediately  fol- 
lowed by  Mr.  Ralph  Astley,  who  eufr 
tainly  was  minister  here  in  1728,.  for  he 
is  so  recorded  in  tnd  Parkhead.Re^0ter. 
According  to  the  .inscription  on  Ids  gr^iire- 


Whit  Haven  to  baptize  the  children  of     stone. in.  the  ^Id  ehUrch-yard,  he  died 


two  of  the  brethren  living  there. ,  There 
went  with  him  brother  Hood  and  sister 
WilsOQ ;  and  thr^  elders  living  there 
were  mett  together  upon  that  occasiofa 
in  a  church  assembly." 

«  Sept.  4,  (1672,)  there  was  asmallcft 
meeting  of  the  church  at  Whit  Haven, 
uppii.the  occasion  of  baptizitig  the  child 
of  Nicholas  Gibson,  &c." 

Whether  this  infiint  sodety  grew  with 
the  population  of  the  town ;  and  shortly 
after  had  its  own  pastor,  separately  from 
the  one  at  Cockermouth  ? — And  whether 
a  succession  of  ministers  was  enjoyed  till 
the  close  of  the  17th  century?  are  en^ 
quiries  for  whiijh  no  positive  and  satis^ 
factory  answers  hate  hitherto  come  to 
hand. 

Jmnet*  Street  (or  Low)  Meethig-Houte 
is  at  present  the*  oldest  chapel  in  White- 
haven, and  was  erected  in  1695;  but 
there  is  some  traditionary  account  of  an 
older  place,  which  H  supposed  to  have 
given  the  name  to  Chapei  Street,  although 
nothing  certain  has  been  ascertained  re- 
specting it.  The  first  deed  of  convey- 
auce»  relative  to  the  on<j  in«lanies  Street, 
bears  the  date  Mart^E  IS,  l694 ;  and  in 
another  document,  dated  Oct.  4,  1694, 
it  is  9ai<i  to  be  "  f<dr  thie  use  of  ProteS- 


here  on  the  30th  of  Mareft^  1736,  i|ged 
59 ;  and  in  the  same  8{^t  apftear  to  llavfe 
been  interred  the  bddiet  of  fi»Te  of  his 
children, and  his  sister*  .He  had  a  son 
educated  fbr  the  ministry. at  DaVentry 
and  WaHnngton, .  the  Rev.  ThqIm4s 
AsLTEY,  w£m  offlbiated  at  Congletofi, 
Preston,  and  Chesterfidd;  at  the  last.af 
which  ^aees  he  dciparted  thiaMfe,  Oct. 
15,  1817,  in  the  79th  year  of  his  a^^e. 
No  further  paTticulairB  of  Mr.  A.  can  be 
satisfactorily  stat^,  because  the  present 
Register  does  not  commence  befoite  the 
time'  of  his  successor;  exeept.  the  en- 
largement df  tW  chapel.  Which  appeaj^ 
to  have  been  effected  in  1749.  A|r. 
RAfKTLiFFE  SCAOLf^iELD,  bom  At  Roch- 
dale, and  a  student  under  Dr.  Dod- 
dridge, became  the  pastor  of  thiis  church 
in  1 757.  Besides  his  muusterial  chiUrge, 
he  is  said  to  iuive'  superintended  a  consi- 
derable Seminary  or  academy  for  tbis 
edueatidn  of  gentlemen's  sdns  for  different 
prdfesftiotts ;  and  Was  perhaps  more  sue- 
,cessfttl  as  a  tutor  than'  a  preacher. .  On 
the  X4th  of  Octoher,  1772^  he  left  this 
towh  for  Birmingham^  where  h»  con- 
tinued till  his  decease  in.  1 303;  The  He- 
gtsCer  then  presents^  the  fbUcrwingpar^ 
graph :  «  Jambs  KiavrATitreii  wasealKd 
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chapd  In  James'  Street,   Nor;     church,  which  consisted  at  first  of  bat 

30  members,  embraced  at  the  time  of  his 


to  the 

1772,  and  ordained  June  1773."  Mr. 
K.  remained  here  upwards  of  30  years ; 
but  no  existinpf  documents  furnish  infor- 
mation as  to  the  extent  of  his  usefulness, 
or  the  particular  situation  of  the  church. 
He  is  well  reported  of;  and,  in  the  sum- 
mer of  1004,  having  given  up  the  minis- 
try, he  retired  into  Scotland,  where  he 
exchanged  worlds  in  the  spring  of  the 
present  year.  •*  A  (printed)  Narrative 
of  recent  proceedings  relative  to  the  cha- 
pel in  James'  Street,  &c."  1818;  thus 
continues  the  history:  *'  After  the  de- 
parture of  Mr.  Ktrkpatrick,  the  congre- 
gation continued  in  an  unsettled  state  for 
a  considerable  time,  so  that  from  1804 
to  1812,^  with  the  exception  of  about 
two  years,  they  had  no  stated  minister. 
This  arose  chiefly  from  the  remissness  of 
the  trustees,  who  paid  little  regard  to 
the  wishes  of  the  people,  and  were  urged 
in  vain  to  adopt  any  vigorous  measures 
for  obtaining  another  minister.  For 
some  >time  the  place  continued  entirely 
destitute,  nor  were  they  in  any  haste  to 
remedy  the  evil.  At  length,  after  many 
changes,  a  gentleman  from  Scotland, 
having  [Reached  for  a  short  time,  was 
approved,  both  by  the  trustees  and  con- 
gregation, and  q^ight  have  remained  as 
minister  of  the  Low  Meeting;  but  on  his 
selecting  elders  from  among  the  people, 
and  refusing  to  consider  himself  as  un- 
connected with  a  presbytery,  he  was 
njected.  On  the  departure  of  this  minis- 
ter,  the  trustees  were  induced  to  make 
application,  for  their  next  candidate,  to 
the  Independent  College  at  Rotherham, 
in  Yorkshire,  and  a  student  was  accord- 
ingly sent,  with  whom  an  agreement  was 
made,  that  if>  at  the  expiration  of  12 
months,  either  party  should  feel  dissatis- 


death  upwards  of  100.    Encouraged  by 
his  success,  and  by  the  evident  attach- 
ment of  his  people,  he  persevered  to  the 
last :    he  endured  trials  with  Christian 
fortitude,  and  he  is  gone  to  receii'e  his 
reward."  p.  11.  of  the  •*  Narrative,  &c/* 
— -To  that  **  Narrative"  we  must  refer 
for  an  account  of  proceedings  in  electing 
the  nelt  minister :— 4t  must  suffice  here 
to  state,  that  the  trustees  interfered — 
the,  chapel  was  closed  for  some  time,  and 
the  congregation  obliged  to  procure  ano- 
ther meeting-house.    In  tlhe   month  of 
November,    1819,    the    Rev.   Walter 
Fairlib  rcceivied  a  call  to  this  chapel, 
and  was.  ordained  by  the  Presbytery  of 
Glasgow,   on  the  1st  of  December  in 
that  year.    The  congregation  is  said  to 
have  improved  latterly,  and  sometimes 
consists  of  upwards  of  200  hearers. 

Charlri  Street,  —  Antipadobaptisi.  —  For 
the  history  of  this  church  we  are  fur- 
nished with  an  unusually  copious  supply 
of  materiHls,  a  correspondent  having  ac- 
cidentally discovered,  in  an  obscure  gar- 
ret the  **  church-book,"  a  very  curioos 
old  volomc  in  folio,  full  of  writin:?. 
Prom  this  record  he  has  made  for  us 
large  extracts,  the  chief  of  which  irill  i>c 
found  in  the  following  narrative.  The 
account  will  be  read  with  additional  in- 
terest, when  it  is- known  that  the  first 
minister  of  this  church  was  an  ancestor 
of  the  Rev.  Robert  Hall,  of  Leicester, 
although  in  theological  sentiment  by  no 
means  like-minded  with  his  present  illos- 
trious  relative.  (See  Bap.  Ann.  Reg. 
Vol.  I.  p.  226.) 

^*  The  instrument  of  gathering  a  church 
here  in  the  Lord's  hand  was  Mr.  Chris- 
topher Hall,  who  was  borne  at  a  place 


fied,  all  connexion  should  entirely  cease,     in  Northumberland,  called  Blackheddon, 


On  these  terms  the  Rev.  William  Rose 
commenced  his  labours,  and  after  preach- 
ing for  15  months,  he  was  unanimously 
elected  by  the  congregation,  and  the 
trustees  presented  him  with  a  call  expres- 
sive of  the  wishes  of  the  people,  and 
stating  the  pecuniary  advantages,  &c. 
pp.  7,8.  '<  About  nine  months  after  he 
had.  received  his  call,  Mn  Rose  was  or- 


>« 


in  the  year  of  our  Lord  1724,  and  in  the 
month  of  May  the  31  day  .  his  parents 
were  farmers  there .  his  father  a  member 
of  the  Church  o^  England,  as  by  lav 
established  ;  his  mother  a  Pre8b3rterian.** 
The  Rev.  Isaac  Garner,  then  Baptist 
minister  of  Stamfordham,  <<  thinking 
that  Mr:  H.  might  be  usefiill  in  the 
church,  invited  him  to  his  house  to  live 


dained  according  to  the  Congregational     with  him  for  a  while.    And  Mr.  H.,  not 


mode:"  when  l^e  Rev.  Joseph  Gilbert, 
his  late  classical  tutor,  addressed  both 
to  pastor  and  people  a  most  affectionate 
and  faithful  chaige,  wlule  the  neighbour- 
ing rnxnisters  as^sted  in  the  various  so- 
lemnities: of  the  occasion.  Short  was 
the  period,  however,  destined  for  the 
pastoral  exertions  of  this  devoted  minis- 
ter; f6r  not  six  years  had  traiisptre4 
before  he  was  called  to  rest  fit>m  his 
labours,  and  enjoy  his  reward.  *'  Under 
his  ministry,  though  exercised  for  so 
riiort  a  period,  a  congregation  of  about 
50  increased  to  400,  and  he  was  attended 
n<»r«Rionally  by  600  hearers  j  while  the 


being  able,  through  indisposition  of  body, 
to  attend  any  business,  acc^ptecLof  the 
invitatioo,  and  so  went  to  Hfr.  Comer's 
Aug.  1745,  and  in  Sept.  was  baptised  by 
Mr.  G.,  and  the  same  month  waa  called 
by  the  church  to  exercise  his  gift  iunoi^ 
the  members,  which  he  did  for  some 
time,  whenci'er  they  were  pleased  to  call 
upon  him  so  to  do ;  and  his  preaching 
being  to  their  satisftictSon,  was  by  them 
called  to  preach  publicly. — ^In  the  year 
1747,  and  on  the  31st  of  M.iy,  Mr.  Hall 
was  married  to  Cathiren  Angus,  a  mem- 
ber in  the  church  at  HamsCerly,  and  set 
up  housekeeping  at  Wigton ;  and  travelled 
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lietwirt  Ouiton  and  Broughton,  preach-  willingly  to  take  the  overflight  of  the 

ing  alternately  at  each  place.    And  God  little  flock  which  God  had  gathered  by 

ill  his  providence  tirdcred  matters  so,  as  him.    And  he  and  the  brethren  having 

that  Geo.  Scphtoa  (now  deacon  in  this  waited  upon  the  Lord  by  fasting  and 

church)  who  was  a  member  in  the  Bap-  prayer,   were  satisfied  that  it  was  the 


workc  in  the  pipe  trade  under  one  Mr*  over  them  in  the  Lord." 

Steal  J  and  the  said  Geo.  Sephton  and  "  The  ordination  was  solemnized  oa 

his  family  settUng  at  Whitehaven,  he  got  the  25th  of  April,  1753,  at  which  time 

a  letter  from  the  chureh  at  Liverpool,  there  were  but  16  memben.     It  was  a 

and  so  was  received  into  fellowship  with  groat  day  of  divine  power.    Mr.  John 

the  church  at  Broughton  ;  aad  in  Nov.  Johnson  (of  Liverpool)  preached  a  sweet 

1751,  he  desired  Mr.  Hall  to  come  to  sermon  before  the  ordination  from  Eph. 

Whitehaven  to  preacU  la  lecture  some  4.  16.,   and  then,  after  the  ocdination . 

evening  in  his  house,  and  the  church  at  prayer  and  the  laying  oa  of  hands,  Mr. 

Hroughton  consented  he  should  go.    So  David  Fernie   (of  Mertin,  Hamsterley) 

he  came  and  preached  one  Lord's  day  preached  from  Tit.  2. 1."—"  The  ar- 

evening :  the  first  text  that  he  preached  ticles  of  the  faith  of  the  church,  or  the 

from  was  in  Psal.  144. 15.,  whii^  sermon  doctrines  taught  in  and  received  by  her,** 

revived  (by  being  attended  with  divine  are  identified  with  Mr.  Hall's  confession, 

power)  the  hearU  of  many,  and  so  he  delivered  at  his  ordination— the  whole  of 

was  invited  to  come  again,  and  he  did  which  is. recorded,  and  occupies  no  fewi*r 

so:  and  on  Jan.  25,  1751,  sister  Mary  than  10  J  folio  pages!  and  exhibits  all 

Crnith  and  brother  Rh:hard  Johnson  were  tlie   peculiHrities   of   supralapsarianism. 

iMiptizcd,  and  presently  tlierc  ^vas  some  To  this  confession  are  appended  six  sig- 

inore,  for  John  Crdth,  husband  to  Mary  natures,  as  appointed  Jan.  6,  1754. 

Craitfa,  was  baptissed  on  Feb.  1751,  the  ««.The  Nqw  Baptist  Meeting-house  in 

9th  day,  and  so  he  continued  to  come  to  Charles  Street,  Whitehaven,  was  opened 

preach  ;  and  we  hired  a  housci  and  soiiie-  on  the  5th  day  of  May  1754,  by  C.  Hall, 

times  we  had  preaching  on  a  Lord's  day  who  preached  two  very  warme  lively  dis- 

evening,  and  sometimes  on  a  week  day  courses,  from  1  Kings  viii.  27.  at  which 

evening,  until  Dec.  1752;  he  removed  time  the  Lord  made  it  appear  that  he 

his  family  to  this  town,  being  encouraged  would  dwell  upon  the  earth,  &c." 

to  hope  that,  the  Lord  had  much  people  .  <«  May  the   24. —  Brother  Hall  and 

in  this  city."  Brother  Richard  Barwise  set  forward  for 

"  In  the  year  1752,  Mr.  Thomas  Pal-  London,   and   returned  on  the  3d.  of 

mer,  minister  at  Hull,  in  Yorkshire,  who  October,  to  our  joy  and  comfort,  being 

was   borne  at  Brotighton  and   had  an^  much  favoured  of  the  Lord,  and  assisted . 

estate  in  Broughton,  and  many  oi  his  by.  friends  to  the  sum  of  70^  pound,  in 

relations  in  the  place  came  from  Hull,  order  to  lielp  forward  the  building  of  the 

laid  down  his  commission  there,  though  meeting-house." 

he  was.  pastor  of  the  people  at  Hull  and  «  Here  it  is  necessary  to  observe>  that 

came  to  Broughton,  though  not  called,  the  church  at  Whitehaven  joined  in  as8o-> . 

no— not  by  one  member  of  the  church :  elation    with    the    churcbes    hereafter 

he    got  to  Broughton   against    the  2d  named,  viz,  —  The  church  under  Mr. 

Lord's  day  of  Aug.  1752,  and  Mr.  Hall  Johnson's  care  ,at  Liverpool,  the  chureh 

was  at  liondon,  but  got  home  on  the  1st  under  Mr.  W.  Crabtree's  care  meeting  at 

oi:'   Aug.  1752,   and  was  to  preach  at  Bradford,  &c.  &c."  And  from  the  letter 

Broughton  on  the  8th ;  got  into  the  pul*  of  the  Association  at  Liverpool  it  appears 

[>it  on  the  9th  before  the  useual  time  of  that  the   church   <^   Had   an  exceeding  ^^ 

beginning  the  worship,  and  when  Mr.  great  love  for  Brother  Hall,  and  him  for . 

Hall  went  to  tlie  meeting-house  the  peo-  them ;   but   their  circumst^mces  in  the 

!)Ie  thajt  was  gathered  were  singing :  then  world  render^cd  it  (at  present)  impractir 

Mr.   Palmer  proposed  to  preach  to  the  cable  for  them  to  afford  a  comfortable 

teoplc  for  nothing,  and  he  agreeing  with  subsistence  to  him  and  his  family,  which 

iliem  to  oppose  the  doctrines  of  Everlast-.  gave  us  great  -concern.    And  upon  his 

n^  unchangeable  Love,  Everlasting  Jus-  informing  us  how  much  he  had  been  ■ 

ification.  Everlasting  Union,  Everlasting  obliged  to  go  in  debt  last  year,  some  of 

Vdoption,  &c.;  and  is  forward  enough  the  churches  unanimously   engaged  to 

n  offers,  &c. ;  80  that  Mr.  Hall  Jthought  raise  money  to  dischai'ge  it,  which  he 

hut  his  staying  amongst  them  would  be  very  gratefully  acknowledged,,  and  deter- 

ttencled  with  much  confu^on,  and  his  mined  to  make  further  tryal  to  stay  with 

linistry  being  blessed  to  divers  in  White-  .  his  people  in  Whitehaven,  (at  least  ano- 

aven,  be  removed  his  family  here  on  theryear."). 

^ec.  1,   1752,  and  the  Lorid  continuing,  From  the  Association's  letter  at  Ha*. 

»  bless  his  ministry,  he  was  comtruoed  worth,  in  Yorkj^ure,  held  oB*2(h-i^3M  o( 
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Mav,  1 765,  is  this  extract — *'  Erpt^aAo^    oocaaion,  togetker  with  the  qvcstioaa  ancl 
.. *  __^_«j_.. 1.1.  ^_«_L., — zM     answcwpropoiedandpetonwdto,  alldby 
the  pastor  and  peoj^e. 

**  Sept.  Sth,  was  the  day  appointad  for 
the  ordinatioit  of  Brother  Thomaa  Peile 
to  the  office  of  deacon ;"  at  which  Messrs. 
Hartly  and  Crab'tree  also  officiated.  Hie 
various  questions  proposed  and  answers 
given  Qpon  this  occasion  are  also  par- 
ticnlarly  spedfied. 

The  following  entry  occms  in  the 
church  book  under  the  year  \7&i  :— 
'<  The  Seceden  and  one  of  the  Baptist 
brethmi  having  some  converaatioii  on 
the  subject  of  infant  baptism,  their  dif- 
ference '  thereupon  was  so  aggmvated 
ft'om  time  to  time,  that  at  last  it  isaoed 
la  a  publick  disputation  on  the  day  called 
Good  Friday,  1764,  in  the  Baptist  ifeet- 
ing-house.  /JThe  Seoeders  rested  their 
whole  building  on  infisnts  right  to  church 
memberriiip  under  the  Old  Teatament, 
which  right  they  insisted  upon  was  never 
disannulled,  and  as  they  still  had  their 
unrepealed  right  to  chureh  membership 
still  standing,  they  must  have  a  right  to 
that  ordinance  by  which  they  are  made 
church  members.  The  Baptists  thoi^ht 
this  objection  sufficiently  removed  1^  ob- 
serving, that  that  Testament  itsdf  was 
void.  Much  unnecessary  talk  made  the 
meeting  tedious.  It  continued  from  half- 
past  nine  in  the  morning  till  after  seven 
in  the  evening.  The  meeting  was  cloaed 
by  Mr.  Graham,  the  SeceiKng  n^iniater, 
by  denring  both  sides,  as  thejr  were  ■»- 
ther  able  to  convince  one  another,  to  for- 
bear reflections^  kc.'* 

Under  the  year  1766  is  the  following : — 
"  The  church  being  in  great  oKstreas  on 
account  of  some  giaevances  among  the 
members,  which  at  last  terannated  in  the 
loss  of  our  pastor,  and  a  imrty  of  the 
members  which  went  off  with  them>  The 
reccord  of  the  church  was  hei^by  ne- 
glected, and  nothing  inserted  in  the 
church  book  from  August  7Ui,  1764,  to 
January  the  1st,  1766,  aboi^t  which 
time  it  was  agreed  by  the  brethren  to 
note  down  in  the  church  hook  the  most 


their  great  satisisction  with  tiieir  beloved 
pastor,  and  their  joy  and  edification  by 
his  sbcalous  and  faithfol  discharge  of  his 
office  among  them,  for  watching  orer 
them,  and  feeding  them  with  the  viwe 
Gospel  of  Christ,  and  that  the  Lord  had 
favoured  them  >rith  some  additions.  Bui 
,  withall  declaring  th(»r  grief  on  account  of 
four  'members  who  had  rent  themselves 
from  communion  with  them ;  only  be- 
cause they  sung  not  the  Westminster 
versioh  only,  but  ^ung  sometime  out 
■of  Dr.  Watts  Hypo's,  and  version  of  the 
Bsalms;  togethisr  with  their  lo#  con- 
dition in  the  world,  which  seem  to 
threaten  removal  of  their  worthy  pastor 
from  them;  he  and  family  not  bein^ 
comfortably  provided  for." 

'  The  \etUfr  of  the  Association,  held  at 
Whitehaven,  on  June  3d  and  4th,  1>56, 
intimates  nothing  morfe  encouraoinff, 
ckecpt  assistance  to  **  enable  Mr.  Hall 
to  keep  shop  for  selling  flour,  &c." 

«<  1760,  June  1st.— Christopher  Hall 
preached  his  farewell  sermon  from  2  Cor. 
xiil.  11.  and  by  God's  providence  was 
removed  from  WhitehaTen  to  the  church 
at  Leicester,  for  which  place  he  (with 
his  family)  set  forward  on  Monday  June 
2d,  1760." 

**  John  Huddleston.  a  member  of  the 
chureh,  being  then  on  nis  passage  from 
liondon,  6nd  the  church  baring  some  ap- 
prehensions of  his  baring  minisierial 
j^fts,  ^efcr'd  the  looking  out  for  a  mini- 
ster till  his  arrival,  wheh  they  called  him 
to  the  tryall  of  his  gift,  which  he,  some- 
time after,  complyed  with,  and  preached 
occasionally  for  some  time  in  private, 
and  afterwards  in  public ;  after  which  he 
Was  sett  apart  of  the  church,  by  fasting 
and  prayer,  ^m  preaching  so  little ;  aftef 
they'  gave  liiin  a  call  to  the  pastoral 
office,  which  hecomply'd  with,  Ahdad- 
iflinistred  the  supper  Ordinance,  which 
was  the  first  after  the  departure  of  C. 
Han,  on  May  2d,  17^1." 

'"On  Friday,  Sept.  3d.— J.  H.  was 
again  sett  apart  of  the  church  to  be  their 


pastor,  this  was  performed  by  the  church  memorable  things  which  had  befoUen  the 
in  t&e  morning  by  fasting  and  prhyer,  church  during  that  timel" 
and  iras  afterward  caUed  upon  by  "Mr.  '^  About  August  7-,  1764,  Mr.  Hud- 
James  Heartly  to  Rigaify  his  willingnejis  dleston  lecturing  upon  the  Epistle  to  the 
to  ingiisffe  therein — the  ends  he  proposed  Colossians  in  the  Sd  chap.  16th  veise, 
tberein — -what  he  intended  to  niakc  the  iii  expressing  his  thoughts  on  the  subject 


of 


singing,'  he  gave  umbrage  to  sotpe 


standard  of  his  ministerations — declare 

vtiiitr  he  believed  the  church's  doctrines,    of  the  brethren.  Xn  treating  the  subject, 

ahd  ordinances! — ^his  intentions  to  abide     he  endeavoured  to  prove,  that  the  method 


by  the  dcclapUion — aiid  his  intention  to 
adorn  the  doctrines  lie  professed  with  a 
blameless  conversation ;  -^  after  which 
Mr.lHfeartlyandMr.'*'Crabtree  laid  hands 
ofi  him^  and-Mr.  H.  sollcmnly  chained  him 
to'takd  h^ed  to  hktaself  and  his  doctrine, 
in  a  sermon  from  1  Tim.  iv.  16;  after' 


of  singing  as  practised  by  the  chureh  by 
a  conjunction  of  voices,  was  r^ugnaat 
to  tbe  whole  current  of  the  New  Testa- 
ment, and  especiall;^  to  the  text  under 
consideration,  and-  that  the  primitive 
custom  of   ^ngin^  raccording    to   his 

.    ^  _ _., judgment)  was  by  &  single  person,  that 

Which'  Mr.  Crabtree  preached  to  the  the  notion  of  teaching  and  a<Aim#iniff^»"5 
church.'^  '  This  extract  h^  followed  by  a  might  be  retained-  in  ^  exercise."  The 
minute  dctul  of  iOl  theprooeediogaoathc    consequence  W$s,  that  strong  puty  fed- 


family  €»\m  to  Whitehaven,  February 
1, 1773;*'    The  25th  of  June,  1773,  the 


ii)g8  were  immediately  edited — subjects 
of  dissension  increased — and  the  senium 
proving  so  seriously  irreconcilable,  /tlicy, 
at  lengtii  agreed :  <*  Tl^H  fpr  the  pre- 
seut,  Mr.  HuddlostoA  should  occupy  the 
dwelling-house,  and  the  church  the  meet- 
ing-house, each  party  p^iy^ig  ^a  egiial 
share  of  the  mcuiporij^ncea  b^jonging 
thereto,  and  to  have  equal  privilege  in 
iljc  yard  for  a  burying  place/*  Apri) 
29,  1765,  is  the  last  date  of  Mr.  Ijudr 
dleston's  writing  ifi  the  church  book. 

**  The  chnrch  being  now  left  withput 
either  pastor  or  preacher,"  assemh],ed  aa 
i|3ual—- only  without  the.  stated  and  fre- 
quent services  of  Ministers — aad  have 
trJs^en  care  to  recQr4  the  'V  article  of  dif- 
fcpcpce"  betweeu  Mr.  H.  and  themselv^s^ 
together  with  their  owu  '*  remarks"  on 
tbem^  comprising  no  fewer  than  seven 
fplio  pages,  and  signed  by  IQ  members. 
(Se^  also  the  **  jproposi^ons,  &c.  by 
jQ^n  Huddleston,"  printed  at  White- 
haven, 1766.) 

Thus  destitute  of  a  regular  pastor, — 
<<  not^iing  worthy  pf  notice  happened  in 
(he  church  from  February  1767,  till  De- 
cember 176i,  when  Mr.  JIomn  Knip^^ 
of  Gr^nwich)  who  had  been  pastcir  of  a 
cpjoigr^ation  there  upwards  of  seven 
y<:axs,  and  was-  for  some  reasons, 
"  zi4n<jbd  to  leave  tbem,"  commenced  a. 
c^jffxefpondence — and  '*  f^;cordlngly  paid 
the  chureh  a  visit  in  February  1769,  th^ 
ch^urcb  approving  of  his  i^imstry,  after 
some  consultation  unanimously  agreed 


ordination  took  place — Mr.  Fimie  an<t 
Mr.  Wharton,  at  the  church's  reques|„ 
came  and  engaged  in  the  services/'— T^r 
last  record  of  Mr^  W>  bears  the  date  of 
April  3,  1774 ;  and  here  it  may  be  ob-^ 
served,  tliat  the  reg^tar  concludes  its 
length  and  details,  presenting  theucefor- 
ward  only  incidental  notices. 

*<  On  the  ?3d  of  June,  1789,  T, 
BowsEB,  who  had  been  pastor  over  the 
j^ptist  church  at  Supderland,  m  the 
county  of  Durham,  for  about  seven  years^ 
and  being  at  full  liberty—at  the  desire  of 
Mr,  Whitfield  came  to  visit  us" — **  at 
length  agreed  to  come— we  being  but  low 
in  temporals  were  not  able  to  provide 
fully  for  him  and  family,  he  therefore 
purposed  to  begin  a  school — accordingly 
he  opened  a  school  on  Monday  the  20tA 
of  July." 

Mr.  B.J  however,  remained  but  a  very 
short  pcnod,  for  on  **  the  17th  of  De- 
cember, 1781,  beset  off  ifor  Bolton." 

«  William  Graham  was  ordained  « 
pastor  in  the  Baptist  church,  May  9^ 
178^,  by  Mr.  Bamfoid  and  Mr.  Har-. 
bottle."     "  He  appeared  (says  a  corres- 

Sondent)  to  be  useful  in  winning  fouls  to^ 
esus  Christ ;  but  his  embracing  the  sea^ 
timents  of  Mr.  Maclean^^  late  of  £din-> 
burgh,  was  the  cause  of  an  unhappy  divi-. 
sion  amongst  them;  Mr.  Grahani  and 
his  party  quitted  the  place  of  worship,^ 
and  met  in  another  part  of  the  town: 


to  give  him  a  call,  whicU  he  i^reed  ta  the  few  that  were  left  in  the  meeting'^ 

ncpept  of — and  after  some  o^b^tacles  to  house,  never  afterwards  obtained  a  mi- 

X\9    ^C(X)nAplishi^ntA  "  he    arrived  in  nister  over  them,   sometimes  they  had 

SVhitehavcn,  August  12,  1^69."  occasional  preachiing,  but' they  generallv 

Ko.^ember  3^.  he  was  orduned,  but,  met  together  on  trord's  day$,  and  hacL 

^be  churcb  uojt  thinking  it  necessary  prayer,  singing,  and  reading.    Thisf  con- 


tinued for  several  years,  during  which 
Mr.  Graham  died,  a!nd  his  people  having 
obtained  a  ^r,  Jameson  (or  Georgb 
JamiesoNj^)  about  1B07,  procured  the 
key  of  the  old  meeting-house.  Hie 
preached  there  three  or  four  year^,  an^ 
then  quitted  th-o  town  for  Scotland^ 
There  is  now  up  minister  amoog  this 


to  call  in  the  assistance  of  ministers, 
XviA&^d^i  that  every  church  hatb  ^  power 
^  appoint  their  own  o|Bi;ers  without 
bluing  depen/Iant  upon  any  other,  and 
that  tb^  iniposition  of  handff  generally 
VStcd,^  V^iere  no  way&.  u^^^l  nor  essentisd 
to  nMi^i^ter'a  ordination,"asaembied,and 
^i^oj^  themselves  per^ormyed  the  service. 

*.*  l^fai^h  3,  177^,  Mi;.  Knipe  set  off  people*  and  they  are  few  in  number." 
with,  l^ia  famUy  ipv  XiQXi^Qn,  or  where  he         Uigh  ^eetmg  fornieriy  Antiburghar,  now 

might  fiiud  a  placej^  allcdgi^g  the  w^%  of  the  Associate   Synpd.—'l'iiQ   early   recojrda 

a  sufficient  supply,  the  clmrchnpt  th^nk-  Qf  Ibia  congreg^ttti.oQ^  were,  it  seeois*.  wr* 

log  thaA  to  be  the  (^nj^  reason  (thpugh  happily  IosJl  by  the  uiUfortmues  of  its  se- 

ail  thati  ^as  signed).?  and  not  being  ablje  ooud  minister.     Its  history  most  therefore, 

to  augmf^nt  his  salary,  were  agaiA  left,  he  derived  from  oral  iororinaiioq.     It  o<ir 

destitute  of  the  ministry  of  the  w.pr4  ftml  ginated,  accordiug  to  tite  testimony  of  Komo. 

olrher  public  pcivijlegea."  v^ed  persoui,  w'nU  a  (ew  pious  $coti|n)eus, 

,    **  In  l^ovember  l/72#  ^Xc  JPW  Wu,-:  who    ^cro  djssatl&fied    wiih  the   doclrinw 

^oNy  a^  gifted  memb^i;  in  t;he!  chj^rcbiO^  1|ben  preaphed  at  the  Low  Meeting,,  ciilier, 

N(;w,ca^e-uppn-Tyne»  paid  the  chuitch.  ijt^.tbe  time  of  Mr*  Astle}ior  hh  iinmediate 

n  visit,  and  stayed  foui;  Lprd'a  days,  anfi  i|UA;cessor.    Tbe  secesiiipu  irom  the  High, 

the  chucch  approving  of  hi^  gi^y   and.  Churph  of  Scotland,  had^  by  this  tinye,  heen, 

agreeing  with  him  in  sentimeu^>.  U#ani-  well  established,  aod  the  grand' division  of 

laously  agreed  to.^ve  him  a.  call  to.  come  tha^  hooourablo  body  of  Cuiifehsors  had. 

and    settle  with   t^enx^  which  call,    it  existed  abont  10  years;  apd  each   purty 

pleased  Gpd  to  dispose  his  mind  to  com-  had  become  zealous  ip  the  ppopagatioq  of 

six  ^tt^f  iP^  .s^cqrdipgly,  h$f.  «iu4.  lu§  ij^cai^f^aJl^^oatt»  «^  wcjl  sa  9Jt  kmf.    J^ 
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liU  time,  tfao  Antiborgbers  visited  White- 
bavcD,  and  were  enabled  to  make  a  very 
ftucceiwriil  ooinmeucoment  by  the  minbtrjr 
of  Mr.  William  Graham.  Tfaia  Talu- 
able  fMstor,  having  laboured  here  some* 
Ivfaat  more  tliaa  a  year,  aocceoded  io  1759* 
in  the  erection  or  a  oommodious  meeting- 
lioase.  In  the  absence  of  writtefi  memo- 
riaU,  it  is  pleasant  to  state,  upon  credible 
,  living  testimony,  that  ho  was  eminently 
devoted  to  his  work.  Nor  was  he  satisfied 
with  the  fervent  and  faithful  ministratiooa 
of  the  pulpit,  and  the  kind  pastoral  visits 
'<  from  hdase  to  bouse,"  but  also  employed 
the  press  for  the  welfare  of  his  endeared 
charge.  In  1764  be  published  '*  The 
Worth  of  the  Soul,**  an  epistolary  ad- 
dress, breathing  the  mo»t  afieotionate  and 
siooere  doiiires  for  the  spiritoal  improve- 
ment of  tliotte  who  attended  his  ministry. 
Onr  informant  do«s  not  positively  know 
bow  many  years  Mr.  G.  continued  at  this 
place ;  but  there  is  no  doubt  of  bis  re- 
moving hence  to  Newcastle  upon  Tyno. 
His  able  and  well  known  **  Review  of 
Ecclesiastical  Establishments,*'  renders  it 
unnecessary  tu  make  any  observations  on 
bis.  superior  mental  character;  and  his  mi- 
nisterial excellencies  have  been  appro-, 
ciated  by  the  Autibnrgher  churches  at 
Whitehaven  and  Newcastle.  He  wss  fol- 
lowed by  Mr.  John  Colquhoun  of  Eiiin- 
burgh,  who  is  ssid  to  have  officiated  here 
about  14  or  15  years.  Unhappily  this  gon- 
tieman  was  engaged  in  secular  concerns,  uni- 
ting the  tradesman  with  the  minister,  and 
becoming  at  length  embarrassed  in  his  cir- 
cumstances, was  a  bankrupt,  and  imprisoned! 
At  this  period  the  records  of  the  Church, 
which  had  unfortunately  been  in  bis  pos- 
session, were  irrecoverably  lost.  Shortly 
iifker  his  release  fi*om  confinement,  he  went 
over  to  the  isle  of  Man,  where  he  died 
an  igoobto  death.  Mr.  David  Willi  a  m- 
soN,  a  native  of  Pifeshire,  became  the  mi- 
nister of  thiib  Chapel  in  the  year  1787. 
He  had  not  been  long  settled  here,  before 
be  published  his  '*  Lectures  on  Civil  and 
Religions  Liberty,*'  which  are  held  in 
great  esteem  by  the  true  friends  of  the 
constitution,  and  served  to  bring  him  into 
general  notice.  We  have  been  informed 
that  these  Lectures  induced  the  late  Lord 
Muncaster  to  offer  him  a  living  in  the 
Established  Church  of  England.  Mr.  W. 
however,  was  too  much  the  friend  of  that 
**  Liberty'*  which  he  had  so  ably  advocated, 
to  yield  to  the  indunemeut :  and  though  flat- 
tering  to  human  frailty  such  offers  may  ever 
be,  yet  conscientious  principle  will  pity  the 
weakness  that  dictates  them,  and  resist 
with  unrcpenting  firmness,  every  temp- 
tation to  violate  what  is  consistent  and 
honourable.  He  also  sent  to  the  press, 
"  Political  Debates,*'  and  •*  Correspon- 
dence with  the  Rev.  John  Newton."  the 
once  worthy  and  universally  known  Rectof 
of  St.  Mary  Wuoluoth,  London.  In  1800, 
Mr,    WilliaiBsoili   approved  .  himself  the 


eloquent  and  successful  champion  of  or- 
thodoxy, by  an  interesting  pamphlet,  en- 
titled «<  The  Doctrine  of  the  Chnrcbes 
of  England  and  Scotland,  &c.,  with  re- 
spctet  to  the  **  Eternal  Sonsbip  of  (Mtrist, 
and  the  Processioo  of  the  Holy  Ghost, 
&c. ;  in  reply  to  the  Sociniao  writings  of 
a  Mr.^  Murray  of  Newcastle,  and  a  Mr. 
James  Sikes  of  Whitehaven.  Had  Mr. 
Williamson  kept  a  Register  of  Church 
transactions,  it  would  have  bren  highly 
gratifying  to  nt  to  have  given  extracts 
from  it,  as  indications  of  the  actual  ef- 
fect of  bis  ministry,  and  the  ex  teat  of 
spiritual  religion  among  bis  people.  A 
favourable  report  is  certainly  given  of 
bis  pulpit  exertions,  and  be  is  known  to 
have  secured  the  regular  atfendanoe  of  a 
respectable  and  numerous  congregation  for 
many  years.  It  is  sincerely  lamented  that 
any  cloud  should  have  orerKbadowed  a 
son  which  bad  long  shone  so  brilliantly  ; 
for  who  would  not  have  bailed  its  settmg 
in  its  once-admired  splendour!  Fidelity, 
however,  compels  us  to  state,  that  secular 
business,  (the  bane  of  one  of  his  predeces- 
sors in  the  Christian  ministry'  at  this  place,) 
led  to  connexions  and  conju*quences  wfaich 
contributed  to  the  diminution  of  bis  bear- 
ers, and  ultimately  to  bis  own  dtsmisdoo 
from  a  sphere  of  labour,  at  one  time  occu- 
pied with  flattering  eclat  and  mnoh  appa- 
rent success.  In  the  summer  of  ]  8K>,  Mr. 
Williamson,  after  encountering  a  variety  of 
untoward  circumstances  and  couflictK  with 
his  people,  was  induced  -to  leave  White- 
haven, with  his  family,  and  cross  the  At- 
lantic to  the  United  States  of  North  Ame- 
rioa>  where  he  was  destined  soon  to  finish 
his  mortal  course.  In  the  obituary  list  of 
the  New  York  Commercial  Advertiser,  of 
the  15th  of  May  (1821)  we  observe  the 
following  ; — **  On  the  evening  of  the  I3tfa 
inst.  the  Rev.  David  Williamsoo,  aged  38 
years,  a  native  of  Fifeshire,  Scotlaad,  and 
for  upwards  of  SO  years  pastor  of  tbe  As- 
sociated Congregation  at  WbitcbaTea,  Eng- 
land. Mr.  W.  arrived  in  this  city  aboet 
nine  months  ago.  A  severe  cold,  contract- 
ed on  the  passage,  rendered  bim  anable  to 
preach  only  a  few  weeks  afker  bis  arrival, 
and  has  finally  terminated  bis  oseful  Idtouni 
in  the  Church  of  Christ  among  straiq^ers.* 
(Whitehaven  Gazette,  Jnly  ^S,  1821.)— 
Mr.  Robert  Hogg  bas  taken  the  oTersi^t 
of  this  people,  and  is  said  to  have  an  in- 
creasing auditory,  usually  amoanting  to 
about  300  persons. 

Du/ce  Street,  formerly  Lady  Hanfingdon's, 
now  Independent.— ^This  oongr^atioa  was 
raised  by  the  stndents  of  the  late  Coaitess 
of  Huntingdon's  College,  ||fon  at  Treveeee, 
in  South  Wales,  together  with  tbe  ooca- 
«ionai  services  of  the  Rev.  George  Border, 
then  at  Ulverstone*  The  old  ptay-^unue  m 
Atbion-street  was  procured  fur  the  plaee  of 
meeting;  and  Mr.  John  Qerbysbirs, 
stationed  for  some  lime  at  liootle,  first 
preached  here  la  2783.    Tbe  coogregitiM 
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1822.] 

wMsiippliod  by  Mr. Thomas  Jones  np- 
warriN  of  R  year ;  and   than   by  Mr.  John 
WiMiAMS.   who  made  a  abort  stay.     He 
wan  roliowetl  by  Mr.  Thomas  Jonss,  Jan., 
on  tli«  Idtli  ot'September,  in  the  year  1785. 
wliosA  lionlinoanoo  ivas  not  long,  and  be  was 
tucceedi'd  by  Mr.  Robert    Kllis,  wbo, 
a/ter  remaining  aboat   tbree  qnartera  of  a 
year,  returoed   to  Uiverstone.     Mr.  Tho- 
mas Cook,  alsoedacated  at  Trefecca,  com- 
menced bi»  ministry  here  Jan.$6»  1788t  and 
preuclied  in  the  same  place  till  it  was  con- 
verted into  i(  )!:ranary  ;  after  which  a  large 
Tobacco-roim,  in  Scotch- ttreet,  was  occupied 
by  the  increasing  congregation.  The  Chapel 
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but  given  to  the  present  trostees,  when 
disposed  of.*'  On  tho  18th  of  April,  1819, 
Mr.  Cook  resigned  tbe  ministerial  office, 
and  his  meeting-boose  was  prooared  for 
tbe  nse  of  tbe  congregation,  which  bad 
been  raised  by  the  late  Mr.  Rose  in. 
James-street  Cbapel.  After  undergoing  con- 
siderable alterations  and  enlargement,  the 
place  was  ready  for  the  above  congregation 
about  the  close  of  the  same  year,  and  W, 
Archiba-ld  jACkt  educated  attheTbeolo- 
gical  Institution  of  Messrs.  Ewing  and 
Wardlfrw,  and  the  University  at  GlaKgow* 
agreed  to  a  unanimous  invitation  for  the 
pastorship.     In  the  following  spring  Mr.  Jt 


VI  Duhe'Street  wan  opened  on  the  J 5th  of     was  ordained  to  his  work,  when  the  services 


December,  1793,  when  Mr.  Daniel  Gray* 
of  liootle«  and  Mr.  Lewis  Williams,  of  Ul- 
verst one,  engaged  in  the  services  for  a  large 
snd  ail  attentive  asMenibly.  Mr.  Cook, whose 
laborions  and  laudable  exertions  were  thus 
rendered  sn  eminently  successful,  continned 
lo  otliciate  here  for  many  years.  He  states 
that  "  The  building  was  personal  property, 
lavc  a  few  donations  which  were  not  sold. 


of  his  able  tutors  were  kindly  afTurded  ; 
their  addreases  have  been  sinuo  publiabcd. 
Tbe  late  minister  bore  now  discharges  tbo 
deacon's  office  with  very  great  and  general 
acceptance,  and  rejoices  in  witnessing  the 
continned  prosperity  uf  Zion.  Tho  congre- 
gation- usually  coniiist.H  of  about  500,  of 
whom  140  are  united  together  in  Church- 
fellowaliip.  (  To  becunduded  in  Suppletncni^J 


II.  MISCELLANEOUS. 


We  are  highly  gratified  to  find  that 
be  New  Fund  Society,  for  tbe  assist- 
mec  of  the  widows  of  dissenting  minis- 
ters has  been  regularly  organised.  An 
nstitution  of  this  kind,  on  an  extended 
)l<iny  has  long  been  urgently  required, 
ad  we  trust  that  it  will  receive  liberal 
upport.  The  details  Lave  been  pro- 
nised  U9,  and  we  sball  probably  commu- 
icate  them  in  a  future  number. 

The  personal,  moral,  and  spiritual 
eccssities  of  the  watermen  and  barge- 
len  of  the  river  Thames,  have  at  length 
ttmcted  tbe  notice  of  the  religious 
'orld,  and  a  number  of  beneficent  indi- 
iduals  have  formed  themselves  into  an 
.ssociat'iu^i  "  for  tbe  express  purpose  of 
romoting  by  prudent  means  amongst 
icsc  persons'  the  special  duties  of  Reli- 
ori :  as  attendance  on  divine  worship, 
ith  reverence  and  affection  for 'the  word 
'  God ;  distributing  Bibles  and  Tracts ; 
rnaation  of  schools  for  the  education 
id  clothing  of  their  children ;  and  the 
sction  of  an  Asylum  foi*  those  of  good 
aracter  who  may  be  past  labour." 
ot  less  than  9000  persons  are  employed 

<*  Rivermen,"  and  when  their  families 
3  added  to  this  number,  it  will  be  seen 
how  large  a  mass  of  ignoraYice  and 
sery  the  Society's  exertions  inll  bear. 
I  ere  can  be  no  (Question  of  the  libera- 
y  of  the  public  towards  this  labour  of 
rintinn  sympathy  and  love. 
We  have  read  with  great  interest  the 
-vetitli  Report  of  the  Committee  of 
Lnagcnient  of  the  Theological  Academy 
Crlasgow,  under  the  care  of  Mr.  Ew- 

nnd  X)r-  VVardlaw.     In  this  important 
litution   sixteen  students  are  trained 

the  Christian  ministry,  aud  more  are 


eagerly  desirous  of  admittance  to  the  en- 
joyment of  its  advantages,  but  whose  ap- 
plications the  Committee  are  unable, 
through  the  deficiency  of  funds,  to  en- 
tertain. A  strong  appeal  is, made  by  the 
Committee  to  the  churches  who  have  beepi 
supplied  from  the  Academy,  and  we  trust 
that  it  will  not  have  been  made  in  vain. 
The  Treasurer,  Mr.  M'Gauin,  is  i'120.  in 
arrear,  and  we ,  really  think  that  a  more 
general  appeal  to  the  religious  public,  in 
behalf  of  so  valuable  and  disinterested  an 
institution^  would  be  cheerfully  wel- 
'comed. 

At  Morton,  in  Gloucestershire,  there 
was  public  acknowledgment  made  of 
God's  goodness  in  wholly  relieving  the 
congregation  from  the  debt  contracted  in 
building  the  place  in  which  they  then 
worshipped;  by  inspiring  the  hearts  of 
his  servants  to  whom  he  had  intrusted 
Ait  silver  and  gold,  and  who  generously 
devoted  part  of  their  store  for  this  his 
service:— and  fervent  prayers  were  of- 
fered on  behalf  of  all  the  pious  benefac- 
tors who  had  co.Htributcd  to  this^  impor- 
tant end.  May  the  example  so  laudably 
set^  be  followed  by  every  congregation  so 
assisted  !  Tbe  service  was  carried  on  by 
the  aid  of  neighbouring  ministers. 

Chapel  burnt  at  Hertford, — On  Tuesday 
morning,  the  nineteenth  instant,  between 
the  hours  of  three  and  four,  a  dreadful 
fire  broke  out  in  Back  Street,  Hertford, 
on  the  premises  of  Mr.  Serel,  tallow- 
enahdler  and  melter,  which  consumed 
the  same,  together  \nth  the  chapel  ad- 
joining. Nothing  was  left  but  the  bare 
walls  of  the  chapel,  which  had  been 
opened,  in  connection  with  Cheshunt 
College,  that  very  day  four  years. 
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thd  KdlTtoi^  wifl  feel  ohH^ged  to  Litei%ry  GeittteftoM  sn^  PdilUb^n  Tor  the  cm- 
iHtiniolrttoii  df  Notices  (pbst  |>ai4>  Miteil  t«^  this  DojHtf twitodtol  the  bui/Doir  GnvisTiiir 
IrrsTilucTOit. 


WORKS  PKSFARIKO  FOft  THE  PHES9. 

A  Yolamc  of  Sermoirii  of  the  Yate  R0^. 
Hugli  Worthington,  pi'eacbed  at  Saltors' 
Htril,  betvtrcon  the  years  IBOO  and  t9l0. 

A  Mother*!  Portrait,  sketched  soon  after 
lier  decease,  for  tlie  study  of  ker  Chii<frett« 
hy  fboir  sorvtring  Parent,  with  Urt  (^ 
graving,  in  Ifnio. 

Scriptore  Frsigilicnts,  in  ProM  attd  Vei^(}, 
Ibr  Sttialay  Sclinols. 

A'  now  Plditioa  of  Afr.  Jay's*  Ftentily 
l*ray*rs,  in  8vo. 

The  Lii^  and  Reniaimi  of  t!ic  latto  Dr. 
CMarko,  of  Cambridge. 

A  Second  Volume  of  Sermons,  by  tffe 
Rer.  Dr.  hfyles,  of  Brighton,  in  8vn. 

A  second  Edition  of  the  Rev.  Joseph' 
Hughes's  Funeral  Sermon  for  tile  IMb  Rtfv. 
John  Owen. 

Narrative  of  a  Journey  from  the  Shores 
of  Hudsoo's  Bay,  to  the  Mouth  of  the 
Copper-mine  River,  &c.  &c.  liy  Captaia 
John  Franklin.  4to.  with  plate.<». , 

A  Latin  Grammar.  By  I.  J.  G.  Schelier, 
Translated  from  tltc  German,  with  an  Ap- 

iieodix  and  Notes,  by  George  Walker,  \t.  A. 
ate  Fellow  of  Trinity  College,  Cambridgv^ 
An  Abridgement  of  Paradise  Lost*     By 
JjAr%.  Siddons.   8vo. 

llie  Book  of  the  Ghnreh.  By  Robert 
Soathey.    8vo« 


WORKS   ItECBNTLY  PUBLISHED. 

An  inttedaetion  to  the  OrStiral  Study 
arid  KntftWledge  of  lli«  Holy  Scnptures. 
Bf  TbDiliits  H.  H6me,  A.  M.  Third  Editk*. 
Ctfrr^ttfd,  lit  4  voltf.  8vo.  ^3.  3s. 

Sa|i»|>h»Mentttt7  P^ges  to  the  Second  Edi- 
tibn  df  Mf.  HloriMrV.Introdoctfon;  ao  ar^ 
ranged  an  to  be  itiit/fiftd  in  the  Volumes  (a 
WiricU  they  respdetiilly  belong.  8v'o.  3s.6<l. 

M^moii*s  oftbiS'RiSv.  JoftcphBeosoo.  By 
ffle  Ref .  James  M'Donald.  8vo.  10s.  6d. 
b^rardsl 

Oti  ^^  Means  of  obtaining  Salisfkrtiov 
Wfttt  Hsgard'to  theTnrfh  of  Religious  Sen. 
iim<*rits-:  a  S^n&Oii.  By  John  Pye  Sroitb, 
ZKB.    Ui 

Profesaiofi  is  not  Principle;  or,  tbe 
Name  ChriRtian  is  not  Christianity.  By  tbe 
Author  of  "  Beciaion,"  ISno.  3s.  6«l. 
boards. 

A  Catalogue  of  Books  for  1823,  on  Mis- 
cellaneona  Subjects,  and  io  Theology.  By 
James  Rusher,  Heading. 

The  Reading  Guide  and  Berksbiro  Di- 
rectorv  ftir  1823. 

The'HiKtory  of  Henry  Mtloer,  a  liUle 
B<>y,  who  was' not  brought  op  according  Io 
tiie  FashU>uiiii  ot  the  World.  By  Mrs. 
SboFwood.    12mo.    3s,  6^» 

A  Vindication  of  ^t.  Sl«tihe#  and  St* 
Luke.   ^vo.    10s.  6d.' 


ANSWERS  TO  COftRE  SPOIs[DENtS,  &€• 

Cosfiiu NIC Ai TONS  bare  this  month  been  rdoetVed'  f^^dnr  Rev.  (jrovllle  V^wnag— 
W.  Orme^W:  Hull^J.  Turner— R.  PiiiTip— jimeS  Chorobiltl-W.  Crdenwood- 
Sanfuel  Peele — J»  I^ackburn-^T.  Maon— J.  librae — ^J.  I^oopOr — Sa.niael  Drew— 
J.  Snelgar— S".  Fiatkett.    . 

Also  from  Messrs.  W.  RUerby — ^Aarori  C*  Seymour^'- James  Burn — Leo  Popiarv — Qaie* 
— Vialorius  Mercator—  Amana— ^J.  Wstodford-<— Lafcasr— C.  S.  A. 

•    Tbv  OommunicatioD  cff  Viatm-iuK  xMercMtor  Wt)#M  hare  been  irrsert^  Ibis  aMMiCb,  had 
I  BMt  aaoilioi'  article  oa  ihb  sauke  gefieral  subject  bcai^actMlljrio  types^ 

We  arte  sorry  to  baiiB  given  offeAce  f^  our  GonNiftipofttfeAt  5^  •*•  •.  Iflie  wiH  potit 
out  any  way  in  which  t  prkafO  corn'MnnicAtioAf  tilky*  r^b'-hiM-,  v^e  ccrtr  c^plaitt  ovraelres 
ttiorer  specifieally.  ^  ' 

^ '  We  feel  ourselves  muob  indebted  to  Leo  FbpJa.Vr  for  bis  frieodfy  fainta,  Tbe  plas 
lie  suggests  has  been  under  consideration,  but'  diffioaTiios  of  more  kinda  t$an  one  have 
liltherto  prevcnfed  its  adoption. 

We  roust  dectitie  inserting  Uie  letter  froai  Tewkesbury.  It  U^  no  futri-  of  oar  plaa  Io 
interfere  in  such  majLters,  neither  can  we  open  our  pages  to  i«termiuabl«  oootroveraies  oa 
persanal  differences* 

ThvCommtinneatioos  of  Messrs.  Wbitteridg«y  Sibr^v  Haeket^^  Sdym«iir,  Htill,  Blto-bf. 

■and  Peele,  in  tbe  departnrent  of  Statistics,  tave  been  reieaived ;   and  we  reifer  tfaesr 

'GeAHemev  to  tbe  present  Nmnbor,  and'  jio  tb«  &o|iifdeflMutj  which  will  appear  wn  tfco 

SOtft   of  tbe  present  mMith,  far  proofs  of  thd  abUndlMt,  sad  we  bopo  satisfaotoryt  V 

wbtelt  wa  bav«  made  of  their  favours*  -         . 
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MEMOIR    OF    THE    LATE    REV.   SAMUEL    NEWTON, 

THIRTY-SIX  YEARS  PASTOR  OF  THE  CONOREOATIONAL  CHVStCH, 

WITHAM,    ESSEiX. 

(Concluded  fnm  page  622.) 


As  in  early  life^  under  his  father's 
care,  and,  while  enjojring  the  ad- 
vantages of  academical  education , 
Mr.  Newton  had  been  a  diligent 
student,  so  in  the  earlier  years  of 
his  subsequent  ministry,  he  was 
indeiatigable  in  labours  for  the  ao» 
quisidon  of  knowledge,  and  thus 
laid  a  solid  foundation  for  perma- 
nent reputation  and    usefulness* 
To  the  learned  languages  he  eon« 
tinued  to  pay  unremitted  attention, 
and  his  reading  in  theology  and  in 
general  literature  was  very  extent 
aive.    The  critical  study  of  the 
Sacred  Scriptures  was  with  him  a 
favourite  pursuit,    in    which    he. 
particularly  excelled,   and  whidl 
he  very  skilfully  employed  in  his 
public  ministry,  for  the  important 
purpose    of    plaeing    before    his 
hearers  the  accurate  meaning  of 
the   divine  word.     Diligence  id 
study  is  the  only  path  by  which  a 
man  can  attain  and  preserve  «mi« 
nepce  as  a  scholar  and  a  minister; 
a  truth  with  which  Mr.  Newton'sv 
mind  was  deeply  impressed,  and 
by  which  he  was  animated  to  per« 
severing  labour.   So  solicitous  was 
he  to  convey  to  his  hearera'  minds 
the  exact  meaning  of  the  passage 
of   Holy  Writ  on  which  he  dis- 
coursed,   that    on    one  occasion, 
when,  by  reflecting  on  a  sermon 
be  had  delivered  to  his  people,  h^ 
>vaa  led  to  suppose  he  had  not 
^ven  them  the  proeise  meaning 
of  bis  text,  he  composed  a  second 
CoNO.  Mao.  Supp.  1822. 


sermon  on  the  same  passage,  and 
explaining  the  reason  oi  &  con- 
duct, preached  it  to  his  congre* 
gatidn  on  the  following  Sabbath 
day. 

Mr.  Newton  being  eminently 
qualified,  by  his  great  learning  and 
dl>ilities,  to  become  the  instructor 
of  candidates  for  the  Christian  mii« 
nistry,  and  ever  ready,  through 
the  kindness  of  hia^di^MMition,  to 
serve  others  to  the  utmost  extent 
of  his  ability,  he  in  the  year  180A 
encouraged  Mr.  Charles  Lowe  to 
turn  his  attention  to  the  ministry^ 
and  afforded  him  essential  service 
in  tnrosecuting  his  preliminary 
studies.  Mr.  Lowe  being  after* 
wards  settled  over  the  neighbour^ 
ing  church  at  Tiptree  Hem,  oofi* 
tinued,  to  the  period  of  Mr.  Newvn 
ton'a  dea&,  to  spend  one  day  ii^ 
every  week  at  his  house,  proceed* 
ing  in  his  studies  under  his  supe^« 
hitendance,  and  receiving  fktti 
htm  a  fathei's  care  and  kindness* 
For  Mr.  Lowe,  Mr.  Newton  ,ever 
felt  the  warmest  aflection,  reposed 
in  him  the  most  unbounded  oonfi* 
dcfice^  and  found  the  greatest  sa* 
tisfiusficm  in  reflecting  that  he  had 
been  instrumental  in  in|]X)ducing 
him-  to  the  ministry,  and  in  qua* 
lifyiug  him  for  his  work.  Mr. 
Hunwick,  df  Kelvedon,  neai^ 
Witham,  who  had  been  drawn,  by 
the  providence  of  God,  fl^om  an 
obscure  station  in  life,  to  serve 
hipi  in  the  Gospel  of  his  Son,  was 
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6l^  Memd^  dfthe  laie  Rev. 

also  received  by  Mr.  Newton 
under  his  care,  to  supply  in  some 
degree  the  want  of  tliose  earlier 
opportunities  of  education,  from 
the  due  improvement  of  which  a 
preacher  derives  so  many  advan« 
tagas  in  the  discharge  of  his  public . 
duties.  Mr.  Hun  wick  profited 
much  by  the  instructions  of  his 
kind  and  able  tutor,  and  has  be* 
come  in  his  station  a  most  res- 
pectable and  useful  minister  of  the 
Gospel.  There  seems  something 
apostolic  in  a  pastor  of  mature 
years,  learning,  and  ability,  receiv- 
ing under  his  care  men  entering 
on  the  discharge  bf  their  ministry 
in  neighbouring  village  stations, 
and  affording  them  the  advantage 
of  his  society,  his  advice,  and  his 
instruction.  Perhaps  ministers 
qualified  by  learning,  character, 
and  experience,  could  not  confer 
a  greater  blessing  on  our  cause  as 
Congregational  Dissenters,  or  con** 
tribute  '  more  extensively  to  the 
wide  and  permanent  spread  of  the 
Gospel  in  oar  native  .land,  than 
by  educating  suitable  persons  with 
an  express  view  fbr  the  important 
station  of  village  evangelists.  Mr. 
Newton*  was  also  the  'assiduous 
and  successful  tutor  of  Mr.  John 
Smith  and  Mr.  James  Mereer  fbr 
the  arduous  work  of  Christian 
Missionaries,  land  they  both  are 
now  diHgently  and  usefolly  em- 
ployed in^llieir  holy .'attd  •  bene^ 
volent  exertions  axnong  thenegro^ 
8lav«s  iti  the' West  Indian  Colony 
of  Deitierara.  Mt.  Newton  never 
derived  the  slightest  emolument 
from  these  labours.  • 

While  Mr.  Newton  was  yet 
young  in  tllfe  ministry,'  that  noble 
institution,  "  The  London  Mis» 
sioiiary  Society,'*  was  planned  arid 
organis^ed  on  prtndpies  of  enlighU 
en'ed  and  comprehensive-  benevo- 
lence, which  will  long  render  it  a 
fair  rfionumi&nt  of  tilre  sound  wis-* 
dom,  liberal  prindples,  and  fervent 
zeal  of  the  venerable  men  with 
whom  the  design  originated.  Such 
a  scheme  could  not  but  commend 


Samuel  NefvUm^      [[SuppLEHENfi 

itself  to  the  understanding  and  the 
heart  of  a  man  of  Mr.  Newton's 
liberal  and  benevolent  mind.  He 
entered  cordially  and  actively  into 
the  support  of  the  society,  and  in 
the  first  year  of  its  institution,  con- 
tributed *JC86.  as  the  fruit  of  a  col- 
lectioil  on  its  behalf  in  his  own 
congregation.  At  the  anniversary 
of  this  Society  in  the  year  1807, 
he  was  selected  to  preach  one  of 
the  sermons,  and  pleaded  earnestly 
for  his  noble  cause  in  Surrey  Cha- 
pel, from  Ps.  Ixxii.  1 7-  In  the  year 
1814,  he  exerted  his  powerful 
talents  sifid  influence  to  establish 
an  Auxiliary  Missionary  Society 
in  the  county  of  Essex,  an  insti- 
tution which  nmy  be  said  to  owe 
its  existence  to  his  efforts,  and 
which  he  steadily  Supported,  when 
it  did  not  meet  with  that  universal 
and  zealous  support  throughout 
the  county  it  so  well  deserved; 
but  whidi  he  had  the  happiness  of 
living  to  see  advance  to  great  effi« 
eiency  and  prosperity. 
.  The  warmest  advocates  of  Mis- 
sionary labours  abroad,  have,  ahnost 
universally,  been  found  among  the 
most  active  friends  of  institutions 
to  spread  the  ,  Gospel  in  th w  na- 
tive country ;— a  fact  which  ought 
to  silence  for  ever  the  objection  to 
foreign  missions,  '^  that  our  labours 
are  needed  at  home ;"— an  objec- 
tion generally  originating^  not  in 
pity  for*  those  who  are  perishing 
forlack  of  knowledge  in  our  native 
land,  but  in  parsimony  and  in 
indifference  to  the  salvation  of 
precious  souls.  Mr.  Newton  had 
a  heart  to  feel  not  only  fbr  the 
far  distant  heathen,  but  also  for  the 
careless,  ignorant,  nominal  Chris- 
tians, with  whom  our  whole 
country,  but  especially  our  retired 
villages  and  hamlets^  abound. 
A  society  for  village  preaching 
throughout  the  county  of  Essex 
was  contemplated  about  the  year 
17979  and  Mr.  Newton  assisted  in 
dmwing  up  the  plaii  of  the  pro- 
jected association,  and  preaebc^l  at 
ita  formation  at  Danmow,  June  5, 
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l^QS,.  from    John   iv.    35,    S6.  privately  taken  in  this  important 

since  which  time  the  society  has  -work. 

continued  in  active  operation,  and  In  ^e  course  of  his  ministry; 
thelaboursofi^s  agents  have  been  -Mn  Newton  published  several 
blessed  to  the  conversion  of  man  v  single  sermons  preached  on  funeral 
souls.  But  of  all  the  public  insti-  or  other  pubHc  occasions.  Per* 
tutionsfor  promoting  the  spiritual  haps  no  one  of  these  was  pre- 
.weUare  of  mankind,  with  which  .  pared  with  a  view  to  the  press; 
our  age  and  country  so  happily  but  they  were  printed  at  the  re- 
abound,  the  British  and  Foreign  qi|est  of  his  hearers,  who  had  de- 
Bible  Society  stood  pre-eminent  rived  pleasure  efiid  advantage  in 
in  Mr.  Newton's  estimation.  To  hearing  them  from  the  pulpit,  and 
his  mind  there  was  something  irre-  miist  not,  therefore,  be  considerecl 
mstibly  engaging  in  the  simplicity  as  altogether  a  fair  specimen  of 
of  its  plan ;  in  the  amiable  and  what  he  would  have  produced  had 
affectionate  spirit  of  charity  by  he  written  expressly  for  the  public 
which  it  binds  together  Christians  eyei  When  Mr.  VVix,  a  clergy- 
of  all  denominations  in  active  co-  man  residing  in  a  parish  near 
operation ;  and  in  the  vast  and  Mr.  Newton,  issued  a  small  tiact, 
noUe  object  it  proposes  for  its*,  inviting  orthodox  Dissenters  to 
accomplishment  He  was  charmed  join  the  Established  Church,  he 
with  the  wisdom,  the  spirit,  and  thought  it  desirable  to  publish  a 
the  vastness  of  this  godlike  under-  short  reply  to  that  gentleman's 
takings  and  whenever  he  was  en-  -observations;  but  in  this  tract,  Mr., 
gaged,  in  its  support^  it  commu-  N»  has  been  thought  by  some  not 
nicated  an  impulse  to  his-  heart,  to  assume  a.  txme  sufficiently  firm 
and  called  into  exercise  the  fbll  -and  decided,  in  justification  of  our 
vigour  of  his  powerful  mind,  dissent  from  the  church  establish^ 
Hence,  Mr.  Newton  never-  ap-  ed  by  law  in  this  kingdom*  On 
-peared  to  more  advantage  in  pub^  %be  publication  olt  a  tract,  dnti>^ 
lie  than  when  employ^  as  the  tied  '^  The  •  Unitarian's  Appeal,'' 
advocate  of  the  Bible  Society :  which  was  industriously  circulated 
then  his  mind  was  at  liberty,  and  in  Mr.  Newton's  neighbourhood, 
in  full  play ;  then  his  heart  was.  he  stood  forward  as  the  champion 
warm,  and  all  his  deep  and  holy  of  Orthodox  sentiments,  and  wrote 
feelings  excited ;  then,  when  his  in  reply  '*  The  Trinitarian's  Ap« 
subject  commanded  the  willing  peal.^'  This  small  pamphlet  was 
service  of  all  his  faculties,  he  ap-  hAlowfid  by  a  larger  publication 
peared  a  great  and  a  good  roan,  a  on  the  saine  subject,  in  whieh 
Catholic  and  benevolent  Chris-  he  defends  his  former  work  fioia 
tian,  an  eloquent  and  im[H*es6ive  the  remarks  of  an  antagonist,  who 
speaker,  a  person  of  great  talents,  hfid  replied  to  it  under  the  agm 
learning,  and  information.  Among  nature  of  a  ^*  Layman,"  and  pro- 
the  Dissenters  of  Essex,  he  stood  ceeds  to  some  extended  remarks 
forth  as  the  most  powerful  advo-  on  the  Unitarian  Improved  Version 
cate  and  supporter  of  this  great  of  the  New  Testament.  This  pro- 
Institution.  He  was  among  the  dnction  of  Mr.  N.  would  .not  per* 
first  to.  exert  himself  for  the  esta-  haps  suffer  in  its  point  and  effect, 
blishment  of  the  Colchester  and  if  the  tone  in  which  it  is  written 
East  Essex  Auxiliary  Bible  So-  were  in  some  instances  softened 
ciety  in  the  year  1811 ;  but  with  into  greater  courtesy^  but  as  to 
a  modesty  deserving  the  more  the  substance  of  the-  work,  the 
commendation- in  this  age  of  show  force  of  tlie  arguments,,  and  the 
and  ostentetion,  he  concealed  from  justice  of  the  cnticisms,  it  ia  wor«« 
public  view  the  active  part  he  had  tby^  as  far  as  it  extends,  to  b« 
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classed  :nrith  the  many  valuably  .th«  djdightful  hope  of  jc»iiiiig  him 

and  learned  works  by  which,  in  among  "  the  spiriu  c^  just  men 

our days» ''the fiiath once deHvered  made  perfect,"   in  the   heavenly 

to  the  saints"  has  been  so  success-  world. 


fully  defended  against  the  attacks 
of  Sodnian  writers.  But»  on  the 
whole,  Mr.  Newton*s  learning  and 
talents  must  not  be  estimat^  by 
his  printed  works.    His  success^ 


On  Sabbath*day,  the  igtlk  cf 
May  last,  Mr.  Newton,  after 
administering  to  his  churdi  the 
sacrament  of  the  Lord's  Supjpa, 
took  leave  of  his  people,  being  on 


as  a  writer,  was  not  such  as  might  the  following  Tuesday  aboot  to 
have  been  anticipated^  considering  depart  for  Bath,  with  the  intention 
his  great  stares  of  knowledge  ana  of  supplying  the  pulpit  of  his 
vigorous  powers  of  mind.  His  friend  Mr.  Jay  for  six  Sabbatfa& 
style  is  nigged  and  abrupt;  his  The  half  of  this  engagement  he 
ideas  are  not  amplified ;  and  he  was  spared  to  fulfil.  During  the 
rarely  produced  a  smooUi  fiow  of  three  Sabbaths  he  officinted^  his 
thought  and  language.  Had  he  ministry  was  very  acc^table,  and 
cultivated  his  style  of  writing,  he  was  evidently  conducted  with  a 
mighty  doubtless,  have  greatly  im«  decided  and  a^alous  view  to  use- 
proved  it,  thoiigli,  perhaps,  he  fulness.  The  last  sermon  he  ever 
would  never  have  become  a  master  preached,  was  delivered  on  the 
of  polished  and  elegant  composi-  evening  of  the  second  day  of  June, 


tiou. 

In  these  active  pursuits  of  use^ 
fulness,  Mr.  Newton*s  life  wore 
awayj  diversified  only  by  change 
of  labour,  till  the  commencement 
of  the  year  18SI,  when  he  was 
called  to  witness  the  very  peaceful 


and  was  espedally  addressed  to 
the  young,  being  founded  on  the 
first  verse  of  the  55th  chapter  oi 
Isaiah.  On  this  last  Sabbath  of 
his  life  and  labours,  Mr.  Newton 
was  not  in  perfect  health.  From 
that  day  to  the  following  Thursday 


and  happy  departure  of  his  first  he  continued  unwell ;  but  his  ill- 
wife,  who  fini^ed  her  course  at  an  ness  excited  no  ilpprehenaioins  in 
advanced  age  with  joy  and  hope.  In  his  own  mind,  or  in  those  of  his 
the  course  of  the  summer  of  the  friends,  of  his  approachinn^  depar* 


same  year,  Mr.  Newton's  strength 
wi|dpipaired  by  attacks  of  paraly^ 
ais^and  the  general  state  of  his 
health  seemed  to  justify.aome  feara, 
that  his  life  imd  usefulness  would 
not  be  prolonged  to  any  &t  distant 
pmod.  In  the  autumn  of  18S1, 
he  nuurried  Miss  Delf,  of  Bungay, 
from  whose  affections  and  society 
he  was  so  soon  to  be  called  to  a 
world,  where  ^*  they  neither  marry 
nor  are  given  in  marriage,  but  are 
as  the  angels  of  God."  To  Mrs. 
Newtbn,  who  survives  to  deplore 
his  loss,  his  death,  so  early  after  her 
union  with  him>  must  have  been 

Cculiarly  distressing ;  she  consoles 
rself,  bowever,  by  the  pleasing 
recoUeetion,  that  she  contributed 
materially  to  the  oomfort  and  en 


ture.  On  the  day  {Hnevious  to  his 
death,  he  was  able  to  xide  out  in 
an  q)en  csrnage,  and  though  on 
the  morning  of  the  day  on  which 
he  died,  his  disorder  had  assumed 
a  more  threatening  aqiect^  yet  at 
four  o'clock  in  the  afternoon,  ht 
received  a  visit  from  a  brother 
minister  then  in  Bath,  and  n* 
mained  .still  unconscious  of  his 
approaching  dissolution.  But  ia 
si?:  hours  after  this  interview,  he 
was  no  mcate ;  so  rapid,  ao  unex* 
pected  was  the  progress  of  his  dis- 
ease. Mr.  Newton  being  tbas 
uncoilsctous  of  his  situation  donng 
the  progress  of  his  fatal  disorder, 
but  little,  relative  to  hia  dying  ex- 

Eerience,  coi^  of  course,  fall  firiMn 
is  lips.     He  was,  however^  heard 


joyment  of  the  last  days  of  her    to  speak  of  tl^e  preciousneaa  of- a 
honoured  husband ;  as  vrell  a^  by    Saviour's  bjood  i  ttua.wa^  as  might 
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have  been  expected:  the  SaTioin^t  known  to  declare  his  belief  that 
blood  was  his  only  hope  and  refiige  there  was  not  a  fdthfal  minister 
in  lifei  it  became  naturally  his  sup-  of  his  acquaintance,  however  hum« 
port  and  consolation  in  death.  ble  his  attainments,  who  would  not 
His  mortal  remains  were  con*  receive  higher  commendation,  and 
yeyed  to  Witham,  and  on  Friday,  a  brighter  crown  than  himself,  from 
Jane  the  I4th,  were  interred  m  the  Great  Lord  of  the  church  at 
the  same  grave  widi  those  of  his  Ifae  day  of  judgment    He  consi- 
iint  and  fidthfiil  partner,  whom  he  dered  that  his  salvation,  and  final 
so  soon  followed  to  the  tomb,  so  acceptance  as  a  minjjster  and   a 
soon  joined  in  glory.    In  the  town  Christian,  would  be  accomplished 
where  he  had  so  long  lived  and  only  by  a  most  unusual  and  won. 
laboured  with   univeml  esteem,  derful  exercise  of  unmerited  grace, 
every  mark  of  respect  to  his  me*  The  character  of  his  religious  ex« 
mory  was  shown.    Almost  everv  perience    and    feelings,    may  be 
shop  and  private  house  was  dosea.  judged  of  by  the  following  ex- 
Persons  of  all  religious  denomina«<  tract  from  the  answer  he  fblt  it 
tions  flocked  to  his  grave,  and  gave  his  duty  to  give  to  a  call,  which 
every  demonstration  how  much  in  the  course  of  his  ministry  at 
they  honoured  him  while  living,  Witham    he    received  from    the 
bow  much  they  deplored  his  loss  '  church  at  Norwich,  to  become  his 
now  he  was  no  more.    His  breth-  father's  assistant  in    the  pastori^ 
ren  in  the  ministry  around,  has*  oversight  of  them  in  the  Lord, 
tened  to  pay  the  last  tribute  of  their  ^  Allow  me  to  say,  that  as  there 
respect  to  one  who  had  long  held  is  something  in  the  approbation  of 
among  them  so  eminent  a  station.  Christian  brethren  grateful  to  the 
and  had  enjoyed  their  warm  afiec*  seriou3  mind,  while  it  affords  rea- 
tion  and  esteon.     The  address  at  sons  of  thankfiilness  |o  Him  who 
the  grave  was  delivered  by  the  i^iveth  us  favour  in  the  sight  of 
Rev.  W,  Walford,  of  Homerton,  men,  so,  through  our  depravity,  it 
who  had  long  heea  Mr.  Newton's  has  a  tendency  to  make  us  think 
intimate  friend,  and  the  funeral  more  highly  of  ourselves  than  we 
sermon  by  Dr.  Winter,  who  had  ought  to  think.     I  wish  to  guard 
been  his  feUow«student  in  their  against  this.   You,  I  am  persuaded, 
youthful  days.     The  address  and  think  m6re  highly  of  me  than  I 
lermoQ  have  since  been  published  deserve.    It  is  as  one  of  the  chief 
It    the    request  of  the  bereaved  of  sinners,  and  least  of  saints,  that 
shurch  and  congr^tion.  I  ought  to  press  forward  to  the 
Mr.  Newton's  religious  expe*  prize  of  the  high  calling  of  God  in 
ience  was  of  a  very  humbliitg  Christ  Jesus." 
endency;  so  deep  was  his  sense  In  the  discharge  of  his  public 
>f  his  tins  and  unworthiness,  as  ministry,  he  was  eminently  faith* 
0   lead  him  sometimes  to  feelings  fnl  and  desirous  of  doing  good, 
f  unnecsessary  despondency.     He  His  great  and  laudable  solicitude 
id   not  indeed   enjoy  so  much  to  ascertain  the  exact  meaning  of 
eaoe  and  joy  in  believmff,  as,  most  the  divine  word,  and  to  preach 
ig^hly  for  his  own  good,  and  for  the  precise  sense  of  the  texts  he 
le  glory  of  God,  the  Christian  fre-  chose,  has  been  already  mentioned, 
iiently  does  possess;  but  he  shone  He  paid  particular  attention  to  the 
L    deep   and  profound  humility,  young.     For  their  benefit  he  Wrote 
[e  would  repeatedly  declare  his  and  printed  a  little  tract,  called, 
»rfeet  willingness  to  sacrifice  his  '*  An    Address    to    the  Young," 
aming,  his  talents,  his  reputa*  which  he  gave  to  every    young 
on,    for  an  increase  of  personal  person  he  met  with.     It  was  hia 
>line88  and  piety.    He  has  been  uniform  practice  to  write  to  every 
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young  person  he  had  baptized,  on  cheater  ahortly  after  his  death,  his 
their  reaching  twelve  years  of  age,  name  was  associated  with  that  of 
remin  Jing  them  of  the  solemn  or-  his  venerable  friend,  the  late  Rev. 
dinance  in  which  their  parents  had  R.  Stevenson,  in  the  grief  and 
consecrated  them  to  Godwin  their  regret  expressed  by  all  present: 
unconscious  fnfancy,  explaining  to  their  loss  was  deplored  in  a  manner 
them  the  blessings  typified  in  that  which  proved  how.  they  had  been 
sacred  rite,  and  enforcing  upon  esteemed  and  beloved  by  all  their 
them  the  duties  arising  out  of  it.  brethren.  In  the  annual  sermon 
His  attention  to  the  wants  of  the.  before  the  associated  ministers, 
poor  of  his  charge,  both  in  things  and  in  the  records  of  the  associa- 
spiritual  and  temporal,  was  most  tion,  their  names  were  united  in  a 
kind  and  6xemp\ary,  He  was  memorial  highly  honourable  to 
too  kind  a  man  not  to  be  an  afiec^  th^r  worth  and  excellence, 
tionate  pastor.  From  the  time  when  Mr.  New*- 
.  Mr,  Newton  was  held  in  the  ton  was  so  decidedly  brought  to 
highest  estimation  as  a  man  of  God  by.  Christ  as  a  guilty  trem« 
learning,  talents,  cliaracter,  and  bling  sinner,  to  the  dose  of  life, 
piety  by  persons  of  all  religious  he  was  a  man  of  great  and  fervent 
denominations  in  the  extensive  devotion.  When  conducting  the 
circle  in  which  he  was  known,  studies  of  his  pupils,  he  would  not 
*  His  name  and  influence  uniformly  enter  on  his  lectures  without  call- 
carried  with  them  the  greatest  ing  on  his  young  friends  to  unite 
weight,  and  powerfully  aided  with  him  in  imploring  the  assist* 
every  cause  to  which  he  afforded  ance  of  the  Divine  Spirit  in  the 
his  sanction.  His  active  labours  acquisition  and  use  of  sacred  learn- 
in  the  service  of  the  Bible  Society,  ing.  .  When  visiting  the  abodes  of 
brought  him  into  more  prominent  the  sick  and  the.  cottages  of  the 
notice  with  persons  connected  poor,  he  would  pause  at  the  door 
with  the  EstabUahed  Church,  and  to  offer  up  an  ejaculatory  petition, 
with  Christians  of  other  sects ;  and.  that  he  might  be  guided  and  blessed 
the  marked  respect  with  which  he  in  his  conversation  and  devotional 
was  universally  received  among  intercourse  with  the  objects  of  his 
them,  proved  the  high  and  de-  spiritual  sympathy  and  care.  When 
served  estimation  in  which  he  was  walking  with  a  confidential  firiend, 
held.  £very  thing  contributed  to  to  enjoy  the  scenes  o£  nature  and 
this;  his  commanding  person. and  the  pleasures  of  air  and  exercise, 
address,  which  corresponded  so.  he  would  frequently  pause,  unco* 
well  with  the  character  of  his  ver  his  head,  and  stand  €or.  a  few 
mind;  his  manly  frankness;  his.  n:9.nentB  in  the  attitude  of  devor 
evident  superiority  to  Sectarian  tion.  He  wa»  known  to  be  very 
prejudice,  coupled  with  his  firm  frequent,  earnest,  and  particular  in 
attachment  to,  and  ojien  avowal  of  his  intercessions  -for  the  "  flock 
his  own  peculiar  sentiments ;  and  over  which  the  Holy  Ghost  had 
his  honest  and  zealous  attachment  made  him  overseer,"  petitians  that 
to  the  great  Bible  cause;  while  were,  doubtless,  heard  in  heaven, 
his  speeches  gave  decisive  proofs  and  which  may  yet  be  more  largely 
of  his  great  talents,  sound  learn**  answered  in  the  grgwing  prosperity 
ing,  and  extensive  informatidlh.  of  his  bereaved  people.  But  Air. 
His  fellow  ministers  of  the  same  Newton  was  a  most  decided  enemy 
denomination  in  the  covmtyof Essex,  to  long  prayers;  he  reprobated 
paid  ewery  mark  of  respect  to.  his  them  as  unnecessary,  and  naost  in- 
memory.  At  the  meeting  of  the  jurious  to  a  devotional  spirit, 
associated  body  of  congregational  Mr.  Newton  was  most  liberal 
ministers,  which  was  held  at  Col-  and  benevolent   Blessed  with  con* 
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siderable  property,  and  having  no 
family  to  provide  for^   he  set  no 
bounds  to   his    generosity.      He 
had  a  noble,  generous,  feeling  spi- 
rit.   He  could  not  witness  or  hear 
o(  distress  without  relieving    it. 
To  the  poor  of  his  flock  and  neigh- 
bourhood, he  was  a  most  liberal 
benefactor.     Perhaps  he  acted  too 
much  on  the  impulse  of  his  feel- 
ings; for  want  of  greater  caution, 
he  might  lay  himself  open  to  im- 
position ;  he  might,  through  want 
of  more  inquiry  and  consideration, 
sometimes  defeat  his  own  purposes 
of  kindness ;   there  was,  perhaps^ 
too  little  knowledge  of  the  ways 
of  the  selfish  world  di3played  in 
his  conduct. —  All  this  may   be 
true,  yet,  if  true,  it  only  set  his 
character  in  lovely  contrast  to  the 
suspicious,  unfeeling,  and  covetous 
spirit  of  too  many  who  talk  of  the 
grace  and  kindness  of  God  to  them, 
but  were  never  charmed  and  soft- 
ened by  that  grace  into  any  kind- 
ness and  liberality  towards  their 
fel  low-creatures. 

The  natural  temper  of  Mr.  New- 
ton was  warm  and  irritable,  but 
fie  was  incapable  of  a  malignant, 
3r  settled  angry  feeling  towards 
my  human  being.  He  was  most 
-eniarkable  for  his  placability.  Af- 
ar the  transient  warmth  of  his 
eniper  was  over,  the  full  kindness 
»f  his  amiable  heart  discovered  it- 
elf^  and  however  inferior  to  him- 
elf  the  individual  might  be  whom 
e  felt  conscious  he  had  treated 
ngrily,  he  was  ready  with  the 
unnblest  concession  and  apology ; 
)  thait  his  temper  often  shone 
»rth  from  these  sallies  in  more 
•veliness  than  it  could  had  it  ne- 
er  been  ruffled;  yet  must  it  be 
llowed  a  greater  virtue  to  con- 
fer the  temper  so  as  to  prevent 
iget  from  rising. — "  Be  not  soon 

It  is  ,  impossible  to  wish  Mr. 
ewton's  dispositions  to  have  been 
berw^ise  than  they  were;  but  to 
ve  rendered  him  a  perfect  cha- 
rter,   he   must    have    possessed 


more  self-control,  knowledge  of 
the  world,  and  cautious  wisdom  ; 
but  to  combine  excellencies  that 
shall  perfectly  poize  and  limit  each 
other,  so  that  no  one  shall  run  to 
excess,  or  degenerate  into  occa- 
sional evil,  is  not  the  attainment  of 
the  human  character  on  earth — it 
may  be .  its  dignity  and  perfection 
in  the  eternal  world. 

There  seemed  something  mor- 
bid in  the  constitution  of  Mr. 
Newton,  both  mentally  and  bodily.' 
It  might  be  that  this  temperament 
of  his  body  acted  unfavourably  on 
the  tone  of  his  mind.  This  often 
deprived  him  of  that  vigorous  ani- 
mation so  pleasurable  to  a  man's 
own  feelings,  and  so  peculiarly 
valuable  to  a  public  speaker.  Ana 
as  Mr.  Newton's  mental  efforts  de- 
pended very  much  on  the  excite- 
ment of  his  feelings,  it  sometimes 
spread  a  languor  over  his  public 
services.  There  can  be  little  doubt 
that  the  same  cause  contributed  to 
produce  those  distressing  and  un« 
necessary  apprehensions  as  to  his 
own  spiritual  state,  with  which  his 
mind  was  frequently  oppressed 
and  afflicted  even  to  the  end  of  his 
course.  But  he  has  escaped  from 
the  prison  of  his  clay. — His  spirit 
in  its  separate  existence  is  all  vi- 
gour and  joy.  Both  his  doubts 
and  his  faith  have  now  yielded  to 
sight  and  certainty.  His  Lord  is 
coming  to  raise  his  body  and  re- 
unite it  to  his  spirit  in  a  perfection 
of  vigour  and  fitness  for  enjoy- 
ment. ! 

Such  was  the  Rev.  Samuel  New* 
ton  —  a  man  most  loved  where 
most  known,  and  whose  private 
history,  had  it  been  recorded  by 
himself,  would  have  been  full  of 
interest  to  every  spiritual  mind. 
The  present  imperfect  account  is 
far  from  doing  justice  to  his  life 
and  character  —  a  very  difficult 
work,  where  a  life  has  been  so  lit- 
tle diversified  by  incidents,  where 
there  has  been  so  little  to  record 
and  so  much  to  describe. 
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ON  THE  PL^SUftES  OF 
RELIGION. 

AuousTiN  has  laid  it  down  as  a 
certain  truths  that  the  efficacy  of 
divine   grace    ultimately   lies  in 
that  supreme  pleasure  in  God  and 
divine  things,  which  the  Holy  Spi* 
rit  creates  in  the  mind.     Religion 
is  not  a  system  of  speculative  opi- 
nions, nor  a  set  of  cold  forms,  as 
too  many  suppose.    There  is  a 
multitude  of  gross  errors  and  mis- 
takes on  this  point,  whidi  we  have 
not  now  time  to  notice.    Let  it 
suffice  at  present  to  remark,  that 
superstition  is  a  hideous  monster, 
and  as  she  issues  from  her  murky 
cave,  always  darkens  the  cheerful 
day  with  ner  frown,  and  withers 
the  bloom  of  nature  with  her  pes. 
tilential  breath.     Her  votaries  are 
slaires,  whose  tasks  and  toils  are 
imposed  and  exacted  with  unmiti- 
gated severity.     Religion  is  the 
bar  offspring  of  heaven,  and  de- 
scending from  the  realms  of  light 
and  love,  is  benignly  employed  in 
conducting  weary  mortids  thither. 
Reliffion  leads  to  the  devout  con- 
tempation  of  God,  to  the  i^  en- 
joyment of  his  fiivour,  and  the  full 
expectation  of  his  kingdom  and 
fl^.    These  are  springs  of  inex- 
haustible  satisfaction  and  delight, 
to  which  I  have  constant  access; 
quickened  and  aided  by  the  Di- 
vine Spirit,  I  lift  my  thoughts  to 
God,  and  my  meditation  is  sweet. 
Every  where  I  trace  his  footsteps, 
I  mark  his  mighty  hand,  I  taste 
his  rich  bounty.     Creation  opens  a 
v«*«ndvari«!  field  to  my  musing 
thoughts.      I  expatiate  at  large, 
and  gather  copious  pleasure.     On 
every  side,  in  every  object,  I  see 
God;  and  the  sight  of  him  fixes 
my  soul  with  admiration^  and  fills 
my  heart  with  joy.     Providence 
opens  another  grand  field  to  my 
thoughts.     And  here  too,  I  per- 
ceive God  in  all  events,  from  the 
&11  of  a  sparrow  to  the  ruin  of  an 


empire.    How  manifold,  how  mar- 
vellous arci  his  ^lispensations !  How 
solemn  yet  soothing !  how  instruc- 
tive and  interesting  the  train  of 
reflexions  they  suggest!   But  re* 
demption  opens    the    widest  and 
fairest  field  to  my  devout  contem- 
plations.    The  natural  world  has 
now  lost  its  attractions.and  charms. 
Here,    as  in  a  new  and   nobler 
theatre,    the  perfections  of  God 
are  most   illustriously  displayed. 
I  see  the  eternal  Word  assume  a 
body  prepared,  become  incarnate, 
obey  and  magnify  the  law,  atone 
for  human  guilt,  and  conquer  death, 
with  all  the  powers  of  hell.    I 
behold  the  prey  taken  fbom  the 
mighty,  the  suspended  curse  re- 
moved, and  the  ruins  of  the  fall 
repaired.    Into  these  things  the 
angels  desire  to  look. 

Moreover,  religion  leads  to  the 
free  enjoyment  of  God's  ikvour. 
When  the  mind  is  rightly  dis- 
posed, it  is  a  pleasure  to  think  of 
God,  but  it  is  a  still  higher  plea- 
sure to  regard  him  as  our  own 
God.     It  is  this,  which  at  once 
exercises  the  understanding,  and 
intensely  engages  the    affections. 
What  a  thrill  of  deUffht  must  have 
pervaded    the    patnarch's    heart, 
when  he  was  tnus  addressed  by 
the  word  of  the  Lord.     Fear  not, 
Abram,  I  am  thy  shield,  and  thy  €ar- 
oeeding  great  reward.      Nor  was 
the  high  privilege  confined  to  him, 
but  designed  for  all  his  spiritual 
seed.    Believers  of  every  am  stand 
in  the  same  relation,  and  nave  an 
interest  in  the  same  promises  and 
heavenly  portion,  for  as  many  as 
are  of  faith,  are  blessed  toiih  Jaiih" 
ful  Abraham.     The  favour  of  men 
is  precarious  and  transient;  but 
the  favour  of  God  is,  like  himself, 
immutable.    And  what  else  can 
so  elevate  the  mind,  so  touch  and 
transport  the  heart  ?     The  loving- 
kindness  of  God  yields  a  pure,  ex- 
quisite,   sublime,    and  endearing 


1822.3  On  Ike  Pteasurei  tf  Religion*  681 

pleasure.    Be  glad  in  ike  Lord,    luxuty^  the  .ejnpty  bubbles  and 


and  refoice  tfc  tighieous  ;  and  shout 
for  joy  all  ye  that  are  upright  in 
heart. 

Religion  also  leads  to  the  full 
expectation  of  God's  kin^om  and 
glory.  Hope  can  brighten  the 
darkest  sky,  can  smooth  the  rough- 
est road,  and  sweeten  the  bitterest 
cup.  But  what  does  the  Chris- 
tian expect  ?  Read  the  divine  word 
and  learn.  Fear  not,  little  flock,  it 
is  tfie  Father's  good  pleasure  to  give 
you  the  kingdom,  I  mil  see  you 
again,  and  your  heart  shall  refoice, 
and  your  Joy  no  man  taketh  from 
you.  Father,  I  will  that  they  also 
whom  thou  hast  given  me,  be  with 
me  where  I  am,  that  they  may  be^ 
hold  my  glory. 

Surely  then  religion  has  been 
greatly  injured  by  gross  misrepre- 
sentation.      It  has  been  calum- 
niated and  held  up  to  contempt; 
but  wisdom  is  justified  of  her  chil- 
dren :  "  There  is,"  says  Dr.  Paley, 
''  a  prejudice  against  religious  se- 
riousness,  arising  from   a  notion 
very  commonly  entertained,  viz. 
that  religion  leads  to  gloom  and 
melancholy.      This,    1    am  con- 
vinced is  a  mistake.     Some  per- 
sons are  constitutionally  subject  to 
melancholy,  which  is  as  much  a 
disease  in  them  as  the  ague  is  a 
diseate ;  and  it  may  be,  that  such 
men's  melancholy  may  fall  upon 
religious  ideas,  as  it  may  upon  any 
other  subject  whic^  seizes  their 
distempered  imagination ;  but  this 
ts  not  religion  leading  to  melan- 
choly.     On  the  contrary,  godly 
men  have  that  within  them,  which 
sheers  and  pomforts  them  in  their 
maddest  hours :  ungodly  men  have 
;!iat  which  strikes  their  heart  like 
1.  dagger  in  their  gayest  moments." 
rhe    real    Christian    would    not 


dying  echoes  of  &me.  These 
cannot  be  gained  without  toil 
and  trouble,  or  kept  without  care 
and  solicitude.  At  least  they  give 
but  a  low  and  unsatisfying  plea- 
sure, which  is  swallowed  up  and 
lost  as  soon  as  the  symptoms  of 
dissolution  appear.  Mazarine,  one 
of  the  most  powerful  statesmen  in 
Europe,  lit  the  close  of  his  bril- 
liant career,  exhibited  a  picture  of 
the  deepest  wretchedness,  exclaim- 
ing :  "  Oh !  my  poor  soul,  what 
what  will  become  of  thee  ?  Whi« 
ther  wilt  thou  f^o  ?  Were  I  to  live 
again,  I  would  be  a  capuchin,  a 
wandering  beggary  rather  than  a 
courtier."  Lord  Chesterfield,  the 
gay,  the  admired,  the  envied  mo- 
dem Petronius,  said  in  a  letter  to 
a  friend,  "  I  have  enjoyed  all  the 
pleasures  of  this  world,  and  con« 
sequently  know  their  futility,  and 
do  not  regret  their  loss.  I  ap- 
praise them  at  their  real  value, 
which  in  truth  is  very  low ;  where- 
as they  who  have  not  experienced^ 
always  over-rate  them.  They  only 
see  their  gay  outside,  and  are  daz- 
zled with  the  glare;  but  I  have 
been  behind  the  scenes/'  But  will 
not  present  applause,  joined  with 
the  hope  of  future  fame,  give  a  sa^ 
tisfaction  which  pomp  and  luxury 
fail  to  impart  1  Perhaps  no  one 
ever  gained  so  much  flatterj^  car- 
ried almost  to  the  point  of  adora- 
tion, as  the  well  known  Voltaire : 
yet  his  intimate  friend,  Marmontel, 
says,  amidst  all  his  honours,  *^  the 
greatest  of  blessings,  repose,  was 
unknown  to  him.  After  he  had 
been  crowned  at  Paris  in  the  most 
delightful  triumph,  I  saw  him  next 
day  on  his  bed:  *  Well,'  said  I 
*  are  you  at  last  satiated  with 
glory  ?* — ^  Ah  !  my  good  friend, 


» »» 


change  his  lot  for  the  best  state  of    he  replied  ;    *  you  talk  to  me  of 
he  men  who  have  their  portion  in     glory,  and  I  am  dying  in  frightful 
his  life.    For  what  have  the  vaunt>* 
xig  citizens  of  earth  to  supply  and 
naintain  their  pleasures  ?   A  little 
irealth  or  power,  the  gross  mate- 


agony.'  "  The  confessions  of  such 
men  as  Voltaire,  Chesterfield,  and 
Mazarine,  are  invaluable  docu- 
ments.    They  show  us  the  world 


[als   or   laboured   refinements  of    as  it  is,  and  evince  how  poor  and 
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contemptible  are  its  choicest  plea- 
sures, whidi  multitudes  are  eager 
to  purchase  aft  so  h?gh  a  price.     As 
a  contrast  to  the  instances  above 
^ven,  might  be  stated  the  happy 
lives   and   triumphant    deaths   of 
Christians  of  evety  rank  and  every 
age.     We  may  eVen  point  to  tliose 
aVIio  have  had  to  go  through  pain- 
ful  sufferings,    and    to  bear  the 
severest  privations  for  conscienoe- 
sake^  but  one  example  shall  suffice. 
The  excellent  John  Philpot,   the 
martyr,  writes  from  prison  to  Lady 
Vane :  — "  The  world   wondereth 
that  we  can  be  merry  in  such  ex^ 
t^eme  misery,  but  our  God  is  om- 
nipotent,   which   tumeth  misery 
into  felicity.     Believe  me,  there  is 
no  such  joy  in  the  world,  as  the- 
people  of  Christ  have  under  the 
cross.       I    speak   by    experience; 
therefore  "believe  me,  ^nd  fear  no- 
thing that  the  world  can  do  unto 
yoii.      For    when   they   imprison 
our  bodies,  they  set  our  souls  at 
liberty  with  God.    When  they  cast 
us  down,  they  lift  us  up.     Yea, 
when  they  kill  us,  then  do  they 
bHng  us  to  everlasting  life."   Thus 
^e  see  the  Christian,  in  the  most 
dark  and  distressing  circumstances 
which  can  surround  him  without, 
has  the  sweetest  and  most  exalted 
pleasures  within.     Let  not,  then, 
the  believer  give  the  men  of  the 
woriii'^ground  or  occasion  to  de- 
grade and -vilify  the  'service  of  bis 
Lord  and   Master.     Why  should 
he  be  sad,  who  is  called  to  a  feast 
of  joy  ?  Why  utter  murmuvs  and 
complaints,  and  wear  the  ensigns 
6f  mourning  and  woCy  when  he 
has  been  taught  the  melody  of  gr»« 
titude  and  praise,  and  is  furnished 
wiMi  the  rich  garments  of  salva- 
tion .J^  Cheerful  piety  is  the  most 
likely  to  be  useful  to  others.     The 
Countess  of    Huntingdon,    when 
she  moved  in  the  giddy  circle  of 
folly  and  dissipation,   once  heard 
that  eminent  Christian,  Lady  Mar- 
garet Hastings,    say,    "  Since    I 
trusted  Christ  for  life  and  salva- 
tion, I  have  been  as  luippy  as  an 


angel;"  v^hich  made  a  deep  im* 
pression  on  the  mind  of  die  Coun- 
tess, who  soon  after  began  ear- 
nestly to  seek  her  felicity  from  the 
same  soiiree. 

He  who  habitually  contemplates 
the  perfections  of  God,  who  aspires 
and  attains  to  the  enjoyment  of 
that  divine  favour,  which  is  better 
than  life^— and  who,  by  faith  and 
hope,  anticipates  the  fruition  of  an 
eternal  weight  of  glory — ^**  He,  I 
am  persuaded,  is  the  most  morally 
secure,  as  well  as  -happy — ^is,  in 
youth,  best  guarded  against  se- 
ducing pleasures — is,  in  manhood, 
best  guided  amidst  distracting  bu- 
sinesses—^is,  in  age,  best  sopported 
under  infirmities  and  pains — ^has 
the  truest  enjoyment  of  life,  and 
the  most  perfect  preparation  for 
eternity." 

J.T.  B. 


THE  DOCTRINE  OF  ETERNAL  PU- 
NISHMENT CONSISTENT  WITH 
SCRIPTURE  A?^D    REASON. 

(To  ilie  EdlUn-s,)  . 

GifNTLEfMEN)— 4»n  myearlierdays, 
when  busily  occupied  nihU  agemdOy 
pushing  my  inquiries  AnXo  all 
sorts  of  subjects,  useful,  indifferent^ 
and  forbidden;  exeicisin^  tke'&- 
culties  of  an  active,  but  mibal« 
lasted  mind,  in  wide,  unprofitable, 
and  sometimes  injurionscxcnrsiaiiB, 
from  the  tvanquil  -region  of  patient 
and  enriching  study,  into* the  dark 
and  barren  wilderness  of  -specula- 
tion ;  I  was'ofliBn  tempted  to  spam 
the  obnoxious  «dogma,  'Wkich  ood- 
signed  to  everlasting  and  irreme- 
diable misery,  jthe  obsdnate  and 
impenitent  rebel  against  the  righ- 
teous rule  of  God.  I  cpuld  not 
reconcile  it  with  my  notions  of  the 
limitless  mercy  of  the  great  Law- 
giver and  Admfinbtrator,  that  he 
should  leave  his  great  scheme  of 
l^eneficence  incomplete; — I  could 
not  bear  that  the  grand  amnesty 
of  the  Gospel,  with  its  seal  of  in- 
nocent blood,  should  ultimately 
fail  of  universal  acceptance  i — and. 
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weighing,  in  the  balance  of  a  vain  set  at  naiigkt  the  glib  and  shaJlow 
and  presumptuous  imagination^  the  sophistry   of   my   tongue.      And 
ebaracter   of  the   Almighty   and  when  under  the  hearing  of  the 
All-jiist|  with  its  high  and  a^ful  word^  or  ^hile  engaged  in  reading 
attributes^  against  partial  and  pur*  the  sacred  writings^  my  iin^  were 
Wind  views  oi  the  sense,  of  Scrip-  brought  to  my  remembravce,  there 
ture,  and  the  fitness  of .  things,  I  was  a  dreadful  hand  writing  against 
ventured  to  pron&unoe  that  the  tlie  infirmity  of  my  prejudicesj:— 
doetride  of  .  eternal    panidiment  t^ic  worm  that  dieth  not,  the  fire  that 
was  an  empty  dream,  and  that  a  is  not  quenched,   tvas  a  language 
day  w«uld  at  last  arrive,  when  the  that  no  subterfuge  CQuld.  evade  oir 
restoilationofall  lapsed  intelligences  explain  away;  and  while  I  strug* 
should  exhibit,  as  the  great  result  gled  against  conviction^  .  I  felt  ^ 
of  the  Messiah's  mission^  a  world  secret  persuasion,  that  the.  verdict 
without  sin,  ^a  universe  of  holiness,  of  truth  and  conscience  was  against 
and  joy,  and  (sraiiae.  me.     If  I  read  a  rotn;pince- writer. 
This  was  adaezlirtg  vision,  and  or  a  dramatist,  I  always  to^k  his 
I  was  eoamoared  of  its  brightness,  obvious  n^eaning  in  his  own  Ian- 
It  gave  a  freer  scope  to  tbe  revelry  guage^  and  why  was  I  to  torture 
of  youth,  and  a  more,  specious  plea  the  Bible  to  my  own  hypothesiis  ? 
for  negligence  of  religious  duty ;  — Why  was  the  word  of  inspira- 
it   abated  the  necessity  for  vigi-  tion  to  be  denied  a  privilege  aU 
lance ;  it  threw  a  slight,  but  stimu-  lowed  to  the  very  dregs  of  hum^n 
lating*  ^\m-^ventus  texiilis — over  literature>? 

tbeainfulnessof  sin;  heightening  its  Maturer  years,  and,  I  trust,  the. 
attraction^  but  Concealing  its  de-  graceof  God,  gavemeattiovereve- 
^M'mity  and  misery.;  it  abstracted  rential  and  submissive  mind.  I 
somewhat  from  the  awful  purity  felt  that  it  was  unsafe  to  trifle 
of  Gk>d»  and  blunted  the  sharp  with  the  authority  and  plain  meau- 
und  intolerable  edge  of  his  deniin-  ing  of  Holy  Writ ;  and  I  found, 
ciations^ainst  faumap  guilt.  But^  comparatively,  little  difficulty  in 
worse,  pei*bap^  than  any  even  of  surrendering  my  own  weak  judg-. 
these  mischfevoos  effects,  it  sane-  ment  to  its  unerring  decision.  In- 
tioned  a.  habit  of  /e^era/  construe-  dependently  of  the  menaces  of 
tion  and  loose  interpretation,  in  everlasting  vengeance,  denounce, 
scriptui^al .  veseareh ;  it  fostered  a  in  language  most  clear  and  cx*^ 
;endeitcy  to  systematise  first,  and  press,  upon  all  who  forget  God, 
]o  adapt  afterwards  ;  to  read  the  there  is  a  complete  absence  .of  any, 
[3ible  synthetically)  instead  of  in-'  the  slightest  or  most  shadowy,  in- 
luctively^:-^«piractipe  which  might  tiraation  of  any  following  state  of . 
lavc  led  me  to.  mq}*e  fatal  extremes,  being.  The  happiness  of  the 
lacl  not  the  mercy  of  God  placed  elect,  and  the  misery  \)^  the  lost, 
3ts  and  hindrances  in  the  way  of  are  invariably  spoken  of  as  the 
ly  aberrations.  final  consummation.  In  all  the  teif-s 
I  never  could  get  rid  of  my  rific  descriptions  of  future  wretch-, 
lisgivings.  I  preambled,  argued,  edness,  diere  is  not  a  gleam  of 
lid  perorateil  with/  prodigious  after-briglitness ;  there  is  nothing. 
uency  on  all  the  common  places  said  of  mitigation,  still  less  of. 
"  the  subiecti;  not  forgetting  tiie  triumphant  restai'eJtion.  The  sure 
sual  display,  of  sehoolrboy  learn-  and  certain  hope,  the  resurrection 
ig"  in  tny  criticbms  ou  atwv  and  of  the  just,  transcendent  glory,  and 
.Mvios,  But  still  there  was  a  blessed  immortality,  are  all  that  is 
ilm  and  terrible  majesty  in  the  revealed  to  us  of  the  dismissal,  and 
presentations  of  Scripture,  that  the  eternity  of  the  saints.  The 
ucked  my.  self^qomplacency,  and  dx*eary  sepulchre,  the  great  os^i^^^. 
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the  final  sentence,  the  chains  of 
darknessy  unutterable  agony  and 
despair,  are  all  that  is  made  known 
in  Scripture  of  the  death  and  the 
eternity  of  the  wicked.  All  then^ 
that  we  picture  beyond  this  is 
gratuitous  presumption ;  we  adjust 
to  our  own  standard  the  dispensa- 
tions of  Omniscience;  we  lend 
reasonings  to  the  All- wise;  we 
reject  the  revelations  of  heaven, 
for  a  baseless  device  of  our  own 
invention* 

Notwithstanding  this  advance 
towards  a  right  estimate  of  this 
important  subject,  there  was  one 
lignt  in  which  I  was  far  from  see- 
ing the  evidence  clearly.  On  the 
scriptural  doctrine  I  had  no  doubt, 
but  I  was  often  compelled  to  strug- 
gle with  an  apprehension,  that 
Scripture  was  on  this  point  at 
variance  with  reason.  Much  pain- 
ful feeling  was  at  times  excited  by 
this  suspicion,  and  it  was  not  re- 
moved until  a  more  extended  and 
accurate  view  of  the  argument  was 
suggested  to  me  by  the  following 
section  of  the  94th  Psalm.  ShaU 
the  throne  ofiniquiiu  have  fellowship 
with  thee?  it  is  added,  which  fram^ 
eth  mischief  b^  a  law,  I  am  not 
now  adverting  to  the  specific  im- 
port of  the  passage,  but  to  the 
train  of  thought  and  feeling  which 
it  awakened  in  my  mind.  It  led 
me  to  contemplate  the  eternal  and 
unalterable  antipathy  and  separa- 
tion between  sin  and  holiness,  the 
true  character  of  sin,  as  alienation 
A*om  God,  the  tendency  of  sin  to 
perpetuate  and  increase  its  own 
malignity,  the  connexion  between 
sin  and  punishment,  the*  effects  of 
the  cessation  of  the  reign  of  grace, 
and  the  abandonment  of  the  sinner 
to  the  consequences  of  his  own 
deliberate  rejection  of  a  dispense- 
tion  of  mercy.  I  perceived  the 
impossibility  of  any  fellowship, 
either  in  this  world  or  the  next, 
between  the  throne  of  iniquity  and 
the  kingdom  of  Christ ;  they  are 
distinct  alliances,  opposed  confe- 
derations, and  the  education  which 


prepares  for  subjection  to  the  fbrs^ 
effectually  disqualifies  for  con- 
nexion with  the  latter; — ^the  slavery 
of  sin  degrades  and  embrutes  the 
mind,  and  mingles  with  the  very 
ele^ments  of  its  composition,  aver- 
sion from  the  liberty  wherewith 
Christ  hath  made  us  free.  The 
stubborn  language  of  the  human 
heart  to  God,  has  been  departf 
and  the  answering  expression  of 
His  patient  compassion  has  been, 
return  ye  children  of  men :  but  the 
time  will  come — when  impenitence 
and  defiance  shall  have  readied 
tjieir  limit,  and  the  law  of  mischief 
he  framed  and  graven  in  the  eter- 
nal nature  of  man — ^that  Jehovah 
will,  as  it  were,  learn  land  retifft 
the  language  of  his  rebellious  crea- 
ture— Depart  from  me  ye  cursed 
into  everlasting  ^re. 

There  are  two  points  of  view 
in  which  we  may  regard  the  fiiture 
condition  of  'the  wicked;  both 
scriptural  and  both  reasonable. 

jPiVs^,— it  is  the  natural  and 
necessary  result  of  theit  own  vo- 
luntartf  and  deliberate  choice  and 
act  A  probation-time  had  been 
given  them;  good  and  evil  lay 
before  them ;  they  gave  a  full  pre- 
ference to  the  latter,  and  a  full  re- 
jection to  the  former.  They  chose 
the  path  of  evil,  and  it  led  them  to 
an  evil  end.  There  iis  nothing  in 
Scripture,  nothingin  moral  science, 
nothing  in  metaphysical  specula- 
tion, whence  we  can  infer  an  inhe- 
rent energy,  or,  in  other  and  better 
words,  an  effective  will,  in  a  sinful 
nature,  to  return  upon  its  steps, 
and  to  change  itsel£  Taken  ass 
practical  question,  we  see  daily, 
that  depravity,  unless  some  power 
from  without  arr^  its  path,  or 
unless  some  celestial  agen^  within 
destroy  its  power, — that  corrup- 
tion, when  left  to  its  own  unim- 
peded workings,  —  goes  forward 
with  increasing  impetuosity;  the 
beginnings  of  transgression  are 
small,  but,  continued,  it  becomes 
an  overwhelming  torrent.  The 
Sabbath  breaker,  and  lover  of  vain 
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company 9  finishes  in  the  swearer,  more  than  a  new  and  severer  state 

the  drunkard,  the  murderer.     And  of  probation,  in  which  the  purify- 

-when    imquily    shdll    have   esta-  ing  process  shall  infallibly  succeed, 

blished  its  throne;  when  it  shall  The  great  Alch3rmist,  having  failed 

h&vejramed  the  complete  constitu->  in  his  first  experiment,  will  have 

lion  of  its  government,  and  sane-*  recourse  to  improved  methods  of 

tioi^  mischief  hjf  a  law ;  when  adsay   and    transmutation,  which 

the  enemies  of  God  and  holiness  must  pi^oduce  the  desired  effect.^ 

shall  have  departed  to  their  own  But  this  is  not  the  revelation  of 

place  ;  where  is  the  promise  or  the  v3cripture,  neither  is  it  the  deduo* 

l^robability,  that  they  will  break  tion  oS  rational  inquiry :  we  have 

their  voluntary  entanglement,  and  no  authority  from  either  for  attri- 

escape   their    self-wrought    toils.  butiQg  wedcness  or  failure  to  Je*' 

Will    they    who    have    spumed  hovah,  nor  for  representing  Him 

the    freedom  and    the   glory  of  as  stultifying  his  own  act 

the    mediatorial     reign,    become  If  I  have  not,  already,  too  far 

enamoured    of   its    purity    when  encroached  upon  your  indulgence^ 

they    have    identified :   all    their  I  would  beg  permission  to  close 

attachments    with    sinful    induU  these  hints — they  are  designed  as 

gence.    Are  their  habits  likely  to  nothing  more — by  stating  the  ciT'* 

be  changed  in  a  world  where  sin  cumstances    which    brought    the 

has  its  seat  and  throne  ?  Are  their  subject  to  my  mind  at  the  present 

a^#oaa/fbitj  to  renovate  their  minds,  time.     About  twenty  years  since, 

surrounded  as  they  are    hy  the  I  was  attracted,  by  curiosity,  t^  a 

slaves  of  sin  ? — ^The  mighty  Trans-  small  chapel,  in  the  neighbourhood 

former  of  the  heart  has  withdrawn,  of  Finsbury  Square.     A   young 

and  the  great  Exemplar  has  be-  man  was  in  the  pulpit,  and  in  the 

come  their  judge.     No,  they  have  act  of  taking  his  text.     His  proper 

loved  sin,  and  their  love,  though  subject  I  do  not  remember,  but  I 

it  has  brought  them  to  that  j)lace  have  a  distinct  recoUection  of  the 

of  torment f  is  unabated;  the  con-  abrupt  transition  which  he  madie 

sequences  are  miserable,. and  from  to  the  doctrine  of  Final  Restitu- 

them  they  shrink ;  but  their  heart  tion,  and  of  the  acute  and  masterly 

is  unchanged,  and  their  affections  ,  style  in  which  he  supported  his 

are  still  rivetted  to  corruption.  positions.    A  more  able  discourse 

Secondly j'-At  is  the  fulfilment  of  I  never  heard ;  it  was  sophistical, 
the  divine  counsels  in  the  punish^  palpably  so,  but  dressed  up  with 
tncTU  of  sinners.  Now,  there  is  no  such  art,  and  -delivered  with  so 
tendency  whatever  in  punishment,  much  distinctness  and  force,  as  to 
as  punishment,  to  change  or  make  a  powerful  impression  on 
amend  the  heart*  It  may,  to  a  my  memory,  though  not  on  my 
certain  extent,  deter  from  particu-  convictions,  then  under  the  infiu- 
lar  acTts,  but  it  does  not  alter  the  ence  of  sounder  views  of  religious 
inclinations:  it  may  engender  re-  truth.  I  inquired  and  learnt  his 
morse,  but  not  repentance.  Nay>  name,  which,  from  motives  of  de- 
its  natural  effiect  is  to  harden,  to  licacy,  I  shall  abstain  from  men- 
beget  an  antipathy  to  the  inflicter  doning.  Last  Sabbath,  I  was 
af  our  sufferings,  to  stir  up  rage  passing  in  the  same  direction,  and 
and  rebellion  against  the  author  of  the  sight  of  the  well-remem- 
uur  misery.                                          bered  spot,   brought  D and 

In  the  scheme  of  the  restitution-  his  sermon  to  my  remembrance.   I 

ists,  this  reasonable  and  scriptural  made    inquiries    respecting    him 

view  of  the  doctrine  disappears,  of  a  young  man  who  was  prepar- 

On   their    hypothesis,  the  future  ing  to  ascend  the  stairs.  He  had  no 

condition  of  the  wicked  is  nothing    personal  recollection  of  D ;  but 
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well  acquainted  with  his  name    letter  and  spirit ;  and  when  we 

find  the  following  words,  if tf^ib'jigi 
come  alike  to  all;  there  u  one  event 
to  the  righteous  and  to  the  nicked; 
to  the  good,  and  to  the  clean,  and  to 
manAiet,  that  he  had  enjoyed  a  more  the  unclean  ;  to  Jiim  th(U  sacrificeih, 
finished  tiwning  than  such  a  pro-    and  to  him  that  eticrificeth  not ;  a$ 

is  the  good,  so  is.  the  sinner;  and 
he  that  sweareth,  as  he  that  Jearetk 
an  oath.  When  we  find  such  lan- 
guage as  this  explained  by  the  ap- 
plicatimi  of  evangelical  principl€8> 
we  cannot  forget  that  the  Jews,  to 
wliom  Solomon  preached,  were 
not  so  familiar  wiUi  these  princi- 
ples as  we  are;  the  letter  and 
spirit  of  the  law,  were  the  only 
tests  by  which  they  could  try  the 
orthodoxy  of  their  Monarch ;  for, 
they  had  not  then  an  Isaiah  to 
unfold  the  kingdom  of  Christ,  nor 
a  Jeremiah  to  sketch  the  outJines 
of  the  new  covenant.  The  Sinai 
covenant  and  the  Psalms  fonned 
the  only  "  law  and  testimony"  by 
which  die  Jews  of  that  age  could 
judge  of  any  doctriae ;  the  ques- 
tion, therefore,  is,  was  this  latv 
against  the  doctrine  of  such  an  in- 
discriminate providence  ?  Now 
all  who  have  studied  it  carefully, 
must  at  once  say,  yes.  How,  then, 
were  Solomon's  views  of  Provi- 
dence reconcileable  with  the  sole 
and  supreme  standard  of  Jewish 
faith. 

Before  I  proceed  to  offer  my 
own  explanation  of  this  difficulty, 
I  shall  place  in  immediate  coth 
trust  the  doctrines  o£  the  Penta- 
teuch, and  the  doctrines  of  tbe 
Ecclesiastes :  "  And  ye  shall  serve 
the  Lord  your  God,  and.  I  wHl  lake 
sickness  away  from  the  widsl  of 
thee:  the  number  (^  ihy  days  I 
willfulfiir   Moses.— *^  There  is  a 


and  character.  I  was  somewhat 
Sttrpvised  to  learn  that  he  had 
been  a  boet-maker,  since  I  should 
hay^  inferredfrom  his  language  and 


fesaion  would  be  likely  to  oom- 
inand.  He  had  been  originally 
connected  with  some  orthodox 
body  of  Christians ;  he  becwne  infa- 
tuated with  the  pride  of  intellect^ 
and  VBoilkted  in  his  creed,  emi 
bvaced  the  restoration  scheme, 
and,  enamoured  of  change,  passed 
thence— -/hcf/tf  descensus  Avemo^^ 
to  decided  infidelity.  He  died^ 
and  dying,  lefl  his  attesltation, 
that  "if  philosof^y  might  do  to 
live  by,  it  would  not  do  to  die  by." 
Whether  this  was  the  language 
of  penitence  or  despair,  I  had  not 
time  to  le^n,  for  our  hasty  col- 
lo^y  was  abruptly  broken  off. 

N.  Y. 
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AN  ATTEMPT  TO  EXPLAIN  THE 
mStRBPANGIES  BETWEENTHE 
BOOK  OF  £CCL£SIAST£$I  AND 
THE  PENTATEUCH. 

Thbrk  is,  in  the  book  of  £c- 
clesiastes,  a  peculiarity  which, 
though  it  has  excited  much  at- 
tention, does  not  appear  to  have 
yet  received  an  adequate  expla- 
nation. It  has  been  the  usu nl 
plan  to  remove  the  difficulty,  by 
shewing  that  it  harmonizes  witli 
the  genius  and  first  principles  of 
the  New  Testament.  The  rough 
places  become  plain,  and  the 
crooked  straight,  under  the  GoS" 
pel:  the  existing  scheme  of  Pro- 
vidence admits  of,  and  exhibits,  all 
the  apparent  irregularities  which 
Solomon  has  so  feelingly  noticed 


and  forcibly  described ;   but  it  is    i«*^  wcw*  that  perishelk  in  his  righ 


with  tlie  law,  not  with  tlie  Gos- 
pel; with  theocratic,  not  with  ordi- 
nary providence,  that  the  book 
has  to  be  reconciled  in  the  Jirst 
instance,  and  with  the  former  its 
agreement  is  not  self-evident.  The 
Law  and  the  Ecdesiastes  seem, 
at  first  sight,  to  clash  both  in  their 


teomness,  and  there  is  a  wicked  wan 
that  prolong elh  his  life  in  hu 
wickedness'*  Solomon.— *M// ihex 
blessings  shall  overtake  titee  if  tkoic 
skalt  hearken  unto  the  voice  qf  the 
Lm^dthy  God:  Blessed  shall  ilm 
be  in  the  city,  Sfc"  "  But  it  Ml 
come   to    pass   if  thou   mil  ntfi 


1S^3.;3  the  Boci  tfEcclesiasies,  and  the  PenUUeuch.    .  &^ 

hearkenpihiU  cU' these  curses  shall    writers:  au omissMQ  w^kh  iiopHes 
come  upon  thee  i    cursed  s^iaU  thou    either  that  the  cause  of  the  change 


be  in  the  city,  Sfc"  Moses. — *'  All 
tilings  come  alike  to  all;  there  is 
one  event  to  the  righteous  and  to  the 
wicked,"  *'  There  he  just  men  to 
tvhotd  it  happefieth  according  to  the 
work  of  the  wicked :  again,  there 
be  wicked  men  to  whom  it  happeneih 
according  to  the  work  of  the  righ'- 
ieousJ*  Soi«oMON. 

These  specimens  of  the  con-^ 
trast^  although  brief^  are  striking. 
Moses  pledges  the  exercise  of  a 
uniform  and  extraordinary  provi- 
dence ;  Solomon  proves,  from  ob- 
servation and  by  appeals  to  facts^ 


was  self-evident  at  the  tim^^  or 
such  as  admitted  of  no  explanation. 
Familiar  circumstances^  or  mys* 
terious  sovereignty^  must  therefore 
be  called  in  to  setde  the  quesdon. 
I  presume  to  think  the  former  quite 
sufficient^  and  will  endeavour  to 
prove  them  so.  First, — ^b'y  an  appeal 
to  the  great  political  change^  from 
a  theocratic  commonwealth^  to  « 
tiieocratic  monarchy.  Your  li*- 
mits  forbid  the  attempt  to  bold 
the  balance  between  Warburton 
and  Le  Clerc,  as  to  the  duration 
of  the  theocracy.    That  the  divine 


that  such  a  providence  was*  not  in  government  of  the  Jews  deserved, 

exercise  in  his  time.    Now^  during  that     name     until     the    appear-i 

the   interval  between  Moses  and  ance  of  Chris{  is  self-evident ;  but 

Solomon,  no  prophet  or  messenger  I    think  it  equally  '  evident,  that 

of  God  ^  had  formally  announced  the  theocracy  was   less   absolute 

any    change    of   that   system    of  and  less  discriminating  in  its  exer- 

providence  which  formed  the  sane-  cise,    after    the    introduction    of 

tions  of  the  law.     The  book  of  kings  into  Judea.     God  declared 

Psalms  indicates  that  such  a  change  himself  offended,  when  He  was  re* 


had  taken  place ;  but  neither  as- 
signs the  cause  nor  specifies  tlie 
time.  Indeed,  the  Psalms  of  JDavid, 
in  some  instances,  areas  apparently 
at  variance  with  tlie  letter  of  the 
Sinai  cove^nt,  a3  the  paradoxes 
of  Solomon :  there  are,  however, 
in  the  former,  more  acknowledg* 
Hients  of  a  discriminating  provi- 
dence, and  a  freer  use  made  of  the 
motives  which  paturally  spring  from 
it ;  indeed,  a  frequent  use  of  them 
as  persuasives  to  obedience;  where- 
as, in  the  Ecclesiastes,  temporary 
rewards  and  punishments  are  but 
seldom  and  slightly  employed  as 
motives.  However,  in  both  cases, 
*'  the  testimony"  of  David  and 
Solomon  seems  at  variance  with 
'^  the  law,"  of  Moses :  this  is  the 
discrepancy  to  he  accounted  for. 

It  is  then  the  fact  that  the  law 
pledged  the  exercise  of  an  equal 
providence ;  and  yet  David  and 
Solomon  declare  that  their  times 
were  marked  by  an  unequal  dis- 
tribution of  rewards  and  punish- 
ments. Now  tliis  change  is  not 
formally  explained  by  the  sacred 


jected  to  make  room  for  a  human 
king,  it  is,  therefore,  highly  pro- 
bable, that  He  would  give  some 
signal  mark  of  his  displeasure 
along  with  the  kings;  He  gave 
*'  in  anger:"  it  is  not  probable  that 
He  would  continue,  under  the  nem 
system,  the  old  providence  by 
which  He  had  so  long  upheld  lug 
own  supremacy.  It  is  even  eoim 
pable  of  abundant  proo^  that  the 
extraordinary  providence  of  the 
absolute  theocracy,  would  have 
been  unfit  for  the  character  of  a 
modified  theocracy,  which  the 
government  by  kings  was.  The 
authority  of  the  judges  during  450 
years  did  not  modify  the  theocracy ; 
and  therefore,  did  not  generalize 
theextraordinary  providence,  which 
was  its  palpable  demonstration. 
Accordingly,  under  the  judges,  we 
hear  no  complaints  of  a. mysterious 
providence — we  have  no  record  of 
irregularities;  but  adversity  ao- 
oompanies  vice,  and  prosperity 
virtue,  as  shadow  does  substance. 
With  kifigs  'came  the  mystery  of 
providence. 
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Now  this  appears  to  me  only  most  consummate  justice,  yet  tem- 
"Wllat  might  be  expected^*  as  the  pered  with  mercy,  that  He  could 
natural  result  of  rejecting  Jehovah:  completely  expose,  and  for  ever 
for  it  was  not  likely  that  he  would  discredit  the  pretensions  of  idola- 
mark  the  magistracy  of  another,  try."  Again,  ''  formally  to  annex 
by  the  grand  peculiarities  which  the  sanctions  of  a  future  life  to  a 
distinguished  his  own.  Besides,  system  of  Jaws,  which  declared, 
if  it  be  allowed  that  God  granted  that  it  was  to  be  supported  in 
the  request  of  the  elders  assembled  every  part  by  an  extraordinaiy 
at  Ramah, — one  part  of  it  called  Providence  distributing  immediate 
for  a  change  in  the  system  of  Pro-  rewards  and  punishment, — ap* 
vidence  established  at  Sinai.  **  We  pears  not  only  unnecessary,  but  in- 
will  have  a  king  over  us,"  said  consistent.  It  would- have  seemed 
they,  "  that  we  also  may  be  like  as  if  the  legislator,  who  appealed 
all  the  nations."  Here  it  is  acknpw^  to  the  sanction  of  an  extraordinary 
ledged  that,  while  under  the  theo-  Providence,  was  yet  secretly  con' 
Cracy — they  were  unlike  all  the  scions,  that  his  pretended  expec- 
nations.  But,  the  absence  of  a  tations  would  not  be  verified  by 
king  was  not  the  only,  nor  the  fact;  and,  therefore,  craftily  pro- 
chief  difference.  The  Jinal  sane-  vided  a  sunplementary  sanction  to 
tions  of  all  human  codes  of  law  compensate  for  this  deficiency." 
were  drawn  from  a  future  state  of  ^  Such  then  was  the  actual  cha- 
rewards  and  punishments.  All  racter  of  the  original  theocracy, 
contemporary  governments  recog-  Now,  the  Jews  wished  it  either 
nized  and  inculcated  future  retri-  abrogated  or  abridged;  and  which- 
bution.  All  legislators,  prior  to  ever  was  their  object— desiring 
Moses,  laid  the  foundations  of  their  a  king  was  i^ure  to  effect  some 
authority  in  an  invisible  world  of  change  of  the  system.  This  they 
some  kind,  and  supplied  the  de-  seem  to  have  understood :  hence 
focts  of  their  administration  by  an  they  demanded  one — ^not  only  that 
appeal  to  a  tribunal  beyond  the  he  might ''  go  out"  before  them, 
the  grave.  But  this  doctrine  of  and  "  fight  their  battles;** — ^but 
future  rewards  and  punishments,  also,  that  he  "  might  judge*'  them, 
Moses,  as  the  Jewish  legislator,  did  and  that  they  might  '^  be  like  all 
not  distinctly  teach,  nor  employ  it  iJie  nations**  Now,  to  be  so— was 
formally,  in  support  of  his  sys-  to  be  no  longer  under  that  im- 
tem.  He  pledged  an  immediate  mediate  and  uniform  Providence 
and  discriminating  Providence;  pledged  at  Sinai; — was  to  be 
and  upon  its .  regular  exercise,  thrown  more  upon  '*  the  powers 
staked  his  legislative  character  and  of  the  world  to  come,"  and  less 
authority.  And  he  did  right  in  upon  the  prospects  of  present  te^ 
not  drawing  upon  futurity  for  final  tribution.  If,  therefore,  it  be 
sanctions :  for,  since  his  first  object  granted,  that  such  was  the  object 
must  have  been  to  prove  the  supe-  of  the  Jews  in  desiring  a  king-^it 
rioriiy  of,  Jehovah  over  the  gods  will  be  seen,  at  a  glance,  how  they 
of  the  nations — this  could  not  be  would  understand  Solomon,  when 
established  by  a  comparison  of  his  he  preached  a  doctrine  of  Provi- 
power  in  the  distribution  of  future  dence  different  from  that  taught 
and  invisible  reward  and  punish-  by  Moses:  the  difference  arose  firom 
ment  "  It  was  only,"  says  Graves,  a  change  of  administration,  which 
'*  by  proving  decisively  that  He,  they  had  demanded  and  obtained, 
and  He  alone,  was  the  dispenser  A  second  cause  of  the  indiscri- 
of  every  blessing,  and  every  cala-  minate  Providence  taught  in  the 
roity  in  the  present  life,  and  that  book  of  Ecclesiastes,  was  the  in- 
He    distributed    them    with  the  creased  knowledge  of   a    future 


'  i8nr\  e^  CMtUau  F0ll(mmhip.  S89) 

state  introduced  I9  DaiAL    With  te  ''  die  kiagdons  of  this  world," 

him,  the  prophetk  a^e  Ibranlly  and  to.  introduoe  ioto  it  all  the 

contneneed ;.  and  as  his  pvephetic  mmiins^  and  intrigues^  and  oorrup* 

Psalms  weoe  Hae  i^e  vae  t£  *'  the  tieas — ^yei^  and  even  the  opprei^ 

j^jeat    eongregatnn'^    of  Jewish  Mii^  of  worldly  policy  and' f^weu; 

worshippen,  and   some  of  them  it  is  evident,  that  nothing  can  be 

full   of  limiiortidity-— diey  oould  of  greater  moment  to  the  honour, 

not  fell  to  dt&se  new  light  u^ti.  and  glory  of  our  great  Lawgiver, 

this  subject  throughout  the  nation;.  King;  and:  Saviour]  than  that:  hu 

Now,,  without  deciding  upon  the  rule  aad  his  subjects  should  be 

precise  di^tse  in  wbiok  tlie  iai«>  accurately  defined.    Satan  and  the 

mortality  taught   in   the  Psahna  world  have  leagued  together  to. 

was  undemtood  by  the  people  at  confoun4  all  spiritual  distinctions.;, 

large — ^it  will  be  readily  granted,  to  Iowa?  the  tone  of  Christian  dia- 

that  the   PsaSms  conveyed  more  racter;  to  pro&ne  wiiat  ia  holy, 

and  clearer  ideas  of  the  subject  end  to  falsify  what  is  true.     Their 

than  the  Pentateuch  did.     Well,  highest  aim  has  been  to  break  the 

they  had  been  in  use  during  a  bands  of  brotherhood  among  the 

great  part  of  David's  reign ;  and  sainta;   to  sow  the  seeds  of  dis- 

as  Solomon  was  not '' preacher  in  cord;   and  to  supplant  the  true 

Jerusalem"  until  his  old  age,  his  Gospd-fellowship,  by  a  Sjpurioua 

hearers  had  been  long  familiar  with  end    cacnal<  admixture  of  ''the 

the  creed  of  his  fetheri  and  tiius^  men  of  this  world/'    What  tfaen 

were  pr^nred  to  balanoe  the  pes*  shall  secure  the  existence  of  the 

plexitiesof  this  life^  bytfaepros^.  true    church,  and  the   gjory,  of 

pecte  of  the  life  to  come.     In  this  Christ  among  men,  but  a  xealoua 

task,    Solomon    himself   assisted  maintenance  of  Christian  Mow- 

them:  fbr  if  the  Bcolesiastes. do  ship  in  ito  origihal  purity  ? 
not,  as  Betroeux  attempts  to  prove,        2i  This  fellowship  is  &e  depoiU. 

demonstrate  a  future  state,  they  do  tory  and  th^  MaJ^gmrd  of  Gospel 

[lemonstrate    the    necessity    of  a  tfmth» 

judgment  to  come.  ^  The  existence  of  the  Jews,  as  a 

^        ^  distinct  people,  has  always^  been. 

*^**^^^^**  considered  ft  great  collateral  argu- 

ON  cmuSTUN  FELLOWSIWP.  ment  for  the  truth  of  the  Scrip. 

j^y  jjj  tuxes-     Now,  their  fellowship— 

so-  dos€^  so  strict-— arises  out  of 

iFTBA  having'  stated  the  nature  their  common  faith :  their  reIi^on< 

>f  Christian  fellowship^  both,  posi^  binds  them  together.    Unto  thJBm 

ively  angd  negtitively«^«4iat  it  isy.  were  '*  committed  the^  onades  of 

nd  wha^it  is*  not;  we  may  now<  Gqd,"  and  they  jealously  preserve^ 

•roceed  to^poiet'out  some.of  t;h£.  them.    Unhappily  they  misunder-* 

SNSFii^  arising  out  of  tbisspiri*^  stood' the. great,  import  of  the  proN 

lali  nehUion.    They  are,  undoubt-  phecies,  and  the  tg^pes  which  fere« 

dly,.  v(|ry. numerious  and  impon-  toldandshadowedforthtbeblessed 

mts    ImentipUi,.  Messiah;   and  the  deposit   wa3>, 

I,   .TtM^e^  whieh  relate  to.  the  therefore,  taken  outofUieir  hands. 

^turch^aii  large*,  God  bas^  now  committed  the^cus^^ 

1»  Tbie  ftUewahip.is  cstculated  tody  of  bis  word  to  the  Christiaa 

>    €lefin0t  the-  hingAm  of  ChmU.  church,  which  is  d^iominated  by 

ndf  wjhea  we  consider  the  faljse,  theapostle^ '^thepUhuMmd-ground 

orldljr  mitigna,  whi^chi  men  are  of  the  truth."     No  small  share 

^t   to  ewteBtaio    respeeiing^  his  ofthis  trust  devolves  on* the  faith-- 

xa^dim.-*-hDW    tbe)!^  bstv^   ener  fal  ministers  of  the  New  Testa- 

«»  eode^fowiring  tpsassiauleta^i^.  ment ;  but  they  ete.to  be  taken  in, 
CoNo.  Mao.  Supp.  1822.  4  T 
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On  Christian  Fellowship, 


[[Supplement, 


connexion  with  the  churches  to 
which  they  stand  related,  and  not 
as  insulated  individuals.  The 
whole  body  of  the  faithful  are  in- 
terested in  this  guardianship ;  but 
more  especially  is  every  particular 
church;  because  the  faithfulness 
of  the  whole  depends  on  that  of 
all  the  parts.  Indeed^  I  do  think 
it  will  be  found  a  matter  of  fact, 
that,  in  proportion  as  the  pure  and 
intimate  fellowship  of  the  primi- 
tive Christians  has  declined,  the 
truth  of  the  Gospel  has  suffered ; 
and,  reciprocally,  according  to  the 
decline  of  the  truth,  so  has  been 
the  abandonment  of  this  fellow- 
ship. When  the  term  church  no 
longer  signified  a  voluntary  society 
of  holy  and  faithful  persons,  but 
was  used  to  signify  councils  and 
conclaves  of  mitres,  and  hats,  and 
royal  crowns — when  church-mem- 
bers gave  up  their  proper  privi- 
leges^ and  bartered  away  their 
spiritual  birth-right  to  priestly 
usurpers,  who  sought  not  them, 
but  their^s — ^then  a  flood  of  errors 
came  rolling  in  on  every  side; 
and,  to  this  day,  "  the  abomina- 
tion of  desolation,"  which  swept 
away  **  the  truth  as  it  is  in  Jesus," 
overspreads  the  fairest  regions  of 
three  quarters  of  the  globe,  where 
once  the  glorious  Gospel  "  looked 
forth  as  the  morning,  fair  as  th^ 
moon,  clear  as  the  sun,  and  daz- 
zling as  the  starry  hosts."* 

On  the  other  hand,  how  ob- 
vious is  it,  that  where  Christianity 
is  corrupted,  and  where  "  another 
Gospel,  which  is  not  another,"  is 
embraced,  as  more  agreeable  to 
the  flesh,  and  falsely  termed  ra- 
tional— Christian  fellowship,  in  its 
primitive  purity,  is  almost  un- 
known: in  vain  do  we  search  for 
that  nonconformity  to  the,  world, 
that  spirituality  of  conversation, 
and  that  fervent  love  t6  Christ, 

-* ' — T 1 — I — p |-  11       I I 

•  Ciuili.  vi.  10.  niViilA^  nD»«.    See  . 
P«ridi.  on  hyi,  and  Good's  translation. 
I.  hare  ventured  a  little  beyond  these 
Huthorlties,  hoping^  tiliereby  to  catch  the 
true  Apirit  of  the  passage. 


which  distinguished  the  first  fol- 
lowers of  the  Lord. 

S,    It  is  manifest,    moreover, 
that  Christian    fellowship  is  ike 
strength    of  Christ's    cause.     In 
these  days  of  benevolent  exertion, 
it  is  quite  needless  to  insist  on  the 
advantages  to    be   derived  from 
union.     We  all  know  something, 
now,  of  the  value  of  aids,  wh]<£, 
in  themselves,  are  small  and  insig- 
nificant, but  which  possess  an  in- 
definite  power  when  brought  toge- 
ther :    so  is'  it    in  the  church  of 
Christ.      "  The    eye  cannot  say 
unto  the  hand,  I  have  no  need  of 
thee :  nor  again,  the  head  to  the 
feet,  I  have  no  need  of  you :  nay, 
much  more  those  members  of  the 
body,    which    seem  to  be  more 
feeble,    are  necessary."      In  this 
view,  no  brother  or  sister  in  Chri^it 
— ^no  church,  how  small  or  how 
poor  soever  it  may  be,  is  unim- 
portant:   every    one   having  his 
place,  and.  orderly  keeping  it,  and 
fulfilling  the   duties  of  his  rela- 
tion, manifestly  contributes  to  the 
strength  and  permanence  of  the 
whole  body.     Without  the  fellow- 
ship of  the    saints,  the   church 
would  die. 

4.  This  fellowship  presents  an 
object  of  attraction  to  the  world. 
Every  church  is  "  a  city  set  on  a 
hill."  As  we  have  "  no  leUowship 
with  the  unfruitful  works  of  dark- 
ness," we  seek  not  the  conceal- 
ment, of  Eleusinian  shades.  The 
world  is  to  be  attracted  and  won 
over  to  our  side— or  rather  to ''  the 
Lord's  side;"  and  we  are  to  act 
so  much  in  concert,  that  the  world 
may  ever  say — "  See  how  these 
Christians  love  one  another  !*'  How 
marvellous  was  the  effect  of  this 
spectacle  on  the  heathen  world, 
when  Christianity  was  young,  aod 
in  her  bloom  and  prime !  How 
much  we  must  lament  that  the 
samd  attractive  charms  have  not 
always  been  set  before  the  world ! 
But,  of  this  we  are  assured,  such 
is  the  power  <^  this  primitive 
fellowship,    that    wbeirever,   and 
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multitudes  to  the  Saviour^  and  they 
will  be  heard  to  say,  "  We  will  go 
with  you,  for  God  is  with  you." 

5.  Such  a  fellowship  is  not  only 
a  type  of  heaven,  but  a  preparative 
for  it.  We  are  taught  to  consider 
the  blessed  inhabitants  of  the 
world  above,  as  existing  in  a 
church  state ;  and  their  fellowship 
therein  as  the  most  pure,  and  in- 
timate, and  Foveljr,  and  universal, 
which  it  is  possible  for  any  society 
to  enjoy.  Those, '  therefore,  who 
are  brought  into  Christian  fellow- 
ship on  earth,  in  proportion  to  their 
love  and  unity,  do,  certainly, 
exhibit  a  representation  of  that 
blessed  harmony  which  subsists 
in  the  unseen  world.  And  there 
IS  something  exhilarating  in  the 


in  reference  to  the  many  unhappy 
instances  of  suicide,  which  so  la- 
mentably occur.  What  possible 
good  can  be  done  by  this  kind  of 
particularity  ?  Do  we  need  to  be 
constantly  reminded  how  easily 
we  may  escape  the  frown  of  the 
world,  and  with  what  facility  we 
may  rid  ourselves  of  all  our  earthly 
cares  and  anxieties.  Is  it  not 
certain,  tliat  even  things  at  first, 
most  revolting  to' our  minds,  by 
bein^  continually  present,  in  course, 
of  time,  not  unfrequently  lose 
their  effect?  The  writer  of  this 
paper  well  remembers  the  time> 
when  the  ideas  excited  by  certain 
details  of  the  Hind,  to  which  he 
has  alluded,  long  and  very  pain- 
fully haunted  his  mind.   From  that 


thought,    that   the  fellowship  of  period  he  determined  to  pass  over 

the  church  militant  is  the  com-  these  parts  of  our  public  news- 

menceroent  of  that    very  inter-  papen,  and  for  this  determination 

course,  which  constitutes  a  great  he  has  had  reason  to  be  thankful, 
portion  of  celestial  happiness.  The        Perhaps  it  will  be  in  the  recoU 

church  of  Christ  on  eftrth  is  the  lection  of  some  of  your  readers, 

elementary  schod  in  which  we  are  that  instances  have  occurred  in 

taught  the  first  lines,  not^only  of  which  persons,  immediately  upon 

Christian  knowledge,  but  of  that  reading  accounts  of  this  nature^ 


Ufve,  whereby  we  are  mo^  of  all 
assimilated  to  the  image  of  God. 
Happy,  therefore,  is  the  man,  and 
happy  is  the  church,  which  enjoys 
most  of  this  heavenly  communion  J 
They  live  on  the  border  of  that 
**  better  country*'  to  whiph  our 
Christian  pilgrimage  tends-^their 


have  proceeded  to  lay  violent 
bands  upon  themselves ;  and  in 
how  many  cases  details  of  this 
description  have  given  rise  to  ideas 
which,  after  having  been  silently 
cherished,  have  eventually  termi- 
nated in  self-murder,  we  cannot 
tell.     It  has  been  discovered,  we 


encampment  is  under  the  rwalls  of    know,  that  some  unhappy  suicides, 
'^  the  city  which  God  is  preparing    previous  to  the  termination  of  their 


for  them" — ^yea,  t^eir  dwelling  is 
by  **  the  gate  of  heaven." 

Thboloous. 
Hitchen,  Dee.  1822. 


ON  NEWSPAPER  DETAILS  OF 
THE  ACT  OF  SELF-DESTRUC- 
TION. 

(To  the  Ediiari,) 

Gentlembk^-— I  am  anxious  to 

lirect  attention  to  what  I  conceive 

o   be  a  highly  improper  line  of    I   complain  should  be  abated^  I 
onduct,  adopted  by  most  of  the    shall  greatly  rejoice, 
onductors  of  our  public  prints,  in  Vjatorius  Mercator, 

ie  minute  detail  of  drcumstances    London,  Oct.  24,  1822^ 

4  T2 


worldly  existence,  had  made  coU 
lections  of  these  reprehensible  pa- 
ragraphs. 

I  am  sorry  that  this  paper, 
should  you  think  proper  to  insert 
it,  is  not  likely  to  fall  into  the 
hands  of  many  of  those  persons 
for  whose  use  it  is  intended; 
yet,  perhaps,  it  may  be  noticed  by, 
some,  and  if  in  consequence  only 
a  small  degree  of  the  evil  of  whidi 
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THQUOHTS  ON  CHRIST'S  DE- 
SCENT  INTO  HELL  AS  STATED 
IN  THE  APOSTLE'S  CREED. 

1 .  The  article  of  Christ's  descent 
into  hell,  is  not  inserted  in  trny  tyf 
the  most  ancient  copies,  nor  does 
it  appear  till  the  fourth  century. 
In  ecclesiastical  history  it  first  ap* 
pears  in  the  church  of  Aquillia, 
and  was  introdm^ed  in  opposition 
to  the  AppoUinarians,  who  denied 
that  Christ  had  a  human  soul. 

2.  The  doctrine  is  founded  by 
the  supporters  of  this  article,  on 
the  follo^g  texts  of  Scripture, 
Acts  ii.  27 — 31 ;  Ephes.  iv.  9,  &c. 
1  Peter  iii.  18,19. 

3.  Very  different  opinions  hare 
been  entertained  in  regard  to  this 
article.  Some  of  the  ancients  as- 
sert, that  Christ  went  into  the  place 
of  the  damned  to  preach  salvation 
to  the  souls  of  the  lost,  and  that 
he  actually  brought  forl^  nMtny 
converts  thence.— ^ome  say,  he  de- 
scended into  hell  solely  to'triuinph 
over  Satan  and  his  angels  in  their 
own  donmins.  Others  deny  a  real 
descent  into  hell,  but  bdtev^,  that 

'  the  efficacy  of  the  cross  of  Christ 
was  felt  by  the  condemned  in  dieir 
gloomy  pnson— while  others  main- 
tain, that  Christ  went  into  the  lym" 
bus  patrumf  to  the  ancient  fathers 
and  saints  of  the  Old  Testament, 
who  were  confined  there  unto  the 
comiog  and  death  of  Christ.  Cal- 
vin and  others  of  the  reformers 
understood  the  article  to  mean, 
the  bitter  torments  of  soul  which 
Christ  realized  upon  the  cross — 
and  many  are  of  opinion,  that  it 
only  means  the  burial  of  the  ]fte<» 
deemer's  body;  but  the  most  judi- 
cious explanation,  and  which  bears 
the  names  of  many  respectable 
divipes— is,  that  it  refers  to  the 

'  separation  of  the  soul  of  Christ 
fk'pm  his  body,  and  his  continue 
^ce  in  this  state,  a^  it  were  under 
the  power  of  death,  until  the  blessed 
morning  of  the  resurrection,  in 
proof  of  which  latter  sentiment, 
let  the  following  observations  be 
examined. 

4.  Though  the  Hebrew  word 


ht^m  occasionally  signifies  the 
grav«,  yet  its  most  general  import, 
is  the  unseen  world,  or  tlie  state  of 
the  departed  in  general. 

5.  The  English  word  hell  signi- 
fies the  state  of  being  helled,  i.  6. 
covered,  as  that  descending  into 
hell  signifies  entering  into  a 
covered  or  unseen  state,   and  is 

the  same  with  bi^m. 

6.  The  word  Hades  in  the  Celtic 
signifies  the  state  of  oi^igination ; 
from  wheiKse  the  ancient  Ceite 
believed,  that  the  souU  of  men 
had  their  or^in  and  existence — so 
t}uit  when  the  soul  enters  Hades  at 
death,  they  supposed  it  only  re- 
turned to  its  original  state. 

7«  The  same  word  ^pic  in  the 
Greek  frequently  means  the  abode 
of  separate  )ipirits  in  general,  both 
good  and  bad ;  aad  is  often  used 
in  this  aaofte  by  heathen  a6  well  as 
by  Ci^risti^n^authors,  yea,  by  Christ 
hWelf  wib(ea  speaking  of  the  death 
of  the  rieh  roan  and  of  Lazanitf. 

Thus  Hades  according  to  the 
aboyie  expiaBsction^  is  divided  into 
two  parts;  the  one  iafaafaited  by 
the  righteous,  and  the  other  the 
residence  of  the  wicked.  See  Luke 
xvi«  22,  23.  And  when  Christ  en- 
tered  Hades,  we  have  every  reason 
to  believe,  that  he  went  into  that 
part  inhabited  by  the  happy,  so 
that  by  Christ*s  descending  iato 
hell,  we!  understand  to  be,  diat 
his  toal  went  into  paradise.  See 
Luke  niiiy  43.  The  apostle  in 
1.  Cor.  Kv.  1-^.  nxentioBS  the 
death,  burial,  and  resurrection  of 
Christ,  but  not  a  sentence  of  his 
descent  into  the  state  or  place  of 
damnation,  which  j^ertainly  was  no 

Sart  pf  the  Gospel  preached   by 
le   apostle.     The    godhead    ol 
Jesus  could    not  descend,  bejny 
every  where  present.    The  bodt 
of  Jesus  was  laid  in  the  grav^' 
and  his  soul    went   inunocbatel 
into  the  rksid  of  the  blessed,  coi- 
sequently   his   descent  iofto    IWl 
cannot  be  defended,  exeqA  in  tit 
sense*  we  have  already  speeifiel; 
but  accepting  it  in  that  sense,  n 


1 822.]  Original  Letter  of  fite  ftev.  'Richard  i'rc»^.  ^t 

may  easily  asmgn  manj  reasons  for  iiattnte,  and  gives  the  riret  of  etei^- 

it,  particulariy,  that  tt  was  a  ne-  nity.     I  rejoice  to  hear;  Aat  on  the 

cessary  part  of  his  humiliation  for  Lord's-day,  you  preach  the  ever- 

him  to  die,  and  lie  under  the  power  lasting  Gospel  to  about  one  tkou^ 

of  death  for  a  time,  by  which  he  sand  souls.  I  rejoice  that  God  has 

was  made  like  to  his  people,  whose  so  provided  for  his  flock  at  Taun- 

eartb-born  bodies  die,  and  whose  ton.    Though  I  never  was  in  the 

souls  exist  in  a  separate  state  till  West  of  England,  and  being  now  . 

the  resurrection  of  their  bodies,  turned  Jifh/,  'tis   unlikely  I  shall 

by  which  separation   also  he  re-  ever  see  it ;  yet  from  a  boy  I  have 

moves  all  real  occasions  for  his  had  a  peculiar  love  for  Taunton, 

people's  fears  respecting  their  se-  as  the  town  where  that  excellent 

paration  of  body  and  soul,  and  by  minister  of  Jesus,  Mr.  Joseph  Al- 

which  separation  further,  together  leine,  hved  and  shined.     His  life 

with  his  resurrection  from  it,  he  and  letters,  next  to  my  Bible,  was 

has  furnished  his  church  with   a  one  of   the  first  books  that  im- 

glorious  assurance  of  their  final  de-  pressed  my  heart.     May  the  dear 

liverance,  for  as  a  public  person  Redeemer's  name  and  honour  flou- 

he  went  into  it;  and  as  representa-  *  rish  in  Taunton  firom  age  to  age, 

tive  of  his  people,  he  came  out  of  and  your  ministerial  labours  and 

it.     The  first  begotten  from  the  ministerial  visits  greatly  contribute 

dead,  the  prince  of  the  kings  of  the  to  that  end  in  the  present  day! 

earth,  I  doubt   not  you  know,  perhaps" 

^^»»^v*<».%^  better    than    I,    there    has    been 

AN  ORIGINAL  LETTER  FROM  THE  lately  a  design  formed  by  the  Con- 

REV.  RICHARD    FROST,»    Of  necticut  and  New  York  colony,  to 

GREAT  YARMOUTH,  TO  THE  ^^  op  schools  fbr  instttwitm^  thfe 

REV.  MR.  PEAR^A^I^  OF  TAUN-  ^^-J^  ,,,^  ,hat  horiet  on  Lse 

v.     »v         »u   .    '•. «  .oca  settlements,  in  tlie  knowledge  of 

«w.tY«r««^.  AM  2, 1752.  ^^  cbrtetianity,  and  that  tome 

^r-Z^^J^***  ^'?'"'^'**i  *^  encouraging  begiming   has  beeta 

f^^  r'll?^^  ^'^  ^T  **«^*^  n»ade,  a  disign  which  I  am  sure 

to  the  life  of  the  pwHS  Mrs.  House-  ^m  ^a^  vour  heart  engaged  in 

siao,  and  «  charge  of  yours,  at  an  -^     ^^^^^  the    I         i,''  \^^^ 

}rdioatK»  k«t  year,  have  raised  ^.u^^  ^^w  the  six  nations,  a  new   ' 

a  my  miad  a  great  -reBewUpD  for  ^^be  having  of  late  years  be«. 

rp«.    I  haw  not,  indeed,  the  bap.  ^^^^  ^  ^^  other  jf«e;    wetB 

M^eas  of  a  persoQal  aoquwatapce  jhese  once  christiattiMd,   not  in 

irsth  you,  but  from  that  evMgelical  ^^^  „^„„  ^^  Jesuits  boast  to 

^^T'uJ^   *Ti^*°I  teudencjr  ^^^^  ^^^^  Christians    by  thott- 

rfaich  biwthes  through  yow  wn-  g^n^s,  who  knew  nothing  of  true 

>ng»,IcanBOtbuthewtilFWidiyou  Christianity;  but  such  Christians 

u<xeM  wtheflameoflie  LQrd.  My  ^  ^^6  justly  renowned  Eliot  lived 

rotber  Toaer,  of  Noroich,  .nforw  ^^  ^  ,ome  hundreds  of,  before  he 

•-^lX^'^L?Pf*^^r?1^  went  to  heaven,  how  would  the 

aththartMceUent  w»,  Aatlabo-  jj^^g  ^f  all  that  love  «w  Lord 

ou»  minieter  of  Jesus,  o«r  ever  j^g^  ^^^^^     and  what  a  security 

*:S'^^jr***''  P'-^^f^'dgej  would  it  prove  to  our  colonies 

»d  I  nothing  w«wief  tjwt  "ouJs  ,^„  the  iWuptions  of  the  Can*- 

Let  la  a  swuW  ipouW,  »h«iild  aist  French.    I  hear  that  the  Rev. 

adily  nm  «to  oootwfc    If  socwa  jj^.  Pemberton,  of  New  York,  is 
endahip  be  one  of  the  highest  ^^  -^  Lon^^  ^^^  ^ 

ea«o^8    eartli  qw    yield,    reU-        I  ^^t  assistance  he  can,  to- 

>»«  friendship  i»  of  j»  yet  nobler  » ._,.  fo„„d}^  „^  ^At»,m^  r  . 


«►  For  s  biograpWcal  s)(etcb  of  tJ»i»  e*-    Coll«ge  *««,  tot  bringing  up  se- 
l«ntBUHi(aeeCon.M«(!>Tat-4«ii>e»?.    nous  wd  prottlMg  young  uott  to 
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the  ministry;   and  CoL  Williams  new  rendering,  as  if  it   were  a 
told  me  if  he  came  over,  he  would  better  one  than  that  given  by  our 
visit  Norfolk  and  Suffolk,  and  I  translators.     He  also  places  the 
suppose    the   West    of    England  Hebrew  u  "idhm  in  the  margin,  as 
also.     While  vital  Christianity   is  countenancing  this  deviation  from 
at  so  low  an  ebb  nifith  us  in  Old  the  conunon   version.     The  pre- 
England,  'tis  no  small  pleasure  to  fixed  l  does,  indeed^  appear  to  fa- 
hear  things  arel>etter  in  New  Eng-  vour  tliis  alteration,  but  a  single 
land,  and  that  so  hopeful  a  foun-  reference  will  be  sufficient  to  shew 
dation  is  laid  in  Pennsylvania  and  its  absurdity,  for  if  this  were  cor- 
New  Jersey,  for  the  conversion  of  rect,  then  we  ought  to  read  Exod. 
some  of  the  Indian  tribes  as  Mr.  xvii.  12.  '' But  Moses*  hands  were 
Brainerd*s  Journal  informs  us.     1  heavy,  and  they  took  a  stone,  and 
greatly  want  to  see  a  sequel  of  that  put  it  under    him,    and  he  sat 
journal  continued  by   his  worthy  thereon,    and  Aaron,    and    Hur, 
brother,  who,  I.am  informed,  enters  {v'vi  I3cn)  leaned  on  his  hands!!" 
the   work    with    the    same    holy  It  is  well  known  that  some  Hebrew 
zeal  and  heavenly  temper  he  was  verbs  take  certain  particles,  (espe- 
remarkable  for.  O  my  dear  Friend,  cially  :i  or  V,)  after  them,  though 
we  should  seriously  consider  the  such  particles  cannot   with  pro- 
words  of  the  truly  venerable  Mr.  priety  be  rendered  into  English; 
Baxter,  that  all  things  here  are  thus  Psalm  Ixxviii.  70,  mn  nnn. 
short  and  transitory  from  their  be-  And  he  chose  David,    That  Isaiah 
ginning,  posting  towards  their  end ;  xlii.  1.  is  an  instance  of  this  idiom- 
so  short  is  time,  and  beings  here  atic  use  of  particles  is  plain,  from 
are  next  to  nothing !     The  bubble  comparing    it  wiUi  Uie   passage 
of  worldly  prosperity  and  fleshly  just  cited  from  Exodus ;  when  to 
pleasure  aoth  swell  up  and.  break  lean  upon'  is  intended^  Uie  sacred 
in  so  short  a  moment,  that  it  u,  writers  make  use  of  \ytm. 
and  is  no<  almost  at  the  same  time.        Not  only,  then,  have  our  vene- 
But  the  heavenly  inheritance  with  rable  and  truly  learned  translators 
its  joys  are  uninjured  by  duration,  given  us,  what  may  be  the  sense  of 
being  assuredly  everlasting.     This  Isaiah  xlii.  1.;  but  it  appears  that 
being  the  case^  mav  we  be  sted-  to  alter  it  in  the  way  Flavel  meo- 
£BLSt,  immoveable,  always  abound-  tions,  were  to  do  violence  to  one 
ing  in  the  work  of  the  Lord,  for  as  of  the  fbost  common  usages  of  the 
much  as  we  know  our  labour  shall  sacred  tongue^     The  iact  seems  to 
not  be  in  vain  in  the  Lord.  be,  that  such  was  the  numbery  the 
I  shall  be  very  ghtd  of  the  plea-  learnings  (many  of  them  having 
sure  of  a  letter  from  you,  and  am,  Hebrew  at  their  fingers'  ends,)  i^ 
Revl  and    Dear  Sir,   with  great  combination  of  talent,  the  fidmy, 
respect,  your  affectionate  brother,  and  the  industry  of  our  translators, 
and  humble  servant,      R.  Frost,  that  it  is  but  mir  to  assume,  that 
»^%^.*%^%^  any  supposed  improvement  which 
(lEBREW  IDIOM,  presents  itself  upon  the  veruimfsu 
The  importance  of  a  minM/eatten*-  of  the  text,  is  most  Hkdrjr  to  be 
tion  to  the  idiom  of  the  sacred  founded  on  some  fallacy,  which  a 
tongue  will  appear  from  adducing  further  acquaintance  with  the  Ian- 
a  very  common  instance  of  the  guage  would  not  fiul  to^  expo^^? 
neglect  of  it     The  pious  Flavel,  since  no  one  can  modestly  imsgio^ 
(Works,  vol.  i.  p.  1 2.)  citing  Isaiah,  that  that  which  may  be  discovered 
xlii.  1.  **  My  servant  whom  I  up-  with  a  glance,    has  escaped  the 
hold/'  prefers  a  translation  of  the  pttient  investigations  of  so  bud^ 
sentence  thus,  '<  My  servant  on  learned  men^  as  were  employed  by 
wham  I  lean  or  depend**  and  dien  King  James  in  forming  our  trsDS- 
pcqoeeds  to  animadvert  cm    this  lation.  '^-^ 
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THE  SONG  OF  MIRIAM. 

(From  Edmetton's  Sacred  Lyric*,) 
1a RK  to  the  sound  of  the  Timbrel, 
By  the  side  of  Egypt's  waters  ; 
ris  the  song  and  the  daace  of  triumph, 

Of  Israel's  dark-eyed  daughters : 
I'er  many  a  neck  so  swan-like,  - 

The  loose  black  locks  are  flowing ; 
Lnd  many  a  lip  i^l  smiling, 

And  many  a  cheek  is  glowing ; 
Lnd  those  dark  eyes  are  beaming. 

And  those  warm  hearts  are  leaping  \ 
Lnd  those  light  forms  are  swimming. 
The  measured  dance-step  keeping: 
And  this  is  the  song, 
As  they  sail  along, 
MiRiAM,-MiRiAM,  leads  the  throng! 

•  Oh,  sing  to  Jehovah  !  who^  gloriously, 
*<  Hath  triumph'd,  hath  triumph'd,  and 
no  one  but  he ; 
^  Oh  s\ng  !  for  Jehovah,  victoriously, 
<*  The  horse  and  his  rider  hath  sunk  in 
the  sea !" 

low  the  heights  of  Pi-hahiroth, 

Catch  the  echo  softly  beating ; 
law  the  rocks  of  Baal-zephon,      ^ 

Answer  to  the  light  retreating ; 
Tow  across  the  sunny  ocean. 

Floats  the  music  of  soft  voices ; 
Liid  above,  the  sky  is  cloudless. 

As  if  Nature's  self  rejoices : 
.nd  the  song  is  sweetly  sounding. 

And  the  step  is  lighUy  twining, 
Lnd  the  timbnil  gaily  ringings 

And  the  eye  with  pleasure  shining. 

'  Oh,  sing  to  Jehovah!  who,  gloriously, 
<<  Hath  triumph'd,  hath  triumph'd,  and 
.  no  one  but  he  ; 
■  Oh  sing !  for  Jehovah,  victoriously, 
<^  The  horse  and  his  rider,  hath  sunk  in 
the  sea!" 


THE  REQUIEM. 

(From  the  Same*) 
F  there's  a  power  in  earthly  sound. 

To  soothe  an  aching  breast ; 
:;  is,  when  some  ^ar  grave  around. 

The  sacred  hymn  of  Rest 
rom  voices  low,  and  soft/  and  clear, 
.t  summer  eve  steals  o'er  the  ear. 

erchance,  in  deep  and  shadowy  dells 

That  funeral  song  may  be  ; 
erchance,  firom  ocean  beach  it  swells 

Across  a  rippled  sea ; 
erchance  cathedral  chancel  high, 
[ay  echo  soft  the  harmony. 

;  speaks  of  rest  from  every  toil, 

C>f  ease  from  every  pain ; 
.  home  where  nought  can  come,  to  spoil 

The  work  of  joy  again : 
t  tdls,  that  one  has  gone  to  dwell 
kinid  that  peace  unspeakable. 


It  tells,  another  Saint  has  won 

The  victory  o'er  the  tomb ; 
That  now,  he  has  for  ever  done 

With  sin,  and  all  its  doom : 
It  brings  to  mind,  that  Requiem  song 
In  Patmos*  by  unearthly  tongue. 

Sweet  soothing  hymn,  thy  harmony. 

That  swells  and  sinks  away. 
Bids  every  wave  of  passion  die. 

Each  rebel  thought  decay ; 
And  peace  and  holy  calmness  rest 
O'er  every  feeling  of  the  breast. 

Worn  head !  andstormy  heart !  come  here  I 

List  to  that  simple  strain ; 
Lay  care  aside,  dry  every  tear. 

And  never  mourn  again : 
Perhaps  the  time  not  far  may  be. 
When  this  sweet  hymn  shall  soimd  o'er 
thee. 

I 

THE  FALLING  LEAF. 
{From  the  London  Magatme,) 

Were  I  a  trembling  leaf 

On  yonder  stately  tree. 
After  a  season  gay  and  brief, 

Condenm'd  to  fade  and  flee ; 

I  should  be  loth  to  fall 

Beside  the  common  way, 
Weltering  in  mire,  and  spurn'd  by  all. 

Till  trodden  down  to  clay. 

I  would  not  choose^  to  die 

All  on  a  bed  of  grass, 
Where  thousands  of  my  kindred  lie. 

And  idly  rot  in  mass. 

Nor  would  I  like  .to  spread 

My  thin  and  wither'd  face, 
In  hortui  siccus  pale  and  dead, 

A  mummy  of  my  race. 

No— K>n  the  wings  of  air 
Might  I  be  left  to  fly, 
I  know  not  and  X  heed  not  where, 
.    A  waif  of  earth  and  sky  1 

Or,  cast  upon  the  stream, 

Curl'd  like  a  fairy-boat. 
As  through  the  changes  of  a  dream. 

To  the  world's  end  I'd  float. 

Who  that  hath  ever  been. 

Could  bear  to  be  no  more  ? 
Yet  who  would  tread  again  the  scene 

He  trod  through  life  before  ? 

On,  with  intense  desire, 

Man's  spirit  will  move  on ; 
It  seems  to  die,  yet  like  heaven's  fire. 

It  is  not  quench'd,  but  gone. 

J.  Montgomery. 
Sheffield,  Oct,  24,  IS22. 

*  Rev.  xiv.  13. 
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Tnftnty  Sermons.  Bif  the  late  Rev, 
H*  Martin,  BJ)»  Second  edi» 
turn.  Bva,  lOf.  6d*  London: 
Seelej,  1822. 

The  velry  name  of  Henry  Martyn 
revives  within  us  recollectionB  of 
no  ordinary  interest  and  import- 
ance. With  scientific  rank  and 
commanding  character^  which  pro- 
mised him  the  highest  academical 
advancement,  andj^  eventaally,  ele- 
vated station  in  the  national  esta* 
blishment;  with  prospects  of  fanw 
and  wealth  in  the  prosecution  of  ki 
easy  and  honourable  career;  h^ 
counted  all  but  loss  that  he  might 
enter  on  a  task  of  perils  difficulty, 
and  doubtful  success,  but  which 
offered  an  adequate  field  of'exer- 
tion  to  his  zeal  ia  the  service  o£ 
Christ.  ^  As  a  resident  in  an  Uni- 
versity, he  had  many  opportunities 
of  doing  good ;  as  a  parish  priest, 
he  might  have  laboured  eflfectually 
in  the  work  of  souls ;  had  he  a^ 
tained  the  digiiitie»  of  eooietaias- 
tical  elevation^  hisital^itoaiiK}  piety 
would  have  given  attraction,  even 
to  evangelical  principles,  among 
the  privileged  orders  of'  society. 
But  his  choice  directed  him  to  a  • 
different  range ;  his  mag^animoua 
spirit  had  a  lavger  mid  nMm  »du. 
ous  aim ;  the  exigencies  of  a  de»" 
titute  race,  of  realms,  lyings  in 
pagan  darkness,  had  touched  hi» 
sympathies ;  and  his  anxious  com- 
passion for  their  intellectual  soi^ 
spiritual,  wretchedness,  impelled 
him  to  focego  ev^y  pi^ospiect  of 
happiness  and  adivaac^niient  in  bi» 
native  land,  for  tiie  rug^^nsssof 
a  distant,  gloomy,  and  solitary 
path.  Martyn,  in  Persia,  was^a 
most  marked  aifd  impresnfve  mani- 
festation of  a,  peculiar  providence. 
The  Persies  ^re  aji  acute  a|id 
ready  people,  and,  however  ardent 
their  attachment  to  Islam  may  be, 
they  are,  compared  with  the  sullen 
Moslem  of  Turkey*    an  accom- 


plished and  high-spirited  race. 
The  character  of  All,  with  its  no- 
ble aad  chividrie  qualitieB^  was 
scaroefy  more  different  from  the 
gloomy  and  ferocious  bigotry  of 
Omar,  than  theign(»rant  and  malig- 
nant Ottoman  from  the  versatile 
and  vivacious  inhabitant  of  Ispa- 
han. For  the  keen  encounter  with 
this  quick-witted  tribe,  the  habits 
and  attainments  of  Martyn  emi- 
nently fitted  htm;  and  the  skill 
wi^  which  he  managed  his  dif- 
ferent controversial  engagem^its, 
was  not  less  conspicuous  than  the 
firmness  and  dignity  of  his  con- 
duct, when,  singly,  anud  the  asseefi- 
bled  Moollahs,  and  in  the  pr^^nce 
of  the  Vinet,  he  bore  fais  fearkes 
testimony  to'  the  divinity  orChrist. 

Every  thing  which  mijght  be 
presented  to  U3»  as  the ,  work  of 
such  8  man  as  this^.  would  claim 
the  most'tespect^l  attention;'  but 
though  the  voliime  before  us  has 
a  peculiar  interest,  as  bearing  bis 
signature,,  it  i»  distingaished  by 
excefieneies  which  would  have  ob- 
tajnedfi^f  it  general  attenitien,  bad 
the  author  been  unknown  ta&ne« 
We^  have  read  with janguhr  grati- 
fication the^c;  HMVAoriak  of  the 
talents  and  graces  of  Henry  Mar- 
tyn,-—these  gmuiioft.  relics  of  a 
departed  saint,-«^this  legacy  of  a 
mind  and,  heaii^  devot^  to  the 
noU^  of  all;  lahaucsy,  tbe  convec- 
sion  of  sinneuB  fkmt  Sateik  unto 
God. 

Lej:,  us  not  be  misundbrstibod ;; 
we  are  aotious  «ol  t(0>»be.  sttspected 
of  overwrought  eulpgj^j  and  wt 
shall  endeadroujT.  to  be  sm^what 
more  dnstinct  and  specKic  itt  our 
criticism  than  we  might  perfeaps 
be,  if  we  wer.e  to.  giy^  ttlJl  express 
sion  to  our  feelings.  Mart3ni  him- 
self was  not  only  tqo  lo^y  to  de- 
siife^empiy  appkoise;;  bAt  Ms,  nuiid 
was  too  manfy^aad'too  just  to  be 
satisfied  wi^.ihdefiiute  or  eie^jp- 
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rated  praise.      Those,  then^  who  fishaess,  instead  of  observing  what  ig 

may  seek  in  these  sermons  critical  *®^V  ^^^  of  good  report;  that  he  should 

research,  original  disquisition,  or  ^^!f'  ^'"^^^  "^J^lf  "*  f  °^  inreverent  in 

v^^    .  '       ,°          .     ^         .,,  ^  prayer — and    find     strong    reluctance 

ghtternig     decoration,      will     as-  to   spiritual   duties,   and    the    keeping 

siiredly  be  disappointed ;  but  they  of  his    heart  with  diligence— that   he 

who,  with  a  truer  perception  of  ***ouW  through  fear  or  carelessness  be 

the   right    objects    of  preaching,  tn'fr^^  '^T^""  'w'V''*'^'''.'?''^ ^Jh. 

,„;n  u^  ^  *-  /:    1      '^u      il  ^     .-  n  world,  or  dissimulate  before  them — that 

ivill  be  satisfied  with  substantially  he  should  be  apt  to  be  impatient  in  sick- 

Jorrect  views  of  Gospel  doctrine,  a  ness,  distress  of  circumstances,   loss  of 

lound  and  vigorous  style,  and  a  fri«nds;  or  other  calamities  of  life — that 

5train  of  appeal  not  unfrequently  J^^e  should  be.  times  when  he  would 

„•  •   _    :  A                   r  1      1               ^  '^^^  that  he  had  lost  all  happiness,  by 

•ising    into    powerful    eloquence,  having  renounced  the  world^and  what 

vill  as  certainly  find  them  here,  n  worse,  after  all  these  t^ugs,  that  he 

There    is,    moreover,   a    strongly  should  remain,  for  a  considerable  time, 

narked  character  of  sincerity  about  {**^?  hearted  and  unfeeling  at  the  rccol- 

hese  sermons,  that  renders  them  '^Th^s  is 'tribulation!  for  sin,  in  its 

tncommonly  impressive.      There  nature  and  consequences  is  grievous  to 

3,  in  brief,  a  combination  of  ad-  t^e  children  of  God ;  but  cspecialhr  that 

(lirable  qualities  in  these  remains  ^[^  "^^"^^^  ^^^^^  '■*  themselves.    When 

f  a  r^nxjL-av^tA    n»/l    ^./^^lUr    •^;^^1  *°^y  reflcct  how  their  sin  casts  a  veil 

t    a  powerful    and    godly   mmd,  ^^^^  j^e  light  of  God's   countenance, 

lat  cannot  tail  to  give  them  ex-  grieves  the  Holy  Spirit,  ^and  crucifies  the 

?nsive  currency,   and   to   render  Son  of  God — ^how  it  sometimes  brings  a 

lem,  wit!i   the  blessing  of  God,  reproach  upon  their  holy  faith,  and  an 

bimrlanflv  iiqp^FhI  occasion  to  their  enemies  to  blaspheme 

rnt          y          ^,         ^    •      t     /»  1  — how  it  defiles  their  souls,  and  checks 

1  here  is  great  beauty  in  the  fol-  their  advances  in  the  divine  Hfe— their 

)wing  true  and  feeling  picture  of  reflections  upon  their  own  sinfulness  are 

odly    sorrow,   from  the   seventh  accompanied  with  the  keenest  remorse.. 

5rmon,  entitled,  "  Tribulation  the  ^'  !f  ^^^^  «^°"?^  ^^^  themselves  con- 

T      4.    4.U     IT*       1       »»  vmced  of  Sin,  yet  incapable  of  sorrowing 

Kay  to  tne  K^mgciom.  for  it  after  a  godly  sort— which  is  often 

"It  is  likely,  from  the  nature  of  the  case,  as  the  effect  of  sin  is  to  harden 

UR  CONDITION  IN   THIS  WORLD,  that  t^c  hear^~then  IS  their  anguish  extreme : 

1  sho«ld,  throuirh    much  tribulation,  for  the  chief  relief  to  a  good  man,  after 

Iter  into  the  kingdom.    The  mere  theo-  *^«  commission  of  evil,  is  to  be  able  to 

tical   moralist,   who  descants  on  the  ?:^®P  ,^°,^  f  ^"'"fj-:*^  ^?t-^*''  .^""^  ^^^^ 

ippiness  of  the  ffood  man,  as  if  he  were  *»»«»8elf  before  God,  with  a  broken  and 

I  angel,  not  taking  into  consideration  co°*"te  spirit,  —p.  123. 

e  corruption  of  human  nature,  will  ^^-e  pass  with  reluctance  over 

scribe  him  as  too  elevated  m  his  views  i     j     •     i  i                            1.  •  1 

be  endangered  by  the  bod.'— too  amia-  several  admirable  passages  which 

3  in  bis  conduct  to  be  persecuted  by  we  had  marked  in  reading,  espe- 

i    fellow-creatures— too   firm    in  his  cially  one  of  considerable  length  in 

jolntions  to  j-ield  to  Sattin.    But  the  the  fine  discourse  on    Paul  and 

il  condition  of  the   Christian  in  the  -r:»  t      i_   . 

>rld,  is  sufficient  to  prove  that  picture  *  ^"'^Z  °."^  *®  ^®  ^^®  pressing  upon 

be  dra\?n  by  fancy ;  because,  though  our  limits,  we  prefer  the  following 

re,  so  far  as  be  is  renewed  in  the  spirit  section,  on  account  of  its  clear  and 

his  mind,  he  finds  another  law  in  his  gcriptural  statement  of  the   doc- 

mbers  wafrtng  agsmst  the  lata  ofhu  mmd  r^*-/?  t*.                   •^i_-' 

iagain,thoughholyiQaUhisconduct,  trines  of  grace.     It  occurs  in  the 

is  among  creatures,  who  have  no  taste  thirteenth    sermon.     "  The    true 

■  holiness:  and  though  he  is  finally  Christian,"  from  J  Corinthians,  !• 

itorious   over    Satan,     he    is    often     j <>^ 

•rated  in  the  interim. 

"  It  is  no  more  than  likely,  then,  that  "  1st.  Tliey  are  called  of  God  the 

.m  his  flesh,  or  the  corrupted  part  of  Father  ;  for  the  name  given  to  them  in 

i  nature,  tke  child- of  God  should  go  the  text,  the  Church  ofGod,  signifies,  ac- 

*ough   much  tribulation  :    it  is  likely  cording  to  the  original,  a  body  of  persons' 

it  he  should  at  times  be  the  subject  of  called  out  from  the  rest  of  mankind ;  and 

1  tempers ;   and    thai  he    should  be  such  are  Christians,  if  they  deserve  the 

:rayed  into,  rash  and   passionate  Ian-  name.    They  are  called  to  separate  from 

ige,  and  be  guilty  of  unbecoming  sel-  an  ungodly  world,  not  only  by  the  voice 

Cong.  Mag.  Supp.  1822.  4  U 
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of  God,  speaking  in  general  terms  by  the 
Scriptures;  but  they  arc  called  by  the 
voice  of  the  Spirit  in  their  hearts. 

<<  That  some  are  thus  wroup^ht  upon 
rather  than  others,  and  obey  the  call  to 
come  out  from  the  world,  b  not  to  be 
ascribed  to  their  superior  merit,  and 
their  better  inclination,  recommending 
them  to  God:  the  Scriptures  decliure, 
that  it  is  not  of  him  that  tnlUthy  nor  of'hitn 
that  runneth y  hut  of  God  that  sheweth 
mercy  (Horn.  ix.  16.)  ;  that  we  are  created 
in  Christ  Jesus  unto  good  workSf  which  God 
huth  before  ordained  that  we  should  walk  trt 
them  (Eph.  ii.  10.)  ;  and  that  it  is  God 
whicJi  worketh  in  us,  both  to  will  and  to  do 
of  his  good  'pleasure  fPhil.  ii.  13.) ;  what- 
ever there  is  good,  inerefore,  in  his  peo- 
ple, is  God*s  own  gift  and  work. 

*•  Moreover,  Gtxi  fhath  from  the  begin- 
ning  choseti  us  to  salvation  (2  Thess.  i^. 
13.)  ;  and  that  tliis  was  not  because  the 
merit  of  the  objects  was  foreseen,  is 
clear  from  Ephesians,  chap.  1.  ver.  4. 
He  hath  chosen  us  in  him  before  the  founda- 
tion of  the  world,  that  we  should  be  holy 
and  witliout  blame  before  Him  in  love ;  and 
from  Rom.  chap.  viii.  ver.  29.  Whom,  he 
did  foreknow,  he  also  did  predestinate  to  be 
conformed  to  the  image  of  his  Son,  Holi- 
ness is  an  effect,  not  a  cause. 

"  Almighty  God  acts  according  to  the 
purpose  of  his  own  will,  without  think- 
ing fit  to  render  an  account  of  it  to  his 
creatures ;  and  though  this  act  of  his 
sovereignty  is  unquestionably  consistent 
with  his  other  attributes,  yet,  as  that 
consistendy  is  not  revealed  to  us,  we 
must  rest  satisfied  with  the  general  re- 
flection, that  the  Judge  of  all  the  earth 
/will  do  right,  (Gen.  xviii.  25.) 

<*  All  that  can  be  stated  positively  on 
this  subject  is,  that  in  the  covenant  of 
redemption,  it  is  the  prerogative  of  tlie 
Father  to  give  whom  he  will  to  Christ  ; 
for  thus  saith  our  Lord,  No  man  can 
come  unto  me,  except  the  Fathet,  which  Jiath 
sent  me,  draw  him  (John  vi.  44.)  ;  and, 
in  his  last  prayer,  recorded  by  St.  John, 
he  speaks  of  his  people  as  given  to  him 
by  the  Father ;  I  pray  for  them,  1  pray 
not  for  the  world,  but  for  them  which  thou 
hast  given  me  ;  for  they  are  thins.  (John 
xvii.  9.) 

*<  How  high  and  awfully  grand  are  the 
destinies  of  a  hc^Jy  soul  *  Known  to  the 
^ancient  of  days  before  all  time,  and  loved 
with  an  everlasting  love,  he  is  brought^ 
through  every  danger  in  this  world,  to 
the  enjoyment  of  eternal  glory  I  How 
frequently  should  the  church  of  God  be 
meditating  on  these  things,  and  ponder- 
ing the  weight  and  excellency  of  them 
in  their  minds ;  for  to  quote  an  article  of 
our  church,  *To  Godly  persons,  and 
such  as  feel  in  themselves  the  workings 
of  the  spirit  of  Chi'ist,  mortifying  the 
Arorks  of  the  fleshy  and  their  earthly^- 


members,  and  drawing  up  their  minds  to 
high  and  heavenly  things,  the  godly  con- 
sideration of  our  predestination  and  elec- 
tion in  Christ,  is  full  of  sweet,  pleasant, 
and  unspeakable  comfort.** 

*'  2.  The  Christian  is  further  to  becon- 
sidered  as  saved  in  the  Son  ;  or  in  tbc 
language  of  the  text,  in  Jesus  Christ, 

**  This  oiu:  Saviour  lays  down  as  evidence 
of  our  election.     Every  man,     said  he, 
which  hath  heard  and  learned  of  the  Fcaher, 
cometh  unto  me,    (John  vi.   45.)     Every 
heaven-instructed   Christian,  convinced 
that  he  is  ignorant,  guilty,  polluted,  and 
enslaved,  applies  to  Christ  that  he  mar 
of  God  be  made  to  him  wisdom^  and  righte- 
oustiesSf  and  sanct^iccUion,  and  rcdcmptien. 
(1  Cor.  i.  30.)    He  feels  himself  autho- 
rised to  do  this,   because   God    hath  stt 
forth  his  Son  to  be  the  propitiation,  through 
faith  in  his  blood  (Rom.  iit.  25)  ;  and  be 
is  encouraged  to  it  by  the  gracious  inri- 
tations  of  Christ  himself.   Come  unto  vie 
all  ye  that   Libour  and   are   heavy  laden. 
(Matt.  xi.  28.)  Him  that  cometh  unto  mt 
I  wilt  in  no  wise  cast  out  (John  vi.  37.) ; 
and,  whosoever  will,  let  hins  come,  withottt 
money  and  without  price,    (Rev.  xxii.  17.) 
(Issdah  Iv.  1.)     From  tlus  period  he  be- 
gins to  date  a  new  era  of  his  life ;  for, 
by  renouncii^  all  confidence  in  himself, 
and  desiring  the  righteousness  which  is  of 
God  by  faith,    he  makes  that  critical 
transition  which  carries  hini  from  death 
unto  life ;  having  come  ta  God  by  Christ, 
he  is  regarded  by  God  as  in  Christ  -,  his 
former  sins  are  remembered  no  more ; 
God  is  satisfied  with  the  atonement  of 
Christ  for  them;  ajustifyingrighteousness 
is  no   more  required   of   him,   because 
Christ's  righteousness  is  imputed  to  him 
by  faith ;  and  the   rewards  of  heaven, 
though  merited  only  by  Christ,  arc  be- 
stowed on  the  believer  because  he  is  in 
Christ.**— p.  257. 

We  regret  our  inability  to  in- 
clude the  third  head^  which  relates 
to  sanctification ;  it  finishes  the  de- 
scription of  the  Christian  cha- 
racter, and  well  might  the  preacher 
exclaim, 

"  What  need  be  added  to  shew  its  ex- 
cellency and  dignity  ?  His  name  ea- 
graved  in  the  Book  of  life — his  intersts 
united  insepiurably  with  those  of  the  Son 
of  God,  and  his  bosom  the  abode  of  tbit 
august  iphahitant,  the  Holy  Ghost— the 
Man  of  God  stands  at  an  immeasnrsble 
distance  from  whatever  is  admirable  od 
earth.  If  an  individual  possesses  such  ex- 
cellency ,how  admirable  the  society  com- 
posed of  such  members  !** 

*  Seventeenth  ^ticle  of  the  Church  cf 
^.ngland. 


have  little  disposition  to  exercise 
in  the  present  instance; 
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There  are  a  few  points  in  which  the  inferences  that  have  been  drawn  from 

we  should  feel  disposed  to  take  it,  are  such  m  would  astonish  the  humbW 

1 .    ..       .     -tLM     -hf  M.     »          J  unsophisticated  Christian, 

objections  to  Mr.  Martyn  s  modes  .,  j^^r.  Kinghom,  whose  praise  is  in 

of  statement,  but  this  is  a  part  of    the  churches,  in  his  '  Baptism,  a  Term 

our  critical  occupation,   which  we     of  Communion  at  the  Lord's  Supper,' 

p,  8?,  says,  *  baptism  was  to  him,  (Christ,) 
as  far  as  we  can  judge,  of  infinitely  less 
moral  ttsc  than  it  is  to  us;  yet  because  the 
baptism  of  John  was  from  heaven,  he 
submitted  to  it,  and  gave  this  as  a  rea- 
son, <  Thus  it  becometh  us  to  fulfil  all 
righteousness.*  How  Mr.  Kinghom 
would  ezpldn  the  statement,  which  he 
makes  by  implication,  that  baptism  was 
of  some  moral  use  to  our  holy  Saviour,  I 
have  no  conception ;  it  would  doubtless- 
be  in  some  way,  which  he  supposes,  with, ' 
„        _  his  views  of  baptism,  would  exalt  his. 

that  of  the  New  Testament.     By    heavenly  Master ;  but  I  have  revolved  it 
James  Bass,      Svo.     2*.   6rf.—     often,  and  hitherto,  as  often  as  I  do  so, 

it  extorts  this  exclamation, — ^What !  bap- 
tism of  some  MORAL  us£  to  the  perfecV 
Son  of  God! 

"  Dr.  Williams,  who  left  this  world 
deservedly  esteemed  for  his  learning  and 
piety,  thought  lie  made  all  plain  by  the 
peculiar  supposition,  that  our  Lord  might 
have  touched  a  bone  or  a  dead  body,  and 
come  to  John  for  a  legal  fmrtfication. — ^ 
(SeeAntipaedobap.Examin.vol.  ii.p.  13.) 
At  this  1  am  lost  in  wonder.  Can  we 
believe  that  it  was  either  by  the  one  or 
the  other ;  by  the  moral  use  baptism  was 
of  to  our  perfect  Saviour,  or  by  his  gain- 
ing a  legal  purification  by  it — a  rite  that 
was  not  of  Moses — ^that  our  Lord  and 
John,  upon  the  high  occasion  of  the  bap- 
tism of  the  former,  fulfilled  all  righteous- 
ness?    To  wave  all  other  remarks  on 
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tion upofi  Baptism :  containing 
a  Statement  of  some  Essential 
Points  in  which  the  Systems  both 
of  Pcedobaptists  and  Anti'pcedo- 
baptists  appear  to  differ  from 
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Apaht  from  the  divisions  which 
the  question  has  occasioned  in  the 
religious  world,  and  from  the  nar- 
row sectarian  spirit  in  which  it  has 
:oo  often  been  agitated,  we  have 
dways  thought  that,  when  not 
;welled  into  undue  importance, 
he  subject  of  Baptism  presented  a 
air  opening  for  much  curious,  and 
lot  unprofitable  inquiry  into  the 
lature,  the  history,  and  tht  in- 
uence  of  Scripture  ordinances, 
luch  learning  and  acuteness,  un- 
appily  mingled  with  a  large  alloy 


f  acrimony,  have  been  exercised    hypotheses  such, as  these,  that  of  Dr. 

I  the  controversy;    and,  though    ^'"^T!kT"*^  T.^^^  *'''\v°KL«iS" 
•     1^1  *.i.i  a.         '  piser  ot  the  law  of  Moses,  which  express- 

1  amicable  settlement  seems  to  jy  provided  for  such  purifications  where 
3  utterly  hopeless,  the  dispute  they  were  needed,  and  which  remained 
IS  been  so  far  of  use,  as  to  have  »»  ^^U  force  till  the  rending  of  the  veil 
•ought  forward  much  incidental  ^^  *^®  "^^^^^  temple/*— pp.  12,  13. 
u  s tration  of  the  important  in ves-  This  "  palpable  hit"  fairly  roused 
ration  to  which  we  have  just  re-  us,  and  satisfied  us  that  Mr.  Bass's 
rred.  It  was  under  this  genetal  book  must  be  worth  a  regular  pe- 
pression  tliat  we  took  up  Mr.  rusal,  on  which  wc  accordingly 
uss's  pamphlet;  we  certainly  did  entered;  and  its  riesult  has  been 
t  expect  any  great  novelty  on  much  satisfaction  with  the  spirit 
?  specific  subject,  but  we  were  and  temper  in  which  Mr.  B.  has 
ripared  to  receive  with  due  at-  drawn  up  his  ''  address,"  and  with 
ition  any  collateral  matter  which  the  diligence  and  ability  manifest- 
g-ht  be  suggested.     We  opened    ed  in  the  prosecution  of  the  in-. 

quiry.  Thus  much  we  may  be 
flowed  to  say,  without  making 
ourselves  parties  in  the  contro- 
versy, a  step  which  we  are  desirous 
of  avoiding,  though  it  is  no  part 
of  our  plan  to  exdude  the  general 
subject  from  our  pages. 
4U2 


we  confess,  rather  listlessly, 
J,  glancing  on  the  first  page  that 
•sented  itself,  our  eye  rested  on 

follo^ving  pithy  and  expreasive 
e. 

The  various  reasons  that  have  heen 
^necl  for  our  Saviour's  haptism>  and 


/ 
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After  observations  tending  to 
show  the  injurious  effect  which 
confused  and  uncertain  views  of 
the  ordinance  had  produced  upon 
his  mind,  IVir.  Qass  proceeds  to  his 
investigation,  of  which  we  had  in- 
tended to  give  a  formal  analysis ; 
but  from  the  variety  of  its  illus- 
trations, and  a  little  want  of  dis- 
tinctness in  the  marking  of  its 
more  prominent  points,  we  feel  it 
more  satisfactory  to  give  an  ex- 
tract or  two,  referring  to  main 
conclusions,  and  to  recommend  the 
work  altogether  as  one  that  will 
repay  an  attentive  perusal.  Water 
is  defined  to  be  the  Scriptural  "em- 
blem, sign,  or  figure,  of  that  grace 
which  bringeth  salvation;*'  and  it 
was  applied  by  inspired  men  to 
three  distinct  characters,— 

**  Under  one  of  which  all  must  class 
irho  shall  erer  seek  the  ordinance :  those 
vho  receive  the  outward  warning  to  use 
revealed  means  of  grace  for  fleeing  <  from 
tiie  wrath  to  come,'  but  who,  a  minister 
may  see  cause  to  fear,  have  no  right  im- 
pression; those  who,  affected  with  a 
sense  of  sin,  become  despondent,  but 
have  no  knowledge,  hope,  nor  comfort ; 
and  the  true  believer,  who  is  mourning 
under  the  entanglements  and  defilement 
of  his  inbred  depravities  and  sins  at  the 
commencement  of  his  holy  conflict.  To 
the  first,  the  reaaon  given  for  the  sacred 
administration  is  express  and  unequivo- 
cal, that  it  is  wito  repentance;  «.  e.  as  a 
means  to  lead  to  it ;  to  the  second  it  is 
direct  and  clear  a^  an  inducement  to  re- 
ceive the  ordinance,  that  it  is  'far  the  re- 
miition  of  sins,*  (not  to  profess  that  by 
faith  it  is  already  obtained :)  and  to  the 
third,  none  can  well  mistake  it,  that  it 
is,  « to  wash  away  sin«.*  " — p.  9. 

It  is  affirmed  by  Mr,  Bass,  that 

«<  Nothing  appears  in  the  Scripture  his^ 
tory  that  answers  to  the  phrase, « candidate 
for  Baptism,'  *  credible  profession,'  ini- 
tiation into  the  Gospel  dispensation,' 
or  into  the  *  universal  visible  church,' 
which  jire  used  in  the  baptismal  contro- 
versy." 

He  objects  to  the  term  *^  sacra- 
ment,"  applied  to  the  rite  in  the 
Assembly's  catediism ;  and  asserts 
that  the  import  of  the  ordinance 
is  entirely  mistaken  by  all  those 
who  view  it  as  •'  a  sign  of  grace 
existing  in  ns,"  instead  of  consi- 
dering it  is  "  a  sign  of  the  grace 
of  heaven,''    «  The  essentiality  of 
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immersion"  he  regards  as  *'an  early 
error." 

*«  I  believe,"  writes  Mr.  Bass,  "baptua 
to  be  a  sign — not  of  inward  reaewiai; 
graces — ^but  of  the  grace  of  Heaven,  or- 
dained by  Christ  in  his  love  and  wisdom, 
to  instruct  ihe  learner  of  the  Cbristian 
faith  in  the  scheme  of  revealed  raeny ; 
and  to  direct  him  iu  his  thoughts  ud 
contemplations  all  his  days,  to  the  Fa- 
ther, through  th$  Son,  by  the  Holy  Spirit, 
for  all  grace  to  help  and  save«him ;  so 
that,  according  to  Uie  revealed  order  of 
our  communion  with  the  Deity,  <  his  fel- 
lowship may  be  with  the  Father,  ud 
with  his  Son  Jesus  Christ/  by  the  *  One 
Spirit ;'  and  that  thus  instmmentally,  bis 
baptism  D»ay  save  him  continually  in 
every  stage  of  his  Christian  course.*''-p.6^' 

The  general  inference  is,  that 
being  a  *^  teaching  ordinance/'  haa^ 
tism  is  to  be  administered,  either 
by  sprinkling,  pouring,  or  immer- 
sion, to  all  ages,  infants  and  adults, 
indiscriminately  ;  and  that  the  in- 
struction both  of  "  preaching  and 
baptism,"  provided  for  in  the 
Apostolic  commission,  "was  in- 
tended only  to  prepare  the  nations 
of  the  earth  for  entering  the  visible 
kingdom  of  Christ,  or,  in  other 
words,  for  becoming  Christians." 


«'««^%«%^%^«'^ 


The  Character  and  Happiness  of 
them  thai  die  in  the  Lord.  A 
Sermon  on  occasion  of  ihe  Dtatk 
of  the  late  John  Owen,  M.  A. 
Btf  William  BeaUrtf,  B.RF.RX 
Published  by-  reqttest.  8t».— 
London:  Hatchard,  1822. 

Attax)hment  to  Life.  A  Sermon  m 
occasion  of  the  Death  of  the  hie 
Rev.  John  Owen,  M,A,  Bif 
Joseph  Httghes,  M.  A.  Sw.— 
London:  Holdsworth,  1822. 

It  is  not  necessar}'  that  we  should 
here  repeat  our  eulogy  of  Mr. 
Owen ;  he  has  left  behind  him  an 
illustrious  name;  he  long  occu- 
pied a  conspicuous  station,  and 
such  was  the"  ability  and  consis- 
tency with  which  he  acted  up  to 
its  arduous  duties,  that  we  have 
never  lieard  a  dissentient  voice 
from  the  universal  attestation  to 
his  high  character  and  deserts, 
as  an  active  and  enb'ghtened  co- 
administrator of  the  Bible  &ciet}> 


im.'}  on  Ike  Be0ik  of  ike  late  Rev.  Jokn  Owen. 

The  defttli  of  such  a  man   is  a 

public  calamity^  and  fts  sucb^  it  has 
been  felt  by  all,  especially  by  his 
coadjutofSj  who  haT€  been  best 
able  to  estimate  the  difficulty  of 
supplying  his  loss.  The  sermons 
before  us  are  proofs  of  the  affec- 
tionate attachment  which  his  many 
excellent  qualities  bad  inspired; 
and  they  are^  at  the  same  time, 
highly  creditable  to  the  feelings 
and  talents  of  the  ministers  by 
whom  they  were  respectively 
preached. 

From  Revelations  xiv.  13.  Mr. 
Dealtry  considers,  1st,  The  per* 
ions  described;  2d,  Their  hoppi^ 
tess.     These  points  are  interest- 
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ngly  treated,  but  we  must  select    private  papers. 


pleuiire,*  obserra  a  commmi    friend^ 

'  his  conduct,  and  demeanour  wlien  he 
was  provoked  into,— I  should  rather  say, 
for  it  is  that  I  mean,  when  he  bore,  with 
unperturbed  and  inexhaustible  good  hu- 
mour, what  would  have  provoked  almiMA 
any  other  man;  and  when  he  suffered  to 
remain  in  the  quiver  arrows  which  he 
could  bare  sent  forth  with  unerring  aim 
and  vigour  '  I  have,  myself,  seen  him,, 
on  many  such  occasions,  and  a  hanh  of 
unbecoming  word  never,  ia  my  presence., 
fell  from  his  lips.  The  only  feeling,,  f 
am  persuaded,  that  he  ever  entertained 
towards  his  most  determined  opponents, 
might  be  expressed  in  the  words  of  oar 
Liturgy ; — *  That  it  may  please  thee  to 
forgive  or.r  enemies,  persecutors,  and 
slanderers,  and  to  turn  their  hearts  :  W^ 
beseech  thee  to  hear  us,  good  Lord.*  "— 
pp.  29,  30. 

We  add  a  few  passages  firom  hi» 


)ur  extracts  from  the  matter  more 

mmediately  relating  to  the  charac- 

er  and  habits  of  Mr.  Owen.     Mr. 

).  touches  but  lightly  on  those 

lortions  of  the  life  of  the  deceased, 

/hich  were  unconnected  with  the 

»ible  Society,  and  justly  refers  to 

is    exertions    in   behalf  of  that 

lorious  Institution  as  constituting 

Is  chief  claim  to  our  admiration 

nd  r^ret.   He  had,  indeed,  iden- 

fied  himself  with  its  prosperity ; 

3  had  consecrated  to  its  advance- 

ent  all  the  faculties  and  energies 

'his  active  mind;  and  even  when 

ihausted  by  his  unwearied  efforts, 

id    conscious  of  the  increasing 

firmities  of  his  debilitated  frame, 

left  on  record   the  following 

lef,    but  most  expressive  testis* 

>ny  of  his  unabated  zeal. 

*  How  sweet  to  have  toiled  in  this 
rk !  *  And,  if  wasted  with  labours 
re  abundant,  he  is  compelled  to  with- 

w  .      J   have   done.'*     The  last 

•ds  occurring  at  a  short  distance  from 
other  :  as  if,  after  a  pause  for  reflec- 
i,  he  had  felt  himself  cpnvinced  that 
strength  was  already  worn  out,  and 
;  in  this  ^reat  cause  he  should  labour 
nore." — pp.  27,  28. 

wery  one  in  the  smallest  degree 

uainted  with  Mr.  Owen,  must 

e  been  struck  with  the  indica- 

s  of  amiable  disposition  which 

leaded  his  conversation  and  de- 

:nient. 

'  I  have  witxtessed  with   no  little 


*<  On  one  occasion,  when  much  de* 
pressed  by  very  painful  intelligence,  he 
writes ;  *  I  sought  comfort  from  medita- 
tion on  the  word  of  God  ;  piarticularly, 
I  was  much  relieved  by  reflecting  on  the 
passage ;  Jn  the  multitude  rf  sorrows  that  2 
had  in  my  heart,  thy  comjarts  refresh  my^ 
souL  Ob,  for  faith  in  the  divine  pro- 
mises, and  the  faculty  of  applying  them 
wisely  and  effectually  to  my  own  condi- 
tion !'  At  another  time,  being  greatly 
afflicted,  and  finding  that  a  friend  wag 
yet  more  troubled  than  himself;  *  The 
comparison  of  situations,'  he  observes, 
*  threw  me  upon  my  knees,  and  made 
me  bless  God  for  the  kind  propoitibn  in 
which  he  had  measured  out  my  chastise- 
ments.' 

<*  Of  a  somewhat  similar  description 
are  the  following  extracts : — 

«*  April  -23.  Humbled  myself  before 
God  many  times  this  day,  having  been 
astonished  to  find  such  powerful  corrup- 
tions within  me.  I  betrayed  a  great 
hastiness  of  spirit  yesterday  evening  j 
this  is  a  sign  that  the  grace  of  God  has 
not  been  improved  as  it  ought  to  have 
been.  I  will,  by  God's  assis(ance,  watch 
against  this  propensity.  And,  oh,  that 
I  may  never  again  offend  him,  or  wound 
my  conscience  by  falling  into  that  snare 
of  the  devil !  Let  every  one  of  you  be  slow 
to  wrath. 

*•  Sunday,  April  24.  Have  humbled 
myself  before  God,  this  morning ;  and 
do  resolve  to  watch  and  pray  that  I  enter 
not  into  temptation.  May  the  Lord  par- 
don all  my  sins,  and  secure  me,  by  his 
grace,  from  falling  into  them  again ! 
Amen.' 

**  It  ought  to  be  recollected,  that  the 
writer  was  a  man  of  remarkably  fine 
temper." — pp.  36,  37. 

Mr.  Hughes  has  taken  Psalm 


702  Review  of  Books:— Dealtry  and  Hughe^t  Sermons.  CSupflemrnt, 

xxxix.  18.  as  his  text,  and  infer-  a  pa»8«»   a^f  rcBolotion  which  dittp- 

ring  from  it  the  general;principle  Cm^o^l"^ 

of  "  attachment  to  life,    considers  vigour.     He  saw,  in  the  Bible  Society, 

it   undsr   a   threefold    aspect,    as  an  unexceptionable  and  appropriate  in- 

aiminal,  as  innocent,  as  laudable,  strument  of  doing  good  on  the  nnost  ea- 

The  discourse  is  highly  finished  LZ'tTke:  o/a^r^'r  ^  S^: 

and  expresses  much  important  and  mtion  now  passing  away,    and  a  sure 

impressive  sentiment  in  a  very  in-  pledge  of  the  same  mercy  to  generations 

teresting   manner.       The  closing  yet  nnbom.    Hence,  he  enthroned  it  m 

fMffes  w-e  occiinied  bv  an  euloirv  °^  ^^^ '  ^^  *P*^®>  ^^  ^^^'  *^ 

pages  are  occwpiea  oy  an  euiogy  ruminated,  from  day  to  day,  as  if  all  his 

on  his  departed   tnend   and    col-  interests  were  staked  on  its  support  and 

league,  which  we  jegret  our  in-  advancement. 

ability  to  give  entire.  "  The^  union  of  all  Christian  denonu- 

-      ,    ,        .  ,                    «,.«.*  nations  in  an  object  important  totbcm 

''  For  the  last  eighteen  years  of  hishfe  ^^  ,^  ^^t  to  them  only,  but  to  the 

he  drew  upon  himself  the  idmost  mces-  ^^^^  ^^rfd,  he  hailed  as  the  crown  of 

sant  notice  of  the  public,  whose  servant,  j,,g  Society's  excellence.    It  was  his  dc- 

or,  rather,  property,  for  Christ  s  sake,  ^^^  ^^  assocUte,  on   the  platform  and 

he    consented    to  become ;   so  that  he  j„  ^j^^  parlour,  with  good  men,  whose 

might,  with  propriety  and  emphasis,  be  differences,  no  longer  the  signals  of  dis- 

called  '  a  Imng  epistle,  known  and  read  gension,  placed  in  a  clearer  light  thehw- 

of  all  men ; --and  who  could  read  such  monmng  tendency  ofthcir  common  faith, 

an  epistle  inthout  being  taught,  pleased,  ^^^^^  ^^-^^  ^^  confederacy  secured  the 

and  edified  ?     The  talents  of  the  deceased  amslon  of  the  oracles  of  God  among  the 

enlivened  every  topic,  and  his  temper  diversified  dwellers  on  the  earth,  far  be- 

conciliated  every  heart.    His  accomplish-  j^nd  all  previous  example,  and  all  that 

mcnte  were  both  great  and  various.  Whe-  ^^^jd    be    accomplished  by    any  other 

ther  he  ascended  the  pulpit,  or  entered  means. 

the  crowded  hall,  or  prosecuted  the  de-  ..  ,-l                ui     *.        n     *  •  ^ 

tails  of  business  with  his  official  coadju-  '.' ^^f^.  ^%^^^«  ^  coUect  mto  oae 

tora,  or  carried  on  a  voluminous  corre-  P«f '  «^  7*7  those  anxioua  meditadons, 

spondence,orundertookthearduou8ta8k  °°'.  jnminglcd  with  tears  and  peUtio^s, 

of  the  historian,  or  became  a  fellow-  ^^''l  ^^  /^^   ™i!f  ^°"^>°"^^  .*"*?  *' 

traveller,  or  sp^d  a  few  hours  to  the  ?^t        .         i""  ^'^  *  '^^^  ^^^"^  ^      5 

social  circle,  or  rejoined  his  family ;  he  ^to  universal  notice  the  enUre  mass  of 

was  still  tbegifted,  impartial,  ingenuous,  feeling  and  agency  bestowed  by  him  on 

amiable,  and  interesting-Owen!  f"^  Institution  which    he    so   fervcaUy 

««  Divine   Providence    had   eminently  loved    and  so  astonishingly  assisted ;  it 

fitted  him  to  meet  the  exigencies  of  a  wouMl^jnost  relevant  to  inquire.   'How 

vast  occasion  j  and  was  pleaded  to  show  ?'f  ]\^  f^^  *^«  V'^^'  ^^^  ^PVi'^l  *^*^  "^ 

him,  in  the  Society  so  often  specified,  intellectual  variety,  reqmsite  for  excr- 

an  occasion  deserving  all   that  wisdom  ^°°«  ^"^  ^^'^  5"  V"?^  especially,  as  he 

could  devise,   and  power  execute  j    and  ^V^^^^  so  much  in  public    traversiDj 

demanding   all  that  it  deserved.     Wh'o  England,   .nsiting   the   Continent,   «id 

can  avoid  discerning,  in  the  abilities  and  P^senting  to  myriads  of  delight^  audi- 

energies  of  such  an  advocate,  as  well  as  ^"^^  specimens  of  unrivalled  ability  and 

in  the  character  and  prosperity  of  such  a  ^^^'^^'^^'^'^S  ardour  ? 

cause,  the  applausive  smile  of  an  Omni-  **  What  was  the  prize  that  nerved  and 

potent  guaihliaa  ?  recompensed    him  ?  —  Not     stipendiary 

"Mr.  Owen    never  appcired,    while  emolument;    not  patronage;    among  a 

discharging  the  duties  of  his  office,  to  so  nunierous     class    of    his    ecclesiastical 

great  advantage,  as  when  environed  with  brethren,  not  an  atom  of  favour.    ^\'hcn 

those  novel  and  menacing  circumstances  ^^  identified  himself  with  the  British  and 

which  would  have  appalled  ordinary  men  foreign  Bible  Society,   he  laid  on  the 

into  silence,  or  a  worse  kind  of  confusion,  divine  altar  the   first  of  those  sacrifices 

which    opponents   would    have  greeted  ^^ieh  he  repeated,  (I  had  almost  said, 

with  convulsive  joy.  *  ^*y  ^Y  ^^7*  continually,')  till  the  ci- 

"  It  were  little  to  say,  that  his  memory  l»a«stion,  both  of   body  and   of  mind, 

was  capacious,  retentive,  and  richly  fur-  *>rbade  him  to  repeat  them  any  longer." 

nished  ;  that  his  imagination  was  exube-  — ^PP'  ^^ — ^^' 

rant,  his  wit  pure  and  keen,  his  eloquence  "  The  last  words  which  he  spake,  in 

free  and  forcible;  and  that  he  had  *  the  my  hearing,  were,  <  Those  are  the  things!' 

pen  of  a  ready   writer.'      He   had   the  — «  Those  are  the  things '.' — in  allusion 

higher  praise,  of  a  disciplined  judgment,  to  the  following  language  which  I  had 

and  a  piercing    intelligence,   combined  just  cited,  «  Thou  shalt  guide  mc  irith 

with  frankness,  candour,  and  urbanity,  thy  counsel,  and  afterward  receive  me  to 

with  diligence  which  hardly  allowed  itself  glory ;'  meaning,  as  it  was  natural  for 
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me  to  conclude,  that   to  him  worldly  riched  our  literature  and  immor- 
subjects  had  lost  ^Jlfj^  Jf  «jf '/"^  ^^^^   ^^  j  ^       ,      ^^ 
he  wrebed  to  be  engaged,  «8  far  as  his                                           .  /»   "^  i    • 
debilitated  faculties  would  permit,  in  the  generous     consecration    ot  ^  their 
contemplation  of  God,  eternity',  and  hea-  powers  to  her  hallowed  service, 
vea.    The  torpid  quality  of  the  disease          Mr,     Edmeston    is    a    man    of 
which  terminated  in  his  death,  prevented          :^       and  destined,  we  are  per- 
him,  for  several  months,  from  communi-  °      ■*    'i       ^    '^i    ^      t       xi_    i_        .. 
eating  with  more  than  a  very  few  of  his  suaded,  notwithstanding  the  beauty 
friends,  and,   even  within  that  limited  and  brilliancy  of  some  of  his  pro- 
circle,   most  affcctingly  diminished  his  ductions,  to  effect  higher  things  than 
capacity  to  dilate  on  those  jicws  and           ^^^^^  j^e  2ias  hitlierto  achieved. 

hopes  which,  we  trust,  had  interested  his  rniT        •        r»    -t^     •      i.*  •/• 

own  mind,  and  the  more  distinct  ex-  There  18  a  facility  in  his  versifica- 

pression  of  which  would  have  added  to  tion  advantageous  to  its  spirit, 
the  consolation  of  such  as  watched  and  but  seductive  to  t\\e  possessor  of 
inourned  by  his  side,  till  his  spirit  '  de-  ^  faculty  at  once  desirable  and 
livered  from  the  burden  of  the  flesh,  .  •'  n.  •  j  t  i_^/»  i 
took  its  wondrous  flight,  and  began  to  ensnaring.  It  is  a  delightful 
join  in  the  hymns  of  immortality."—  exercise  of  the  imagination,  to 
pp.  45,  46*.  pour  out  a  stream  of  melody,  pure, 
'..w^«x^<w«.  j.j^l^^  ^^^  fraught  with  pious  emo- 
Sacred  Lyrics,  hxf  James  Edine.sion,  tion ;  but  there  is  something  even 
Third  Set,  Small  ^vo.  Price  beyond  this,  and  we  would  stimu- 
Ss.  6d. — Westley,  1822.  late  Mr.  Edmeston  to  try  the 
We  have  always  contended  stre-  "highest  summit  of  InvcfUiott." 
nuously  against  the  error  of  those  He  is,  or  we  much  mistake,  quali- 
whowould  exclude  the  mysteries  of  fied  to  grapple  with  a  higher 
religion  from  the  proper  province  theme,  and  to  produce  something 
of  poetry.  On  the  contrary,  we  which,  without  affecting  the  "  de- 
should  say,  that  when  the  bard  graded  title  of  Epic,"  shall  take  its 
treads  with  becoming  awe  on  holy  station  near  to  Southey's  Madoc, 
ground,  he  moves  in  his  most  pe-  or  Montgomery's  *'  World  before 
culiar  path ;  he  is  surrounded  by  the  Flood." 

glorious  and  boundless  prospects^  The  Lyrics  before  us  are,  how- 
which  not  only  give  elevation  and  ever,  very  beautiful ;  they  exhibit 
enlargement  to  his  mind,  but  sup-  a  lovely  alliance  of  fancy^  strong- 
ply  him  with  a  richness  and  va-  feeling,  and  religious  sentiment ; 
riety,  both  of  subject  and  decora-  and  are,  we  trust,  only  the  pre- 
tion,  compared  Avith  which,  the  cursors  of  other  and  yet  more  at- 
*'  pomp  and  prodigality"  of  earth  tractive  transcripts  of  the  same 
are  poverty  itself.  Such  narrow  gifted  mind.  We  want  more  of 
and  timid  maxims  may  be  well  this  kind  of  literature;  the  Ed- 
suited  to  the  trim  and  prudish  code  mestons,  the  Montgomery s,  the 
of  Boileau — criticism  in  bag-wig  Bartons,  have  done  too  much  and 
and  ruffles — but  by  the  country-  too  well,  not  to  give  the  world  a 
men  of  Milton  they  will  never  claim  on  their  continued  exertions. 
be  adopted  as  poetical  canons.  When  irreligious  and  prurient 
Though  there  is  much  imperfec-  imaginations  are  defiling  tlie  earth 
tion  in  all  the  operations  of  the  with  their  nauseous  vomit,'  we 
human  mind  ;  and  though  the  de-  have  a  right  to  the  utmost  efforts 
foots  of  language,  as  a  medium  for  of  pure-minded  and  distinguished 
the  expression  of  fancy  and  feel-  men  in  counteraction  of  their  abo- 
ing,  must  be  far  more  deeply  felt  minations. 

in  the  lofty  aspirations  of  the  The  specimens  which  we  have 
hetlvenly  muse ;  yet  there  are  inserted  in  our ,  poetical  depart- 
noble  spirits,  who  have  fearlessly  ment,  have  been  chosen,  not  alto- 
SLud  successfuUy/encountered  every  gether  on  the  principle  of  favour- 
difficulty  ;  devoted  followers  of  able  selection,  but  as  best  suited  to 
the  divine  Urania,  they  have  en-  our  arrangements. 
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The  Life  of  Sir  Than.  More,  Knt. 
Lord  High  Chancellour  of  Eng- 
land wider  K.  Henry  the  Eighth, 
and  his  Majesiy'g  Emhassadour 
to  the  Courts  of  France  and  Ger^ 
many.  By  his  Great  Grandsoiij 
ThomasMore,  Esq,  Svo.pp.36S. 
•—London:  printed  for  James 
Woodman  and  David  Lyon,  in 
Russel  Street,  Covcnt  Garden. 
1726. 

A  most  pleasant,  fruitful,  and  witty 
Work  of  the  best  State  ofja,  Pub^ 
lie  Weal,  and  of  the  netv  Isle 
called  Utopia ,  written  in  Latin 
by  the  Right  Wo?'thy  and  Famous 
Sir  Thomas  More,  Kniglit,  and 
translated  into  English  by  Raphe 
Robinson*  A,  D.  155 1. — (Re- 
printed, London,  1808,  with  a 
large  apparatus  of  Notes  and 
Biographical  Matter,  by  the 
Rev.  T,  F.  Dibdin.) 

The  world  deteriorates — in  the 
art  of  making  title-pages.  In  the 
modem  la^Mdary  style  of  construct- 
ing these  important  appendages, 
we  should  have  had,  in  lieu  of 
Raphe  Robinson's  pithy  and  at- 
tractive endorsement,  the  simple 
€tnnonce  of—"  Utopia,  a  political 
Romance,  from  the  Latin  o€  Sir 
Thomas  More."  We  deplore  this 
change  ;  we  confess  our  partiality, 
at  least  while  we  are  engaged  in 
this  part  of  our  work,  to  old 
fashions  ;  we  eschew  the  typogra- 
phical jacobinism  of  Albemarle 
Street,  and  we  revel  in  tlie  "most 
fruitful,  wittv,  and  pleasant,"  pro- 
lixity of  our  forefathers.  Like  the 
sagacious  observer  who  saw,  in 
the  erection  of  Tenterden  steeple, 
the  origination  of  Goodvi'in  Sands, 
we  attribute  to  this  titular  depra- 
vation much  of  the  inferiority  of 
modem  literature.  There  is  a 
palpable  connexion  between  starve- 
ling titles;  and  sapless  books ;  the 


leanness  of  the  epigraph  gives 
a  shrewdhint  of  the  sterility  within. 
This  injurious  practice  reminds  us 
of  the  modem  system  of  cropping 
the  hedges  and  cutting  down  the 
trees  that  adorn  the  highway-side, 
in  Qrder  to  give  the  sun  and  wind 
free  action  on  the  surface;  the 
roads  are  better  for  the  devasta- 
tion, we  admit, — ^but  the  landscape 
is  spoiled;  the  meil-coaches  can 
run  at  the  rate  of  "^eleven  ffiiles  an 
hour,  and  the  pedestrian  may  "plod 
his  weary  way"  along,  without 
being  midieg  deep  in  mud,— but 
the  richness,  the  deep  umbrage, 
the  brief  and  delightful  snatches 
and  perpetual  changes  of  the  sce- 
nery, alternately  revealed  and  shut 
out  by  the  side-screens  of  playful 
foliage — all  these  picturesque  en- 
chantments, with  the  pulpy  title- 
pages  of  our  ancestors, 

*«  Have  fled,  like'Ajut,  never  to  retarn." 

All  our  lamentations,  however, 
will  not  restore  either  the  mirey 
roads  or  the  minute  details  of  an- 
cient times,  and  we  shall,  without 
*^  bestowing  our  tediousness"  any 
farther  upon  oar  readers,  proceed 
at  once  to  the  immediate  subject  of 
the  present  article.  Sir  Thoruas 
More,  though  he  has,  from  circum- 
stances, obtained  a  more  exalted 
reputation,  than  an  impartial  scru- 
tiny would,  probably,  award  him, 
was  unquestionably  an  able,  ho- 
nest, cHsihterested,  and  pious  man. 
Though  there  are  peculiarities  in 
his  character  and  careerj  which 
will  not  bear  the  test  of  a  very 
rigid  examination,  it  is  impossible 
to  take  a  survey  of  his  whc^c  hTe 
and  conduct,  without  feeling  deep 
respect  for  the  sincerity  and  un- 
shaken integrity  which  marked  hs 
course  and  dignified  his  end.  He 
seems  to  have  been  a  wise  and 
most  afi?ctionate  parent,  a  kind- 
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hearted  man  'when  -.hi^  thi|go.tcy  iuf^  9trfiin  of  servile  and  Bupei^sti- 

did  not  interfere^    an  iiic<Nf>:u|>-  tious  veni^ratidn  for  the  character  of 

tible  jiidge,  an  independent  oour*  its  dbject,  vhidimiakeB  it.peifeclily 

tier^   and    a    fiiitbful   cotttiseQor.  worthless  oti  the  MMire  of  eompkte 

With  all  these  great  qualities^  there  and  impartial  estimate.    The  writer 

must  have  been  count^'acting  in-  U  said  to  \»ve  heexL  ^n)p)o}fedAn 

trinities,  and  we  think  that  they  %kainand;atBeme|,aatbe«^Qttof 

are  clearly  distinguishable  in  his  the  English  clergy;  anclheisfart^ier 

^  worU^  and  in  the  notices  of  his  stated  to  have  boen  ^  a  :^|tlous  as- 

life^  tinctured  as  iheyare  by  the  ^rtecQfthep9pe!8Siinremacy«"Xhi8 

blind  partialities  of  his    biogra-  n^ans^vse  auppoie»  &at  iUs  ^^pem 

pher.     More  was  a  volunteer  po-  sonof  oonsideration^nddharaeter/' 

lemic,  and  in  the  execution  tif  his  was   a  busy  intriguer  in  behsUf 

8elf.appointed  task,  distinguished  .of  Uie  English  cajthciica.     .At  all 

himself  rather  by  virulence  and  ^events,  .he>oppeairB  tp  have  be^n  ii 

vulgarity^  tlian  by  acuteness,  viva-  weak  and  ^bigoted  wmii,  ^uite  «b«. 

city,    or    argumentative   .vigour,  posed  to  canonize  his  anc^stor^  ai^ 

''Let  every  one/'  observes  Dr.  altogether wontby  of gpo^sessing  the 

Knight,  as  quoted  by  Mr.  Dibdin>  confidence  of  Bonush  priiests.    He 

''but  read  the  vindication  of  our  died  at  Rome  in  April- 1^$.    fa 

Protestant  faith^    by  poor    John  his  '^prrfacje  to  the  fteatler,''  he 

Frith,  a  boy  in  effect^  aod  ^a  'naked  ^xpres&es.his  reliance  09  jthe  j);rsye^ 

prisoner — and  then  run  over  the  oftbebeaUfied  Sir  TiMWOa^PM.^^ 

answers    and  oppositions  of  ii»  hope  that,  by  the  "  intercession*'  of 

noble  Lord  Chancellor,  Sir  Thomas  that  ''  most  ^excellent  saint/^  his 

Mor^  and  compave  the  sense,  the  ^' poore  barkfT    will  l»e  -wafted 

style,  the  spirit  of  the^i  :bolh--iand  «"  unto  her'assfui:8d  4lRV«n'ofkheav^, 

heneedoot  be  told  on  which  side  "^ough  flihaOien  ^nd  crulheA  With 

the  advantage  lies.^     He  has  ob-  winde  and  weather/'   ' 

tained  a  reputation.  &r  wit,  htft  the  This  descendant  of  Sir  Thomas 

specimens  which  have  beenhanded  takes  some  paiAs  to  prove  the^M- 

down  to  us,  rather  prove  him  to  spectabllity  of  bis  derivation,  >anid 

have  been  a  <;oarse  and  shdlow  inf<»*s  that  the  mother  of  his  ^>e»t 

jester,  with  conttdesaible  veadiness  ancestorwasa^woman^fmore^tben 

in  punning  and  quaint  expressioti.  ordinarie  vertne,^  ^om  a  eurioii« 

He  was,  in  brief,  .a  professed  xad  ^««  VSsioa  wbi«h  she  had  the  taextnM^t 

practised  hunMniiist-x-oneof.atrifae,  sfter  her  utandage, .....  dm  wiiick  Jdie 


He  is  ^aldito  have  been  a  persecutor  t^bcirof  the  face  of  one  was  »o  dariteasd 

while 'he  wa& in  power ;  hut  as  this  cibBcure,  thtat-she  ootdd  «ot  well  disccme 

has  boen*denied,  thomrh -the charge  ityAridiiia^tteefterwarti  *p^ppea^f 

;«  ^»i]^  K«r  ]7^<ir   fKi>T».»«-Mt»1/i»W  vweof  bcr,ch»Wceaaav»timeUe.de]iuQrie; 

is  made  fey  Fox,  themartyirolq^,  .^^^  ^^  f^^  ^^  ^^^  ^f  her  otiier,  she  be- 

we.  shall  not  insist  pn  this,  mm  held  shining  most  gloriously,  Wtier^by 

wha;tev4^r  abatement^  is  to  beimade  .  no  doubt  Sir  Thomas  his  fame  and  sanctitie 

for  these  and  other  infirmities  4>f  was  foreshenedandpresipiifipd.''— p.6. 
chamoter,  enonf^  will. sttU  remain        '<  ^ir  Thomas  Move  was  borpeat  JC099- 

to    jnatify  »«   in    pkcinff    More  i^  V"  Wilke-stoee^,  (whew  the  luc^fe 

*i  «.   -577     5  »u^».  1"«  faither  far<^  most  parte  flwelt)  in 

among  Ae  gr«it  inen  of  wbom  ^  ^^^  of  our  Lord  UsSTm  the  iweh- 

Engldnd  is  justly  prond.  tieth  yeare  of  fdio/ira  the  Fourth,  tl^hoct- 

The 'iMOgniphieal.work, of  wQiioh  ly  «(ler  his  birth  God  would ,shew?by  ap- 

we  are  snow  «o  4|ive  some  account,  ^^}  ^fSf^y  how.deare  ^  babe  wes.#  • 

*?*^/Hy  ^f?""***?/*     •   ?^  ^^^  iw  oper  a  ^ater,  and  ?er  ,horse 

]if€^>DtrT4MM»aaMoDe.     itjsex-  »teppi«g  aside  into  a  4«epe  place,  ijutt 

tveHaely^eiitertaaiiing,  but  written   both.her  and  h«r  chilfie  w^grcat  dangler 
CoNO.  Mao.  Supp.  1822.  4  X 
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aad  ieopardle ;  whose  liarmes  she  seek*  of  a  kinde  of  compassion  settled  lus  foil- 
ing suddenly  to  prenent,  ttirew  the  mtatit  cie  vDon  tbe  eldest,  and  soone  after  rav • 
ouer  a  hedge  into  a^fielde  neek«  adjoyn-     rled  ber^  wUb  all  ber  friends  good  I'duni^ 


ing ;  and  after  by  God's  belpe  escaping         '*  Now  when  he  b^^n  to  be  clogged 

safe  also,  when  she  .came  to  take  him  up  with  wife  and  familie,  childrea  also  be^ 

againe,  she  found  him  to  haue  no  hurt  gan  to  growe  fastrponhim;  forbiswile, 

at  all,  but  sweetcly  smiled  upon  her ;  whose  name  was  lane  CoU,  as  long  as  she 

that  it  might  wbU  be  said  of  him :  Ange-  Kued  with  him,  which  was  but  some  ax 

f4i  SUM  Deu9  mandau'u  dt  U  ne forte  (fewUi  yeares,  brought  unto  him  almost  earie 

ad  lafudem  pedem  tuum  ;  and  not  his  foote  yeave  a  childe,'  for  whose  munteDaoce 

only,  but  his  whole  bodie.  he  applied  himself  busily  to  the  practise 

**  This  was  no  doubt  a  happic  presage  of  the  law." — ^p.  3#. 
of  hu  foture  holinsMe,  and  pntt  his  pa- 

rents  in  minde  that  he  was  that  shinii^        After  prcsentinff  him  witb  fi>«r 

Chudc,  of  whome  his  mother  had  that  ^i,:tj,„„m *«/■•«  i«Vi«t;i:<w1  .  a»/];n 

former  viiion 5  wherefore  his  father  had  children,  Mores  kdy  died;  aiidm 

the  greater  care  to  bring  him  np  in  learn-  the  course  of  two  or  three  years  be 

ing,  as  soooe  as  bis  tender  age  would  married  a  second,  Mrs.  Alice  Mid- 

pennit  it ;  and  so  he  putt  him  to  the  Free-  dleton,  upon   whose  own  proper 

'"^^"^l ""/  Y''^^''  called  ^.  Anthonies,  u  hint,  he  spake,"      Though  she 
where  he  had  a  famous  and  learned  man  •  i_^  j  r 

called  f^icoUu  HoU  for  his  maistcr,  rnder  ^«s  *  nnglity  good  sort  ot  womaD, 

'wkome  when\he  had  rather  greedily  de-  Mrs.  Alice  seems  to   have  been  a 

'uoured.thonleasttrely  chewed  his  Gram-  coarse  and  vulgar-nftinded  person, 

mar  rules,  he  outetripped  farre  both  in  tolerably   old,   somewhat  ugly,  8 

towardnesse  of  Witt,  and  diligence  of  en-  .,    .a_   /  •/.  j     i..      *l 

deauoure,  all  hU  schoole  fellowse,  with  thrifty  housewife,  and,  altogether, 

whom  he  was  matched/'—- pp.  6,  7,  rather  annoying  to    her  husband, 

though  ^  a  kind  and  careful  mo* 
After  having  been  for  some  time  ther-in-kw  to  his  children."  Mores 
"  placed  in  the  house"  of  Cardinal  business  as  a  barrister  was  profit- 
Morton,  archbishop  of  Canterbury  ^ble,  produchig  him,  withoiH  an^ 
and  lord  high  chancellor.  More  grudge  of  conscience,  an  annual 
was  sent  to  Oxford,  wheire  he  stu-  income  of  foiir  hundred  pounds, 
died  closely,  practised  great  per-  <<  which  was  a  large  gaynes  in  those 
aonal  self-denial,  and  "  sought  di-  daies,  what  lawyers  spedde  ntd  » 
Ugeiitly  to  tame  his  unbrideled  con-  „;e//  as  nom  they  doe,  neiiker  tftn 
cupisoence  by  womlerfull  workes  they  tketi  so  plentiefulL"  Towaids 
of  mortification,"  wearing  a  hair  thedoseoftiier^nofHeBtyVII. 
shirt,  and  striqtly  observing  a  re-  More  was  returned  to  parliament, 
gular  routine  of  religious  exercises.  ^^  by  his  bold  and  able  (^posi- 
His  first  marriage  seems  to  have  t£oxi  xq  the  rapacious  demand  of  a 
been  a  congenial  and  happy  union ;  gabstdy,  provoked  the  anger  of  that 
his  wife  was  the  daughter  of  "  a  ungracious  monarch,  whose  death 
pleasant  conceipted  gentleman  of  gt^on  after  arrested  his  purpose  rf 
an  ancient  familie  in  Essex,  one  vengeance.  On  the  accession  rf 
Mr.  John  Colte  of  New  Hall,"  who  «  bluff  j^ing  Hal,"  Sir  Thomas 
was  so  much  taken  with  his  young  ^as  employed  in  several  foreign 
friend  that  he  negociatious,  and  about  the  year 

.cT>-^*«.^  .V,-  ♦!,  I.  ^r  I5l6  "  compounded  his  fSwnous 
<«  Proffered  vnto  mm  the  choyce  of  ,  ,  _«  y.  *^  .  .  t  ..•  »»  At 
anie  of  his  daughters,  who  were  yong  hooke  ot  Utopia  m  Latwe.  Ai 
gentlewomen  ot  verie  good  carriadge  and  length  he  /Was  compelled,  most  re- 
complexions,  and  very  religiomly  in-  luctantly,  as  it  should  seem,  to 
clined,  whose  tonest  ami  sweeteeonue^  commence  the  life  of  a  courtier, 
sation,wh08eyertuott9edacationenflamed  ,  /•  ^i_  •  .^^^m) 
Sir  Thomas  not  a  little ;  and  although  became  one  of  the  privy  counfli, 
his  affection  most  senied  him  to  the  se-  and  treasurer .  of  the  exchequer; 
cond,  for  that  he  thought  her  the  fayrest  and  such  was   Henry's  appareot 

*>i*'wl^iy''JwU^*''^2  ^'^''"^r^  partiaUty  to  him,  that  he  wo«M 

with  himself,  that  this  would  be  a  gnefe  f7^         ^  jj  •     ^    r<k»i««r 

and  some  blemish  in  the  eldest,  to  see         ^ome  oa   a   suddam  to  CheUej, 

her  yonger  sister  preferred  before  her,  he,  where  Sir  Thomas  now  lived,  ai» 
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leaning  upon  his  shoulder  to  talke  husband  with  hfe  neglect  of  his 

with  him  of  secrett  counsell  in  his  worldly  interests.     "  Tillie  vallie, 

gardin,  yea,  and  to  dine  with  him  tillie  vallie/'  quoth  this  sharp  and 

upon  no  inviting."*      More  was  sententious  dame,  "  will  you  sitt 

made  speaker  of  the  parliament  and  make  goslings  in  the  ashes; 

held   in    the   fourteenth  year  of  my  mother  hath  often  sayd  unto 

Henry's  veign,  and  conducted  him-  me, — it  is  better  to  nde  than  to  be 

self  with   so  much  independence,  ruled."     Poor  Sir  Thomas  makes 

and  so  little  to  Cardinal  Wolscy's  sigtiifkant  mention  of  this  "  joUie 

mind,  that  ^  maister  woman"  in  his  treatise  on 

«*  In  iiisifftllerie  at  WitefiaH  he  vttered  "  comfort  in  tribulation.      His  €}o^ 

v»to  him  his  griefc,  saying ;  « I  would  to  mestic  character  seems,  indeed^  to 

God  yow  had  bene  st'lUme,  Mr.  More,  have  been  delightful,  and  his  lettei'ft 

when  I  made  you  Speaker.    I'our  Grace  ^^  ^nd  of  his  children  breathe  the 
not  offended,  sowouid  I  too,  my  Lord,  •  v    i»  _^  a.      j  j 

replied  Sir  Tliomas,  *  for  then  should  I  ^P*"*  ^^  ^,^^  lender  and  anxious 

haue  scene  the  place  I  long  haue  desired  parent.      His  elevation  to  the  high . 

to  visite.'    And  when  the  Cardinal  walk-  office  of  Lord  Chancellor  was  but 

ed  without  anic  more  speache,  he  be-  a  prelude  to   his  fall ;    his  opposi^ 

ganne  to  talke  to  him  of  that  fayre  Gal-  4.:  V.   .      rr  ♦      v  1   !_• 

lerie  <rf  hk,  saying:   This  Gaflerie' of  t*«"  ^  Henrys  divorce,  and  his 

yours,  my  Lord,  pleaseth  me  mach  better  conscientious    scruples   respectmg  - 

then  your  other  at  Hampton  court ;  with  the  supremacy,  were  delinquencies 

which  digression  he  broke  of  the  Cardi-  not  to  be  forgiven;  and  his  im-' 

nals  displeasant  talke,  that  his  Grace  at  ^  -^^ »    jZ*  1  j        ^     At^_ 

that  present  wist  not  more  what  to  say'  Pn^o^ment,  trial,    and  execuU^ 

vnto  him."— -pp.  52, 53.  lollowed  m  regular  succession.     It 

On  another  occasion,  when  he  ««ght  not,  however,  to  be  passed 

had  displeased  Wolsey,thecardinal,  T".^^'^^^  T^  ^^  ^''  diligence  in 
^   ,     '            .     "^                     'his  office,  that  one  day  calling  for 

**  Suddenly  rose  m  a  rage  and  sayd  :  ^l  .  1^    ^      nnqwprwl 

By  TSie  masse,  thou  art  the  verriest  foole  ^"®  next  cause,  ne  was  answered 

of  all  the  Counsell.    At  which  Sir  Tho-  "^^^    "there  was  not  one   cause 

mas  smiiing  sayd:  God  be.  thanked,  that  more  depending."      *'  Whereas," 

the  king  our  Maister.  hath  but  one  foole  quaintly  observes  his  biographer, 

in  all  his  Councel.--p.  57.  «  ^^  ^^jg  j^y  ^^^^^6  are  little  fewer 

For  all    these    annoyances    in  than    a    thousand,  if  not   more; 

public  life,  he  indemnified  himself,  whereof  some  lye  in  the  suddes  by 

as  far  as  his  leisure  and  Mrs.  Alic^  the  space  of  diverse, yeares." 
would   permit,    by  the  pure  and        While  he  lay  in  prison,  "  my 

tranquil  felicities  of  home.     That  ladie,  his  wife,"   obtained  permis- 

good  lady,  one  of  the  worthy  tribe  sion  to  visit  him  ;  and  it  is  rather 

ivho  are  "  penny-wise  and  pqund-  amusing  to  witness  the  astonish- 

foolish,  saving  a  candle's  end,  and  ment  of  that  estimable  and  shrewd 

spoyling  a  vejvet  gowne,"  would  person  at  the  conscientious  scruples 

often    taunt   her   liberal    minded  of  her  lord.     With  her  they  were 

'    .- ; ; unanswerable  arguments  for  com- 

*  He  was,  however,  too  sairacious  to  ^i.*  ^^  i.u  *  u  •  u*.  •  ^i- 
be  cajoled  by  this  apparent  attachment,  Pfiance,  that  he  might  Win  the 
and  when  Koper,  his  son^in^law,  con-  ^l^S^  favour,  possess  in  quietness, 
gratukted  him  on  his  enjoyiaent  of  the  his  librarie,  galierie,  and  orchard, 
7Id^  ^''X'^i ^-^ ^?*I  Y^ ^^*'«^*^J^^*^^  and  be  merrie  in  the  companie  of 
God,"Tif Ihis  shrewd  statesman,  "I  ^^«  children  and"  added  the  self- 
find  his  grace  my  very  ^t)od  lord  indeed  j  complacent  dame,  "  of  me  your 
and  I  believe  he  doth  aasinguhirly  favour  wife."  It  was  an  absurdity,  pro-, 
me  as  anie   other  su^ect  within  this  yoking  indeed,  and  exciting  a  most 

for  if  my  head  would  win  him  a  catetle  in  "^>  °^*  ^^  the  same  time  utterly  m- 

Fnmce,  it  should  not. £ule  to  go  off.''  comprehensible  to  her  calculating 

4X2 


roSSoA;   thflt  her  husband  AaMi 
prefer  hani^  bk  head  eiU:  off,  to 


doing  wha&  '^nU  the  hidhoppe'ancl 
best  learned  of  the  realme"  bad 
doiae^  wheil' lie' might  enjoy^  ae  bis 
reirajxl,  her  delightful  sodiety  in 


hai»  little  vse  of  money^  adding  the  aen- 
tenc6  in  l&tine  to  please  Sir  Hioidiis  the 
mi  ore,  Memento  moiierh  ;  wliere  to  readily 
Sir  Thomas  sajrd  :  what  say  yoo  Sir,  me 
tbiakfa  yoa  putt  yourself  in  minde  of 
your  dutie  herein-  saying.  Mometdo  Uori 
^'is,  remember  More*8  monie."  pp.  I7(i, 
171, 


bisj'pwn  fayre  houee  at  Chelsey/'  .;  ^  ^^^^  f^^^  ^  ^^^  ^  ^^^ 

;  We  have  not  spMse  left  fdr  the  gf^t  paines  about  a  booke,  which  Ik 

details  of  ito  exeeutioil,  even  if  we  would  have  sett  out»  thinking  well  of  his 

iveie  irtdined  to  .he  minute  in  such  owne  witt,  which  no  other  wouki  praise. 

lUAttera        When   h«   had     nurtfid  ^"^  hecause  he  would  haue  Su-  Thomas 

mauers,      vvnen  ne  naa    partea  to  ouerflce  it,  befbrc  it  was  printed,  he 

tvom  hw  dhildr#n>  and  especially  broui^tittohimtoviowe;  whoperrring 

after  his  last  intervicMr  with   hia  it,  and  finding  no  matter  therran  worth 

beloved'  and    aoCOmplished    Mar-  **»«  printe,  sayd  with  a  graue  couoie- 

isaret,  the  bitterness  of  death  was    °*"T ''  ^^  *'  "^1^  L"^**!?'  ^l'"^"  "''''i^ 

I9«M^».,  M*io  MM.w*i««>o  v»  u«»uj   vroo  ^j^^h  t  upou  which  wordes  he  went  and 

past,  and  he  met  his  late  with  trro-  turned  it  into  Yerte,  and  after  brought 

n0Sd^-»-we  should  have  said,   with  it  agaiae  to  Sir  Thouias ;  who  looking 

dignity,  had  there  not  beeti  some  thereon,  sayde  sobcriy :  yea  many,  aov 

d^ee  of  .levity  ia  his  behaviour 
on-  the  scaffold,  as  well  as  in  the 
previous  trantoctiotis.  And  as  he 
liinUelf  did  not  acrUple  to  mingle 
wttticisma  with  the. expressions  of 
bib  last  hours,  we  shall  make  no 
a)pology  for  introducing  a  specimen 
or  tiro  in  this  places 


it  is  somewhat ;  for  now  it  is  ritue ;  be- 
fore it  was  neither  rime 
p.  178. 


nor  remsou.  — 


**  When  on  a  time  one  of  the  attur- 
neyes,  whose  name  was  Mr.  Tubbe,  had' 


We  have  already  adverted,  in 
terms  of  general  criticism,  tu  the 
theblogicdi  writings  of  this  great 
man ;  it  would,  however,  be  unjust 
to  his  character  not  to  add,  that  the 
English  hierai'chy,  having  made  a 
general  subscription  among  them* 


brought  rnto  Sir  Thomas  tSie  summe  of    selves,   offered  him    the    sum  of 
the  cause  of  his  Cliettt,  re(](uested  his     £*4O0O.  as  a  mark  of  their  deep 


hand  vnto  it,  Sir  Thomas  reading  it,  and 
finding  it  a  matter  friuolous,  he  added 
insteede  of  his  owne  hand  thereto,  these 
^ords :  A  tale  of  a  TvJbbt,  for  which  the 
aMiiirrtey  going  awtay  as  he  thought  with 
Sir  Thomas  his  name  vnto  it,  found  when 
his  elient  read  itj  to  be  only  a  ieaste."— • 
pp.'l  67, 168. 

'  <'>Whefi  that  one  of  the  house  of  the 
Manmn  by  the  king's  fauour  was.  come 
lately  to  a  noble  dignitle,  who  had  bene 
before  a  great  friend  of  Sir  Thomas  ;  but 
jjcrceauing  that  the  world  beganqe  some- 
it^lat  to  froi^ne  vpon  him  for  that  he  was 
not  so  forward  as  other  men  to .  cgge  the 
king  to  the  diuorce,  and  being  desirous  to 
picke  a  quarrell  against  him  sayd  vnto 
him :  my  Lord,  Honores'  mutant  Mvres. 
Sir  Thomas  readily  after  his  inerrie  fa* 
idiMii  replied  :  It  is  so  indeede,  my  Lord, 
but  Mmni  lignifyeth  in  Engliab,  mminet't- 
Sf.  not  more;  he  was  therewith  so  putt  out 
of  Countenance,  that  he  wist  not  what  to 
ss(y. 

.  ^  In  likfl  maimer  he  wittily  twitted 


sense  of '  the  important  services 
done  by  his  writings  to  the  cause 
ofthe  Romish  religion;  but,  though 
he  might  have  taken  this  libera! 
gifit  w]ih  honour,  he  stedfastiy  de- 
clined it. 

It  remains  that  we  advert  to  the 
work  on  which  More's  fame,*  as  a 
writer,  now  principally  rests.  Of 
this,  however,  our  notice  most  be 
very  brief,  since  the  life  ofthe 
author  has  already  seduced  us  into 
a  longer  article  than  we  had  anti- 
cipated altogether.  The  Utopis 
contains  the  narrative  of  Raphael 
Hytbloday,  who  had  voyaged  and 
ti'avelled  rar  and  wide,  and  in  the 
course  of  his  joumeyings,  encoun- 
tered many  marvellous  adventures, 
and  seen  wondrous  sights.  Of  all 
the  countries  "he  had  visited,  the 

^    nft?"*  '^  k"^^  ^  ^1!'  ^'J'  "^^   most  interesUng  was  the  isWd  d[ 
▼ato:  ofwnomehe  asking  his  due,  bad     ♦-       .         .,    ^.^    •        i  — 

torn  i^mcmber  that  he  iS5»uld  ^e,  God    Utopia,  With  Its  iingular  raannew 
ho^iit^  howioou^i  and  then  he  should    and  donslitfttioii**  Tbe  inventicD 


count  all  offences  of  such  equality,  that 
the  killing  of  a  man;  or  the  taking  of  his 
money  from  him,  were  both  one  matter, 
and  the  one  no  more  heinous  offence 


l^S.;;     Lord  Sigh  ^kuncilbr  of  Bmglakd  under  Hkmy  Vllh     7(Hl^ 

displayed  in   this   romance   is   of  offence  be  committed,  by  and  by  the 

no  very  remarkable  brilliancr  or  "^?^  "''^''^d  ^,  **^-  nor  «,  stoical 
V  *^i_  ^  ^1  V  •  1  i*  •  ordmances  are  to  be  bom  withal,  as  to 
ranty ;  but  as  the  ventcle  of  opi- 
nions and  reasonings,  sagacious, 
profound,  and  beyond  the  intellec- 
tual limit  of  the  age  in  which  he  ^.       .     ^^      .  ^ ^.      . .  .  ^ 

Ti-i   mjf      f     i_     1    •    J  •         i»  than  the  Other ;  between  the  which  two, 

lived,  More's  book  is  deservmg  of  j^  ^^  ,,^^^  any  respect  to  equity,  no  simi: 

high  praise.     The  induction  and  UUfde  or  equality  consisteth.    Oodcom- 

the  dialogue  are  well  managed; 

the  little  narrative  and  conversation 

which  introduce  Master  Hythlo- 

daeus  on  the  scene,  are  to  the  life ; 

the  ''  garden,"    and     *^  bench    of  bondmen,  yea,  and  them  very  obstinate 

green  turf,"  9A  well  as  the  dramatis  »tubborn,  knd  stiff-necked— vet  it  pu- 

i^ersoHw  at  Archbishop   Morton's  5"¥  "^^^  ^^  '^"  P"'*^'  ^'^^  "^*  '''^^ 


mandeth  us  that  we  shall  not  kill.    And 
be  we  then  so  hasty  to  kiU  a  man  for 
taking  8  little  mon«y?"    ........ 

*'  Mcsc**  law,  though  it  were  ungentle 
and  sharp,  as  a  law  that  was  given  to 


persoHOB  at  Archbishop   iT^i#»«.in. »    ^^^j^ 

table,     are     little     circumstances        c«  a^^  let  us  not  think  that  God  in  the 
which  ^ve' vivacity,  And  an  air  of    iiiiw  la\v  of  clemency  and  mercy,  under 
vprifv  ♦«'  fKi»  i>AlfltJff%ii  •  jinrl   all  the     the  which  he  nileth  us  with  fatherly  gen- 
tleness, as  his  dear  children,  hath  givi>n 


verity  to'  the  relation ;  and  all  the 
accessories  arc  expressed  with  so 
much  skiU  and  simplicity,  as  to 
excite  a  strong  interest.  The  bait, 
in  Ikct,  took. 

*'  Several  persons,"  says  Macdiarmid 
in  his  life  of  More,  ''  did  not  susi)ect 
thiit  More  had  imposed  upo%  them  a 
work  of  his  own  fancy :  some  envious 
critics  even  went  so  far  as  to  affirm,  that, 
to  their  certain  knowledge,  Hythlodaeus 
had  not  only  furnished  the  materials  of 
the  narrative^  but  had  actually  dictated 
the  whote  from  the  beginning  to  end ; 
while  the  scribbler,  who  now  enjoyed  all 
the  rcpntatiod,  had  acted  as  a  mere  ama- 
nuensis. Some  grave  and  zealous  di- 
vines, on  the  other  hand,  strongly  moved 
by  the  virtues  of  the  Utopians,  had  actu- 
ally determined  to  embark  in  an  attempt 
to  acliievc  the  good  work  of  their  con- 
version to  Christianity." 

More's  sentiments  ^on  the  pu- 
nishment of  death,  as  applied  to 
minor  oifenceci,  are  admirable  in 
themselves  and  forcibly  expressed. 


us  greater  scope  and  license  to  the  execu- 
tion of  cruelty,  one  upon  another."*^ 
pp.  74—77. 

In  the  description  of  the  customs 
of  the  Utopians,  there  is  frequently 
a  noble  cast  of  natural^  moral,  and 
political  sentiment,  which  entitles 
the  memory  of  More  to  our  highest 
veneration.  '*  Every  mother,"  in 
his  imaginary  commonwealth,  *'  is 
nurse  to  her  own  child,  unless 
either  death,  or  sickness,  be  the 
let."  His  satire  on  the  precious 
metals  is  keenly  written,  and  came 
with  a  good  grace  from  so  disin* 
terested  a  man.  We  cannot  ven- 
ture on  the  chapter  relating  to  re- 
ligion ;  it  would  necessarily  lead  us 
into  discussions  for  which  we  have 
no  room  left.  Neither  shall  we. 
refer  to  certain  illustrations  of  want 
of  delicacy,  which*  seems-  to  have 
been  not  unusnal  widi  M  oi'e.  But 
we  must  not  close  without  express- 
ing our  abhorrence  of  his  impious, 
and  irrational  notions  on  the  sub* 


**  Surely,  my  lord,"  says  Hythloday, 
sddtvssin^  himself  to  Morton,  «  I  think 
it  not  right  nor  justice,  that  the  loss  of     .  i.      •  •  j 

money  should  cause  the  loss  •f  man's    ject  of  SUiclde.      It  suggests  strong 
life :  for  mine  opinion  is,  that  all  the     doubts  of  the   reality    of  More's 


goo'Is  in  the  world  are  not  able  to  coun- 
tervail man's  life.  But  if  they  would 
tlius  say ;  that  the  breaking  of  justice, 
and  the  transgression  of  laws  is  recom- 
pensed^ with  this  punishment,  and  not 
the  k>B0  of  the  money,  then  why  may  not 
this  extreme  and  rigorous  justice  well 
be  called  plain  injury?  For  so  cruel 
governance,  so  strait  rules,  add  unmer- 
cifid  laws  be  not  allowable,  tiiat  if  a  small 


religion,  when  we  fiiid  him,  in 
the|tower,  hinting  to  his  daugh- 
ter, that  but  for  the  sake  of  his 
wife  and  children,  he  would  "  long 
before  have  closed,  himself  in  as 
strait  a  room  as  that^  and  straiter 
toa" 
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Habitual  Preparation  for  Death,  A 
Seraum  preaeJhfd  at  the  Proteslaut 
Diaenting  Chapel^  Henletf-on^ 
Thames,  Map  12,  1822.  on  the 
much  btmented  Vecfoee  of  Clemm^ 
tituiy  Wife  ff  the  Rev.  John  Nftison 
Goulty, '  By  Hohert  Wittier,  D.  D. 
— London:  Holdsworth,  18*22. 

We  always  welcome  with  pleasure 
the  publications  of  Dr.  Winter:  the 
soaudness  of  bis  judj^ment,  and 
the  substantial  excellencies  of  his 
composition,  entitle  him  to  praise, 
which,  on  the  present  occasion,  we 
arc  gratified  in  having  an  opportu- 
nity of  renewing.  From  Luke  xii. 
38.  he  1st  adverts  to  the  great  uncer- 
tainiy  wfdc/i  attends  thetinu  of  death. 

2.  He  admonishes  his  hearers  thai 
death  ought  always  to  be  viewed  by  a 
Christian  as  tfie  coming  of  Hs  Lord. 

3.  That  the  state  of  the  mind,  in  the 
anticipation  tf  death,  ts  tnost  intimately 
discerned  by  onr  LordJesas  Chfist. 
4f  That  unspeakable  bfcssed'iess  is  re- 
served for  tluise  faitlful  and  approved 
servants,  who  are  thus  found  at  t/ie 
coming  of  their  Lord, 

A  frame-work  like  this  evidently 
gives  opportunity  for  mnch  season- 
able and  impressive  instruction, 
and  Dr.  Winter  avails  himself  of  it 
to  min§rlc,  with  an  affectionate  and 
feelings  eulo^ry  of  the  dead,  solemn 
warning:s  and  powerful  incitements 
to  the  living.  The  following  inte- 
resting passage  is  from  the  first  head. 

"  Go  to  theiepalchreii  with  which  we  ire 
surroundeii,  .and  yoQ,  will  find  lliegreatoit 
variety  in  tlic  time  of  death.  Here  jou 
will  perceive  the  old  mnn  ad\'dnced  in  ^ears, 
and  ftnnk  in  infirmities,  before  bis  head  wag 
laid  beneath  theclod«  of  the  valley.  There 
you  will  contemplate  the  remains  of  ano- 
ther, who  in  mat  ore  life,  when  he  appeared 
atronjr  and  active,  was  sammoned  awaj  bj 
an  unexpected  stroke,  from  a  variety  of 
cares  and  diities,  important  to  himself  and 
to  the  circles  around  him. — There  you  witi 
perceive  another,  who  was  in  the  morning 
of  the  day,  \vhose  '*  snn  went  down  before 
it  was  noon." — And  there,  a  little  farther, 
you  1)ehold  the  roemorial  of  an  infant,  who 
had  bet  opened  his  eyes  in  life,  and  oloffed 
them  again. — There  is  no  stage  of  human 
^r^m,  whioli  is  not  marked  wiih  the 


vestiges  of  deatli.  And  there  is  not  sn  is- 
dividual  in  this  assembly,  who  woold  lot 
eaaily  find  in  a  large  receptacle  of  the 
dead,  a  tomb  marked  with  bis  own  ige."— 
pp.  10,  ]  1. 

Mrs.  Goulty  appears  to  have  beea 
a  woman  of  admirable  qualities  and 
active  piety.  The  extracts  from  her 
diary  and  papers  have  much  in- 
terest, and  the  following  sentences 
from  the  sermon  speak  forcibly  in 
her  praise* 

*'  Dortngtbeaix  years  whieb  my  beloved 
friend  and  relative  has  resided  in  this  town, 
yon  have  witnessed  the  feebleness  and  in- 
firmity of  her  lM>dily  frame,  and  the  effect 
of  that  feehleoesK  on  her  animal  spirits,  to 
,as  to  induce  a  great  degree  of  tiniditv  nd 
apiwrent  solicitude.  But  you  have  wit> 
nessed  also  the  high  decision  of  her  misd, 
in  ail  that  respected  faith,  profession,  and 
duty.  Yon  have  witnessed  the  pradenoe, 
meekncita,  and  gentlenesa  of  her  tcnper, 
the  cheerfulness  of  her  smiles,  the  beni^i- 
ty  of  her  manners,  and  her  constant  reidi- 
nesA  to  cO'Operato  in  every  plan  for  doini^ 
good,  whether  to  the  bodies  or  the  niitids 
of  others. 

'*  What  she  was  in  relative  life,  muij  i 
weeping  eye,  many  a  sorrowful  heart  will 
bear  witness.  She  was  kind,  affectionitr, 
and  faithful  in  her  attachments.  Herqoa- 
lifications  for  maternal  duties  were  bfgiii' 
ning  to  open  with  the  expanding  mindi  of 
her  children.  By  her  serrsnts  she  «» 
revered  and  loved,  as  a  considerate,  com- 
pawoqate  miiitress,  attentive  to  tb^r  reli- 
gious instruction,  and  earnestly  desiroDX of 
being  in$Cromeolal  in  saving  their  immortal 
souls.  She  was  also  afjcosiomed  to  hold 
familiar  religions  converse,  on  Sabbath 
afternoons  espei^ally,  with  the  yoatb  en- 
trasted  to  I  be  care  of  ber  husbaod,  and 
she  will  long  lire  in  their  tender  recollec- 
tion ;  and  the  young  people  of  the  coa|^- 
gatien  sustain  a  loss  whidi  it  i»  difliciiUto 
estimate.'* — pp.  i3,  24^ 


A  Seennd  Tetter  to  the  Right  Ban.  the 
Earl  of  Liverpool,  K,  G.  in  Repljf 
to  that  from  the  Rev.  H,  H,  l^orrit, 
A.  M,^  on  the  mbjevt  of  the  British 
atid  Foreign  Bible  Society,  By  tk 
Hev,  James  Scholefield^  A,  M,  9^' 
3tf.  Gi/.— Loudon,  Seeley,  1822. 

When  we  saw  the  annoaDceroeot 
of  this  pam|>h]et,  we  felt  some  dis- 
position to  regret  that  it  had-beea 
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thought  expedient  to  make  any  re-  Irinh  MethodUt  Conference  to  allow  nrr 

£Iy  wiiaisoever  lO  the  puerililies  of  fatter  and  another  of  the  preachers,  wUo 

Ir.  >] orris.      The   perusal   of  Mf.  wa»  also  skilled  in  the  Irish  language,  to 

Scholefield's  *  Letter'  has,  however,  ^^  ^^*^^^  ^'^*'°*  ^^^^'  circuits  fpr  the  time 

changed  that  feeling  into  saUsfac-  S,?."**'*'"^  *'°%**»«  completion  of  the  task, 

tion.    With  no  display  of  elaborate  T'!*  """"r  ^.fTlf  "^  .TT  ti         ^^ 

«.oni»«»<i:«:^^     u  ,*    •    ^  "   ^  ■*  **  '**^  Action  of  the  College,  that  the?  granted 
COmpositlOO.    but    in    a   calm     and  f.„,,,  j,,^  freedom  of  their  library,  and 

Chniitianspirit,he  has  gone  through  ^^^  ^^^  ^j^  Profemnhip  of  the  Jri^ 

the  catalogue  of  enormities  charged  langttage,    which,    boweTer,  he  deotioed^ 

against  the   Bible  Society  by  the  only  t>ecaase  he  thought  it  his  dnt^  to  cob- 

curate    of  Hackney,    and    has    met  tinae  thoAe  labours,  to  which  he  believed 

thein  with  a  fair  and  ample  vindi-  God  had  called  faim.    It  is  generally  known 

cation.    The  dispassionate  and  gen-  amongst  men  conversant  with  Irish  litera- 

tiemanly  manner  in  which  this  de-  *"•■«»  ^t**  the  Ogham,  or  secret  writing  of 

fence  is  condpcted,  is  most  honour-  •*••  ancient  Irihh,  ii  sopposed  to  haT»  been 

abl?  to  Mr.  S.,  and  furnishes  a  fine  "'"^  ^7  **«•  ^'■"*^«  ^^  '^*^'^».  •"*«  •V'!^ 

contrast   to   the   tone    and    temper  »awe  time  conceal,    he  mysteries  of  Iheir 

which    distinguished    the    assault.  J**'*^.'*'^:    G^-ral  VaU«„oey  »t«»  ^•'^^"JJ 

u «.,.:•.»  -.1-.     J        •  «oi»w««i..  fao-«mile  of  an  Ogham  inscription,    and 

«aWBg  alfeady  given  our  opinion  other  writers  have  give,  specimens;  but 

respecting  the   aggressive  publioa-  „o  translation  existed  of  the  MS.  in  Trinity 

tlon,  we  ShaH   not   now  renew  the  College  Library."    In  a  sobsequent  part  of 

subject.     The  following  interesting  his  letter  he  says,  "  My  father  was  in  Iro- 

extract  will   sufficiently    shew    the  land,  when  the  Society  determined  on  prim- 

levity,    to   use    a   mild   term,    with  ing  the  Irish  Testamont;  and  ^  timer  Aoi 

which  Mr.  Norris  takes  up  his  pre-  any  intercourte,  dirwtUj  ^  indirectly,  with 

possessions^  and  brings  forward  his  ^^'  Watt*,  bol  as  the  printer  employed  by 

charges.  ^^  VMAe  and  Homily  Societies. '* 

.  ,      '  **  Those  inal-practioea  were  the  contina- 

« The  hwt  poiM  (writAs  Mr;  SeboleBeld)  i„jj  ^o  prescribe  for  those  persons  on  hia 

ccmnwited  with  tho  Irish  Testament  is  the  circuit,  who  happened   to  he  indisposed, 

cbaracter  of  the  person  employed  to  super-  xbi«  was  contrary  to  one  of  Mr.  Wesley's 

ititend  »tr     Mr.  Norris  avers,  that  the  So-  regnlaiions ;  and  as  my  father  continued  to 

mirty  found  him  in  Watts^s  printing-ofllce,  Jq  ^.^    .fter  his  former  suspension,    hia 

wliitlterhe  bad  been  driven  in  consequence  ^^^^  ^„  struck  off  the  list  of  Methodist 

of  mal-pnMtices,  for  which  he   had  been  preachers. 

degraded  from  his  minislry  among  the  Mo-         «  it  i,i,,poiied  that  the  Wesleytn  Me- 

I*     2?' '""^        atfoonnt  given  of  him  by  thj^jist  preachers  went  occasionally  to  Kil- 

Mf^^HTorris'te  anonyiuoos  correspondent  is  leatndra,  in  which  town  Pr.  Hales  resided. 

Iwrtes^e  ewioefb  :  «•  an  ignorant  fellow  of  xi,ig  attracted  bU  atttfotson,  and  he  sent  an 

the  fiamil  of-  M^Qdig,  in  every  respect  dia-  inviiatioa  to  the  preaeher  on  that  oirouit  to 

qnalifled  ftr  thef  task ;  a  Anatio  of  the  worst  |,o|d  a  public  conversation  with  him  in  the 

ol»i  of  Methodists,    who  had   rendered  Town-Hall,  that  he  might  know  their  doc- 

hjnwlf  grdtefni  to  the  party,  by  his  ofTen.  j^ine,^  and  in  what  they  diffeif  d  from  those 

•ive  coiDfhctrtbwards  Dr.  Hales;  and  who,  ^^^^^  Church  of  Bnglknd.    The  preacher 

I    aif  CRB0IBLY   XNFORBCBD,  knows  as  not  having  sufficient  confidence  in  himself, 

little  of  the  Irish  langnsge  as  of  Greek  or  ^^ote  to  my  ftither,  who  was  then  on  a 

diTinJly.»>'»--p.  161,  16?.  neighbouring    circuit,    requesting  him  to 

TL^  «.!»..„^..  4^  4i»So  ;«  «.;««..  t«  n»««t  ^^'  Hales.     My  father  ooasented  : 

The.  answer  to  this  i?  given  in  ^^      ^^^  .^  ^j,^  Towi-Hall  before  several 

extracts  from  a  letter  written  bj  the  „„^i,irates  and  the  principal  inhaWtanU  of . 

son  of  Mr.  M^Qnige.  the  ^^^^  ^nd  neighbourhood  ;  and  their 

"While  my  father  was  engaged  in  those  conversation  continued  some  hours.    My 

labours  [viz.  as  a  Wesleyan  preacher],  the  father  has  now  in  his  possession  a  detailed 

Heads  of  Trinity  College,  Dublin,  wished  account  of  this  conference,  which,>owever, 

to  have  a  translation  of  the  Irish  Oghams,  he  has  been  prevented  publishing  by  'deli- 

Tbey  had  long  souffht  a  person  capable  of  cacy  and  his  respect  for  Dr.  Hales*s  talenta. 

andertaking  it ;  and  as  the  Myle  was  very  learning,   and  moderation.     The   Doetor, 

ancient  and  difficult,  their  search  was  nn-  when  the  conversation  was  ended,  invited 


/' 


conversing  with  and  preaching 

the  Irish  Catholics,  and    by  studying  for  honour  to  distinguish  me  from  my  sehool- 

luany  years  the  most  ancient  and  difficult  fellows.— My  father  has  sereral  letters  in 

Irish  MSS.    Tliis  the  Heads  of  Trinity  at  his  possession,  which  form  part  of  a  cor- 

loogth  learned  j  and  they  requested  the  rcspondonce  between  the  poctor  and  biia 


71JI  AndyOcdund  CriUod  Noyces  if  New  PubUQatiofu.lSvTTUiim, 

^«r  tW»  .«MJiirr«n^s©  f  WMi  jii  tnif  corr«-  ram  and  emp^tj  .does  tb»  world  ippw, 
sppndeooe  abonld  evqr  be  made  ,pttbUc.  tlie  when  he  Mrioasty  thinks  bow  sooa  he  mit 
.world  will  ^lee  the  light  In  which  Dr.  Hale»  leave  it  f  How  poor  dpes  be  feel  whe&ke 
.  viQwed  the  man,  vriiofie  '  oatrageoaiilj  of-  reflects  on  tfaeoolin  and  the  winding-ibeet, 
fensive  conduct*  towardsi  him,  aocordiog  to  and  the  lew  feet  of  earth  wbidi  will  bo  ill 
JVIr.  Norr^w,  was  onp  of  the  few  particnlars  that  be  ^all  waat»  and  all  that  the  worM 
bj  ^Uioh  hp  signalized  hinMelf."— pp.  162  can  ijivn  him  at  last!  Hoiw  wretched «qrt 
1^3.  be  be  when  he  thinks  of  tbeaccoant  tbii 

m  «i,h  tha*  Mr  S^holeficW  bad  '::^::  ufA  ^^J^X 

o^ttcd  his  conclnckDg:  paragraph  ;  ^  ^,^„^i   -^^  j 

ihere  is   an  air  of   false  caodoar  «  But  none  of  them  that  tmst  in  God  «hill 

about   it,  that  tends   to   neutralise  feel  thus  desolate,     is  the  servant  of  God 

the  effect  of  the  preceding  pages.  prosperous  in  this  world  ?     His  bleisiii^ 

^^■»^%^/%»>%^  are  sweetened  to  him    when   viewed  u 

of  Serah,  the  Wffe  afZ  Rev.  Wm.  "'•'5  "Z^^       Z  STlw  u 

yyw      a-     V2..1X:  £     to*    ^    J    'wv  enrthly   possessiona,  by   being  enibW  to 

a^phn    ffthshop8  8ti^tf^rd.    -ne  .  ,opk  fir,Ld  to  a  far  aior^  durable  ssd  «• 

firH  ny  the  Jiev.  I homu  Crm^,    ilie  i^^^^  inhonianoe W the  worW.to  sone.  I« 

second    by   the  bereaved    Hnsband,  hepooraod  aflKoteiGl?    He  knows  .tbitCisa 

8tso.     Is.  64»  —  London  :     HoidS-  y^^  assigned  him  bin  py»rliqn  in  t^eiosxeraie 

worth.  of  unerring  wisdom,  fin^  that  all  Hii  coH' 

We   have   been    exceedingly  iatc-  doot  is  regulated  by  unchaiH?ng  lore.  He 

-  rested  by  these  discourses^    It  too  »»'*»  godliues.  with  contentment.  ^^^"^ 

fjequenUy  happens  that    even  on  ^ThTJ:^^^^ ^^ s^u'^f 

Of  display  intrudes  itself,  a«d  that  ,^        ^^    ^^^^^  „^  .^^^  ^  ^  f.,„^, 

the  service,  which  should  be  saored  j  ,^„,,^^,^  j„  ,,5,  4,^,^  ^^,j.    Noeomeh- 

to  the  remembrance  of  the  departed,  tions  «re  c^qwl  le  Iboae  which  are  to  be 

',and  the  edification  of  the  living,  is  ^orived  from  that  poar^e:  no  .svihkni »■ 

disfigured  by  the  paltry  appendages  afifiotU^  nan  be  coMDM>ared.^  ^*^i  ^^ 

of  vanity  and  parade.    This  '  low  o(ten,  my  fricmds,  in  the  diaDhaRge  of"/ 

ambition,'  alike  obnoxious  to  rigjbt  duty«  represented  to  >ou  jMie  cea«oUli(m 

ifieiing  ajad  to  good  taste,  has  liad  of  religion.    1  havo  sot  before  yea  the {«• 

no  influence  on  the  composition  of  M  <>f  «»"'  ^^^  ^^^^  Christ,  as  full  oj 

Ilie  ex<5eyeiit  addresses  now  before  ««^»*J»  ?«;  th*  »««? «»«d  hev^.  *«»  wur 

^  hQpe  md  Jny  for  the  belieter,  mhfeMi 

iPhe  serAion  ef  Mc.  Crwg  is  a  se-  f.***"  f^,  ^  ^'\^''  ^^Il^l 

».:-v.,*  ^^A  .^«MAr«iJA  «.v.4.nttU{n»  ^^r»  ^MPWBy  *o  lU  oxoellence  ^  fiwr  1  hats  n» 

Psaim  XXXIV.  22.,  of  the  character  ^^^  ^^  ^J^  ^^^^^^  i^irit  i#«»w  gtw  ^ 

and    blessedness   df  '*  thoiBe  who  r^^ni^e  Wger  awppUea  few  tbe  f4BBt«> 

serve  God  and  trust  in  hinl  '•    lAr.  ^^..  .^kI  i  jb^po  .'it  iwU  not  ke,ihM^i 

Chaj^Iin'A  text  is  1  Samuel  xxx.  6S.  «nb«iwmi^g  n  ^«  to  pd4,  that  Umto 

aja^d  ,]t  s^ugge^ts  to  ,him  two  .appro-  |a«ted  ♦f  .thnt  #«^tnepa  myself,  lli<P«l^ 

pi^iate  hea,ds  .ofcofiaide ration — I)is-  .tl*p  abP^nding^P^'^no  «tf  *  sntm*^- 

irons   j»nd    Kncouragement      His  Had  iibeenoth«r,wife,  J.Terily  Wiw«* 

Aermom  is.  distinj^isbed  by  a  m^oly  **»»«'^  ."^  **>"  "wwcnt,  inslead  o(»*>l'** 

grief,  and  a  spirit  of  pious  and  en-  *"»  y^.  *»  thia  honse  of  prayer  hate  been 

tire  resignation,  which  have  deeply  P^'^^^y  psonAyted  wah  gciei;  «d  •?• 

impressed  our  feelings.     Tbe  fol-  P'^'li^'VTT!;^    •^ilS'^^.o^rf 

i       i^^  .^««»-.  ^^cm/T.  ,*:ir   ^    -  revealed  truth  that  tbe  irrand  wnpon  »» 

towing  passages  ^!«  justify  our  «ot-  ^^^  ^^.^.^  j^  ,„  ^^  j.^^^^*  ^  ,„  iJ^jhit 

dial  recommendation.  ,  ^^.dj^^  reception  of  this  into  the  hesrtbj 

>*<  Xl^o  mm,  indeed,  who, is  not  trusting  in  faith,  accoufpanied  as  it  is  by  dirioe  i** 

Jti/k»  i&edee^mer  £m*  J>ap|iioess  and  Kaiv^tion,  structions  and  heavenly  bope«,  wtlldoJtf 

Hhopgli  he  retain  ^11  hia  friends  around  him,  mprc  for  us  iu  our  di^r®9fes  ll|spsll»' 

md.  prot^iei-ity  :Mni)0  vpoh  hiqi»  so  that  he  (^ombiuations  of  earthly  good  w|iicb  w 

abMI  haye  all  Uiat  be  can  well  wish  for  of  world  is  capable  of  .presenting  to  ite  no^ 

,#n.  f»r4hly  natnr^  mn»t  be  desolate  in  the  favoured  volaries. — Yea,   my  brefbrvOt  1 

inidf^'of  his  fi-iends,  and  cheerless  ainii^st  appear  before  yon  this  mornii>^f  >  ^^^^ 

M$\  Mh.jfQ»fiemops,     Caces  corrocle  and  dis-  witness  to  the  unrivalled  excellence  ef  ^ 

ap^ntmontfi  re%  him ;  a  thou8and  imagi-  gospel  as ,"  the  best  relief  tjiat  moargeii 

uai^  eviU  JhaAnt  him,  ,and  a  consci.ou:in«ss  have  f  and  prepared  afreah  Co  '^('^""''^'j 

of  unpardoned   ain   appals  him^  whenever  it  to  you  as  the  beat  sol^qe  ef  ■  v'Bf^ 

bD  Miinha  of  a  coming  judgnient.    Jkw  heart."— pp.  34,  35.    Jtev.  ff.Off^ 
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I.  STATISTICAL  VIEW    OF    DISSENTERS    IN    EI^OLAND   AND    WALES. 

Wishing  to  make  this  depai'tmcnt  of  our  work  as  complete  as  possible,  we  eai  - 
nestly  beg  our  Correspondents  to  furnish  us  with  all  documents  ana  information 
relating  to  it,  addressed  to  the  Editors,  at  the  Publisher's. 


CUMBERLAND. 

{Cenchided  from  page  dSi*) 

"WiGTON. — ^The  Rer.  Joseph  Jefferson, 
a  native  of  this  town,  and  late  of  Basing- 
stoke, Hants,  writes  thus,  respecting  the 
old  ineeting-house  in  this  town  :-— *•  The 
place  was  erected  principally  through  the 
exertions  of  the  Rev.  Anthony  Robin- 
son, (now  of  London,)  who  commenced 
Lis  religious  career  at  Broughton;  and 
afterwards  went  to  the  Bristol   Baptist 
Academy.    He  there  adopted   Socinian 
sentiments,  and  preached  for  a  while  at 
Wigtoii,  in  connexion  with  the  Rev.  John 
Davies.    They  had  for  some  time  a  re- 
spectable congregation.    Mr.   R.    pub- 
lished some  clever  pieces  :*' — See  articles 
in  the  Protestant  Dissenters*  Magazine. 
The  Cumberland  Pacquet,  of  March  4, 
1789,  Contains  the  fallowing  paragraph  : 
— <*  Wednesday  last,  (Feb.  25,)  a  Dis- 
senting Chapel,  lately  erected  at  Wigton, 
•was  opened  with   divine  service.    The 
officiating  ministers  were,  the  ftev.  Mr. 
Kobinson,  of  Kirkland,  near  Wigton,  the 
Rev.  Mr.  Miln,  of  Carlile,  and  the  Rev. 
Mr.  Rotherham,  of  Kendal.    The  ser- 
mon was  preached  by  the  Rev.  Mr.  Ro- 
therham, from   Isaiah  Ivi.   6,   7.    The 
subject  was  **  public  worship,"  which  he 
treated  in  a  superior  style  of  eloquence, 
and  in  a  rational,  clear,  and  comprehen- 
sive manner,  to  the  general  satisfaction ; 
and  it  may  be  presumed  to  the  edification 
of  a  very  numerous  auditory,  who  con- 
ducted themselves  with  a  propriety  suited 
to  the  solemnity  bf  the  occasion."    Mr. 
«Jefferson'8    account  then  continues : — 
«*  The  ground  was  given  by  Mr.  Johnson, 
of   the    King's  Arms,  Wigttm  :    Mr.  A. 
Hobinson  was  the  principal  and  most  ac- 
tiye  person  in  procuring  the  erection  of, 
the  place,  which  was  built  by  subscription! 
At  first,  Mr.  R.  and  Mr.  Davies  occupied 
the  pulpit,  when  a  few  rSSi)ectable  families 
attended.     Afterwards  Mr.  Ruston,    a 
"worthy  Baptist  Minister,  of  Broughton, 
ivas  engaged  to  preach  to  the  people  who 
•vvere  willing  to  hear  evangelical  truths. 
This  continued  for  some  years,  till  Mr. 
Ruston,  who  had  not  been  very  accep- 
table to  some  of  his  hearers,  and  the  con- 
grregation  being  diminished,  at  length  rc« 
signed ;  and  preached  his  last  sermon  to 
the  people,  July  5,  1807. — Mrs.  Heron, 
the   daughter  of  Mr.  Johnson,  having 
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married  a  gentleman  of  the  law,  served 
an  ejectment  on  the  place,  and  claimed 
it  as  her  own  property,  as  heir  at  law  to 
her  late  Father.    The  grounds  of  this 
proceeding  were  defects  in  the  title; — the 
place   not   having  been   occupied  long 
enough  for  public  worship,  according  to 
law;-7-there  having  been  no  enrojment 
of  the  conveyance  in  the  Court  of  Chan- 
cery ; — the    ground   having  been  given 
solely  for  the  purpose  of  building  a  place 
of  worship,  and  the  lower  part  of  the 
erection  having  been  converted  into  a 
weavin*^  shop,  which  was  said  to  have  set 
aside  the  donation."     Previous  to  this 
ejectment  taking  plaje,  Mr.  Ruston  had 
been  succeeded  by  Mr.  John  Cockburn, 
a  student  of  Messrs.  Haldane,  at  Edin- 
burgh,   who    continued     his    ministry 
only  a  short  time  at  this  place ;  daring 
which,  his  religions  sentiments  undcnvcnt 
a  ver/ material  alteration.    He  was  fol- 
lowed by  Mr.  ANOiiRsoN,  from  Scotland, 
who,  on  obtaining  a  church  living  in  that 
country,    returned    thither,    about    the 
close  of  1813.    The  place  was  shortly  af-, 
tcrwards  rented-  of  Mrs.  Heron,  by  the 
Methodists^  and  has  since  coutinuc^d  to 
be  used  by  them  for  religious  worshjp. 
In  the  course  of  the  following  year,  the 
Rev    J.  Whitridge,  then  at   CarlistC, 
commenced  preaching  in  a  school-room, 
in  Wigton,  and  continued  his  services  at 
stated  times,  till  an   Itinerant  was  en- 
gaged— (Rep.   of  the  North  Congrega- 
tional Union  for   1815,  p.   11'.);  and  at 
length,  in  1816,   Mr.  John   Walton, 
who  had  been  educated  at  the  Itinerant 
Seminary  at  Hackney,  took  the  charge 
of  this  place,   in  connection  with   the 
chapel  at    Blennerhasset.    His  labours 
have    been  considerably  encouraged — a 
new  meeting-house  has    been   trccted, 
which  was  opened  in  1819 ; — an  Auxiliary 
Missionary  Society  has  been  instituted  ; 
and  Mr.  W.  has  been  regularly  ordained 
to  the  work  of  the  Lord.  (Evan.  Mag. 
for  1819.  Supplement.) 

Workington. — In  this  town  there 
are  two  meeting-houses  for  Protestant 
Dissenters,  besides  a  Methodist  and 
Roman  Catholic  chapels.  The  Protestant 
meeting-houses  from  their  relative  situa- 
tion, are  usually  dibUnguished  by  the 
names  of  the  High  and  Low  Meeting- 
houses. 

High    Meeting —Scots    Cfcurcfe.— The 
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present  minister  of  this  place,  the  Rev.  chapel  of  ease  near  Glasgow,  where  he 

John  Selkirk, has  fuVnishedthe'foirow-  U  supposed  tb  1^'itill  living.    In  1787, 

ing  particulars  of  its  history : — "  Our  came  Mr.  Samuel  Peele,  the  present 

chapel  was   erected^  in  the  year  1749,  pastor,  a  native  of  Yoricshire,  and  who 

chiefly   hy  collections  from   dissenting  had  received  hb  preparatory  edncatipn 

congregations  *  in    I^igland,    and  '  from  at  the  acadeniy,  Aen' sticbessively  kept 

churches  in  the  Establishment  in  Scot-  at    lleckmondwike    and     Northoimm. 

land. '  The  Is^  Utnry  Cttrjoen,  Esq.  of  (See  ileport  of  the  Ro^fe'rham  Academy.) 

Workington  Hall,  gave  for  the  above  He  was  ordained  heHi  by  'riiinister^  of 

purposely  pot4n</«.    The  Rev.  William  the  congregational  denominktion,' Sep- 

Thqm SON,  belonging  to  the  Established  tember  18,  1781.   The  number  of  church 

Qiurch  of  Scotland,  was  the  first  mini-  members  is  between  40  and  ^0  at  pre- 

ster  of  the  foresaid  chapel.    I^  ordained  sent ;  and  of  ordinary  bearers  aboal  100." 

by  the  same  church,  as  a  minister,  am  The  following  Societies  are  p^rtiapy 

his  immediate  successor.    The  seats  of  or  wholly  supported  by  the  Jpissenters  in 

the  chapel'will  accommodate  about  350  this  county. 

hearers,    and  they  are    generally  Veil  l!  The  Associated  Ministers  and 

occupied.     The  house  was  without  a  Churches  of  the  Counties  of  Cum- 

g^allery,  for  a  few  years  after  I  came  here,  berland  and  Westmorland. — An  in- 

and  of  course,  the  number  of  hearers  teresting  pamphlet  yet  exists,  containing 

was  small.    The  first  enlargement  Was  a  tbcir    *'  Agreement,'*   together    '<  with 

gallery  along  one  side  of  the  house  t  in  something  for  Explication  and  ^jchorta- 


that  state  it  continued  for  some  years 
"^^hen  a  more  convenient  time  arrived,  a 
gallery  was  erected  at  one  end  of  the 
house.  The  house  remained  in  this  state 
for  a  considerable  time ;  lately  a  gallery 
Was  erected  along  the  other  end.  All 
these  reparations  have  been  effected  by 
subscriptions  from  the  congregation,  and 
the  inhabitants  of  Workington  belonging 
to  the  Established  Church,  with  wbica 
this  congregaition  has  always  been  on  the 
very  best  terms  ;  excepting  a  small  col- 
lection given  by  a  neighbouring  congre- 
gation, and  a  few  pounds  by  two  private 
hands  at  a  distance  from  this  town.  It 
deserves  to  be  noticed,  that  for  the  last 
enlargement,  a  Mr.  John  Elliot,  a  mem- 
ber of  our  church,  till  his  death,  though 
&  common  tradesmaii,  and  far  from  being 
wealthy,  gave  thirty  pounds." 

'Low  Meeting — Presbyterio  Independent, 
«— The  following  historical  sketch  of  this 
place  has  been  kindly  given  by  the  vene- 
rable elder,  Mr.  Peter  Macgaa,  and  the 
present    minister,  Mr.  Peele  : — ^  The 


tlon  annexed,"'  which  was  printed  at 
Carlisle  so  long  ago  as  the  year  1656. 
The  histories  of  Neal,  Palmer,  Brook, 
and  Messrs.  Bogue  and  Bennett  notice 
the  existence  of  this  associatioQ  at  dif- 
serent  periods.  'j(lie  Baptist  brethren 
appear  to  have  had  the  chief  maav^- 
•nient  of  its  affairs  during  later  times ; 
and  the  late  Rev.  Charles  W^hitefield,  of 
Hamsterley,  is  said  to  '*  have  drawn  up 
for  the  Baptist  Annual  Register,  ao  ac- 
curate account  of  this  association  from 
the  year  161^9,  consis^ng  of  above  70 
close  pages  in4to.'*  See  Baptist  Annual 
Register,  vol.  i.  p.  63,  1790.  In  the  year 
179d,  it  underwent  some  alterations,  and 
a  Society  was  formed  **  by  tlie  name  of. 
The  Northern  £vang£licai.  So- 
ciety, for  the  more  general  erosion  of 
the  Gospel  by  itinerant  preaching,  in  the 
cduntics  of  Cumberland,  Durham,  Nor- 
thumberland, and  Westmorland ."  Id.  iiL 
p.*  425.  This  Society  having'  declined, 
another  was  established  in  1810,  whick 
has  been  since  known  by  the '  title  of 


ground  was  purchased  in  the  September     The  Congregational  Union  in  Cum- 


of  1779;  and  the  chapel  was  completed 
in  the  e^rly  part  of  the  following  year. 
Mr.  Peter  Macgaa,  then  an  Officer  in  the 
Antiburgher  church  at  Whiteliaven,  ^-as 
the  principal  agent  in  collecting  the  ne- 
cessary subscriptions  for  the  erection. 
The  first  minister  here  was  I\fr.  James 
M*EwEif,  from  Perth,  an  Antiburgher, 
wJio  continued  about  two  years,  and 
afterwards  settled  at  Dundee,  in  the 
same  pountry.  He  wa^  succeeded  in 
17,^5,  by  Mr.  Henry  Muschet,  who 


berland  and  Westmorland,  which 
has  been  eminently  successful,  under  the 
Divine  blessing,  having  raised  flourish- 
injg  Independent  churches  in  three  market 
towns  of  the  former  county,  and  in  two 
of  the  latter,  besides  the  institution  of 
several  Sunday  schools,  and  the  intro- 
duction of  the  G^isipel  into  many  popu- 
lous and  benighted  'villages.  It  is  very 
remarkable  and  peculiarly  affecting  to 
observe,  that  within' the  course' of  about 
six  years,  the  four  acting  members  of 


had  officiated  a  short  time  to  the  congre-'  this  association  were  called  to  'rest  from 

gallon  in  Annetwell  Street  Cbapel,  Car-  their  labours,  and  the  church  on  earth 

lisle  :-7-and    though  he    remained  here  was  thus  bereaved  of  their  Valjiablje  and 

only  about  one  year  and  a  half,'  his  la-  devoted  exertions, 

boiirs  were  rendered  useful  in  the  cdriver-  H;  The  Cumberland  and  Carlisle 

sion  of  sinners.  He  returned  to  his  native  Auxiliary  Bible  Society*  was  esta- 

land,  and  Ij^ecame  the   minister   of  a  bl&hedio  1813.   lit  had  omonir  its  actire 
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and  e^y  paltons,  the  laie  wbrdiy  Dean  praise-worthy  exertions  to  tlie  present 

of  Carlisle,  Dr.  Isaac  Milner^  and  has  day. 

iftimerous    branches    and    associations         IV.  The  London  Missionary  S6- 

tbroughoiit  the  country.  ciety  has  had  local  auxiliancs  or  con- 

III.  Sunday  Schools  have  been  very  gregatiohal  collections  in  npost  parts  of 

extensively  promoted  in  this  county  since  this    county   for  some   years,  but  the 

the  establishment  of  the  North  East,  and  other  Missionary  Societies,  which  are 

the    South    West   Cumberland   Sunday  supported  exclusively  by  the  Methodists 

School   Societies,    !n    18l7  and    1818.  and  members  of  the  Established  Church, 

(Sec  Cong.  Mag.  vol.  i.  p.  670.)    The  have  also  derived  considerable  aid  from 

latter  of  which  continues  its  active  and  this  county. 


CORfefiCTIONS  AND  ADDITIONS  TO  THE  STATISTICS. 

*,;•  It  naust  be  obvious,  from  the  very  nature  of  the  Statistical  accounts  of 
Dissenters  which  have  appeared  in  our  Numbers,  that  errors  and  imperfections  will 
be,  to  a  certain  extent,  unavoidable  We  shall  always  feel  obliged  to  such  of  our 
readers  as  have  it  in  their  power  to  transmit  to  us,  before  the  close  of  the  year,  such 
corrections  or  additions  as  they  may  be  able  to  make,  with  references  to  the  autho' 
rities  by  which  they  are  supported :  ^nd  it  is  our  intention  to  include  these  in  one 
article  in  the  Supplement. 

The  following  have  been  copsmunicated  to  us : 
Vol.  4,  p.  162,  col.  1,  line  7,  for  periods  read  times, 

— — —  34,  for  Broadly  read  Broadley. 

'  ■'■     ■ 43,  for  vitUige  read  parish, 

■  ■  48,  for  0^  Afr.  read  tfthe  hte  Mr, 

_  65,  for  is  still  read  has  been, 

'  2,  line  6,  for  are  now  read  have  been, 

30,  for  Kirksewald  retid  Kirkostoald. 


163  —  1,  liQC  17,  23,  52,  for  Wilson  i«ad  Nelson. 
—  2,  line  50,  for  Mutiberry  read  NeaUberry, 

2,  l^oe  52,  B6f  for  Bbijcastle  read  Bewcastle. 


164  ^r-  1,  line  61,  for  O.  GUAon  read  D.  Gibbon. 


^  Add  Mr.  John  Johnston,  of  Tnvecca  College^  wi»  the  first  milliter  here»  coi^-. 
tinned  a  short  time,  and  went  to  Wigfem,  in  L^qashire.  lie  was  succe«4ed  by 
Mr.  John  DarbySiiire,  who  improved  his  short  stay  to  active  itinerant  purposes, 
Mr.  Daniel  Gray,  from  the  same  institution,  c^ime  after  him,  continued  pastor 
for  twenty-six  years;  died  on  the  3d  of  SeptemW,  1808,  in  the  54th  year  of  his 

165,  — —  1,  line  35,  for  BuRRAND.fsad  Purnand. 

'  2,  line  23,  for  Adrie  res^.  A<i>r;.e. 

2,  line  54,  for  Brown  read  3ensqh.. 


214,  — —  1,  line  17,  for  I&jlton  road  Huttot^. 

215,  — ^  1,  line  67,  for  TotOeback  ve^A  Tottkbanh^  vn  Lancashire. 
2,  fine  26,  for  Hamtteiley^i^dAHamsteTleif, 


219, 2,  Une  13,  for  XJpp^rlg  read  Upperbi/. 

2,  line  26,  for  mmbers  read  fiuin6erc 


. 307^ 1,  jine  22,  for  Gardiner  read  Comer i 

The  letter  of  dismission  of  Mr.  Garner  to  the  churcb,  at  Hamsterly,  was  d^ted 
the  8th  of  the  third  months  1748,  and  speaks  of  him  as  a  member  of  the  church 
meeting  at  Broughton  and  Oulton,  from  which  it  appears  that  OuHon  was  then 
a  bn£nch  of  the  church  at  Brbugfhton,  and  ^at  the  people  were  united  together  in 
church  fellowship.  A  daughter  of  Mr.  Garner  is  still  living  at  Hamsterly. 
554,  — —  l,line  16,  for  Penryn  read  Penrith, 


P.  554.  We  are  requested  by  a  Correspondent  to  add  to  the  account  of  Mr. 
James  Comngkam,  of  Penrith,  inserted  last  month,  the  following  iiote.  Mr.  Coning' 
ham*s  fanenil  sermon  was  preached  by  Mr.  Samuel  Wright^  and  printed,  <^vo.) 
1716,  with  a  short  account  of  the  life  and  character  of  the  deceased.    ' 

P.  556.  Joaeph  Dodson.—^oaeflh  Dodson,  A.  M.  published  in  1720,  a  sermon, 
<8vo.)  preached  before  the  associated  Dissenting  ministers  of  Cumberland  and 
Westmoreland,  entitled,  Moderation  and  CJuirity,  He  appears  froni  that  dis- 
course to  have  been  a  Baxterian  in  his  doctrinal  views. 


557,  ....  I,  line  4a,  44,  >         -  ' 


. 2,  Une  26,  45,  47,   j  ^^^  P^^jmbton  read  Plumpton, 
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7 16  Religi(ms  IfUilUgence  :—MisceUaMeotu.         CSuppumixt, 

We  ne  also  iaformed,  that  the  Rev.  Isaac  Lleb,  mentioned  in  line  25,  did  not 
join  the  Baptist  church  at  Broughton,  bat  was  baptized  and  received  a  member  of 
the  church  at  Hamsterly,  Durham,  August  22,  1779,  by  which  society  he  was  en- 
couraged to  exercise  his  ministry  among  the  Dissenters. 

2,  line  32,  for  Howarth  read  Haworth, 


613, 2,  line    8,  for  last  read  first, 

10,  for  Scorby  read  Sccftbti. 

25,  dele  the  name  of  Mr.  Scott. 

.^  41,  against  Cockermouth,  insert  Edward  Gatley, 

57 y  for  Thompson  read  Thomson. 


(514, 1  line    2,  for  Plumbton  read  Plumpton. 

1  line  20,  for  WhUieridge  read  Whitridge, 


Two  of  our  Correspondents  are  of  opinion,  that  we  have  given  on  pages  613, 
614,  by  far  too  favourable  an  opinion  of  the  state  of  Dissent  in  the  county  of  Cum- 
berland. We  subjoin  a  list  of  the  places  which,  in  their  opinion,  ought  to  have  been 
omitted,  in  coasideration  of  their  having  no  settled  pastor,  and  in  most  of  tbem  only 
occaa:onal  prf!iaching,  or  in  the  case  of  iBootle,  the  prayers  being  readir-Ainstibk, 
AUonby,  Alleyfield,  Blennerhasaet,  Bootle,  Borrowdale,  Bowness,  Croglin,  Egrc- 
mont,  Ganibh^sby,  Glassonby,  Heusiugham,  Kirkandrews,  Kirkoswald,  Lorton, 
Milium,  Newbjggen,  Oughton,. Plumpton,  Ravenglass,  Keuwick,  Scalehouses,  Tor- 
penhow,  and  Wethcrall. 


II.  MISCELLANEOtJS. 


We  are  happy  to  learn,  from  the  third 
number  of  the  Hibernian  Society's  State- 
ments, that  its  admirable  system  is  in 
full  activity.  The  local  and  itinerant 
readers  penetrate  into  regions  of  dark- 
ness, and  communicate  the  word  ot  life 
to  the  benighted  children  of  Ireland,  who 
receive  it  with  eagerness  and  joy. 

Liverpool  Bethel  l/nioti*— The  Bethel 
Union  seems  to  be  advancing  in  useful- 
ness and  importance.  The  6th  and  7th 
Numbers  of  *•  Notices  of  the  Proceedings 
of  the  l^iverpool  Seamen's  Friend  So- 
ciety," have  been  transmitted  to  us,  and 
we  have  found  them  fraught  with  most 
interesting  information.  At  the  Float- 
ing Chapel  the  average  attendance  has 
been  1000  persons,  and  the  School  affords 
the  means  of  instiniction  to  175  boys. 

Gainsborough  Educa  ton  Society. — We 
have  received  the  First  Report  of  the 
Gainsborough  Union  Society,  for  the 
education  of  adults  and  young  persons ; 
it  is  an  interesting  document,  and  fur- 
nishea  abundant  evidence  of  the  beneficial 
effects  of  such  associations. 

Craven  Chapel. — ^The  western  suburb 
of  the  metropolis  has  long  been  lament- 
ably deficient  in  th^  public  means  of 
evangelical  instruction,  and  though  seve- 
ral laudable  attempts  have  been  made  to 
supply  it,  and  with  partial  success ;  yet 
the  peculiar  circumstances  of  that  neigh- 
bourhood, and  tlie  want  of  proportionate 
funds,  have  hitherto  prevented  any  ef- 
forts being  made  commensurate  to  the 
growing  necessities  of  that  district.  The 
removal  of  Carnaby  market,  liear  Mad- 
boroug;h"Btreet,  in  1821,  presented  a  spa- 
cious site,  which  Lord  Craven,  the  pro- 


prietor, offered  to  let  on  building  leases, 
for  a  term  of  between  70  and  80  years. 
A. benevolent  individual,  (by  whose  dis- 
tinguished zeal  and  liberality  fimr  spa- 
cious chapels  have  already  been  erected  in 
the  crowded  suburbs  of  London)  obserr- 
ing  the  eligible  spot,  and  deeply  feeling 
for  the  moral  necessities  of  the  inhabi- 
tants in  its  vicinity,  obtained  a  lease  for 
the  erection  of  a  chapel,  61  feet  by  81 
feet  within  the  walls,  with  commodioQa 
rooms  below  for  Sabbath  Schools. 

The  foundation  of  this  building  was 
laid  in  March  last,  and  it  is  now  com- 
pleted for  public  worship,  and,  with  its 
double  tier  of  galleries,  will  seat  20(HI 
persons.  It  was  opened  fior  the  public 
worship  of  God,  according  to  the  form  of 
Congregational  Dissenters,  on  Wednes- 
day, Dec.  11,  when  Dr.  CpUyer  preached 
in  the  Dooming  from  Isaiah.  Hi.  13,  aad 
Dr.  Waugh,  and  Messrs.  H.  F.  Burder, 
and  J.  Clayton,  jun.,  offered  prayer; 
and  in  the  evening,  the  R«¥.  Tfaos.  Atkiss, 
of  Southamptbn,  preached. firom  Taoiel 
xi).  3,  and  Dr.  Harris  and  Mr.  Liefchild 
conducted  the  devotional  sendees.  Al- 
though the  state  of  the  weather  was  veiy 
unfavourable,  the  attendance,  of  Minia- 
ters  and  people  was  large  and  encoor^- 
ing,  and  the  collections^  we  understand, 
were  liberal. 

The  erection  of  this  spacious  and  ele« 
gant  chapel,  unquestionably  the  first  in 
London  belonging  to  the  Protestant  Dis- 
senters, will  cost  its  generous  fonader 
d  9000.  He  has  therefore  addressed  "  « 
circular  to  many  of  the  opulent  members 
of  our  denomination,  inviting  tbem  to 
assist  him  in  this  great  work  by  their 
contributions,  in  which  he  declares— 
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ReUgiout  ItdMgence.'^^Miseettaneous. 
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*<  that  he  does  not  wish  toretilm  the  pro- 
perty of  the  chapel  in  his  own  hands,  or 
to  derive  any  pecuniary  advantages  from 
it;  but  intends,  when  a  congregation 
shall  be  established,  to  vest  the  premises 
in  Trustees,  for  its  permanent  use,  and  to 
receive  book  no  more  than  the  prittdptU  money 
advanced  by  him,^' 

RUSSIA. 
The  length  of  the  following  article 
renders  its  insertion  somewhat  incon- 
venient, but  its  importance  and  uncom- 
mon interest  have  induced  us  to  make 
room  for  it  without  abridgment.  It  is 
extracted  from  the  valuable  Report  (17th) 
of  the  British  and  Foreign  School  So- 
ciety. 

An  Account  of  the  Establishment  of  the 
tSchool  of'  Industry  at  Homel,  hi  Rusiia; 
copununicated  by  James  Heard* 

The  establishment  of  the  Institution  for 
the  poor  and  destitute  children  of  the 
peasantry  at  Homel,  in  the  government 
of  Mogiloff,  was  one  of  those  ezperi- 
ments  which  are  considered  as  mere  vi- 
sionary schemes,  until  their  practicability 
and  utility  are  clearly  demonstrated. 
The  object  at  first  was  to  introduce  the 
British  System  of  education  into  Russia ; 
but  arriving  at  Homel,*  the  estate  of 
Count  Romanzoff,  where  the  first  School 
was  to  be  established,  an  unforeseen  ob- 


ward  their  own  support*  But  fortunately 
the  two  principal  persons  of  the  place  were 
of  a  different  opinion ;  and  upon  a  profier 
statement  being  made  tb  Count  Roman- 
zoff and  General  Derabin*,  it  was  resol- 
ved to  erect  a  large  building  for  the  ac- 
commodation of  the  boys ;  and  to  in- 
close a  considerable  piece  of  land  for  a 
kitchen  garden,  in  which  they  were  to  la- 
bour during  the  summer  season.  The 
erection  of  the  building  necessarily  occu* 
pied  a  considerable  time ;  but  the  Count 
granted  me  the  use  of  the  right  wing  of 
his  own  house,  and  I  soon  collected  50 
poor  bej's  from  the  villages  :  the  barba- 
rous rudeness  of  their  manners  corre- 
sponded with  their  miserable  appearance  ; 
the  generality  of  them  had  long  filthy 
hair,  swarming  with  vermin ;  dirty  faces, 
and  tattered  garments,  which  scarcely 
covered  their  nakedness,  no  shoes,  no 
stpckings,  and  looks  expressive  of  hun- 
ger and  misery.  Such  were  they,  and 
such  would  they  have  continued  to  be, 
until  completely  accustomed  to  a  wan- 
dering idle,  vicious  life,  and  quite  unfit 
to  fill  any  useful  station,  they  would 
have  turned  out  pests  to  society,  had 
they  not  been  rescued/rom  the  abyss  of 
misery  by  the  benevolent  kindness  of 
their  noble  master ;  who  in  raising  those 
miserable  little  orphans  to  a  life  of  in- 
dustry, virtue  and  happiness,  had  learned. 


stacle  presented ;  not  more  than  30  or  40  the  luxury  of  doing  good.  About  a  fort- 
boys  could  be  collected  in  one  village,  night  afterwards  they  were  all  neatly 
and  the  villages  were  so  distant  from  clothed,  and  on  the  9th  of  December, 
each  other,  as, entirely  to  preclude  the  1818,  the  School  was  publicly  opened, 
possibility  of  the  children  of  one  village  and  consecrated  according  to  the  rites  of 
attending  the  school  of  another.  Count  the  Greek  Church.  The  ragged  little 
Romanzoff  being  informed  that  the  ad-  beggars  were  now  metamorphosed  into 
yantages  of  the  new  sjrstem  would  not  be  clean  orderly  scholars,  who  seemed  to 
conspicuous  in  a  school  of  40  boys,  and  pride  themselves  not  a  little  in  their  ioi- 
tfaat  200  would  be  necessary  to  display  it  proved  appearance.  They  had  all  this  by 
to  advantage,  was  quite  at  a  loss  how  time  learned  the  alphabet,  and  some  to 
they  were  to  be  collected  ;  and  this  cir-  write  upon  slates ;  and  they  performed 
cumstance  seemed  for  a  while  to  becloud  the  evolutions  of  the  system,  to  the  sdmi- 
my  prospects  of  success.  Having  in  my  ration  of  the  spectators,  who  began  to 
journeys  through  the  different  villages  of  be  convinced  that  peasants,  though 
the  Count's  estate,  observed  a  number  of  slaves,  are  human  beings.  My  chief  ob- 
miserable  ragged  dirty  children  begging  ject  in  taking  these  fifty  boys  under  in- 
from  door  to  door,  and  being  informed  struction    before  the  school-room   was 


that  they  were  orphans,  who  had  no 
means  of  support  but  soliciting  charity, 
I  conceived  the  plan  of  rescuing  these  poor 
little  creatures  from  misery,  ignorance, 
and  vice,  by  the  establishment  of  a  School 
of  Industry,  in  which  th^y  might  by 
their  own  labour  contribute  something 
towards  their  support.  This  plan  was  ob- 
jecte<l  to  by  many,  as  being  impracticable : 


built,  was  to  prepare  them  to  act  as  mo-' 
nitors,  and  ^e  rapidity  with  which  they 
learned  was  truly  astonishing.  Their 
excessive  natural  stupidity  had  been 
urg^  as  a  reason  for  not  attempting  to 
instruct  them  ;  but  it  now  appeared  that 
human  nature  is  the  same  in  every 
country  and  in  all  classes,  and  that  the 
difference  which  we  observe  between  tliC 


the  chief  objection  urged  was,   that  the  highly  polished  inhabitants  of  France, 

children,  being  accustomed  to  a  life  of      ■  ■         — . 

vagrrtnt  idleness,  could  never  be  brought  *  General  Derabin,   a    gentleman  of 

to  contribute  in  any  material  degree  to-  eminent  talents  and  liberal  sentiraents;^ 

~~                               ; had  the  entire  management  of  the  es- 

There  are  17,000  mSle  peasants  on  tate,  the  Count  being  too  feeble  to  take 

this  estate,  one  town,  and  between  80  an  active  part.    The  General  had  been  in 

and  yO  villages.  England,  and  spoke  English  well. 


YiS 


IM  of  OrdimiHohs. 


'.      CSuPPCiifEHT, 


E^Ufld;  ioA  (jthdrcotintitai  of  Siiitipe,' 
tifid  tli6  btdrbarimt,  arises  solely  ft^m 
habit,  example,  and  edncation.  Order 
was  toon  introduced  into  the  netr  Jnsti- 
tutioii,  and  the  children  arranged  into 
differeht  classes  of  labour,  abcordidg  ta 
their  age  and  strength  :  the  eldest  of  the 
hojB  were  appointed  to  be  carpenters, 
shoemtikers,  or  smiths,  according  to  their 
Owti  choice,  while  some  of  the  younger 
ahd  more  feeble  were  employed  in  split* 
iing  the  bark  of  the  Linden  tree,  others 
In  platting  it  into  shoes  ,'  some  platting 
straw  for  hats,  others  preparing  willows 
for  making  baskets,  and  some  had 
learned  to  make  fishing-nets.  The  hour 
of  assembling  in  school  during  summer, 
^as  ileren  in  the  morning,  and  they  came 
out  again  at  ten,  three  hours  a  day  being 
Amply  sufficient  to  teach  them  reading, 
Irriting,  and  the  first  four  rules  of  arith- 
metic, in  two  years ;  from  ten  to  eleven 
iheywere  allowed  to  play;  at  eleven  the 
dinner-bell  rung,  and  they  proceeded  two 
ahd  two  to  the  dining-room,  where  grace 
was  di6tiriCtfy  pronounced  by  the  monitor 
of  the  ddy,  whose  duty  it  was  to  read  to 
ids  companions,  while  eating  their  din* 
ners,  ^  pdrtion  of  the  Holy  Scriptures. 
At  twelve  o'clock  they  arranged  them- 
i^lyes  in  claitees  according  to  their  em- 
ployitfeiit;  alid  jpi^ceeded  to  their  differ- 
ent maftiCTS  to  work,  from  which  they 
geAerifliy  re6irned  about  eight  in  the 
eveniug ;  at  nin6  they  ikupped,  anid  inlime- 
dh,tety  afder  8up{>er  fheir  names  were 
c&Ded  over  by  the  mdnitor-gencral,  and 
those  absent  ma/ked  down  for  inqmry 
th'e  following  day.  This  being  done;  and 
the  £vening  Hyihn  sung  by  them,  they 
retired  t<f  re^.  Eight  months  after  the 
oj^ning:  of  the  schodl,  more  than  sutty 
d^ildrai  wen^  in  prosees8t)»n  to  their 
beh6f^t6r  C<nmt  RomfinzoYf,  dressed  in' 
clothes  and  shd^  of  their  ihfLking.  Such 
was  the  delight  Experienced  by  His  Ex- 
cellency on'tfifs  oeca8idn,,th&the  ordered 
them  a  better  dinner  than  usual,  and 
promised  to  partake  of  it  with  them; 
which  promise  he  fulfilledl,  to  the  inex- 


pressibte  pldasurfe  of  the  poor  childien. 
From  thi^  time  the  Institution  continued 
to  prosper,  and  even  those  who  had  op- 
posed it  joined  in  posing  it;  thcchU* 
dren  made  rapid  progress,  both  in  learn- 
ing and  their  trades,  became  cheerful, 
obliging,, and  industrious. 

"  A  strict  observance  of  the  Sabbath 
was  not  forgotten  in  the  Institution,  and 
that  part  of  (he  day  not  spent  in  chnrch 
ftras  appropriated, to  reading  extracts  from 
tte  Holy _  Scriptures,  , 

.  '*  By  means  of  the  school  at  tlomel) 
the  British  system  o£  education  was 
spread  to  Poland,  where .  hitherto  the 
strongest  prejudices  had  existed  against 
instructing  the  peasantry.  Mr.  kadovitch, 
a  young  man  of  an  amiable  disposition, 
was  sent  by  the  University  of  Vilno  to 
study  the  system,  which  he  did  \rith  the 
greatest  assiduity;  and  soon  after  his 
oetum,  three  schools  were  established 
for  the  poor,  upon  the  new  plan;  and 
according  to  the  last  accounts  from 
thence,  they  w&ce  actively  employed  in 
the  establishment  of  more. 

'*  In  April  1021,  the.  school  at  Homel 
being  completely  established,  and  a  plan 
laid  down  for  extenditig  the  means  of 
instruction  to  all  the  villages  of  Uie 
Count's  estate,  I  left  Homel  to  return  to 
England,  and  never  shall  I  forget  the 
artless  demonstrations  of  sorrow  and 
affection  which  were  manifested  by  the 
children  at  my  departure;  the  little  fel- 
lows  waited  more  than  two  hours  in  the 
court  before  the  school,  to  bid  me  fare- 
well, iknd  not  a  few  shed  tears  and  fol- 
lowed me  with  their  eyes  until.  I  vas 
quite  dut  of  sight.  Oh,  may  He  who 
careth  for  the  poor  and  the .  fiitherleu 
continue  his  protection  over  these  poor 
oiphims,  and  incline  the  heart  of  their 
master  and  benefactor  to  persevere  in 
the  good  work  which  be  has  begun, 
lintil  the  melioration  in  the  condition 
and  morals  of  the  peasaiitry  shall  prove 
the  advantages  of  an  industrious  and 
moral  educati6n !" 


ij^^ 
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LIST  OF  ORDINATIONS. 

f  Independent  and  Baptist,  published  in  the  Year.  J 


*^«^«^i 


BEDFORpiSH  {RE. 
Hollo W^AY,  Rev.  John,  Hat^  of  Bristol,) 
over  the  Church  and  Congregation  at 
Cardington,  Cotton-end,  June  6, 1822. 
BUCKINGHAMSHIRE. 
Hope  RAFT,  Rev.  \V.  over,  the   Baptist 
Church  at  Long  Crendon,  May  29, 
1822. 

CORNWALL. 
Muse  ATT,    Rev.  E.   (late  of  Hackmjy 
Acaidemy,)     over    the     Independeiat 
Church  at  Falmouth,  Jan.  3,  1822. 


DEkBYSHIRE. 

Raine,  Rev.  J.  (late  student  at  Rother- 
ham  Academy,)  over  the  Independent 
Church  at  Bolsover,  Ntay  29,  1822. 
DEVONSHHIE. 

Gribble,  Rev.  C.  (formerly  student  at 
Axminster,)  over  the  Independent 
Church  at  Braunton,  Oct.  10,  1821. 

HoRTON,  Rev.  T.  (late  student  at  Bris- 
tol,) over  the  Baptist  Church,  Morice 
Square,  Plymouth  Dock,  May  29, 
1822. 


1822.3 
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Clapson,  |lev.  Mr.  (from  Hwkncy  Aca-    Ciiappell,  Rev.  J.  (late  of  Newport, 
,        N    ^L_  v^:i___^j_L*^^'/M 1-         I'agnell,  Evangelical  Institution,}  oyer 

the  iadcpenclent  Cl^ureh  at  Yaxley, 
Sept.  18/1822.' 

KPNT. 

BlakemaK,  Rev.'  J.  D.  over  the  Baptist 
Cburcb,  Mile  Town,  Sheern^,  April 
23, 1^22.' 

LANCASHIRE. 

Carnson,  Rev.  P.  T.  (late  student  of 
"Blackburn  Academy,)  over  the  Con- 
gregational CiiQrch,  which  meets  la 
Fishergate  phapel,  Preston,  I,ian(:<(- 
shire,  Nov.  8,18211. 

Ryan,  I^v.  ^.  (late  of  Bridlington,)  over 
the    Independent    Church,    prchai^d 
Street,  Stockport,  July  28, 1Q22. 
L^ipii:STEHSHIRE. 

Barrows,  Rev.  Samuel,  Hate  of  Mr. 
Biiirs  Academy  Newport,  Pagnel(,) 
over  the  Independent  Church  at 
Market; 'gosvyorth,  Marcl^7,  1822.  " 

Roberts,  ^ev.  J.  (late  of  Hoxton  Aca- 
'  demy,)  over  the  recently  formed  Inde- 

Sendent  Church  at  Melton,  Mowbray, 
uly  18, 1$22. 
Gear,  Rev.  Mr.    (also    from   Hox^on 
Academy,)     over     the     Independent 
Church  at  Market,  Harbo^ugh,  Qct. 
9    1822.        '  •■   • 

'LINCOLNSHIRE. 
Pain,  Rev.  John,  (late  of  Hoxton  Aca- 
demy,) over  the  Independent  Church 
at  tiorncastle,'May  10,  1^22. 
HiMMERS,  J[lev.  tloHN,  ovcr  the  particu- 
lar Baptist  Church  at  Boston,  July  ll, 
1822.    A  Society  in  connexion  w:^tfa 
Baptists  ^as  formed  immediatelj^  aifter 
the  orciinatioii  of  Mr.  Himm'ers,  witli 
the  view  of  promoting  more  effectually 
the  spread  of  tlie  Gospel  in  this  county . 
MmPLESEX. 


demy,)  over  tjie  Indepehdenj;  Cl^urph 
Assembling,'  iii  Qlenorchy  Chapel, 
Emath,  July  4,  1822. 

pORSETSIflRE. 
Wayland,    Rev.   Abraham,    Qate    of 
Stepney  Academy,)  over  the  particular 
3apti8t  Church  at  Lyme  Regis,  Aug. 
15,  1822.  '  ...        1' 

DURHAM. 

Douglas,  Rev.  Pavid,  over  the  BapUs^ 
Church  at  HaxnsMey,  July  17,' 1822, 
void  by  the  decease  of  the  Rev.  Charles 
Whitefield. 

ESS^iX. 

Sibree,  Rev.  Peter,  (of  floxton  Aca- 
demy,) over' the  Independent  Church 
at  Wethersfield,  Oct.  31,  1822. 

MuDiE,  Rev.  G.  D.  (late  of  Hamburgh,) 
over  the  Independent  Churcli  at  Roc^- 
ford,  March  20,  1822. 

Carlisle, 'Rev.  S.  (late  of  ^ackney  Aca- 
demy,) over  the  Independent  Church 
at  Little  Waltham,  June  13, 1822. 
GLOUCESTERSHIRE. 

Jayne,  Rev.  George,  over  the  Baptist 
Church  at  Campden,  Oct.  2^,  1821. 

Catton,  Rev.  Wm.  ovcr  the  Baptist 
Church  at  Uley.  ' 

Wild,  Rev.  Wm'.  over  the  Independ,ei;it 

Church  at  Chalford,  July  11,  18^. 

HAMPSHIRE. 

Franks,  Rev.  Mr.  Baptist,  Newport, 
Isle  of  Wight,  Nov.  29,  1821.  The 
Church  formed  the  day  preceding. 

Wills,  Rev.  Jam^s,  (late  student  at 
(rosport,)  overtime  Independent  Church, 
Basingstoke,  Nov.  13,  1822.  v 

Bidlake,  Rev.  F.  (removed  from  Teign- 
mouth,  Devon,  in  consequenee  of  ill 
health,)  to  be  over  the  Congregation  at 
Andover  Sept.  1821. 


Ca6T0N,  Rev.  M.  (from  Gosport  Aca-     House,  Rev.  W*  over  the  Baptist  ()hurch 


demy,)  over  the  Independent  Church 

at  Node  Hill^  Newport,  Isle  of  Wight, 

May  27, 1822, 
MiLEHAM,  Rev.  C.  T.  (late  of  Highgate,) 

over  the  second   Baptist   Chdrch  at 

Portsea,  April  1,1,  1822. 

HERTFORDSHIRE. 
Waldron^  F.  a.  over  the  recently  formed 

Baptist  Church  at  Bishop's  Hertford, 

Oct.  24,  1821. 
Copley,   Rev.   Wm.  over   the  Baptist 

Church  at  Watford,  Jvine  27,  1822. 
Greenwood,  Rev.  John,  over  the  Con- 


in  Ship  Place,  Temj)le-bar,  May  23, 

1821. 
DovEY,    Rev.    l^fr.  over    the    Bap^t 

Church  in  Short's  Gardens,  Nov.  27, 

1821. 
Peacock,  Rev.  John,  (late  of  Rushden, 

Northamptonshire,)  over  the  Baptist 

Church,  Spencer  Place,  Goswie^  St.- 

road,  Dec.  21j,  1821.    ' 
Seraggs,  Rev.  9.  G.  A.  M.  first  pasljor 

of  the  new  Independent  Church,  Union 

Chapel,  Bow  Lane,  Poplar,  May  28, 

1822. 


■  gregation  at  the  Old  Meeting-house,     Davies,  Rev.  Daniel,  over  the  Welch 


Koyston,  June  20,  1822. 

HEREPOI^DSHIR]?. 
MoRT,  Rev.  H.  (late  student  at  Hoxton,) 

over  the  Church   formerly  the    Rev. 

Joel  Bromfield's,  at.  Bromyard,  June 

13    1822 

HTyNTINGDj9NSHIRE. 
H^LLEY,  Rev.  Robert,  (late  student  at 

Homertdn  ^cadem^,)  over  the  Inde- 

pencTent'  Church  at  St,  Neot's,  June 

11,-1822.'   '■         •    '^*'      ■'      ■ 


Churcl^  at  No.  18,  Kirby  Street,'  Hat- 
ton  Garden,  February  1^22. 

Hargreaves,  Rev.  James,  (late  of 
Ogden,  Lancashire,)  over  the  Baptist 
Church  in  Little  Wild  Street,  March 
13,  1822.  

Herbert,  Rev.  Evans,  over  the  parti- 
cular Baptist  Church,  Soho,'  Oxford 
Street;,  April  9,  l62!2, 

Blackburn^  Rev.  John,  (formerly  of 
Hoxtoa  Academy,  aad  late'  oJC  Fi^ch- 
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ingfield,  Essex,)  over  the  newlv  formed 
Church,  which    meets  in  Claremont 
Chapel,  Pentonville,  Oct   16,  1822.    ' 
Shenston,  Rev.  J.  B.  over  the  Indepen- 
dent  Church,    Crouch-end,    Oct.  3, 
1822. 
Salier,  Rev.  Mr.  }  over    the     Baptist 
GiBBs,  liev.  Mr.      S      Church    meeting 
in  the  Free  Chapel,  Lower  Chapman 
Street,  St.  George's  East,  August  11, 
1822. 

NORFOLK. 
Sayce,  Rev.  George,  over  the  Baptist 

Church,  Wrexham,  June  27,  1821. 
Robinson^  Rev.  H.  E.  oyer  the  newly 
formed  Independent  Church  at  Walton, 
Oct.  22,  1822. 
Williams,  Rev.  John,  over  the  Baptist 
Church  at  East  Dereham,  June    6, 
.  1822. 
T^ippETTs,  Rev.  John,  (late  of  Hoxton 
Academy,)     over    the     Independent 
Church,  which  meets  in  Broad  Street, 
Lynn,  Sept.  18.  1822. 
Evans,  Rev.  Wm.   (from  Hoxton  Aca- 
demy,) over  the  Independent  Church 
at  Wymondham,  July  24,  1822. 
NORTHAMPTONSHIRE. 
Bottom  LEY,  Rev.  W.E.  (late  of  Bristol 
Academy,)  over  the  Baptist  Church  at 
Middletbn  Cheney,  Oct.  23,  1821. 
.BKooKS,*Rev.  Joseph,  over  the  Baptist 
Church,  .West  Haddon,  April  30, 1822. 
Miller,  Rev.  Thomas,  (late  pastor  of 
the  Church  at  Oakham,)  over  the  Bap- 
tist Church  at  Woodford,  near  Thrap- 
ston.  May  22,  1822* 
Coleman,  Rev.  J.  co-pastor  with  Dr. 
Hcnnel,  over  the  Independent  Church 
inWoollaston,  Sept.  5,  1822 
NORTHUMBERLAND. 
CoLErAX,Rev.  W.  (from  Idle  Academy,) 
over  the  Independent  Church  at  Hex- 
ham, July  11,  1822. 

OXFORDSHIRE. 
NuNNiCK,  Rev.  D.  Baptist,  Bloxham, 
Oct.  2,  1821. 

SOMERSETSHIRE. 
Jukes,  Rev.  John,  (Bristol  Academy,) 
over  the  Baptist  Congregation,  Yeovil, 
Oct.  18,  1821. 
Corp,  Rev.  Jqseph,  (from  the  Western 
4^cademy,)     over     the    Independent 
Church    and    Congregation,    Bridge- 
water,  August  20,  1822. 
SUFFOLK. 
Mayhew,  Rev.  W.  (from  Hoxton  Aca- 
demy,) over  the  Independent  Church, 
Walpole,  Sept.  19,  1822. 
SURREY.    - 
Upton,  Rev.  Robert,  over  the  Baptist 
Church,  which  assembles  at  the  Meet- 
ing-house, at  Gray's  Walk,  Lambeth^, 
May  7, 1822. 
Davies,  Rev.  Daniel,  (late  of  Merthyr 
Tydvil,)  over  the  Welch  Baptist  Church 
at  Broadwall,  Stamford  Street^  Black- 
friars-roady  June  26,  1822. 


Ruxworthy,  Rev.  Mr.  over  the  Baptist 
Church  at  Croydon,  July  23,  1822. 
WILTSHIRE. 
James,  Rev.  Abraham,    (formerly  of 
.  Fenknap,  Westhury,  Leigh,)  over  the 
Baptist  Church    at  Limply  —  Stoke, 
June  12,  1821. 
Best,  Rev.  Thomas,  over  the  Indepen- 
dent Church,  Fovant,  near  Tisbury, 
Nov.  7,  1822. 
Green,  Rev.  J.  over  the  Independent 
Church,    which    meets   in    Ebenezer 
Chapel,  Market,  Lavington,  Sept.  24, 
1822. 

YORKSHIRE. 
Rhvder,  Rev.  J.  (late  student  at  Idle 
Academy,)     over     the     Independent 
Church  at  Ossett,  July  3,  1822. 
Blackburn,  Rev.  A.  (late  of  Idle  Aca- 
demy,) over  the  Independent  Church 
Myrtle  Grove,  Eastwood,  near  Halifax, 
August  22,  1822. 
Walton,  Rev.  J.  over  the  Independent 
Church  Sutton,  near  Thirsk,  August 
7,  1822.  ^ 

Aspinall,  Rev.  R.  (from  lale  Academy,) 
over  the  Independent  Church  at  Glas- 
sing ton,  Oct.  16,  1822. 
Parsons,  Rev.  J.  over  the  Independent 
Congregation  Meeting  in  Lendkl  Cha- 
pel, York,  Oct.  24,  1822.    ^ 
RowsE,  Rev.  John,   (late  of  Bradford 
Academy,)  over  the  Baptist  Church  at 
Kilham,  May  7,  1822. 
WALES.  ' 
Jones,  Rev.  T.  (late  student  at  Aberga- 
venny,) as  a  Baptist  Itinerant  at  Lan- 
carven,    Glamorganshire,  August  22, 
1821. 
Owens,  Rev.  Mr.  Owen,  (late  of  Dinas 
Mowddy,)  over  the  Independent  Con- 
gregational Church    at   Khes  y  Cal, 
Flintshire,  Oct.  ,30,  1821. 
Williams,  Rev.  S.  over  the  Congrega- 
tional Church  at  LliEinidloes,  Montgo- 
meryshire, Nov.  8,  1821. 
Morris,  Rev..W.  (tate  of  the  North 
Wales  Academy,)  over  the  Congrega- 
tional Church  at  Llanfyllin,  January 
2,  1822. 
Davies,  Rev.  E.  Classical  Tutor  of  the 
North  Wales  Academy,)  over  the  Con- 
gregational Church  at  Bwlchyfiiridd, 
near  Newtown,  and  co-pastor  with  Dr. 
•     Lewin,  over  part  of  the  Congregation 
assembling  at  Newtown  Chapel,  Jan. 
24,1822. 
Jones,  Rev.  J.  T.  (late  student  at  Aber- 
gavenny,) as  pastor  of  the  particular 
Baptist  Church  at  Hay,  Breconshire, 
Aprils,  1822. 
Jenkins,  Rev.   D.  over  the   Indepen- 
dent Church    at    Brychgoed,    South 
Wales,  May  22. 1822. 
Griffith,  Rev.  J.  (late  of  Carmarthen 
College,  over  the  Independent  Chnreh 
Beaumaris,  Isle  of   Anglesey,  Sept. 
26, 1822. 
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GftirTiTHS^  Rev.  W.  <Iate  of  Carmar-  SCOTLAND, 

then  Colkg«)  over  the  Congrogatioiial  Stuart,  Bey.  J,  ove^  the  Independent 

Church  at  Holirhead,  Sept  26, 1822.  Congregation  in  Great  Hamilton  Street, 

RiCHAKD,  £er.  W.  (late  of  Abergavenny  Glasgow,  Dec.  23,  1822. 

Academy,)  orer  the  oarticular  Bap-  Spbnce,  Rev.  James,  over  the  Congre- 

tUt  Chnrch  at  Penyrneol,  May  29»  gational   Church    Blaclt friars    Street 

1822.  Chapel,  Aberdeen,  August  7, 1822. 


LIST  OF  MEETING  HOUSES  OPENED. 

PMished  in  ike  year  ISM. 

BBRKSHIRE^—Wallinoford.— 'Baptist  Chapel,   (R^.  Mr.  TyiO,)    re-opeaed 
after  eaiMSffBomiiit  October  31, 1821. 

■ Bracknell,  in  Windsor  Forest -^  todependenty  a  new  place 

Opened  October  15, 1821. 
BUCKINGHAMSHIRE^^Marsh  Girbon.— Independent,  Septembers^  1891. 

— Haddbhrair,    in  the  parish  of  Charliey. — Biptist, 


i«— 


September  25, 1822. 
CORNWALL.— ToRPOiNT.— A  neat  place,  called  Bethd  Chapd,   ladtopeoidekit, 

August  4,  1822. 
DEVONSHIRE.- -North  MoLTOH.^-indepenident,  JannarydO,  1822. 

■  — CoixuMRTONd — ^B^tist  Chapel,  re-opened  aher  considerable  re- 
paiSR  and  enlaqpement,  Jane  20, 1822. 

•CoMBMARTiM. — Independent,  October  2,  1822. 


I>ORSETSHiR£.~-WBY]RoinrH.r— Indi^dent;  a  new  place,  called  Hope  Chapel, 
Augn8t>21, 1822. 

PURfiAM,— HB!fGUFFB.~iiidepcndent,  December  23, 1822. 

ESSEX^—WetbrAsfibLd.— Chapel,  re-opemsd  after  conslderidile  eahoglBmeiit,  Oc- 
tober 31, 1822.    The  whole  of  the  expense  Will  be  borne  by  tiie|congregation. 

^     ■    ■  GrBat  Waxbrino,  near  Southend. — Independent,  oJpMied  Septcfmber  3, 


1822.  This  place  of  wonfaip,  widi  a  lane  piece  of  ground,  on  which  there  is  a 
cottage  and  a  dwelling-house  for  the  minister,  is  the  ito  gift  of  a  veneraUe  lady 
and  her  son,  well  knowR  in  the  comity  for  thdr  benevolence.  Tlie  filace  has  been 
pat  ip  thisi  in  poHic  worship. 

GLOUCESTERSHIRE.— WiN8TONE.~-Bapl38t,  Fiebruary  24, 1822; 

■     '    •  Ml-,.       Forest  Grbbn,  near  iNaibworth.— Indepefadent,  Juue 

18, 1822. 

'Hbwblsfibld. — Indepeodetit,  a  plain  little  chapel,  31  feet 


by  17,  September  10,  1822. 

MrreilBL  Dean.— Independent,  a  plain  n^at  chapel  on 


the  scite  of  the  ohl  one,  wbich  had  stood  mor^  dian  100  years,  October  2,  1822. 
HAMPSHIRE.— Ammorb,  in  the  Forest  of  Bere.— Baptist^  December  23, 1821. 

.  ■   i  I  BiiAiaHPiELD. — Independent,  September  26, 182^ 

KENT. — GilAtaA«.-«^apti8t  Chapel,  re-built,  capable  of  holding  1000  persons, 

July  12,  1821 ; .  cost  ^1400,  of  which  ^800.  has  been  already  subsoibod  b^  tbe 

congrention.    ^  , 

-3>ovBR*— Baptial,  capable  of  holcting  200  persons,  Jantuay  15, 1822. 
Maidstone. — Independent,  new  chapel  erected  on  the  site  of  tiw  old  one, 

wfasdi  waa  of  amaUer  dimensions,  October  15, 1822. 
LANCASHIRB.— MANCHB8TEB.— A  new  chapel  in  Caaai  Street,  Aanoat^  Lane, 

eapabla  off  seatiii^  1500  persons.    Erectsd  Ibr  less  than  j^l200,  by  a  coi^gr^gation 

of  seceding  Methodists,  who  now  profess  theanelves  Congngatlonai  Dissenten; 

Dptoad  Decemb^  23, 1821. 
UNCOLNSflIllS>-MARKBr  RAiBN.-^IadepeiideBt}  May  8, 1822;    A  new  place. 
I.  .i  Ml     iiiiiinn  iifi  -iiiHoBiiOiitSTLE^— Indtyeatent^  March 28^  1822.    A abw place. 
' »'  t*  ill  I  ^'  h9BrtioV''VnbEU'ljYK%j^Tbe  chapel  in  Hyde  Labe  enlarged 

by  galleries,  re-opened  March  21, 1S2& 
ifiBDlM£SBX#-*^oiifK>ii^  Chapman  Street^  St.  Geoiga's*  Biit^A  new  ehapd 

opened  by  some  ChristiaB  Melids  for  tiie  ^oor^  cu^Ue  of  seitiii^  200 1  [the  SBati 

Anibi)  Mmm^,  1420. 

■  ;■  East  Barnbt.— Independent,  June  5, 1822^ 

■i.Mi  I.    iiyi  toB   r.  ii,owpoi;..-«^nteartmeRHn  IBiby Street,  Hattdn  GsRlen,  for  tiie 

Wiilih Baalists). iMIsr theRe?  Mr.  0«rtes,  FelMraafif  »,  1822. 

HiGHOATB. — Indroendentf  for  the  congregation  vader  the  care  of 


the  K«T«  John  Thomas,  April  30, 1822. 

Cone.  MAft.  Sup  p.  1822.  4  Z 


782  List  of  Meeting  Houies  opened* 

MIDDLESEX.-^LoNDON.— -Burton  Street,  Bnrton  Crescent. — The  chapel 
which  belongs  to  the  Baptbt  Church,  under  the  Rev.  John  Edwards,  Secretary  to 
the  Baptist  Home  Missionary  Society,  re-opened,  after  repairs,  July  7,  1822. ' 

. London. — A  large  new  chapel,  called  Craven  Chapel,  erected 

on  the  site  of  Camaby  Market,  &nd  capable  of  holding  2tN)0  people,  has  been  com- 
pleted since  February  last,  of  which  the  sole  charge  has  hitherto  1>een  borne  by  a 
well  known  and  highly  respected  individual.    The  chapel  was  opened  on  the  11th 
December  last.    The  expense  attending  its  erection  is  stated  to  be  about  <^9000. 
-LoNDON.--The  new  meeting-faotise  fb^  the  Salftiht'-hiOI  Congrega- 


tion, situated  in  Oxford  Court,  Cannon  Street,  was  opened  June  4,  1822. 
NORFOLK. — SwAFFHAM« — A  small  Baptist  place  of  worship  opened,  and  a  church 
formed,  under  the  patronage  of  the  Home  Missionary  Society,  chiefly  by  the  exer- 
tions of  the  Rev.  J.  Gibbs,  of  Norwich,  August  15, 1821. 

Harlestone. — A  new  Independent  Meeting,  for  the  increasing  con- 
gregation of  the  Rer.  J.  Fisher,  May  2&,  1822. 
NORTHAMPTONSHIRE.—Towc£STER.--.Baptist  Chapel,  re-opened  after  en- 
laigomenty  November  7, 1^1.  < 

— Woodford. — Baptist  Church  formed.  May  22, 1822. 

OXFORDSHIRE.— SWERFORD.-^Iiidependent,  July  1%,  1822. 
SOMERSETSHIRE.— NoETOK.->Indepcndent,  opened  October  23,  1821. 

NAiLbWORTH.— A  ucw  chapel,  75  feet  by  45.     Independent. 
Collection  £7b.    Deeember  4, 1821 . 

"■  ^ MiLTERTON.  —Independent,  December  4,  1821. 

'^ THEALE.->Indepeiuleht,  Jcdy28,  1822. 

-Bridgewatbr. — Independent,  August  20,  1822. 


STAFFORDSHIRE. — Cheadle.— Independent,  opened  after  enlargement,  Jannaiy 

1,1822. 
•.*--  ■■  .■     -Whetly  Rocks,  near  Leek. — Independent,  August  8,  1822. 

Tean.— Independent,  October  2.  1822.  -- 

. Harbornr. — A  ikew  chapel,' capable  of' seating  300  persons, 

eivcted  at  an  expose  of  about  ;£'300,  opened  November  13,  1821. 
SUFFOLK — Aldborovgh. — Baptist,  August  7, 1822. 
SURRY.— Brockham  Ojieen,  near  Dorking.— Baptist,  December  11,  1821. 
..^  Haslbmere. — Independent^  re-opened  after  considerate  enlargement, 

October  11,1821. 

•Qray's  Walk,  Lambeth.-rnBaptist,  March  19,  1822. 


Pains  (or  Fends)  Hill,  Limpsfield. — A  neat  chapel  under  the  patron- 
age of  the  Surrey  Mission,  August  6,  1822. 

-Banstead.— -A  chapel  opened  for  the  use  of  the  Good  Samaritan  Itine- 


•>« 


rant  Society,  August  27,  1822. 

CLAPHAM.-*-Baptist,  opened  after  an  eolargemeat  and  thorough  repair, 


August  1,  1822. 

SUSSEX.-W..DANE  Hill. — Baptist,  October  23,  1821. 

WARWICKSHIRE.- -Henley  in  Arden.— Baptist,  June  26,  1822. 

WILTSHIRE. — Westbury. — A  new  chapel  for  an- old  Independent   Congiega< 
tion  which  has  existed  since  the  year  1662,  opened  (November  8, 1821. 

— ^Berwick  St.  John. — Independent,  September  26,  1822. 

YORKSHIRE. — High  HAftROWGATE.*-Independent,  October  17,  1821. 

-^ Keld,  near  Keth. — Independent,  June  27,  1822. 

■■"■Chapel  Ford,  In  the iparish of  Batley,  near  Dewsbiuy. — Bap- 
tist, April  8,  1622. 

WAL£S.---CAHDilPF,  Glamorgandiire.— -English  Baptist,  building  46  feet  liydS  feet. 
Church  composed  of  from  50  to  60  members,  opened  October  3, 1^1. '  • 

■     ■ ^Beaum ARis,  Anglesey.-^-A  new  i^hice  of  worship,  named  Toon  Chi^, 

for  the  ancient  Independent  Churchy  opened  November  16, 182ii 

■    Newtown,  Montgomeryshire. — Independettt,  Janoaiy  22  and  23,  1822. 

■  GoWAR,  Glamarganshire.*— A  new- Iiide|)end8nt  Chapel,  called  Ksgah, 

opened  April 25^  1822.  This  is  the  sitth  edifice-of  a  similar  description  in  tiie 
Peniflsnla,  .for  which,  the  long  nc^lectsediahafoitants  are  indebted  to  Uie  pious  leal 
and  liberality  ot  the  Right  Hon.  Baroness  Barhttn.  •    i   ' 

•LLAVSTtTRN,  Qlami)iigaasI^Teb--*A  new  meetingrhotiaey  called  Plnladd* 


phia  (but  i&inneiay  Ti^irion)^  June  1&  and  20, 1822. 
SCOTLAND. — Glasgow. — A  new  Independent  Chapel  in  Great  Hamttten  Stndy 

December  23, 1821. 
»■>■  '      ■^^PgrnsR  Head. — A  large  chapd  (lately  beloqguig  to  the  Anti- 

buigher  Seced«Hi)  ra-opeaed  as  an  Independent  piue  of  fvonlupyteuflO/ 1888* 
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160. 
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268. 
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Washboume's  Hymns,  270. 
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Treffry's  Life  of  Treffry,  271. 
Carey's  Greek  Terminations,  i5. 
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Triple  Aim,  87. 
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Yate's  Sunscnt  Ondnmar,  &c.,  ib, 
Bennett's  Gospel  Constitntiop,  307. 
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Mills's  Mnhammedanism,  369. 
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Fletcher   and  Roby's  Serqions  on  Pro« 

testantism,  374. 
Brown's  Life  of  Harvey,  421. 
Village  Lecturer,  4^26. 
Taylor's  Elements  of  Thou{|^t,  428. 
Irving's  Farewell  Discourse,  429. 
Orme  on  preaching  the  Gospe;!,  43Q. 
Thomson's  Sermons  on  Infidelity,  431. 
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RenndTs  Proofs  ot  Inspiration,  479. 
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Cunningham's  Sermons,  540. 
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Bookworm. 

Sydney's  Defence  of  Poesie,  42. 

Boyle  on  Scripture,  99. 

Brown's  Religio  Medici,  and  Christian 
Moiajia.  151. 

Alsop's  Melius  Inquirendum,  154. 
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More's  Life  of  Sir  Thomas  More,  704. 

More's  Utopia,  ib. 

Brevity,  Hints  on,  419. 

British  Lancasterian  Society,  ^8. 

Briton's  Conversion  tp  Qhristiamty,  124. 
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Carrick&rgus  Gaol  School,  223. 

Christian  Fellowship,  576,  632,  68ft. 

Christian  Religion,  EvideAcea  o^  14,71. 

Christ's  descent  into  hell^  692^ 

Church  Missionary  Society,  332,  447. 

Congregational  School,  278. 

Congregational  Uwon  (Scqtaid}.  3911, 
446. 

Continental  Society,  331. 

CqiTrespondenta,  answeri  to,  56,  112, 
168,  224,  279,  280,  336,  39^1,  44£, 
.504,  560,  616»  672. 

Covenant  of  works,  349,  406. 

Criminals,  duty  of  praj^qg  fi>r  con- 
demned, 134. 
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Deaths.— Anthony,  391.  B^m,  61^. 
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53.  Green,  447.  Grii$n.  111.  Ktag- 
win,  167.  Knight,  559.  Morison, 
(Mrs.),  54.  NeweH,  54.  Newton, 
39L    Owen,  615.   ^hilliBhlll.   Ste- 

.  venson,  16.  Walker,  53.  Wllilbore, 
447. 

Dibdin's  Tour,  remarks  on,  131. 

Discourses,  Short,  119,  291^,  342, 
516,  627. 

Dissenters,  interesting  case  to,  54. 

Doctrine  of  Eternal  IHinishniait,  687. 

Doddridge  (Dr.),  letters  of,  28,  6S,  1^4, 
412. 

Domestic  Religion,  237,  289. 

J^nellittg,  223ft  460. 

Durham  and  Ncnrtiuuidioiianl  Assods- 
tion,  557. 

B# 

SedsMites,  reconcfltd'  with  tb^  Penta- 
teuch, 68(6. 
Ellucaiion,  Ubenl,  279* 
JSdeipjtic,  remarks  on  an  artidevla,  ff» 
Essex  Meetings.  ^1  ft  444. 
Evani  (of  StSo^),  fettm  Avm,  69^ 
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Fund  Sociely»  671. 

G. 

Girbi'  school,  223. 
Glasgovr,  222,  391, 446,  447. 
Greenwich  TnOi,  295. 

Hali,  (BlihopH  B^tiaeti  Amu,  243. 

Hamilton's  Pre8b;fterf,  22fLr 

Hebrew  Idiom,  694. 

Henry's  (Matthew) »  maniucript,  304. 

Herts  Societies,  231 ,  ^5. 

Hertford,  mooting  aVhuvnt  dpfim,  671. 

Home  4Cii^i|M7  %^9k^^62^  166^ 330* 

I. 
India,  559. 

Infidel,  recantation  of  an,  52. 
Inquest,  observatioq^  on  a  modem,  524* 
Ireland,  state  of,  53. 
Irish  Erangelical  Sa^t|i»  IM^  V%^  20% 


Jahn's  Hebrew ,        , 

Jewidh  Synagogue,  reflections  in,  12. 
Juvenile  delinquency^  354, 


Lisbon  inquisition,  52* 

literary  notices,  5^,  U*,  W8^,  224, 279, 

280,  336,  392,  448,  504,  560,  616, 

672. 
London  Seamen's.  Sodeties,  109,  167, 

389, 502,  614,  67i. 

Hibernian  Sodety,  333. 

. Jews  Society,  334. 

Penitentiary,  390. 

M. 

Manchster  burial  ground,  558,  570. 
Marriage  Act,  467. 
Meeting-houses,  new,  108. 

__! Opened  in  1822,  721. 

Mirades  of  Scripture,  294. 

,  Modem,  521. 

Morton,  meeting-honie  at,  acknowledg- 
ments of,  671. 

N. 

Katore  and  Art,  403. 
^Newspaper  details  of  Suidde,  691. 
North  Hants  Association,  614. 
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and  Carlisle,  527* 
Palm  tree,  470. 
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Incarnation  Anthess,  20» 
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Alfred,  82. 
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Worldly  Glory,  137. 
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,  Answers  to,  190,  582. 

Refrige  for  the  Destitute,  503. 
Religion,  the  Pleasures  of,  180. 
Robins,  of  Daventry,  Letter  from,  356. 


Sabbath,  Profrmation  of,  219. 

Seamen's  Hospital,  223. 

Seat-rents,  573. 

Sdf-eianunation,  300. 

Sermon  to  Young  People,  preached  in 

1703, 449. 
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Spain,  Monasteries  w,  53. 
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AdcBngliam,  Hi,  » 

Aiiistable,  ib. 

Alloaby,  ib, 

Alston  Moor,  ib. 

Bencastley  16^, 

Blennerhassett  164. 

BooUe,  16- 

Borrowdaley'lGS.  * 
•    Bowaaa,  ib, 

Brampton,  t6.    .  . 

Bridekirk,  ib.        .      . 

Brighaniy  166. 

Bronghton,  214. 

Carlisle,  215. 

Coc1t8niioiith,'1372. 

Croglin,2r8. 

Croabv,  384. 

Crosthwute,  278. 

EdetdiaH,  ib. 
•  Egiemont,  ib. 

Greystoke,  384. 

Hen8ingham>  3Sii* 

Hesket,  ib. 

Hntton,  ib.  .  • 

StJohn'sChapdyii- 

Keswick,  <6. 

Kirkandrews,  t6. 

Kirklerington,  ^ 

Laaonby,  ib* 

tiongtowB,  tftk 

Lorton,  t6. 
.  Mwypoit,  664. 

Melmerby,  386. 

MiUum,  ib. 

Oughton,  ib. 

P«ri(bead,  367. 

Penrith,  554.     - 

Plmnblaiidy  556k 
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Plumbton,  557. 
Ravenglass,  ib. 
Salkeld,  ib. 
Tapenhow,  613. 
Wasdale,  ib. 
Wetherall,  tft. 
Whitehaven,  613,  665. 

Suffolk  Societies,  446. 

Snicide,*630. 

Sunday  Schools,  222, 390^  391 ,  447, 502. 

Surrey  MSssiQn>.5P3. 
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Tartary,  Misnoh  to,  279. 
TpIIier,  (Mn)  his  fiinetal,  19. 
ToUer^s  speech  at  Bible  Society,  19. 
Tongue,  government  of,  464. 
Tract  Society,  330. 
t    Trmft  Deeds,  103. 
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Uliited  Breihien,  109. 

V 

Varieties,  440/499»  6^. 

W. 

Wesleyans,  Secession  from,  107. 

Widows'  Fund,  55< 

Wilts  Association,  222,  557. 
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Y. 

Year,  refleetious  on  old  ajod  new,  23. 
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